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Preface 


This index cumulates all Monthly Catalog indexes for the period January-June 1982. The Semiannual Index 
will be available each year after the June Monthly Catalog is printed. 

The Cumulative Index for the months January-December as well as the Serials Supplement will be 
published at the close of the calendar year. 
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ABBREVIATIONS 


addition. addendum. addenda. 

amendment. amendments. 

appendix. appendixes. 

book. books. 

chapter. chapters. 

Congress. 

Department. 

document. 

facsimile. facsimiles. 

fiscal year. 

Greenwich hour angle. 

House. 

House concurrent resolution. 

House document 

House executive document. 

House joint resolution. 

House of Representatives, 
House bill. 

House resolution. 

House report. 

illustration. illustrations. 

inch, inches. 





ns... NOS 


number. numbers. 

Pape. Pages. 

plate. plates. 

Portrait. portraits 

Part. parts. 

report. 

Senate. Senate bill. 

Senate concurrent resolution. 
Senate document. 

Senate executive document. 
Senate executive report. 
Senate joint resolution. 
Senate resolution. 

Senate report. 

section, sections. 

SESSION, sessions. 
supplement. 

volume. volumes. 

versus. 


Common abbreviations for the names of States. months. etc.. are also used. 


SEMIANNUAL INDEX 1982 


Author index: An alphabetical list of personal authors, editors, co-authors, corporate authors, and 
conferences. 


Title index: An alphabetical list of titles, series titles, and sub- or alternate titles. 


Subject index: An alphabetical list of subjects derived from Library of Congress Subject Headings. 
Series/report index: An alphabetical list of report numbers and series statements. 


Classification Numbers Index: An alphabetical list of classification numbers used in the term of this 
index. 


Stock Numbers Index: A numerical list of Superintendent of Documents stock numbers. 
Key Word Index: An alphabetical list of important words selected from information in the title fields. 


A margin index on the back cover locates the seven listings. Cumulative indexes are published 


semiannually and annually. Titles in all indexes are followed by the text entry number where more detailed 
information is available. 





GENERAL INFORMATION 


The Superintendent of Documents, U.S. Government Printing Office, Washington, D.C., 20402, is 
authorized by law to sell copies of government publications. The Superintendent of Documents currertly 
sells 21,000 titles, which are only a small portion of the publications that have been issued by the Federal 
Government. Not every title that is listed in the Monthly Catalog is sold by GPO. 


The prices of all U.S. Government publications sold by the Superintendent of Documents are 
established by the Public Printer in accordance with Title 44 of the United States Code. Prices are subject to 
change without notice. The prices charged on your order will be those in effect at the time your order is 
processed, with the exception of prices quoted from the GPO order desk. (A telephone quote number will 
be provided at that time which guarantees the price for 90 days.) As it is not feasible to manually correct the 


prices in the publications affected by price changes, the prices charged on your order may differ from those 
printed in the publications and in the Monthly Catalog. 


DISCOUNTS 


A 25 percent price discount is allowed for purchases of 100 or more copies of a single publication that 
are mailed to one address. Bookdealers buying for the purpose of resale will receive the same 25 percent 
discount, regardless of quantity, if the publications are mailed to their place of business. No discount is 
allowed when the publications are mailed to a third party unless the order is for 100 or more copies of a 


single publication. Also no discount is allowed on several periodicals or groups of publications which fall 
into a special pricing category. 


THE GPO PUBLICATIONS REFERENCE FILE 





The GPO Sales Publications Reference File (PRF) is a 48x microfiche catalog of publications sold by 
the Superintendent of Documents. The PRF is issued on a bi-monthly subscription basis and lists all 
publications and subscription services currently for sale by the Superintendent of Documents. Forthcoming 
sales items and items that have been exhausted (out-of-print) for up to two years are also included in the 
PRF. 

Each PRF issue consists of approximately 300 microfiche and is sent to subscribers and depository 
libraries six times a year in January, March, May, July, September, and November. Monthly supplements to 
the PRF, entitled GPO New Sales Publications, consists of one or two microfiche. Each supplement lists all 
new publications added to the active sales inventory during the preceding month. 

The PRF is arranged in three sequences: 


1. By Government Printing Office stock numbers 


2. By Superintendent of Documents classification numbers 
3 By clphabetical arrangement of subjects, titles, agency series and report numbers, key words and 
phrases, and individual authors. 





The PRF may be purchased as a subscription service, or by single issue. 





THE EXHAUSTED GPO PUBLICATIONS REFERENCE FILE 


At the beginning of each year, a number of exhausted (out-of-print) titles are removed from the GPO 
Sales Publications Reference File and merged into a separate index of exhausted titles, called the Exhausted 
GPO Publications Reference Filc (EPRF). First created in January of 1980, the EPRF contains references 
to more than 25,000 U.S. Government documents formerly sold by the Superintendent of Documents. 

The EPRF provides a ready reference file of historical bibliographic information that will be helpful in 
identifying older publications. Beginning with the 1981 edition, each annual EPRF will cumulate all titles 
exhausted since the basic 1980 edition. Current price and ordering information about the PRF and the 
EPRF may be obtained from the Superintendent of Documents by calling the order desk at (202) 783-3238. 

Copies of exhausted publications listed on the EPRF may be found in regional Federal depository 
library collections. Copies of certain technical publications no longer sold by the Superintendent of 
Documents may usually be obtained by writing to: 








National Technical Information Service 
5285 Port Royal Road 
Springfield, VA 22161 


SUBJECT BIBLIOGRAPHIES AND INDEX 


At present the Superintendent of Documents does not publish a complete hardcopy listing of all titles 
that are for sale. Most of the available titles appear in the more than 250 subject bibliographies that are 
prepared by this Office. The subject bibliographies list publications and subscriptions on a single subject, or 
on a specific field of interest. Each entry is listed by title, GPO stock number, and price. The bibliographies 
also provide a brief description of some of the publications and subscriptions listed, and ordering 
information. The Superintendent of Documents has also prepared a Subject Bibliography Index to assist 
customers in selecting the subject bibliography that most closely relates to their needs. Prices of publications 
listed in the subject bibliographies are subject to change without notice. 


The Subject Bibliography Index and the subject bibliographies are free and may be obtained by writing 
to: 


Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


GOVERNMENT PER iODICALS AND SUBSCRIPTION SERVICES, PRICE LIST 36 


Government Periodicals and Subscrintion Services, Price List 36 is a free catalog available upon 
request from the Superintendent of Documents. This catalog lists over 500 subscription services that are 
published by more than 40 Federal agencies and sold by the Superintendent of Documents. Each issue also 
lists the changes in subscription services that have occurred since the last edition of Price List 36 was 
published. These revisions include new subscription services, subscriptions that have been discontinued, 
changes in subscription titles and the latest prices. All changes are listed under “General Information” in the 
preliminary pages. A subscription order form and ordering information are provided on the last two pages. 
Retention information (the number of available back issues retained. for single copy:sale) is included in the 
text entries of Price List 36 following the single copy price. Price List 36 is revised and issued quarterly 
(Winter, Spring, Summer and Fall). Prices of all subscription services are subject to change without advance 
notice. To obtain a copy of Price List 36, write to: 


Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 





CONSUMER INFORMATION CATALOG 


The Consumer Information Center was established in 1970 by presidential order to increase public 
awareness of consumer information released by Federal agencies. A catalog of consumer publications, 
published four times a year by the Center, lists booklets from nearly 30 agencies of the Federal Government. 
More than half of these publications are free upon request. 

The Consumer Information Center does not maintain a mailing list for individual copies of the 
Consumer Information Catalog. However, the center does maintain a bulk mailing list for educators, 
libraries, consumer and non-profit groups who wish to receive 25 or more copies of the catalog quarterly. A 
Spanish-language edition of the catalog is also available, by individual copy or by bulk. To obtain a copy of 
the catalog or an application to be placed on the bulk list, write to: 





Consumer Information Center 
Pueblo, Colorado 81009 


CONS!IIMERS GUIDE TO FEDERAL PUBLICATIONS 


The Consumers Guide to Federal Publications is a free pamphlet published by the Superintendent of 
Documents. The guide is designed to assist customers in locating the proper source for publications relating 
to their interests. It gives a general overview of the Document Sales Program and describes the numerous 
services that the Superintendent of Documents offers. The guide also provides ordering information and lists 
some other sources where Federal publications are available. The guide may be obtained by writing to: 





Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


STANDING ORDER SERVICE 


Certain publications or series of publications that are published annually are now available on a standing 
order basis. Customers who wish to use this service must maintain a Superintendent of Documents deposit 
account, or a VISA or MasterCard account. Under the standing order service, customers will be placed on a 
specific standing order list upon request and will receive publications associated with the list as they become 
available. GPO mails these publications to customers and charges their accounts. If funds are not available at 
the time of shipment, the customer is notified that no shipment will be made. Subscription services are not 
offered on a standing order basis. To receive a publication on standing order, customers must submit GPO 
Form 3468, “Authorization for Standing Order Service.” This form and a list of standing order titles are 


available free of charge from the Superintendent of Documents. For more information on standing orders, 
write: 


Department 40 

Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


CONGRESSIONAL PUBLICATIONS 


The following Congressional materials are available from the Superintendent of Documents on a 
subscription basis: House and Senate Hearings, Public Bills, Reports on Public Bills, Private Bills, Reports 
on Private Bills, House and Senate Documents, Private Laws, Public Laws. 

In most cases, single copies of these publications are not sold. Items which are not available for sale, 
may be obtained from the House and Senate Documents Rooms at the U.S. Capitol, Washington, D.C., 
20515 (House) and 20510 (Senate) or from the issuing congressional committee. Sales items, including some 
committee prints, are identified with price and stock number in the individual entries in the Monthly 
Catalog. Prices on sales items are subject to change without notice. Current price information is available 
from the Superintendent of Documents. 


VII 





FEDERAL DEPOSITORY LIBRARY PROGRAM 


To help fulfill its responsibility to inform the public on the policies and programs of the Federal 
Government, Congress has established the Depository Library Program. Chapter 19 of title 44 of the U.S. 
Code is the authority for the establishment and operation of the depository program. Under this program, 
government publications are made available to designated depository libraries. In order to provide the 
general public with greater access to government publications, these libraries are located in each state and 
congressional district. There are currently over 1,350 depository libraries. Of this number, 49 have been 
designated as regional depositories. The regional libraries assume the responsibility of retaining depository 
material permanently and of providing interlibrary loan and reference service in their regions. They also 
assist selective depository libraries with the disposal of unwanted material. Copies of documents no longer 
available through the GPO Sales Program can usually be found in regional Federal depository library 


collections. See the following page for a list of regional Federal depository libraries. To obtain a complete 
list of the depository libraries, write to: 


Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 
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HOW TO ORDER PUBLICATIONS 


AVAILABILITY OF PUBLICATIONS 


Unless otherwise indicated, publications listed in this catalog are distributed by the issuing office which 
appears immediately before the publication date in each entry. Publications that are sold by GPO are 
indicated by a ‘“‘For sale by the Supt. of Docs.” statement in the text entries. The GPO stock number (S/N) 
and the price of the publication at the time the publication was listed in the Monthly Cataiog are included in 
the entry under the item number. (See the sample entry on page v.) Entries for publications that are sold by 
the National Technical Information Service include a statement to that effect. Additional information 


necessary for procuring documents appears above or within the text entries. Do not use the Library of 
Congress card number in ordering publications. 


ORDERING DOCUMENTS FROM THE GOVERNMENT PRINTING OFFICE 


A. General Information 


1. 


4. 


Publications that are sold by the Superintendent of Documents may be ordered directly from the 


Office of the Superintendent of Documents, U.S. Government Printing Office, Washington, D.C. 
20402. 


. Customers may submit orders for publications (please use GPO stock numbers and titles) on the order 


form found in the front of the catalog. Additional order forms are available from the Superintendent 
of Documents. Clear photocopies of the order form are acceptable. Instructions for ordering 


pubiicaticns and information concerning an order or inquiry, are provided on the back of the order 
form. 


. The order form may be used to order both publications and subscription services. However, for faster 





service, we request that customers order subscriptions and publications on separate order forms. 


Orders tor individual issues of subscriptions should be forwarded separately from orders for 
subscription services. A separate order form for subscriptions is printed in the front of the catalog. 
Minimum amount of remittance is $1.50. 














. Ordering Publications 


2. 


Order publications by GPO stock number whenever possible. The stock number format is 
000-000-00000-0. Include the complete title for each publication requested. 
If a GPO stock number does not appear in a Monthly Catalog text entry, that means that the 


publication is not sold by the Government Printing Office and cannot be ordered from the 
Superintendent of Documents. 


. Stock number, current price, and information regarding stock status is available from the order desk 


in Washington, D.C. (202-783-3238—a non-FTS commercial number.) 


. Congressional documents and reports that are sold by GPO should be ordered by the stock number 


and title together with the document or report number and the session of Congress, e.g., Y 1.1/7:96-1. 
(House document—96th Congress, Ist session; No. 1.) 


. Please indicate clearly on your order if you want the previous edition of a particular publication, and 


not the newer edition. If you want the latest edition of a publication, indicate this also. 





C. Ordering Subscription Services 


1. Use the latest quarterly edition of Government Periodicals and Subscription Services, Price List 36 or 
the latest available edition of the GPO Publications Reference File when ordering subscriptions. 

2. Always indicate whether the order is for an entire subscription service or for an individual issue. 

3. If you are requesting a specific subscription service for the first time, please indicate that it is a new 
order. If your order is a subscription renewal, return the provided GPO subscription renewal form 
within 30 days of receipt to avoid a break in service. 

. Order by the complete title of each subscription service and by the Sub List ID when possible (e.g., 
BGN for Background Notes on Countries of the World) and by stock number. To expedite the 
processing of your order, include the File Code listed at the end of each subscription entry in 
Government Periodicals and Subscription Services, Price List 36, e.g., File Code 2M. File codes may 
be found adjacent to the Sub List ID in the description field of the PRF. 

. Indicate if you desire the service via special postage rates. You may obtain information on postage 
rates from the order desk (202-783-3238). 

. If you are requesting an individual issue of a subscription service, please provide the complete title, 
volume number, issue number and date if the issue is a dated (regularly issued) periodical. The 
Superintendent of Documents retains the latest six issues of most dated periodicals (the latest twc 
issues for most quarterlies) while supplies last. 

. Single copies of some irregularly issued subscriptions are also available for sale. Contact the ordei 
desk for availability and price information. Records of individual issues of certain irregulai 
subscription services are also classified on the PRF. Single issues of basic and supplementa: 
subscriptions are not for sale. 

. All subscription services are issued for one year, unless otherwise indicated. On basic and supplemen- 
tal services, customers will receive all material to date. Customers requesting dated periodicals will 
recieve the next scheduled issue of the subscription, with the exception of semiannuals and triannuals, 
in which case the current issue is mailed. customers who order irregular subscription services will 
receive the next scheduied issue. Most irregular subscription services expire one year after they are 
entered on the Mail List File. No back material is issued for irregular subscriptions. Back material is 
furnished for calendar year subscriptions (e.g., Monthly Catalog of U.S. Government Publications, 
Index Medicus, Code of Federal Regulations, National Library of Medicine Audio Visual Catalog) 
regardless of when customers submit their orders during the year. 




















Cancelling a Subscription Service 


1. Those subscriptions issued on a regular basis, and a few which are issued irregularly, may be 
cancelled and a refund made for the unused portion of the subscription. The refund will be prorated 
based on the number of issues already mailed or scheduled for mailing. 

2. There is an $8.00 cancellation charge which will be deducted from the total price of the subscription. 

3. If the subscription costs $8.00 or less, no cancellation fee will be assessed and no refunds will be made. 


Exceptions: 


a) Subscribers who request cancellation of service because the order took longer than six weeks to 
process, or was processed incorrectly, will receive a full refund regardless of the price of the 
subscription. No cancellation fee will be charged. 

b) Subscribers who request cancellation of service because of a price increase, when the order was 
processed at the new higher price without their consent, will be refunded the entire amount 
regardless of the price of the subscription. No cancellation fee will be charged. 

4. Customers who request cancellation of service on special six month introductory subscriptions will 
not be issued refunds or charged a cancellation fee. 


5. No refunds will be made or cancellation fees assessed on basic and supplemental subscription services. 





D. Processing Time 
Publication Orders 


Publication orders for domestic customers are shipped non-priority or by United Parcel Service, 
depending on the zone and weight. Under regular service, domestic publication orders are shipped 
within five to ten working days of receipt. Publications for international customers are shipped surface 
mail within five to ten working days of receipt unless the customer specifies and pays for airmail service. 


Subscription Orders 


Most subscriptions are mailed non-priority unless priority mailing is specified. Allow six weeks 
processing time plus mailing time for subscription services. Airmail service is available to international 
customers for most subscription services. However, on basic and supplemental subscription services, 


only the basic manual and all supplements issued to date are mailed airmail; all subsequent supplemental 
material is sent surface mail. 


. Ordering via Telephone 


1. Customers may place an order by telephone to reduce processing time if the order is to be charged to 


a VISA, MasterCard, or Superintendent of Documents prepaid deposit account. Customers may call 
the order desk in Washington, D.C., at (202) 783-3238, between 8:00 a.m. and 4:30 p.m., Eastern time, 
Monday-Friday, except holidays. 

. Telephone ordering service is also provided by GPO bookstores which carry the more popular 
publications. (Refer to the list on the back cover for the store in your area.) Customers may order 
publications by telephone at any GPO bookstore. If the publication requested is available, the order 
will be processed by the bookstore and the publication will be mailed to the customer. Orders for 
publications that are not available from the bookstore and orders for subscription services will be 
forwarded by the bookstore to the GPO Central Office for processing. 

. When ordering by telephone or through the mail, customers should provide an area code and 
telephone number where they may be reached during the day. 


Telex Service 


Customers with teletype equipment can also charge orders to a deposit account or credit card account 
by dialing the GPO TWX #710 822-9413; ANSWER BACK USGPO WSH. 


. How to Remit 


Checks 


1. All remittances for GPO sales documents should be by check or money order made payable to the 
Superintendent of Documents. Please do not send currency or coin. 
2. With few exceptions, all orders must be accompanied by U.S. dollar remittance. 





VISA/MASTERCARD 


The Superintendent of Documents is accepting orders to be charged to a valid VISA or MasterCard 
account. 


1. Customers who wish to use one of these services should furnish their credit card number and the date 
of expiration. 


2. Orders for subscriptions and/or for publications may be charged to your credit card account. Your 
account will be charged when the item is mailed. 





Deposit Account 


Customers who make frequent purchases from the Superintendent of Documents will find a deposit 
account a convenient method for ordering publications and subscriptions. 


1. A minimum deposit of $50 is required to open a deposit account. Upon receipt of your remittance by 


this Office, you will be assigned a unique deposit account number against which you may place future 
orders. A positive balance must be maintained in your account in order to place future deposit 
account orders. Requests to open a deposit account should be submitted separately and addressed to 
the Superintendent of Documents, U.S. Government Printing Office, Washington, D.C. 20402. 
Customers should send all deposits to their accounts separately from orders. 





. For prompt and speedy service when ordering both publications and subscriptions to be charged to 


your prepaid account, please use separate order forms. Forms may be obtained from the Superintend- 


ent of Documents by request. Be sure to include a deposit account number when placing deposit 
account orders. 








. You will receive a monthly statement regarding the status of your deposit account provided there has 


been activity on the account during the previous month. The statement will indicate all charges made 
against the account during the month and the remaining balance. An account with a positive balance 
may be closed upon a customer’s written request. 


. We suggest that deposit account customers maintain a balance sufficient to cover three months’ 


purchases to assure prompt processing of their orders and to avoid the necessity of forwarding 
frequent deposits. 


Invoicing 


Currently, Federal agencies, state and local agencies, and college bookstores may submit orders 
unaccompanied by remittance to the Superintendent of Documents. These customers are invoiced for 


the cost of the products supplied to them. All other customer orders must be prepaid. 
1. 


To facilitate invoice processing, agencies should include a purchase order number on all agency 
purchasing order forms and have the forms signed by a purchasing official. They should also include 
a “bill to” address, a “ship to” address and funding data. 


. To avoid duplicate shipments, agencies should not send confirmation copies of their purchase orders. 


They should clearly indicate if payments are for previously submitted orders and include GPO’s 
invoice number with the payments. 


. Additional Remittance Information for International Customers 
1. 


Customs and international mailing regulations require special handling of all orders that are mailed 
outside of the United States. The Superintendent of Documents charges an additional 25 percent of 
the current domestic selling price of a publication or subscription service to cover the special 
handling charges. We also require that remittance be made in advance of shipment. We request that 
all correspondence with this Office be in English. 


. International customers should remit by International Postal Money Order, by a draft on a United 


States or Canadian bank, (in U.S. dollars) or by UNESCO Coupons. We cannot accept drafts from 
foreign branches of an American bank. Orders received with postage stamps, International Response 
Coupons, or foreign currency are not acceptable and will be returned unprocessed. 


. To guarantee the price of a publication for purchase at a future date, customers may request a pro 


forma invoice. This invoice quotes the title of the publication, its price, and special handling charges. 
It is valid for 90 days from the date of the quote. 


. Unless otherwise specified by the customer, shipments for international orders will be sent surface 


mail. Airmail rates for publications vary according to the weight of the shipment and its destination. 
Airmail rates for individual issues of subscription services remain constant through the term of the 
service. The Superintendent of Documents recommends that international customers request airmail 
service for dated periodical subscription services. Information on airmail rates may be obtained by 
telephone (202-783-3238), telex (TWX #710 822-9413 ANSWER BACK USGPO WSH) or by mail. 





REMINDER: Prices of publications are subject to change without notice and the prices charged on 
your order will be those in effect at the time your order is processed, with the exception of those who 
have requested a pro forma invoice in advance or have obtained a valid price quote. 


COMPLAINTS 
Orders for Publications 


. If you have a problem with a publication order, allow four weeks for mailing and processing time if 
the order was sent by mail. Allow three weeks if the order was placed by telephone. 
. Please clearly explain the problem and provide a copy of the order, along with proof of payment. 


Also include a telephone number where you can be reached during business hours. 
. Address all inq:izes to: 


Chief, Service Section 

Stop: SSOS 

U.S. Government Printing Office 
Washington, D.C. 20402 


NOTE: We do not accept the return of publications for exchange or credit unless an error was made 
in processing your order, or if your order was received in faulty condition. If an adjustment is 
necessary, return your order document or shipping ticket, along with proof of payment (cancelled 
check—front and back, VISA, MasterCard or Superintendent of Documents Deposit Account 
number). All claims must be submitted within six months from the date of your order. DO NOT 
RETURN ANY PUBLICATION UNTIL NOTIFIED TO DO SO. 


B. Orders for Subscriptions 


. Allow a minimum of 6 weeks before inquiring about a subscription service. 
. In your letter of inquiry include the title of the subscription, the subscription symbol (List ID), the 
date of the order, the order number, the subscriber address and proof of payment. Be as specific as 


possible about the problem (e.g., specify missing issues, quantity, whether a new or renewal order, 
etc.) 


. Address all inquiries to: 


Chief, Subscription Research Section 
Stop: SSOM 

U.S. Government Printing Office 
Washington, D.C. 20402 


. Deposit Accounts 


1. Allow 3 weeks before a new deposit account can be activated and before the new account number 
will be sent to the account holder. 


2. If the problem relates to charges made against the account, include a copy of the statement and 
annotate the charges in question. 





3. Address all inquiries to: 


Chief, Deposit Account Section 
Stop: SAOS 

U.S. Government Printing Office 
Washington, D.C. 20402 


Phone numbers for the offices listed above may be found in the directory on the following page. If you 


receive defective publications or you are dissatisfied with the responses from any of these offices, 
address all inquires to: 


Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


DIRECTORY FOR ORDERING ASSISTANCE 


. Telephone Order and Information Section (order desk) (202) 783-3238 
(general ordering information) 

. Congressional Information Desk (202) 275-3030 
(information on Congressional publications) 

. Publication Service Section (202) 275-3050 
(publication complaints) 

. Subscription Research Section (202) 275-3054 
(subscription complaints) 

. Deposit Account Section (202) 275-2481 
(complaints regarding charges or deposits) 





A 


A. T. Kearney Inc. 

Coupling system design optimization : a 
survey and assessment of automatic 
coupling concepts for rail freight cars / 
, 82-14386 

Impact of automotive fuel economy 
standards on competition in the auto- 
motive industry /, 82-3855 


AAI Corporation. 

Part-task trainer for the F-106A MA-1 
radar/infrared fire control system 
design, specification, and operation /, 
82-263 


ABAM Engineers Incorporated. 
AGT guideway and station technology /, 
82-14508 


Abbe, Elizabeth. 
Cobalt : effectiveness of alternative U.S. 
policies to reduce the costs of a supply 
disruption /, 82-567 


Abbene, Elizabeth. 
Benefits of establishing paternity /, 82- 
1889 


Abbey, O. B. 

Thermal performance and water utiliza- 
tion measurement on ultimate heat 
sinks - cooling ponds and spray ponds 
/, 82-992 


Abbott, David G. 
Experiment data report for test RIA 1-1! 
(Reactivity Initiated Accident test 
series) /, 82-4114 


Abbott, Ira H. A. 
An evaluation of the NASA Tech House, 
including live-in test results /, 82- 
11139 


Abercrombie, Gary E. 
Mini-RPV engine demonstrator program 
/, 82-3203 


Abernathy, A. Ray. 
Oxygen-consuming organics in nonpoint 
source runoff /, 82-5296 
Abildskov, J. A. 


Optimal _electrocardiography 
10643 


Ables, Ernest D. 
Ecology of the Carmen Aountains whiie- 
tailed deer /, 82-14012 


/, 82- 





Author Index 


Ables, Jackson H. 

Filling and emptying system for Bay 
Springs Lock, Tennessee-Tombigbee 
Waterway, Mississippi hydraulic 
model investigation /, 82-170 

Filling and emptying system, New Ship 
Lock, Mississippi River-Gulf Outlet, 
Louisiana : hydraulic model investiga- 
tion /, 82-1458 

Modifications to filling and emptying 
system of Lock No. 1, Mississippi 
River, Minneapolis, Minnesota : hy- 
draulic model investigation /, 82-5002 

Vortex problem at intake, Lower St. An- 
thony Falls Lock and Dam, Mississippi 
River, Minneapolis, Minnesota : hy- 
draulic model investigation /, 82-4997 


Aboud, G. M. (George M.). 
Vehicle integration and evaluation of ad- 
vanced restraint systems /, 82-11642 


Abrahamsen, Martin Abraham, 1908- 
Farmer cooperatives in the United States. 
Section 2. Agricultural cooperatives : 
pioneer to modern., 82-4463 


Abrams, Elliott. 
General view of the U.N. system : June 
5, 1981., 82-11237 


Abrams, Jules C. 
Can public schools meet the literacy 
needs of the handicapped? /, 82-13498 


Abramson, P. B. 
Numerical thermal mixing in Eulerian 
calculations of coupled thermo/hydro- 
dynamic motions /, 82-2469 


A user’s guide to EPIC : a computer 
program to calculate the motion of fuel 
and coolant subsequent to pin failure in 
an LMFBR /, 82-6666 


Abromavage, M. (Martin) 
A bibliography for the Satellite Power 
System (SPS) Concept Development 
and Evaluation Program /, 82-13284 


Abt Associates. 

Evaluation of the maximum allowable 
cost (MAC) for drugs program : phase 
I report : final design report and report 
of pilot study analysis /, 82-10681 

First annual report of the National Hospi- 
tal Rate-Setting Study : a comparative 
.eview of nine prospective rate-setting 
programs /, 82-5771 


Do not order from index; see indicated entry 





A natural profile of catastrophic illness., 
82-13871 


Abuaf, N. 
Radio frequency (R-F) probe for bubble 


size and velocity measurements /, 82- 
14849 


Acey, D. L. 
A comparative analysis of LWR fuel de- 
signs /, 82-11870 


Ackerman, D. G. (Donald Godfrey), 1944- 
At-sea incineration, evaluation of waste 
flow and combustion gas monitoring 
instrumentation onboard the M/T Vul- 
canus /, 82-10129 


Ackerman, Lauren Vedder, 1905- 
Supplement : tumors of bone and carti- 
lage /, 82-9589 


ACM SIGSOFT. 

Proceedings of the NBS/IEEE/ACM 
Software Tool Fair : held in conjunc- 
tion with the 5th International Confer- 
ence on Software Engineering in San 
Diego, CA, March 10-12, 1981 /, 82- 
4608 


Action for Child Transportation Safety. 
Conference on Child Passenger Protec- 
tion /, 82-6507 


Actkinson, Tomme R. 
Mnemonic enhancement and _ general 
technical ability /, 82-13115 


ACTUS, Environmental Services. 
Control of the occupational environment 
: instructor’s manual /, 82-1872 


Acurex Corporation. 
Acrylonitrile plant air pollution control /, 
82-10128 


National Commission on Air Quality, 
Southern California regional study — 
SIP process review : identification of 
additional control measures /, 82- 
11837 

National Commission on Air Quality, 
Southern California regional study— 
SIP process review : base line control 
measure cost data /, 82-11849 


Source category survey : borax and boric 
acid industry /, 82-1681, 82-5318 


Source category survey : industrial incin- 
erators /, 82-5321 


Page I-i 





Acurex Corporation. 


Source category survey : perlite industry 
/, 82-5322 


Terrestrial ecology protocols for environ- 
mental assessment programs : work- 
shop proceedings /, 82-13555 


Acurex Corporation. Energy & 
Environmental Division. 
Environmental assessment data systems : 
terminology reference manual /, 82- 
10088 


Environmental assessment data systems 
user guide : gaseous emissions data 
system /, 82-3382 


Environmental assessment data systems 
user guide : solid discharge data system 
/, 82-3385 


Environmental assessment of uiility boiler 
combustion modification NOX controls 
/, 82-13645 


Pilot scale evaluation of NOx combustion 
control for pulverized coal : phase II 
final report /, 82-13609 


Sampling system evaluation for high-tem- 
perature, high-pressure processes /, 
82-13563 


Adams, E. Kathleen. 
An analysis of potential additional meas- 
ures of fiscal capacity of South Dakota 
school districts /, 82-13783 


Adams, Leon M. 
Testing an improved FMVSS no. 104 
windshield washer procedure and 
spray /, 82-4014 


Adams, R. E. 
Sodium oxide aerosol study : NSPP runs 
101-105, data record report /, 82-6924 


Sodium oxide and uranium oxide aerosol 
experiments : NSPP tests 106-108 and 
tests 240-207, data record report /, 
82-2542 


Uranium and sodium oxide aerosol ex- 
periments : NSPP tests 201-203 and 
tests 301-302, data record report /, 
82-14887 


Adams, R. J. (Richard J.) 
Airborne radar approach system flight 
test experiment /, 82-3941 


Adams, William D. (William David), 1941- 

A Study of the laboratory system, State 
of Illinois : Department of Mental 
Health and Developmental Disabilities, 
Department of Public Health, Depart- 
ment of Public Aid /, 82-10651 


Adcock, Jerry B. 
Simulaion of ideal-gas flow by nitrogen 
and other selected gases at cyogenic 
temperatures /, 82-14237 


Page I-2 





Adelman, Howard M. 
Preliminary design procedure for insulat- 
ed structures subjected to transient 
heating /, 82-3796 


Adler, Alfred. 
The Impact of microcomputers on avi- 
ation : a technology of forecasting and 
assessment study /, 82-14413 


Administrative Conference of the United 
States. 
Recommendations and 

11823, 82-11824 


Report /, 82-11822 


reports /, 82- 


Administrative Conference of the United 
States. Office of the Chairman. 
Recommendations and reports /, 

11823, 82-11824 


Adolph, R. J. 
New and rebuilt brake cylinder survey 
and performance evaluation /, 82- 
11608 


82- 


Adriaan Volker Baggermaatschappij. 
Assessment of certain European dredging 
practices and dredged material contain- 
ment and reclamation methods /, 82- 
9795 


Adriano, D. C. 

Environmental chemistry and cycling 
processes : proceedings of a symposium 
held at Augusta, Georgia, April 28- 
May 1, 1976 /, 82-5183 


Advanced Management Systems, Inc. 
Life-cycle cost procurement procedures 
for advanced-design buses (develop- 
ment and test application) /, 82-14524 


Advanced Research Resources Organization. 

An exploratory investigation of the skill 

qualification testing system /, 82- 
13121 


Advances in Particle Sampling and 
Measurement (1979 : Daytona Beach, Fla.) 
Proceedings, Advances in Particle Sam- 

pling and Measurement (Daytona 
Beach, FL, October 1979) /, 82-3386 


Advertising Council. 
I went to technical school and I love my 
job., 82-10010 


Aeromechanics Laboratory. 
Large-scale wind-tunnel tests of inverting 
flaps on a STOL utility aircraft model 
/, 82-11122 


Aeronautical Research Associates of 
Princeton. 
Gust load estimation using a simplified 
power spectral technique /, 82-11543 


Gust response analyses for ten general 
aviation aircraft using a two-degree-of- 
freedom power spectral technique /, 
82-11542 


Do not order from index; see indicated entry 





Author Index 


Aerospace Corporation. 
Electric utility value analysis methodolo- 
gy for wind energy conversion systems 
/, 82-13366 


Integration of photovoltaic units into 
electric utility grids : experiment infor- 
mation requirements and selected issues 
/, 82-13374 


Oil shale surface retorting /, 82-13322 


Aerospace Corporation. Environment and 
Energy Conservation Division. 
Disposal of by-products from nonregen- 
erable flue gas desulfurization systems : 
final report /, 82-10141 


Aerospace corporation. Laboratory 
Operations. 
Evaluation of materials interactions for 
advanced reactor systems annual 
progress report /, 82-14930 


Aerospace Mechanisms Symposium (14th : 

1980 : Langley Research Center) 

14th Aerospace Mechanisms Symposium: 
Proceedings of a symposium sponsored 
by National Aeronautics and Space 
Administration, the California Institute 
of Technology, and Lockheed Missiles 
and Space Company Inc.,and held at 
NASA Langley Research Center, 
Hampton, Virginia., 82-2090 


Aerospace Mechanisms Symposium (15th : 
1981 : Marshall Space Flight Center, Ala.) 
15th Aerospace Mechanisms Symposium., 

82-6176 


AeroVironment Inc. 
Ozone and precursor transport into an 
urban area : evaluation of measurement 
approaches /, 82-10237 


AFCC Office of History. 

The Air Force Communications Com- 
mand : providing the reins of com- 
mand, 1938-1981, an illustrated history 
/ Thomas S. Snyder, general editor ; 
Betty A. Boyce ... [et al.]., 82-3299 


Agbabian Associates. 
Verifying seismic design of nuclear reac- 
tors by testing /, 82-11962 


Agrawal, Ashok K., 1942- 
Reactor safety research programs : quar- 
terly progress report, April 1-June 30, 
1978 /, 82-2456 


Agreda, V. H. 
Devolatilization kinetics and elemental 
release in the pyrolysis of pulverized 
coal /, 82-10157 


Ahlness, Jon K. 
Electronic ore sorting tests on native 
copper ore /, 82-5862 





January — June 1982 


Ahlschvede, William T. 
Guidelines for choosing replacement fe- 
males /, 82-12376 


Optimal weight to market slaughter hogs 
/, 82-12386 


Ahn, Chung-Hae. 
NASA’s biomedical research program /, 
82-6092 


Ahtye, Warren F, 
Evaluation of approximate methods for 
the prediction of noise shielding by 
Airframe components /, 82-3790 


Air Force Aerospace Medical Research 
Laboratory (U.S.) 
Anthropometric relationships of body 
and body segment moments of inertia / 
, 82-3331 


Visual information processing based on 
spatial filters constrained by biological 
data /, 82-1611 


Air Force Avionics Laboratory. 
The measurement of balanced impe- 
dances with a coaxial transmission line 
system /, 82-5173 


A wave amplitude approach to noise 
analysis with application to a new 
method of noise measurement /, 82- 
5172 


Air Force Conference on Families (1980 : 
Randolph Air Force Base, Tex.) 
Air Force Conference on Families, 24-26 
September 1980 : conference report : 
family plan., 82-3298 


Air Force Human Resources Laboratory. 
Annotated bibliography of the Air Force 
Human Resources Laboratory techni- 
cal reports—1977 /, 82-5157 


Annotated bibliography of the Air Force 
Human Resources Laboratory techni- 
cal reports, 1976 /, 82-1558, 82-1600 


Air Force Human Resources Laboratory. 
Advanced Systems Division. 
Advanced low cost 

(ALCOGS) /, 82-5169 


Airborne electro-optical sensor simulation 
system /, 82-277 


Computer image generation : improved 
edge utilization study /, 82-5153 

Computer image generation imagery im- 
provement : circles, contours, and tex- 
ture /, 82-5180 


Computer image generation texture study 
/, 82-3325 

Data base descriptors for electro-optical 
sensor simulation /, 82-287 

Digital Avionics Information System 
(DAIS) : reliability and maintainability 
model users guide /, 82-3310 


G-cuing system‘: 





Air Force Human Resources Laboratory. Flying Training Division. 


Display and speech devices for simulator 
instructor/operator station applications 
/, 82-261 


Emulation of an advanced G-seat on the 
advanced simulator for pilot training /, 
82-3311 


Executive summary concerning the 
impact of advanced maintenance data 
and task oriented training technologies 
on maintenance, personnel, and training 
systems /, 82-1568 


G-seat component development /, 82- | 


1563 


| 
High resolution, high brightness color 


television projector : analysis, investi- 
gations, design, performance of baseline 
projector /, 82-257 

Holographic volume-phase, 17-inch aper- 
ture, on-axis, spherical beamsplitter 
mirror : development of /, 82-5145 


Impact of advanced maintenance data 
and task oriented training technologies 
on maintenance, personnel, and training 
systems /, 82-1569 


Improvement of skills for solving ill-de- 
fined problems /, 82-271 


Instructional materials for improved job 
performance /, 82-290 


Integration and application of human re- 
source technologies in weapon system 
design /, 82-9910 


Logic tree troubleshooting aids : organi- 
zational and intermediate maintenance 
/, 82-5166 


Maintenance task identification and anal- 
ysis : Organizational and intermediate 
maintenance /, 82-5167 


Motion and force cueing requirements 
and techniques for advanced tactical 
aircraft simulation /, 82-1582 


Opinions of Air Force maintenance per- 
sonnel about conventional technical 
orders /, 82-1572 


Overview of Advanced Systems Division 
criterion research (maintenance) /, 
82-3308 


Part-task trainer for the F-106A MA-1 
radar/infrared fire control system 
design, specification, and operation /, 
82-263 

Performance measurement 
nance /, 82-3307 


Predicting powered support equipment 
and associated maintenance manpo-ver 
requirements /, 82-259 

Recording pilot eye movement behavior : 
approachs [sic] and possible applica- 
tions /, 82-3302 


Sensory mechanism modeling /, 
82-1555 


of mairte- 


82-286, 


Do not order from index; see indicated entry 





Survey of human operator modeling 
techniques for measurement applica- 
tions /, 82-273 


Tactical performance characterization : 
basic methodology /, 82-3323 


Use of human resources data in weapon 
system design : identification of data/ 
data systems and related technology /, 
82-1590 


Validation of an expert estimate tech- 
nique for predicting manpower, mainte- 
nance, and training requirements for 
proposed Air Force systems /, 82- 
1564 


Visual-proprioceptive cue conflicts in the 


control of remotely piloted vehicles /, 
82-3303 


Wide-angle, multiviewer infinity display 
design /, 82-1554, 82-1556 


Air Force Human Resources Laboratory. 
Computational Sciences Division. 
HIER-GRP, a computer program for the 
hierarchical grouping of regression 
equations /, 82-1559 

Mathematical and 
index /, 82-5151 


Relationships among factors in new offi- 
cer effectiveness report system /, 82- 
1573 


Statistical software 


Air Force Human Resources Laboratory. 

Flying Training Division. 

Advanced simulator for pilot training 
(ASPT) : aerial refueling visual simula- 
tion-engineering development /, 82- 
268 


Advanced simulator for pilot training 
(ASPT) : G-seat optimization /, 82- 
1585 

Advanced simulator for pilot training 
(ASPT) : refinement of environmental 
data base generation system /, 82- 
1576 


Advanced training features, bridging the 
gap between in-flight and simulator- 
based models of flight training /, 82- 
288 


Air refueling director lights trainer : anal- 
ysis and evaluation of training effec- 
tiveness /, 82-281 


Air-to-air combat skills : contribution of 


platform motion to initia) training /, 
82-280 

Airborne performance measurement 
methodology application and validation 
: F-4 pop-up training evaluation /, 82- 
293 

Application of flight simulator record/ 
playback feature /, 82-1593 


Area of interest/field-of-view research 
using ASPT /, 82-269 


Page I-3 





Air Force Human Resources Laboratory. Flying Training Division. 


Attention and task complexity as indicat- 
ed by physiological indices /, 82-5165 
Boom operator part-task trainer : test and 


evaluation of the transfer of training /, 
82-297 


Cognitive pretraining : an aid in the tran- 
sition from instrument to composite 
flying /, 82-3305 

Contributions of platform motion to sim- 
ulator training effectiveness : study II - 
aerobatics /, 82-1575 


Contributions of platform motion to sim- 
ulator training effectiveness : study I — 
basic contact /, 82-1560 


Cost-effectiveness methodology for air- 
crew training devices : model develop- 
ment and users handbook /, 82-298 


Definition of requirements for a perform- 
ance measurement system for C-5 air- 
crew members /, 82-5146 


Development and application of a task 
taxonomy for tactical flying /, 82-291 


Effects of platform motion, visual and G- 
seat factors upon experienced pilot per- 
formance in the flight simulator /, 82- 
3312 


Effects of student-preferred incentives in 
university courses /, 82-1562 


Evaluation of a low fidelity simulator 
(LFS) for instrument training /, 82- 
1566 


Evaluation of T-37 IFS syllabi in the 
ASPT /, 82-3304 


Evaluation of the automated adaptive 
flight training system’s air-to-air inter- 
cept performance measurement /, 82- 
1567 


F-15 flight simulator : development and 
analysis of computer scoring algorithm 
/, 82-5152 


Instructional systems development (ISD) 
in Air Force flying training /, 82- 
5147 

Motion systems role in flight simulators 
for flying training /, 82-276 

Pilot performance in simulated aerial re- 
fueling as a function of tanker model 
complexity and visual display field-of- 
view /, 82-5156 


Platform motion contributions to simula- 
tor training effectiveness : study III- 
interaction of motion with field-of-view 
/, 82-9913 


Proceedings of the Simulator Effective- 
ness Research Planning Meeting /, 
82-3306 


Stress and simulation in pilot training /, 
82-3324 


Subjective motion discrimination in the 
simulator for air-to-air combat /, 82- 
3315 


Page I-4 





Training effectiveness of three types of 
visual systems for KC-135 flight simu- 
lators /, 82-1561 

Undergraduate pilot training : visual dis- 
crimination pretraining for landing task 
/, 82-284 


Air Force Human Resources Laboratory. 
Flying Training Division. Tactical 
Research Branch. 

Simulator training effectiveness as a func- 
tion of error counts on the F-15A 
flight simulator instructor operator sta- 
tion /, 82-1592 


Air Force Human Resources Laboratory. 
Logistics and Technical Training Division. 
Aircrew training devices : fidelity fea- 

tures /, 82-1607 


Digital avionics information 
(DAIS) /, 82-13228 


Digital avionics information system 
(DAIS) : life cycle cost impact model- 
ing system (LCCIM)— a managerial 
overview /, 82-1596 

Digital avionics information system 
(DAIS) : life cycle cost impact model- 
ing system, reliability, maintainability, 
and cost model (RMCM), description : 
users guide /, 82-1597 


Human resources data in weapon system 
design : an initial plan for development 
of a unified data base /, 82-1603 


Human resources, logistics and cost fac- 
tors in weapon system development /, 
82-9918 


Human resources, logistics, and cost fac- 
tors in weapon system development : 
methodology and data requirements /, 
82-3327 


system 


Air Force Human Resources Laboratory. 
Logistics Research Branch. 
Aircrew training devices : instructional 
support features /, 82-9919 


Aircre-y training devices : life cycle cost 
and worth of ownership /, 82-1606 


Aircrew training devices : 
82-3330 


Simulator training requirements and ef- 
fectiveness study (STRES) : abstract 
bibliography /, 82-9916 


Simulator training requirements and ef- 
fectiveness study (STRES) executive 
summary /, 82-1610 


utilization /, 


Simulator training requirements and ef- 
fectiveness study (STRES) : future re- 
search plans /, 82-1608 


Air Force Human Resources Laboratory. 
Manpower and Personnel Division. 
Adaptive testing without a computer /, 

82-13227 


Air Force enlisted personnel retention-ac- 
cession model /, 82-303 


Do not order from index; see indicated entry 





Author Index 


Computerized algorithms : evaluation of 
capability to predict graduation from 
Air Force training /, 82-5171 

Job performance appraisal system train- 
ing program /, 82-1609 

Likelihood function estimation (LIFE) 
model : utility in the development of 
an enlistment standard /, 82-13226 


Management engineering team applica- 
tion of officer grade requirements 
method /, 82-3329 


Non-aircrew officer positions : determina- 
tion of grade requirements/, 82-1605 
Perceptual-motor and cognitive perform- 


ance task battery for pilot selection /, 
82-1604 


Air Force Human Resources Laboratory. 


Occupation and Manpower Research 

Division. 

Air Force occupational attitude inventory 
development /, 82-1577 


Career area rotation model (CAROM) : 
historical overview of technique and 
utilization /, 82-289 


Comparative analyses of enlisted job sat- 
isfaction as measured by the occupa- 
tional attitude inventory /, 82-9911 


Comparative occupational survey of ci- 
vilian and military members in the 
pavements maintenance and construc- 
tion equipment operator specialists /, 
82-1557 


Comparative occupational survey of 
USAF civilian and military members in 
three civil engineering specialites /, 
82-3309 

Comparison of published measures of job 
satisfaction on a taxonomy of job re- 
wards /, 82-1565 


Design of a national skills market model 
for Air Force enlisted personnel /, 
82-296 


Effects of personal control, extrinsic re- 
wards, and competence on _ intrinsic 
motivation /, 82-3314 


Enhancing productivity through feedback 
and job design /, 82-3316 


Influence of the external labor market on 
the Air Force manpower and personnel 
system : a review of selected research / 
, 82-9908 


Job enrichment : evaluation with implica- 
tions for Air Force job redesign /, 
82-264 


Matching job education requirements of a 
variety of officer specialties with the 
educational attainments of potential in- 
cumbents /, 82-260 


Occupational analysis of the civilian WG- 
6900 warehousing family /, 82-1578 





January — June 1982 


Organizational assessment indices of ef- 
fectiveness /, 82-300 


Organizational survey assessment package 
for Air Force organizations /, 82- 
3322 


Pre-enlistment person-job match system / 
, 82-1588 


Recruiting resource and goal allocation 
decision model /, 82-1595 


Situational factor ic2ntification in Air 
Force organizations /, 82-3326 


Supply rate and equilibrium inventory of 
Air Force enlisted personnel : a simul- 
taneous model of the accession and re- 
tention markets incorporating force 
level constraints /, 82-3313 


Task level job performance criteria de- 
velopment /, 82-5144 


Three sets of task factor benchmark 
scales for training priority analysis /, 
82-5158 


Air Force Human Resources Laboratory. 
Operations Training Division. 
Adaptive performance testng system for 
surface attack tasks in the advanced 
simulator for pilot training /, 82-3328 


Advanced flight simulator : utilization in 
A-10 conversion and air-to-surface 
attack training /, 82-1602 


Flight training simulator : surface textur- 
ing via pseudo random noise codes /, 
82-1601 

Instructor/operator 
methods /, 82-299 


Leading the way through the ’80’s ... and 
beyond /, 82-1552 


Psychophysical criteria for visual simula- 
tion systems /, 82-5162 


Real-time feasibility for generation of 
nonlinear textured terrain /, 82-9914 


Refinements and validation testing of 
human operator performance emulator 
(HOPE) /, 82-13229 


Skills maintenance and _ reacquisition 
training research program : tactical air 
command preliminary evalution /, 82- 
304 


Software partitioning schemes for ad- 
vanced simulation computer system /, 
82-9917 


Training effectiveness of visual 
motion simulation /, 82-5170 
Wide angle, color, holographic infinity 
optics display / by Jose R. Magarinos, 

Daniel J. Coleman., 82-305 


display evaluation 


and 


Air Force Human Resources Laboratory. 
Personnel Research Division. 

Air Force female pilots program : 

performance and attitudes /, 82-157: 





initiz] | 


Air Force Human Resources Laboratory. Technical Training Division. 


Air Force officer qualifying test form N : 
development and standardization /, 
82-278 


Analysis aptitude test for selection of 
airmen for the radio communications 
analysis specialist course : development 
and validation /, 82-256 


Automated test item banking /, 82-270 


Calculations of predictor composites in 
the absence of a criterion /, 82-1594 


Characteristics of Air Force accessions : 
January 1975 to June 1977 /, 82-1583 


Criterion development for job perform- 
ance evaluation : proceedings from 
sytposium, 23 and 24 June 1977 /, 
82-5154 


Development and validation of the Air 
Force technical training student survey 
/, 82-13224 


Effectiveness of adaptability screening /, 
82-275 


Estimating item characteristic curves /, 
82-1580 


Ipsative rankings as an indicator of job- 
worker match /, 82-1581 


Item characteristic curve parameters : ef- 
fects of sample size on linear equating 
/, 82-1599 


Jet engine mechanic - AFSC 426X2 : ex- 
perimental job performance tests /, 
82-265 


Methodology to assess psychological 
stress and its impact in the air combat 
environment /, 82-267 


Peer rating research : annotated bibliog- 
raphy /, 82-9912 

Performance appraisal ratings 
tent issue /, 82-3318 


Personnel rating effectiveness as a func- 
tion of number of rating statements /, 
82-294 


Pictorial interest inventory development 
/, %2-274 


Pilot selection system development /, 
82-272 


Prediction of reading grade levels of 
service applicants from Armed Serv- 
ices Vocational Aptitude Battery 
(ASVAB) /, 82-285 


Report on the 1975 officers’ OER opin- 
ion survey /, 82-258 

Utilization of women in industrial career 
fields /, 82-1574 

Vocational interest-career examination : 


use and application in counseling and 
job placement /, 82-5148 


: the con- 


Air Force Human Resources Laboratory. 
Plans and Programs Office. 
Fiscal year 1980, Air Force technical ob- 
jective document /, 82-1584 


Db» not order from index; see indicated entry 














Fiscal year 1981 — Air Force technical 
objective document /, 82-1598 


Fiscal year 1982 : Air Force technical 
objective document /, 82-13225 


Air Force Human Resources Laboratory. 

Technical Training Division. 

Avionics maintenance training : relative 
effectiveness of 6883 simulator and 
actual equipment : test and evaluation 
plan /, 82-5159 

Cognitive styles : a bibliography and se- 
lected annotations /, 82-3320 

Computer-assisted instruction in the con- 
text of the advanced instructional 


system : authoring support software /, 
82-295 


Computer-assisted, programmed text, and 
lecture modes of instruction in three 
medical training courses : comparative 
evaluation /, 82-301 


Computer-managed instruction : develop- 
ment and evaluation of student skill 
modules to reduce training time /, 82- 
1587 


Computerized instructional adaptive test- 
ing model : formulation and validation 
/, 82-1589 


Cost analysis of Air Force on-the-job 
training : development and demonstra- 
tion of a methodology /, 82-3319 

Description of the Air Force mainte- 
nance training device acquisition and 
utilization processes /, 82-1571 

Development of a low-cost, stand-alone 
microterminal for support of testing 
and instruction /, 82-279 

Economics of on-the-job training : anno- 
tated bibliography nd literature 
review /, 82-256 

Feasibility of computer applications to 
mission-oriented training in the aircraft 
armament systems specialist career field 
/, 82-9915 

Field evalution system for Air Force 
technical training : analysis and modifi- 
cation /, 82-282 

Four systems for controlling multiscreen 


or team training presentations /, 82- 
9909 


Front-end analysis of the instructor’s job 
in self-paced instructuction /, 82-5143 

Impact of learning styles on Air Force 
technical training : relationships among 
cognitive style factors and perceptual 
types /, 82-3321 

Integrated system test of the advanced 
instructional system (AIS) /, 82-5163 

Learning strategy training materials : a 
selected subset /, 82-5150 

Low-cost computer-aided  instruction/ 
computer-managed instruction (CAI/ 


Page I-5 





Air Force Human Resources Laboratory. Technical Training Division. 


CMI) system : feasibility study /, 82- 
5164 


Low-cost terminal alternative for learn- 
ing center managers /, 82-302 


Maintenance training simulators at Air 
Force technical training centers : pres- 
ent and potential use /, 82-283 


Maintenance training simulators design 
and acquisition : summary of current 
procedures /, 82-5161 


Maintenance training system : 6883 con- 
verter/flight control test station /, 82- 
5155 


Measuring student attitudes toward the 
Air Force traffic safety course /, 82- 
292 


Measuring troubleshooting skills using 
hardware-free simulation /, 82-3317 


Operational consequences of literacy gap 
/, 82-5160 

Orientation/time management skill train- 
ing lesson : development and evalua- 
tion /, 82-1586 


Simulated and empirical studies of flexile- 
vel testing in Air Force technical train- 
ing courses /, 82-262 


Simulators for maintenance training 
some issues, problems, and areas for 
future research /, 82-1570 


Study skills package : development and 
evaluation /, 82-1591 


Systematic training program for enhanc- 
ing learning strategies and skills : fur- 
ther development /, 82-5149 


Task analysis schema based on cognitive 
style and supplantational instructional 
design with application to an Air Force 
training course /, 82-5168 


Air Force Human Resources Laboratory. 
Technology Office. 
Problem solving and decisionmaking : an 
integration /, 82-6090 


Air Force Weapons Laboratory. 

Laser induced damage in optical materi- 
als, 1980 : proceedings of a symposium 
sponsored by National Bureau of 
Standards ... [et al.], September 30-Oc- 
tober 1, 1980, NBS, Boulder, Colorado 
/, 82-9484 

OV3-4 dose rate and proton spectral 
measurements in the inner Van Allen 
belt /, 82-1612 


Air Pollution Technology, inc. 

Alternatives for high-temperature/high- 
pressure particulate control /, 82- 
13579 

American Air Filter Kinpactor 10 x 56 
venturi scrubber evaluation /, 82- 
13547 

Evaluation of granular bed filters for 
high-temperature/high-pressure partic- 
ulate control /, 82-13580 


Page I-6 





Mobile bed flux force/condensation 
scrubbers /, 82-13593 


Particulate control at high temperature 
and pressure using augmented granular 
bed filters /, 82-10158 


Air Pollution Training Institute. 
APTI course 427, combustion evaluation 
: instructor’s guide /, 82-10251 


APTI course 427, combustion evaluation 
: Student manual /, 82-10252 


APTI course 435, atmospheric sampling : 
instructor’s guide /, 82-10248 


APTI course 435, atmospheric sampling : 
student manual /, 82-10249 


APTI course 450, source sampling for 
particulate pollutants instructor’s 
guide /, 82-5315 


Air Resources Laboratories. 
The Acquisition and processing of con- 
tinuous data from GMCC observatories 
/, 82-3100 


Workshop on the Global Effects of 
Carbon Dioxide from Fossil Fuels, 
Miami Beach, Fla., March 7-11, 1977 /, 
82-13238 


Air Resources Laboratories (U.S.) 
A comparative synopsis of model atmos- 
pheres for 1954, 1958, 1962, and 1976 
below 47 kilometers /, 82-4631 


Observing and forecasting motions of 
volcanic emissions shortly after the ini- 
tial Mt. St. Helens eruptions /, 82- 
3101 


Pyrheliometer observations as an indica- 
tor of the climatological persistence of 
clouds /, 82-4633 


Relationship between visibility and at- 
mospheric turbidity at Raleigh, North 
Carolina /, 82-4632 


Air University (U.S.) 
Concepts of Air Force leadership /, 82- 
5142 


Air University (U.S.). Air Command and 
Staff College. 
Military ethics and professionalism : a 
collection of essays /, 82-152 


Air War College (U.S.). Airpower Research 
Institute. 
Command and control and communica- 
tions structures in southeast Asia /, 
82-307 


Aircraft Engine Diagnostics (1981 : Lewis 
Research Center) 


Aircraft Engine Diagnostics., 82-3789 


Aircraft Systems/Flight Test Workshop 
(1977 : East Point, Ga.) 
Report of the Aircraft Systems/Flight 
Test Workshop /, 82-3931 


Do not order from index; see indicated entry 





Author Index 


Aircraft Wake Vortices Conference (1977 : 
Transportation Systems Center) 
Proceedings of the Aircraft Wake Vorti- 

ces Conference : March 15-17, 1977 /, 
82-11534 


AiResearch Manufacturing Company of 
Arizona. 
Combustor design criteria validation /, 
82-213 


Cooled, laminated radial turbine demon- 
stration program /, 82-13193 


Regenerative Engine Analysis Program 
(REAP) /, 82-13191 


Airesearch Manufacturing Company of 

California. 

Lift performance indicator system feasi- 
bility study / W.J. Harris ; prepared 
for Applied Technology Laboratory, 
U.S. Army Research and Technology 
Laboratories (AVRADCOM)., 82- 
13195 


Airesearch Manuracturing Co. of California. 
Wayside energy storage study /, 82- 
14390 


Akademiia nauk SSSR. Fiziko-tekhnicheskii 
institut im A. F. Ioffe. 
Physica! properties of the chalcogenides 
cf rare earth elements /, 82-9974 


Akima, H. (Hiroshi) 

Broadcasting-satellite and fixed-satellite 
service consideration after the 1979 
World Administrative Radio Confer- 
ence., 82-12893 


Alabama. Dept. of Agriculture and 
Industries. 
Soil survey of Lee County, Alabama., 
82-54 


Soil survey of Tuscaloosa County, Ala- 
bama., 82-65 


Alabama. Office of State Planning and 
Federal Programs. 
Soil interpretive map of important farm- 
lands, Calhoun County, Alabama /, 
82-2809 


Soil interpretive map of important farm- 
lands, Chilton County, Alabama /, 
82-2810 


Soil interpretive map of important farm- 
lands, Dallas County, Alabama /, 82- 
2811 


Soil interpretive map of important farm- 
lands, Lauderdale County, Alabama /, 
82-9133 


Alabama, State Highway Dept. 
The determination of vehicular cold and 
hot operating fractions for estimating 
highway emissions /, 82-6299 





January — June 1982 


Alan M. Voorhees & Associates. 
Orange County, dual mode planning case 
study /, 82-6493 
TSM : an assessment of impacts : interim 
report /, 82-11587 


ALARA, Inc. 
Grand Junction remedial action program 
: analysis of currently approved and 
proposed procedures for establishing 
eligibility for remedial action /, 82- 
13264 


Alaska. Dept. of Community and Regional 
Affairs. Division of Community Planning. 
Hydrogeology of the Seldovia area, 

Alaska /, 82-5835 


Alaska. Division of Forest, Land, and Water 
Management. 
Geohydrology of the Delta-Clearwater 
area, Alaska /, 82-1933 


Alaska. Office of Coastal Management. 
Final environmental impact statement and 
proposed coastal management program 

for the state of Alaska /, 82-3110 


Alaska Outer Continental Shelf Office. 
Proposed Outer Continental Shelf Oil 


and Gas Lease Sale, lower Cook Inlet/ 


Shelikof Strait /, 82-10708 


Proposed Outer Continental Shelf oil and 
gas lease sale, Norton Sound : United 
States, Department of the Interior, 
draft environmental impact statement, 
June 1981 /, 82-573 


Proposed Outer Continental Shelf oil and 
gas lease sale, St. George basin /, 82- 
10712 


Alaskan Outer Contintental Shelf Seismology 
and Earthquake Engineering Workshop 
(1979 : Boulder, Colo.) 

Alaskan Outer Continental Shelf Seismol- 
ogy and Earthquake Engineering 
Workshop : March 26-29, 1979, Boul- 
der, Colorado /, 82-9492 


Alban, David H. 
Fertilization of black spruce on poor site 
peatland in Minnesota /, 82-33 


Albanese, A. S. 
Environmental control technology for at- 


mospheric carbon dioxide, final report 
/, 82-13258 


Albert, Walter G. 
Computerized algorithms : evaluation of 
capability to predict graduation from 
Air Force training /, 82-5171 


Albery, William B. 
Emulation of an advanced G-seat on the 
advanced simulator for pilot training /, 
82-3311 


G-seat component development /, 82- 
1563 











Alley, William E. (William Edward), 1944- 


Motion and force cueing requirements 
and techniques for advanced tactical 
aircraft simulation /, 82-1582 


Recording pilot eye movement behavior : 
approachs [sic] and possible applica- 
tions /, 82-3302 


Albright, John, 1937- 

Historic structure report, historical data 
and historical base map, Springfield 
Armory National Historic Site, Massa- 
chusetts /, 82-14015 


Alcouffee, Raymond E. 
Disassembly phase energetics : an exami- 
nation of the impact of SIMMER 
models and assumptions /, 82-6644 


Alderman, Irving N. 
Selective feedback as a training aid to on- 
line tactical data inputting /, 82-1449 


Aldina, G. J. (Giuseppe J.) 
APTI course 450, source sampling for 
particulate pollutants instructor's 
guide /, 82-5315 


Aldis, David F. 
Solar-supplemented, natural air drying of 
shelled corn : the economic limitations 
/, §82-12350 


| Aldrich, David C. 


Impact of dispersion parameters on calcu- 
lated reactor accident consequences /, 
82-14895 


Infiltration of particulate matter 
buildings /, 82-11939 


into 


Aldrich, George H. 
Law of the sea : seabed resources, De- 
cember 9, 1980., 82-11226 


Aldrich, Robert C. (Robert Clement), 1922- 
Remote sensing of wildland resources : a 
state-of-the-art review /, 82-12527 


Aldridge. James W. 
Directory, fertilizer research in the U.S. / 
82-12044 


Alers, P. B. (Perry Baldwin), 1926- 
The NRL Unmanned Free-Swimming 
Submersible (UFSS) /, 82-3268 


Alexander, Cheryl. 
Aquatic sciences and fisheries abstracts 
database user guide., 82-4656 


Alexander, Grover L. 
Aquila Remotely Piloted Vehicle System 
Technology Demonstrator (RPV-STD) 
program /, 82-13196 


ALfaro-Bou, Emilio. 
Light airplane crash tests at three pitch 
angles /, 82-6141 


Light airplane crash tests at three rolls 
angles /, 82-6139 


Do not order from index; see indicated entry 





Alfini, James J. 


Misdemeanor courts., 82-5958 


Alford, Samuel J. 
Investigation of construction concepts for 


pavements across soft ground /, 82- 
5006 


Alhusen, Hanns-Dieter. 
The environment in swine housing /, 
82-12380 


Ali, James. 
Soil survey of Lunenburg County, Vir- 
ginia., 82-55 


Allard, Douglas W. 
Ozone and precursor transport into an 
urban area : evaluation of measurement 
approaches /, 82-10237 


Allbee, Kenneth E. 
Aircrew training devices : life cycle cost 
and worth of ownership /, 82-1606 


Allen, Brenda J. 
The Integrating model of the Project 


Independence Evaluation System /, 
82-1647 


Allen Corporation of America. 
NASS investigator training evaluation of 
the first training cycle /, 82-2321 


Allen, G, E. 
Prevention of roller bearing-initiated bur- 
noffs in railroad freight car journals /, 

82-6356 


Allen, Gordon, 1919- 
Risk factor research in the major mental 
disorders : proceedings of a conference, 
April 3-4, 1980 /, 82-556 


Allen, Gordon P. 
Comparison of analysis and experiment 
for self-acting seals for liquid-oxygen 
turbopumps /, 82-740 


Allen, Kenneth O. 
Impacts of navigational dredging on fish 
and wildlife : a literature review /, 
82-5914 


Allen, Peter M. (Peter Murray), 1944- 
Models of urban settlement and structure 


as dynamic self-organizing systems /, 
82-6272 


Allen, T. 

Bibliography of technical guidance for 
the physical protection upgrade rule 
requirements for fixed sites /, 82- 
14716 


Design methodolgy for the physical pro- 
tection upgrade rule requirements for 
fixed sites /, 82-14715 


Alley, William E. (William Edward), 1944- 
Pictorial interest inventory development 
/, 82-274 


Page I-7 





Alley, William E. (William Edward), 1944- 


Vocational interest-career examination : 
use and application in counseling and 
job placement /, 82-5148 


Allied-General Nuclear Services. 
Development of a “good” physical pro- 
tection plan— capability 73.45 (b) /, 
82-2507 


Allison, Carol. 
Why animals and man can no longer talk 
to one another /, 82-13527 


Allison, David Kite. 
New eye for the Navy : the origin of 
radar at the Naval Research Labora- 
tory /, 82-9876 


Allison, Graham, T. 1940- 
Governance of nuclear power /, 


Altas Corporation. 

The Use of Solar Energy for the Cooling 
of Buildings : proceedings of work- 
shop, February 15-17, 1978, San Fran- 
cisco, California /, 82-9929 


82-778 


Alternate Fusion Fuels Workshop (1981 : 
Germantown, Md.) 
Alternate Fusion Fuels Workshop spon- 
sored by U.S. Department of Energy, 





Germantown, Maryland, January 26- | 


27, 1981., 82-13246 


Althouse, Edwin L. 
Application of fiber-optics to the AN/ 
BSQ-5 buoy system /, 82-3291 
Rotational decoupling of tow cable fiber- 
optic transmission lines at a winch 
system /, 82-9894 


Altman Productions. 
“It’s academic” for healthy people, 
1822 


“It’s elementary” 
82-1823 


Alvar, K. R. 

Standard containers for SNM _ storage, 
transfer, and measurement final 
report, April 1978-August 1980 /, 82- 
14957 


82- 


for healthy people, 


Alvarez, J. J. 





| 


Comparison of surface coal mine respira- | 


ble dust concentrations measured with 
MRE and personal gravimetric sam- 
pling equipment., 82-698 


Alvey, Wendy. 

Statistics of income and related adminis- 
trative record research selected 
papers given at the 1981 annual meet- 
ing of the American Statistical Associ- 
ation in Detroit, Michigan August 10- 
13, 1981 /, 82-11382 


AMAF Industries. 
Feasibility of offset carrier systems for air 
traffic control /, 82-3940 


Page I-8 


| 
| 
| 


| 


Ambac Electronics, 
Airborne determination of ground speed : 
a feasibility study /, 82-11546 


Ambrosek, Richard G. 
Critical heat flux tests of a simulated 
power burst facility rod bundle /, 82- 
6626 


American Association for Higher Education. 
Higher education and the handicapped ... 
resource directory /, 82-10017 


American Association for the Advancement 
of Science. 

The human factor in innovation and pro- 
ductivity hearings (including the 
record of a seminar sponsored by the 
American Association for the Ad- 
vancement of Science on July 28, 1981) 
before the Subcommittee on Science, 
Research, and Technology of the Com- 
mittee on Science and Technology, 
U.S. House of Representatives, Ninety- 
seventh Congress, first session, Septem- 
ber 9, 10, 11, 15, 16, 17, 1981., 82- 
15198 


Workshop on Environmental and Soci- 
etal Consequences of a Possible CO,- 
Induced Climate Change, Annapolis, 
Maryland, April 2-6, 1979 /, 82-13250 


American Association of Foundations for 
Medical Care. 
Choicecare health services : a case study 
of an IPA in Ft. Collins, Colorado /, 
82-10493 


CompreCare : a case study of an IPA in 
Denver, Colorado /, 82-3612 


HMO of Pennsylvania : a case study of 
an IPA in Willow Grove, Pennsylvania 
/, %2-10494 


Physicians Association of Clackamas 
County : a case study of an IPA in 
Gladstone, Oregon /, 82-5675 


American Association of Motor Vehicle 
Administrators. 
Non-resident violator compact fiscal 
impact/cost effectiveness : a case study 
/, 82-6510 


American Association of State Highway and 
Transportation Officials. 
AASHTO-FHWA special product evalu- 

ation list: SPEL., 82-14362 


Implementation of transportation engi- 
neering technician certification pro- 
gram /, 82-14343 


Implementation of transportation engi- 


neering technician certification pro- 
gram : a program /, 82-11483 


American Battie Monuments Commission. 
Annual report of the American Battle 
Monuments Commission., 82-6912 
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catalog /, 82-10025 

Modifying the existing campus building 
for accessibility : construction guide- 
lines and specifications /, 82-10024 


American Defense Preparedness Association. 

International Symposium on Military Op- 

erations in Built-Up Areas : report /, 
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American Energy Research Company. 
Opportunities for coal to methanol con- 
version /, 82-13306 


American Folklife Center. 
Activities of the American Folklife 
Center through 1980 /, 82-3771 


Blue Ridge harvest : a region’s folklife in 
photographs /, 82-2054 


Folklife & fieldwork : a layman’s intro- 
duction to field techniques /, 82-3772 


American Foundation for the Blind. 
For younger readers : Braille and talking 
books., 82-6071 


American Historical Association. 
Annual report /, 82-2201 


American Institute for Research. 
Duty modules : an approach to the iden- 
tification and classification of personnel 
resources and requirements /, 82-9770 


American Institutes for Research. 
Criminal justice program development 
course: /, 82-14060 


Field evalution system for Air Force 
technical training : analysis and modifi- 
cation /, 82-282 


Subgroup differences in military-related 
perceptions and attitutes : implications 
for ROTC recruitment /, 82-9778 


Task level job performance criteria de- 
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Describing and analyzing case processing 
time in criminal cases : suggestions for 
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American National Standards Institute. 
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American Nuclear Society. Fuel Cycle 
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Proceedings, Third Symposium, Training 
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International Topical Meeting on Nu- | 


clear Reactor Thermal-Hydraulics 
held at Saratoga Springs, New York, 
October 5-8, 1980 /, 82-2578 


American Nuclear Society Topical Meeting: 
Back End of the LWR Fuel Cycle (1978 : 
Savannah, Ga.) 

Back End of the LWR Fuel Cycle, 
March 19-23, 1978/DeSoto Hilton 
Hotel/Savannah, Georgia /, 82-9930 


American Public Transit Association. 


innovations from busi- 
82-11388 


American Society of Civil Engineers. 

National Capital Section. 

Proceedings of a Symposium on Site Ex- 
ploration in Soft Ground Using In Situ 
Techniques : held May 1-3, 1978 at Al- 
exandria, Virginia /, 82-11451 


ness and transit., 


American Society of Civil Engineers. 
National Capital Section. Water Resources 
Engineering Technical Committee. 
Water data management systems : [pro- 

ceedings] /, 82-1908 

American Society of Mechanical Engineers. 
Heat Transfer Division. 

Proceedings of the ANS/ASME/NRC 
International Topical Meeting on Nu- 
clear Reactor Thermal-Hydraulics 
held at Saratoga Springs, New York, 
October 5-8, 1980 /, 82-2578 


American-Soviet Symposium on the 
Biological Effects of Pollution on Marine 
Organisms (ist : Environmental Research 
Laboratory : Gulf Breeze, Fla.) 

First American-Soviet Symposium on the 
Biological Effects of Pollution on 
Marine Organisms : symposium spon- 
sored as part of the U.S.-U.S.S.R. 
agreement on protection of the envi- 
ronment /, 82-3377 


American-Soviet Symposium on the Use of 
Mathematical Models to Optimize Water 
Quality Management (1975 : Kharkov, 
Ukraine, and Kostov-na-Donu, R.S.F.S.R.) 
American-Soviet Symposium on Use of 

Mathematical Models to Optimize 
Water Quality Management, KharkoV 
and Rostov-on-Don, USSR, December 
9-16, 1975., 82-10133 


American Statistical Association. Meeting. 

(141st : 1981 : Detroit) 

Statistics of income and related adminis- 
trative record research selected 
papers given at the 1981 annual meet- 
ing of the American Statistical Associ- 
ation in Detroit, Michigan August 10- 
13, 1981 /, 82-11382 


American Statistical Association. Committee 
on Energy Statistics. 

Secondary stocks : a paper prepared for 
the American Statistical Association 
Committee on Energy Statistics., 82- 
5227 


American Textile Manufactures Institute. 
Technical and economic evaluation of 
BATEA textile guidelines /, 82-10130 


American University (Washington, D.C.). 
Foreign Area Studies. 
China, a country study /, 82-13106 
Panama : a country study /, 82-155 


South Africa, a country study /, 
13107 
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Ames Research Center. 
Algorithms for fixed-range optimal tra- 
jectories., 82-11140 


Application of the concept of dynamic 
trim control to automatic landing of 
Carrier aircraft /, 82-6146 


Carrelation of data related to shock-in- 
duced trailing-edge separation and ex- 
trapolation to flight Reynolds number, 
82-11105 


A closed-form solution for noise contours 
/, 82-11125 


A comparison of the V/STOL handling 
qualities of the VAK-191B with re- 
quirements of AGARD report 577 and 
MIL-F-83300 /, 82-6143 


Effect of primary rotor parameters on 
flapping dynamics /, 82-739 
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The effects of motion and g-seat cues on 
pilot simulator performance of three pi- 
loting tasks /, 82-748 


Evaluation of approximate methods for 
the prediction of noise shielding by 
Airframe components /, 82-3790 


An experimental evaluation of head-up 
display formats / J.M. Naish and 
Donna L. Miller., 82-747 


Field study for remote sensing : an in- 
structors manual /, 82-11119 


Flight-test evaluation of STOL control 
and flight director concepts in a 
powered-lift aircraft flying curved de- 
celerating approaches /, 82-2106 


A general panel method for the analysis 
and design of arbitrary configuration in 
incompressible flows /, 82-723 

Hygrothermal damage mechanisms 
graphite-epoxy composites /, 82-731 

Kinematic properties of the helicopter in 
coordinated turns /, 82-6164 


Magnitude of visual accommodation to a 
head-up display /, 82-752 

Procedure for noise prediction and opti- 
mization of advanced technology pro- 
pellers /, 82-6109 


Stratospheric aerosol modification by su- 
personic transport operations with cli- 
mate implications /, 82-755 


System theory as applied differential ge- 
ometry /, 82-14183 


A three dimensional vortex wake model 
for missiles at high angles of attack /, 
82-14182 


Wear, friction, and temperature charac- 
teristics of an aircraft tire undergoing 
braking and cornering /, 82-11143 


Amey, Earle B. 
The removal of iron from aluminum 
chloride leach liquor by solvent extrac- 
tion /, 82-5874 


Ampong, F. F. K. (Frederick F. K.) 

The natural resistance of Ghanaian 
woods to Coptotermes formosanus 
Shiraki in a force feeding situation /, 
82-3226 


Amrine, James W. 

Principles of food analysis for filth, de- 
composition, and foreign matter : ana- 
lytical entomology for food-industry 
laboratories /, 82-13839 


Amtrak. 

Rail passenger corridors : analysis of po- 
tential improvements, supplemental 
report on four corridors /, 82-6342 

Anable, W. E. 


Copper recovery from primary smelter 
dusts /, 82-5868 
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Arrest procedures for driving while in- 
toxicated /, 82-11605 

The general deterrence of driving while 
intoxicated /, 82-14541 


Visual detection of driving while intoxi- 
cated : project interim report : identifi- 
cation of visual clues and development 
of detection methods /, 82-2331 


Analytic Sciences Corporation. 

Differential omega in the Alaska/Yukon 
region : an analytic assessment /, 82- 
11552 

Seasonal sensitivity analysis of the St. 
Marys River loran-C time difference 
grid /, 82-2295 


Analytical Methods, Inc. 
Helicopter flow field analysis /, 82-217 


Anastai, J. L. 
SASOL, South Africa’s oil from coal 
story : background for environmental 
assessment /, 82-13541 


Anchorage (Alaska) 
Surficial geophysical data for two cross- 
valley lines in the middle Eagle River 
valley, Alaska /, 82-1955 


ANCO Engineers, Incorporated. 
Methods and benefits of experimental 
seismic evaluation of nuclear power 
plants /, 82-11963 


Anders, W. L. 
Computerized FGD byproduct produc- 
tion and marketing system users 
manual /, 82-10143 


Potential production and marketing of 
FGD byproduct sulfur and sulfuric 
acid in the U.S. : (1983 projection) /, 
82-13603 


Andersen, J. G. M. 
BWR refill-reflood program task 4.7 : 
model development task plan /, 82- 
6690 


Andersen, John A. 
PARC (Plutonium accident resistant con- 
tainer) program research, design, and 
development /, 82-4095 


Andersen, Ronald. 
The status of hospital discharge data in 
Denmark, Scotland, West Germany, 
and the United States /, 82-13855 


Anderson, C, (Clifford) 

MARK II containment lead plant pro- 
gram load evaluation and acceptance 
criteria : generic technical activities A- 
8/, 82-2436 

MARK II containment lead plant pro- 
gram load evaluation and acceptance 
criteria : generic technical activities A- 
8 and A-39 /, 82-2443 
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MARK II containment program load 
evaluation and acceptance criteria : ge- 
neric technical activity A-8 /, 82- 
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Anderson, Charles D. 
Psychophysical criteria for visual simula- 
tion systems /, 82-5162 


Anderson, D. Richard. 

Acute toxicity and bioaccumulation of 
chloroform to four species of fresh- 
water fish : salmo gairdneri, rainbow 
trout; lepomis macrochirus, bluegill; 
micropterus salmoidies, largemouth 
bass; ictalurus punctatus, channel cat- 
fish /, 82-14869 


Anderson, David L. (David Langley), 1944- 
Modal traffic impacts of waterway user 
charges /, 82-14326 


Anderson, Frank Walter. 
Orders of magnitude : a history of 
NACA and NASA, 1915-1980 /, 82- 
2068 


Anderson, H. R., (Henry R.), 1936- 
Hydrogeologic data for south central 
Connecticut /, 82-13947 


Anderson, J. C. (James C.), 1939- 
Analytical and experimental studies of a 
beam with a geometric nonlinearity /, 
82-14921 


Interactive design program for impulse 
loads (IDPIL) /, 82-6711 


Anderson, James, 1942- 
Improved motorcyclist licensing and test- 
ing project /, 82-900 
Improved motorcyclist licensing and test- 


ing project : executive summary /, 
82-6521 


Anderson, James L. 
Drag devices for two-phase mass flow 
measurements /, 82-11959 


Anderson, John W. 
The use of gabions to improve aquatic 
habitat /, 82-5937 


Anderson, K. D. 
Definitive SOx control process evalua- 
tions : limestone, lime, and magnesia 
FGD processes /, 82-3381 


| Anderson, L. R. (Loren Richard), 1931- 
A program for calculating load coeffi- 
cient matrices utilizing the force sum- 


mation method, L218 (LOADS)., 
6096 


Anderson, Lucy M. 
Selected abstracts on transplacental car- 
cinogenesis /, 82-13799 


Anderson, M. H. (Marlin Houston), 1938- 
A mathematical model of electrostatic 
precipitation /, 82-13638 
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Anderson-Nichols & Company. 
Local wastewater management program, 
North Branford, Connecticut /, 82- 
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Wastewater collection and _ treatment 
facilities, Yarmouth, Barnstable 
County, Massachusetts /, 82-10186 


Anderson, Odin Waldemar, 1914- 
The status of hospital discharge data in 
Denmark, Scotland, West Germany, 
and the United States /, 82-13855 


Anderson, P. A. (Philip A.) 
Dry storage of spent nuclear fuel : a pre- 
liminary survey of existing technology 
and experience /, 82-4138 


Anderson, R. (Ross) 
Analysis of ECC bypass data /, 82- 
14723 


Anderson, R. Bruce. 
Simulated sawing of squares : 
improve wood utilization /, 


a tool to 
82-2785 


Anderson, R. L. 
Paratransit vehicle test and evaluation /, 
82-14521 


Anderson, R. M. 
Real-time data acquisition, tracing, and 
plotting software package for PDP-11s 
under DOS or RSX /, 82-13215 


Anderson, S. 
Acrylonitrile plant air pollution control /, 
82-10128 


Anderson, Seth B. 

A comparison of the V/STOL handling 
qualities of the VAK-191B with re- 
quirements of AGARD report 577 and 
MIL-F-83300 /, 82-6143 


Anderson, Thomas W. (Thomas Wynn), 
1923- 
Guidelines on the admission and place- 
ment of Indochinese refugee students in 
postsecondary education., 82-13774 


Anderson, Warren. 
Hydrologic considerations in dewatering 
and refilling Lake Carlton, Orange and 
Lake Counties, Florida /, 82-10718 


Hydrology of Jumper Creek Canal basin, 
Sumter County, Florida /, 82-10834 


Anderson, William R. (William Richard), 
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Federally funded programs for disabled 
students : models for postsecondary 
campuses : a summary of regional edu- 
cation programs, 1975-80 /, 82-5230 
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Analysis of nuclear facilities for tornado- 
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Andrews, Mary Ann. 
Major collective bargaining agreements : 
plant movement, interplant transfer, 
and relocation allowances., 82-671 


Andrews, Patricia L. 
Fire behavior in nonuniform fuels /, 82- 
12447 


Androscoggin Valley Regional Planning 
Commission. 


Draft environmental impact assessment 
on the draft 208 waste treatment man- 
agement plan for the Androscoggin 
Valley Regional Planning Commission 
/, 82-10064 


Final environmental impact statement on 
the final 208 waste treatment manage- 
ment plan for the Androscoggin Valley 
Region! Planning Commission /, 82- 
13658 


Ang, K. P. 
Comprehensive standards : 
generation case., 82-13560 


Angremond, K. d’. 

Assessment of certain European dredging 
practices and dredged material contain- 
ment and reclamation methods /, 82- 
9795 


Anguin, M. T. 
Acrylonitrile plant air pollution control /, 
82-10128 


Anholt, Brian F. 
Predicting crown weight of coast Doug- 
las-fir and western hemlock /, 82- 
12455 


the power 


Animas Regional Planning Commission. 
Flood hazard information : Animas River 
and Hermosa Creek, Hermosa, Colora- 
do /, 82-13151 


Ann S. Peak & Associates. 
Santa Cruz areawide wastewater facilities 
plan /, 82-10205 


Annapolis Science Center (U.S.) 
Assessment of 1977 water quality condi- 


tions in the upper Potomac estuary /, 
82-10072 


Survey of the Huntington and Philadel- 
phia River water supplies for purgeable 
organic contaminants /, 82-3375 


ANS/ASME/NRC International Topical 
Meeting on Nuclear Reactor Thermal- 
Hydraulics (1980 : Saratoga Springs, N.Y.) 
Proceedings of the ANS/ASME/NRC 

International Topical Meeting on Nu- 
clear Reactor Thermal-Hydraulics 
held at Saratoga Springs, New York, 
October 5-8, 1980 /, 82-2578 


ANS Reactor Operations Division. 
Proceedings, Third Symposium, Training 
of Nuclear Facility Personnel, April 





29-May 2, 1979, Gatlinburg, Tennessee 
/, 82-3343 


Anstey, L. M. 
New and rebuilt brake cylinder survey 
and performance evaluation /, 82- 
11608 


Antar, B. N. 
Spacecraft dynamics as related to labora- 
tory experiments in space /, 82-11120 


Anthony, Joseph P. 
A metric/modular replacement for the 1- 
1/9-bushel fiberboard container /, 82- 
12636 


Antonsen, T. M. (Thomas M.) 
Absorption and transformation of electro- 
magnetic waves in the vicinity of elec- 
tron cyclotron harmonics /, 82-3269 


Anzalone, Alfred M. 

Damage and repair of advanced compos- 
ites : (a bibliography with abstracts and 
personal and corporate indexes) /, 82- 
12912 


Aplan, F. F. 
Characterization of solid constituents in 
blackwater effluents from coal prepara- 
tion plants /, 82-13574 


Apostolakis, G. 
Fire risk analysis for nuclear power 
plants /, 82-6713 


Interim report on systematic errors in nu- 
clear power plants : seismic safety mar- 
gins research program /, 82-4159 


Appalachian Regional Commission. 
Appalachia : a reference book /, 82- 
4086 


Special flood hazard information report : 
Hunting Camp Creek & Wolf Creek, 
Bastian, Bland County, Virginia /, 82- 
1474 


Special flood hazard information report : 
Reed Creek, Max Meadows to Wythe- 
ville, Wythe County, Virginia /, 82- 
3187 

Special flood hazard information report : 
Wolf Creek, Giles County, Virginia /, 
82-5038 


Appalachian State University. Center for 
Community Education. 
Community environmental education 
three models of organization for PSD 
Set II /, 82-10232 


Appelhans, Anthony D. 
Cracking and relocation of UOz,fuel 
during initial nuclear operation /, 82- 
4151 


Applied Science Associates. 
Jet engine mechanic - AFSC 426X2 : ex- 
perimental job performance tests /, 
82-265 
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Maintenance training simulators design 
and acquisition : summary of current 
procedures /, 82-5161 


Applied Statistics Training Institute (U.S.) 
Bulletin of courses /, 82-10628 


Applied Technology Corp. 
Fire safety of LPG in marine transporta- 
tion /, 82-13266 
LPG land transportation and storage 
safety : final report /, 82-13267 


Appropriate Community Technology Fair and 
Conference (1979 : Washington, D.C.) 
Welcome to ACT °79., 82-13231 


Arbocz, Johann. 

The buckling analysis of imperfection 
sensitive shell structures / Johann 
Arbocz and Charles D. Babcock, Jr., 
82-6117 


Archaeological Systems Management, Inc. 
The Archaeology of the McCain Valley 
Study Area in Eastern San Diego 
County, California : a scientific Class II 
cultural resource inventory /, 82-5942 


Arevalo, Manuel N. 
Experiment data report for Semiscale 
Mod-3 Small Break Test Series : (Tests 
S-SB-4 and S-SB-4A) /, 82-970 


Argentina. 

Trade, Tokyo round of the multilateral 
trade negotiations : hide exports and 
other trade matters : agreement be- 
tween the United States of America 
and Argentina signed Washington 
August 10, 1979., 82-2182 


Argonne National Laboratory. 
Airport vicinity air pollution model : ab- 
breviated version : user’s guide /, 82- 
14464 


Alcohol production from agricultural and 
forest residues /, 82-9939, 82-13262 


Conceptual design of a regional water 
quality screening model /, 82-3355 


Energy and solid/hazardous waste /, 
82-13268 


Executive Seminar on the Future Role of 
Risk Assessment and Reliability Engi- 
neering in Nuclear Regulation : held at 
Bethesda, Maryland, January 28, 1980 
/, 82-14991 


Larval exclusion systems for power plant 
cooling water intakes : proceedings of 
the workshop held at Shelter Island 
Inn, San Diego, California, February 7- 
8, 1978 /, 82-2576 

Light-water-reactor safety research pro- 
gram : quarterly progress report, April- 
June 1980 /, 82-2545 
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Light-water-reactor safety research pro- 
gram : quarterly progress report, Janu- 
ary - March 1979 /, 82-6646 

Light-water-reactor safety research pro- 
gram : quarterly progress report, July- 
September 1978 /, 82-4117 

Light-water-reactor safety research pro- 
gram : quarterly progress report, Octo- 
ber-December 1979 /, 82-2522 

Light-water-reactor safety research pro- 
gram. Quarterly progress report /, 82- 
14735, 82-14774, 82-14798, 82- 
14862, 82-14896, 82-14944, 82- 
14980, 82-14989 


National implications of solar futures : a 
TASE project report : a Technology 
Assessment of Solar Energy systems /, 
82-13396 


The Northeast regional environmental 
impact study : description of the exist- 
ing Northeast regional geohydrology : 
a supplement to the waste disposal 
technical report /; 82-13470 

The Northeast regional environmental 
impact study : waste disposal technical 
report /, 82-13469 

Proceedings of the Workshop of Sputter- 
ing Cause By Plasma (Neutral Beam) 
Surface Interaction, Argonne National 
Laboratory, July 9-10, 1979 /, 82- 
9932 


Proceedings of the 6th annual Speakeasy 
Conference, held at the Pick-Congress 
Hotel, Chicago, Illinois, August 17-18, 
1978 /, 82-3338 

Pulsed neutron activation measurement of 
emergency core coolant bypass flow 
on the LOFT reactor /, 82-4096 

Summary of solar energy technology 
characterizations /, 82-13260 

Support studies in fluidized-bed combus- 
tion : 1978 annual report /, 82-10153 


Vehicle access and control planning doc- 
ument /, 82-4111 


Vehicle access and search training 
manual /, 82-4112 

Water quality issues and energy assess- 
ments /, 82-5195 


Workbook for comparison of air quality 
models., 82-10100 


Argonne National Laboratory. Applied 

Physics Division. 

Numerical thermal mixing in Eulerian 
calculations of coupled thermo/hydro- 
dynamic motions /, 82-2469 

Physics of reactor safety : quarterly 
report April-June 1978 /, 82-11910 


Physics of reactor safety, quarterly report 
/, 82-14757, 82-14821, 82-14866 


A user’s guide to EPIC : a computer 
program to calculate the motion of fuel 
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and coolant subsequent to pin failure in 
an LMFBR /, 82-6666 


Argonne National Laboratory. Components 
Technology Division. 
Analytic rebalance technique for pressure 
calculation in two-phase flow systems / 
, 82-2514 


BODYFIT-I1FE : a computer code for 
three-dimensional steady-state/transient 
single-phase rod-bundle thermal-hy- 
draulic analysis /, 82-14960 


COMMIX-1! : a three-dimensional tran- 
sient single-phase component computer 
program for thermal-hydraulic analysis 
/, %2-14853 


Computational results for a 7-pin hexag- 
onal fuel assembly during a flow run- 
down transient using the COMMIX-1A 
computer code /, 82-11955 


Conservation equations for finite control 
volume containing single-phase fluid 
with fixed, dispersed heat generating 
(or absorbing) solids /, 82-11927 


Local volume-time averaged equations of 
motion for dispersed, turbulent, multi- 
phase flows /, 82-2527 


A Numerical procedure for calculating 
steady/unsteady, single-phase/two- 
phase three-dimensional fluid flow with 
heat transfer /, 82-11922 


An overview of rod-bundle termal-hy- 
draulic analysis /, 82-990 


Rod-bundle thermal-hydraulic analysis 
using boundary-fitted coordinate 
system /, 82-14729 


Simulation of a thermohydraulic transiexi 
in a pipe using the COMMIX-1A com- 
puter code /, 82-11958 


Simulation of steady-state and transient 
sodium boiling experiments in a seven- 
pin bundle under flow rundown condi- 
tions by using bodyfit-IFE code /, 
82-6680 

Some numerical results with the 
COMMIX-2 computer code /, 82- 
14837 


Argonne National Laboratory. Division of 

Biological and Medical Research. 

Health and safety : preliminary compara- 
tive assessment of the Satellite Power 
System (SPS) and other energy alterna- 
tives /, 82-13279 


Argonne National Laboratory. Division of 
Environmental Impact Studies. 
Appendix to radon and radon-daughter 
concentrations in air in the vicinity of 
the Anaconda Uranium Mill /, 82- 
14890 


Handling of combustion and emission- 
abatement wastes from _ coal-fired 
power plants : implications for fish and 
wildlife resources /, 82-5909 
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Radioisotopic composition of yellowcake 
: an estimation of stack release rates /, 
82-14905 


The uranium dispersion and dosimetry 
(UDAD) code : version IX, a compre- 
hesive computer program to provide 
estimates of potential radiation expo- 
sure to individuals and to the general 
population in the vicinity of a uranium 
processing facility /, 82-2467 

Validation and software documentation 
of the ANL fish-impingement model /, 
82-11888 


Argonne Naticaal Laboratory. Energy and 


Environmental Systems Division. 
Development of computerized emission 
projection and allocation system 
phase 2 comparison of existing systems 

/, 82-10057 


Impact of aircraft emissions on air quality 
in the vicinity of airports /, 82-14444 

Fiiorities for new source performance 
standards under the Clean Air Act 
Amendments of 1977 /, 82-5250 


Argonne National Laboratory. Energy and 


Environmental Systems Division. 
Integrated Assessments and Policy 
Evaluations Group. 

Comparative assessment of environmental 
welfare issues associated with the satel- 
lite power system (£PS) and alternative 
technologies /, 82-13280 


Health and safety : preliminary compara- 
tive assessment of the Satellite Power 
System (SPS) and other energy alterna- 
tives /, 82-13279 


Argonne National Laboratory. Materials 


Science Division. 

Comparison of fission-gas release and me- 
chanical behavior during transient nu- 
clear and electrical heating of light- 
water-reactor fuels /, 82-6643 


Deformation characteristics of Zircaloy 
cladding in vacuum and steam under 
transient-heating conditions : summary 
report /, 82-11901 


Fission-gas release from irradiated PWR 
fuel during simulated PCM-type acci- 
dents : progress report /, 82-11884 


GRASS-SST : a comprehensive, mecha- 
nistic model for the prediction of fis- 
sion-gas behavior in UO2-base fuel 
during steady-state and transient condi- 
tions /, 82-14775 


Instrumented impact properties of zirca- 


loy-oxygen and _ zircaloy-hydrogen 
alloys /, 82-6660 


Argonne National Laboratory. Radiological 


and Environmental Research Division, 

Contamination of the human food chain 
by uranium mill tailings piles /, 82- 
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Argonne National Laboratory. Reactor 
Analysis and Safety Division. 
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Attention and task complexity as indicat- 
ed by physiological indices /, 82-5165 


Arizona State University. Dept. of 
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Coyote and the mean mountain sheep /, 
82-13532 


Arlington (Tex.). Dept. of Traffic and 

Transportation. 
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Helicopter obstacle strike tolerance con- 
cepts analysis /, 82-1508 

Helicopter survivability model : comput- 
er programs documentation /, 82- 
1509 


High survivability flight controls design / 
06 
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Proceedings of the First Conference on 

Advanced Materials for Alternative 
Fuel Capable Directly Fired Heat En- 
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Conference on the Economics of Federal 

Credit Activity, April 10-11, 1980 /, 
82-12304 


Conference on the Future of Federalism 

(1980 : Alexandria, Va.) 

The future of federalism in the 1980s : 
report and papers from the Conference 
on the Future of Federalism, Alexan- 
dria, Virginia, July 25-26, 1980., 82- 
11828 


Conference on Thermodynamics Research 
Requirements on Fossil Fuel Processes 
(1979 : Tulsa, Okla.) 

Transactions of the Conference on Ther- 
modynamics Research Requirements 
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ress report for CY 1979 /, 82-5137 


Electric Power Research Institute. Division 
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the Treasury’s direct deposit program / 
, 82-6238 


Electronic Components Exhibition (1978 : 
Sao Paulo, Brazil) 
Market research summary /, 82-9571 
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Laboratory (Cincinnati, Ohio). Aquatic 
Biology Section. 

Freshwater planarians (Turbellaria) of 
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Pijar, Mary Lou. 
Source book of educational materials for 
nuclear medicine /, 82-551 


Pilch, M. 
Acceleration induced fragmentation of 
liquid drops /, 82-12016 


Pile Group Prediction Symposium (1980 : 

University of Maryland) 

Proceedings of the Pile Group Prediction 
Symposium : held at University of 
Maryland campus, June 25-26, 1980 /, 
82-2228 


Pilette, Sterling. 
The effect of signal/noise ratio and band- 
width on vehicle indentification, using 
the acoustic sensor /, 82-4947 


The value of special training for the in- 
terpretation of UGS employed in a 
grid /, 82-156 


Vehicle identification using the acoustic 
sensor : training, sensing concepts, and 
bandwidth /, 82-4940 


Pilkey, Walter D. 
Review and summary of computer pro- 


grams for railway vehicle dynamics /, 
82-3896 


Pillsbury, Barbara L.K. 
AID’s role in Indonesian family planning 
: a case study with general lessons for 
foreign assistance /, 82-3836 


Pinel, Stanely I. 

Operating characteristics of a high-speed, 
jet-lubricated 35-millimeter-bore _ ball 
bearing with a single-outer-land guided 
cage /, 82-2107 


Pinellas County (Fla.) 

Hydrologic monitoring program in El- 
dridge-Wilde and East Lake Road 
well-field areas, Pinellas and Hillsbor- 
ough Counties, Florida, 1977 water 
year /, 82-3682 


Pines, Samuel. 

Terminal area automatic navigation, guid- 
ance control research using the micro- 
wave landing system (MLS) /, 82- 
14217 


Pipes, R. B. 
Nonlinear effects on composite laminate 
thermal expansion /, 82-6111 


Pirelli Cable Systems inc. 
Bottom segment design underwater cable 
power transmission systems /, 82- 
13275 
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Pisano, Alan D. 
Assessment of augmented electronic fuel 
controls for modular engine diagnostics 
and condition monitoring /, 82-3200 


Pitcairn, Donald M. 
NIH International Research Fellowship 
Program : an evaluation, 1958-1977 /, 
82-3630 


Pitt, William A. J. 

Water quality in the Old Plantation 
Water Control District, Broward 
County, Florida : progress report, July 
1976-June 1977 /, 82-10767 


Pittman, Mary T. 
Reports of the United States Tax Court / 
, 82-668, 82-669, 82-14080 


Pittsburgh Energy Technology Center. 
2nd International Symposium on Coal-Oil 
Mixture Combustion : November 27- 
29, 1979, The Radission-Ferncroft 
Hotel, Danvers, Massachusetts., 82- 
1626, 82-9933 


Pizzica, P. A. 

A user’s guide to EPIC : a computer 
program to calculate the motion of fuel 
and coolant subsequent to pin failure in 
an LMFBR /, 82-6666 


Plank, Marlin E. 
Estimating value and volume of ponder- 
osa pine trees by equations /, 82-2794 


Plant, William J. 
The gravity-capillary wave interaction 
applied to wind-generated, short-grav- 
ity waves /, 82-3235 


Plastics Technical Evaluation Center (U.S.) 
Damage and repair of advanced compos- 
ites : (a bibliography with abstracts and 
personal and corporate indexes) /, 82- 
12912 


New plastics : properties, processing and 
potential uses /, 82-9592 


Plato, P. (Phillip) 

Performance testing of personnel dosi- 
metry services, alternatives and recom- 
mendations for a personnel dosimetry 
testing program /, 82-983 


Platt, C. M. R. 

A laser method of observing surface pres- 
sure and pressure-altitude and tempera- 
ture profiles of the troposphere from 
satellites /, 82-9497 


Platts, William S., 1928- 
Effects of sheep grazing on a riparian- 
stream environment /, 82-12480 


Playton, Stephen J. 

Preliminary report on the quality of 
water in abandoned zinc mines in 
northeastern Oklahoma and southeast- 
ern Kansas /, 82-10731 





Pleasant, James C. 

INREM II : a computer implementation 
of recent models for estimating the 
dose equivalent to organs of man from 
an inhaled or ingested radionuclide /, 
82-14745 

RAGTIME, a FORTRAN IV implemen- 
tation of a time-dependent model for 
radionuclides in agricultural systems : 
first progress report /, 82-2495 

SFACTOR, a computer code for calcu- 
lating dose equivalent to a target organ 
per microcurie-day residence of a radi- 
onuclide in a source organ : supple- 
mentary report /, 82-4157 


Pleasant, Linda G. 
Publications of the Planetary Biology 
Program for 1977 : a special bibliogra- 
phy /, 82-6084, 82-6089 


Plein, H. G. (Howard G.) 
Refractory metals for ultrasonic thermo- 
metry application /, 82-11905 


Ploss, L. F. 


Water systems management users guide /, 
82-10895 


Plumb, Timothy R. 
Proceedings of the Symposium on the 
Ecology, Management, and Utilization 
of California Oaks : June 26-28, 1979, 
Claremont, California /, 82-12525 


Pocklington, Dorothy B. 
Computer technology in nursing : a com- 
prehensive bibliography /, 82-3643 


Podolny, Walter. 
Prestressed concrete segmental bridges : 


a compilation of papers presented at | 


Prestressed Concrete Segmental Bridge 
Construction Seminar, Little Rock, Ar- 
kansas, October 26-27, 1978 /, 82- 
6335 


Pohimann, Lawrence D. 
Air-to-air combat skills : contribution of 
platform motion to initial training /, 
82-280 


Pointer, W. Donald. 

The handicapped offender : 
bibliography /, 82-14064 
Prison and jail health care : 
bibliography /, 82-14065 


Poje, G. V. 
Power plant entrainment simulation uti- 
lizing a condenser tube simulator / 
final report /, 82-12011 


a selected 


a selected 


PoKempner, Margo. 
Comparison of available methods of pre- 
dicting medium frequency sky-wave 
field strengths /, 82-12888 
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Popelar, C. H. 


Pokorny, A. J. 
Report on phase one tests of Fairchild 
automatic vehicle monitoring (AVM) 
system /, 82-3955 


Pokras, Robert. 

Utilization of short-stay hospitals by per- 
sons with heart disease and malignant 
neoplasms : the national hospital dis- 
charge survey, United States, 1977 /, 
82-13858 


Poland. 

Trade, Tokyo round in the multilateral 
trade negotitions : agreement between 
the United States of America and the 
Polish People’s Republic, effected by 
exchange of letters signed at Geneva 
February 28, 1979 with related letters 
signed at Washington June 27, and Oc- 
tober 20, 1980., 82-11307 


Policy and Management Associates. 
The Effect of economic regulation on 
fuel-use efficiency in private trucking 
operations., 82-6259 


Policy Research Incorporated. 
Protecting workers’ health : federal, state 
and local compliance-assistance pro- 
grams /, 82-5668 


Polit, Denise F. 
Utilization of women in industrial career 
fields /, 82-1574 


Pollock, William T. 

An examination of legal and administra- 
tive actions taken against at-fault driv- 
ers involved in fatal traffic crashes /, 
82-11617 


Ponce, David A. 
Preliminary gravity investigations of the 
Wahmonie Site, Nevada Test Site, Nye 
County, Nevada, 82-13987 


Ponce, Stanley L. 
Effects of mountain home developments 


on surface water quality : a case study 
/, 82-12500 


Ponder, T. C. (Thomas C.) 
Lime FGD systems data book /, 
10065 


82- 


Pontius, D. H. 
Electrostatic precipitators for collection 
of high resistivity ash /, 82-13619 


Pope, William H. 
Management engineering team applica- 
tion of officer grade requirements 
method /, 82-3329 


Popelar, C. H. 
A critical survey on the application of 
plastic fracture mechanics to nuclear 
pressure vessels and piping /, 82-4177 
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Poplarchek, Walter. 


Poplarchek, Walter. 
Compression of ephemerides by discrete 
Chebyshev approximations /, 82-3230 


Population Reference Bureau. 
Nuptiality patterns in developing coun- 
tries : implications for fertility /, 82- 
6225 


Port Authority of Allegheny County. 

Study of operator absenteeism and work- 
ers’ compensation trends in the urban 
mass transportation industry /, 82- 
6492 


Port of Seattle. 
Vehicle data acquisition system., 82- 
14526 


Porter, Alan L. 

Effects of federal transportation funding 
policies and structures : appendix D, 
the Appalachian development highway 
system /, 82-3857 


Effects of federal transportation funding 
policies and structures : appendix F, 
the airport development aid program, 
implications of a changing federal aid 
program /, 82-3859 

Effects of federal transportation funding 
policies and structures : overview /, 
82-3854 


Porter, Robert L. 
Decor guide for enlisted personnel dining 
facilities /, 82-9829 


Developing facility information for 
combat equipment group—Europe 
(CEGE) sites /, 82-1482 

Developing habitability information for 
the design of office environments /, 
82-5053 


Habitability improvements for aircraft 
carrier messdecks /, 82-1479 


Porterfield, John D. 
Design assessment of advanced technol- 
ogy lightweight, low-cost mission-con- 
figured gondola modules /, 82-1510 


Portland Cement Association. Research and 
Development Laboratories. 
The Kansas test track /, 82-14393 


Portland (Or.) 
Storm runoff as related to urbanization in 
the Portland, Oregon-Vancouver, 
Washington area /, 82-5833 


Portnoy, John W. 

Atlas of gull and tern colonies : North 
Carolina to Key West, Florida (includ- 
ing pelicans, cormorants and skimmers) 
/, 82-5922 


Portugal. 
Economic assistance, rural vocation edu- 
cation : agreement between the United 
States of America and Portugal, signed 
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at Lisbon September 30, 1977., 82- 
11321 


Economic assistance, school construction 
: agreement between the United States 
of America and Portugal, signed at 
Lisbon September 30, 1977., 82-11320 


Posingies, Walter M. 
Advanced fluidic temperature studies /, 
82-3201 


Posson, D. R. 
A Computer program for simulating geo- 
hydrologic systems in three dimensions 
/, 82-10840 


Post, David V. 
Signal lighting system requirements for 
emergency, school bus and service ve- 
hicles /, 82-3968 


Postal Union of the Americas and Spain 

Postal Union of the Americas and Spain : 
additional protocols to the constitution, 
convention and related documents be- 
tween the United States of America 
and other governments : signed at 
Lima March 18, 1979 and parcel post 
agreement and related documents and 
money order agreement and final pro- 
tocol., 82-784 


Postow, Elliot. 
Index of publications on biological effects 
of electromagnetic radiation (0-100 
GHz) /, 82-10116 


Postsecondary Edcuation Finance 
Conference (1977 : Denver, Colo.) 
The equity of public subsidies for higher 
education : some thoughts on the litera- 
ture /, 82-13778 


Postsecondary Education Finance 
Conference (1977 : Denver, Colo.) 
The effect of tuition and financial aid on 
access and choice in postsecondary 
education /, 82-10483 


Financing community colleges : an exam- 
ination of the state and local roles /, 
82-13775 


The finiancial assessment of colleges and 


universities and its implication for state 
policy /, 82-13777 


Postsecondary Education Finance 
Conference (1978 : Denver, Colo.) 
Higher education finance issues in a 
period of transition /, 82-13776 


Potash, Lawrence. 
Factors in design of hardcopy topo- 
graphic maps /, 82-9751 


Potash, Lawrence M. 
An approach to assessment of relief for- 


mats for hardcopy topographic maps /, 
82-9762 
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Effects of retrieval term specificity on in- 
formation retrieval from computer- 
based intelligence systems /, 82-4948 


Potomac River Fisheries Commission. 
Virginia landings, annual summary., 82- 
3123 


Potter, Andrew E. 
Proceedings of Shuttle Environmental 
Effects Program Review /, 82-6132 


Potter, Paul Edwin. 

Stratigraphy of the Chattanooga Shale 
(Upper Devonian and Lower Mississip- 
pian) in vicinity of Big Stone Gap, 
Wise County, Virginia /, 82-580 


Potts, Charles F. 

Sulphur extended asphalt base evaluation, 
Alachua County, Gainesville, Florida : 
design & construction report (executive 
summary) /, 82-3889 


Potts, Donald F. 
Water requirements of honeylocust 
(Glenditsia triacanthos f. inermis) in the 
urban forest /, 82-2792 


Potts, John M. 
Advanced concepts, SO.removal process 
improvements /, 82-13572 


Powell, Clemans A. 

Acoustic facilities for human factors re- 
search at NASA Langley Research 
Center : description and operational 
facilities /, 82-14161 


Annoyance due to mltiple airplane noise 
exposure /, 82-6163 

Effects of road-traffic background noise 
on judgements of individual airplane 
noises /, 82-11126 

Laboratory study of annoyance to com- 
bined airplane and road-traffic noise /, 
82-6140 

A summation and inhibition model of an- 
noyance response to multiple communi- 
ty noise sources /, 82-11130 


Power Plant Project (U.S.) 

Cooling water intake screening devices 
used to reduce entrainment and im- 
pingement /, 82-10940 

Guide to the National Power Plant 
Team’s bibliographic data base /, 82- 
5921 

Potential impacts of low pH on fish and 
fish populations /, 82-10942 


Power Technologies, inc. 
Fundamental optimization study for open 
wire transmission systems /, 82-13395 


Powers, D. A. (Dale A.) 
Cladding swelling and rupture models for 
LOCA analysis /, 82-947 
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Powers, Dana A. 

Sustained molten steel/concrete interac- 
tions tests : a preliminary report on the 
feasibility of experimental techniques /, 
82-14759 


Pozzi, Mark. 
Electric/conventional vehicle comparison 
crash test /, 82-6515 


FMVSS 212/219/301 testing of electric 
vehicles, South Coast Technology- 
Electric Rabbit, Battronics Van /, 82- 
2316 


Prassinos, Peter G. 

Experiment data report for LOFT nonnu- 
clear small break experiment L3-0 /, 
82-6640 

Experiment data report for LOFT power 


ascension experiment L2-3 /, 82- 
14855 


An investigation of two-phase flow re- 
gimes in LOFT piping during loss-of- 
coolant experiments /, 82-4118 


Pratt & Whitney Aircraft Group. 
Internal mixer investigation for JT8D 
engine jet noise reduction /, 82-14457 


Pratt & Whitney Aircraft Group. 
Government Products Division. 
Engine rotor dynamics, synchronous and 
nonsynchronous whirl control /, 82- 
215 


Pratt, George C. (George Cheny), 1928- 
Investigation of Senator Harrison A. Wil- 
liams, Jr. : opinion of Judge George C. 
Pratt denying Senator Williams’ mo- 
tions to dismiss his indictment, for 
judgment of acquittal, and for a new 
trial, 82-15097 


Pratt, W. T. (William T.) 

Containment response during degraded 
core accidents initiated by transients 
and small break LOCA in the ZION/ 
Indian Point reactor plants /, 82-6710 


PRC Energy Analysis Company. 
Determinants of a strategy for interna- 
tional participation in an SPS program 
/, 82-13289 


PRC Systems Sciences Company. 
Decriminalization : administrative adjudi- 
cation /, 82-6514 


Prendergast, J. D. (James D.) 
Current and tentative seismic design pro- 
visions for buildings : preliminary com- 
parisons /, 82-1484 


Probabilistic concept for gravity dam 
analysis /, 82-13173 


Prensky, Simon. 

Computer-based resource accounting 
model for generating aggregate re- 
source impacts of alternative auto- 
mobile technologies /, 82-14328 





Prentice, Earl F. 

A Study to assess status of smoltification 
and fitness for ocean survival of chi- 
nook and coho salmon and steelhead /, 
82-12880 


Prescott, Richard. 
Food consumption, prices, and expendi- 
tures, 1960-80., 82-12335 


Presidential Task Force on the Arts and 
Humanities (U.S.) 
Report to the President /, 82-11189 
President’s Management Improvement 
Council (U.S.) 
Management improvements in the Immi- 
gration and Naturalization Service : 
final report /, 82-6185 


Preston, Eric M. 

The Bioenvironmental impact of a coal- 
fired power plant : fifth interim report, 
Colstrip, Montana, April, 1980 /, 82- 
10120 

The Bioenvironmental impact of a coal- 
fired power plant fourth interim 
report, Colstrip, Montana, December, 
1978 /, 82-13665 


The Bioenvironmental impact of a coal- 
fired power plant : sixth interim report, 
Colstrip, Montana, August, 1980 /, 
82-10121 


Prestressed Concrete Segmental Bridge 
Construction Seminar (1978 : Little Rock, 
Ark.) 

Prestressed concrete segmental bridges : 
a compilation of papers presented at 
Prestressed Concrete Segmental Bridge 
Construction Seminar, Little Rock, Ar- 
kansas, October 26-27, 1978 /, 82- 
6335 


Preusser, David F. 
Enforcement frequency, sanctions and 
compliance level for pedestrian safety / 
82-2322 


Experimental field test of the model ice 
cream truck ordinance in Detroit /, 
82-11652 


Prewitt, C. G. 
Evaluation of four instream flow method- 
ologies used on the Yampa and White 
Rivers, Colorado /, 82-1993 


Price, H. (Harold), 1933- 
Review of staffing requirements for near- 
term operating license facilities /, 82- 
14951 


Price, Robert E. (Robert Eugene), 1934- 
Report of the TMX-Upgrade Review 
Panel, May 1980 /, 82-5198 


Priemer, Roland. 
Noise assessment of the Chicago Transit 


Authority rail rapid transit system /, 
82-14517 
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Priest, W. Curtiss. 
Analysis of NPRM strobe lights on loco- 
motives /, 82-6372 


Princeton University. Dept. of Aerospace 
and Mechanical Sciences. 
Experimental investigation of aerodynam- 
ic characteristics of a tracked ram air 
cushion vehicle /, 82-2224 


Princeton University. Plasma Physics 
Laboratory 


Proceedings of the Workshop on New 
Diagnostics Related to Impurity Re- 
lease Germantown, Maryland, May 31- 
June 1, 1979 /, 82-5188 


Prine, D. W. 
Inspection of nuclear reactor welding by 
acoustic emission /, 82-11961 


Prins, Dennis A. 
Data collection methods for sand inven- 
tory-type surveys /, 82-13143 
Sand resources of southeastern Lake 
Michigan /, 82-13136 


Prism Corporation. 
Consumer acceptance of RSV features /, 
82-14554 


Pritchard, Robert D. 
Comparison of published measures of job 
satisfaction on a taxonomy of job re- 
wards /, 82-1565 


Effects of personal control, extrinsic re- 
wards, and competence on intrinsic 
motivation /, 82-3314 


Enhancing productivity through feedback 
and job design /, 82-3316 


Products Research Committee (U.S.) 
The burning of wood and plastic cribs in 
an enclosure /, 82-1370 


Professional Management Associates, Inc. 
Research and demonstration grants and 
cooperative agreements active in fiscal 
.. /, 82-10658, 82-10692 


Progress Review Conference on District 

Heating (2nd : 1980). 

Co-sponsored second quarter Progress 
Review Conference on District Heat- 
ing., 82-13248 

Project Share. 

Abuse of the elderly /, 82-5669 

Managing human services with less : new 
strategies for local leaders /, 82-1821 


Planning and implementing social service 
information systems : a guide for man- 
agement and users /, 82-1820 


Planning for deinstitutionalization : a 
review of principles, methods, and ap- 
plications /, 82-3606 


Rate setting in the human services : a 
guide for administrators /, 82-1819 
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Prophet, Wallace W. 


Prophet, Wallace W. 
Simulator training requirements and ef- 
fectiveness study (STRES) : future re- 
search plans /, 82-1608 


Laboratory (U.S.) 

Analytical investigation of the landing 
dynamics of a large airplane with a 
load-control system in the main landing 
gear /, 82-11137 


Correlation of asperity contact-time frac- 
tion with elastohydrodynamic film 
thickness in a 20-millimetr-bore ball 
bearing /, 82-11133 

Direct intregration of transient rotor dy- 
namics /, 82-3799 


Performance of two-stage fan having 
low-aspect-ratio, first-stage rotor blad- 
ing /, 82-6142 

Performance of two-stage fan with a first- 
state rotor redesigned to account for 
the presence of a part-span damper /, 
82-14233 

Reasons for low aerodynamic perform- 
ance of 13.5-centimeter-tip-diameter 
aircraft engine starter turbine /, 82- 
6169 


Prosser, L. J. (Leonard J.) 
Methane drainage study using an under- 
ground pipeline, Marianna mine 58 /, 
82-5890 


Proteon Associates. 
Distress buoy system analysis /, 82-6472 


Prouty, R. W. 
Wind tunnel tests of large and small scale 
rotor hubs and pylons /, 82-13187 


Provenzano, V. 
Fractographic and microstructural analy- 
sis of fatigue specimens of A302 grade 
B steel tested in air at room tempera- 
ture /, 82-3285 


Fractographic and microstructural analy- 
sis of stress corrosion cracking of A533 
Grade B Class 1 plate and A508 Class 
2 forging in pressurized reactor-grade 
water at 93C /, 82-9884 


Prud’homme, Andre, 1918- 
Modern concrete crosstie experience in 
France and Mexico /, 82-855 


Prudic, David E. 

Permeability of covers over low-level ra- 
dioactive-waste burial trenches, West 
Valley, Cattaraugus County, New 
York /, 82-5807 


Recharge to low-level radioactive-waste 
burial trenches 11 through 14, West 
Valley, New York /, 82-10808 


Pruett, Edwin C. 
EVA manipulation and assembly of space 
structure columns /, 82-14207 
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Pryor, Wayne Arthur. 

Stratigraphy of the Chattanooga Shale 
(Upper Devonian and Lower Mississip- 
pian) in vicinity of Big Stone Gap, 
Wise County, Virginia /, 82-580 


Public Health Conference on Records and 
Statistics (18th : 1980 : Washington, D.C.) 
New challenges for vital and health re- 
cords : 18th national meeting, Public 
Health Conference on Records and 
Statistics, Capital Hilton Hotel, August 
4-6, 1980, Washington, D.C. /, 82- 
1858 

Proceedings of the 18th national meeting 
of the Public Health Conference on 
Records and Statistics : new challenges 
for vital and health records., 82-1862 


Public Technology, inc. 
Parking and traffic enforcement /, 82- 
6284 


Urban property insurance : a guide to 
local issues, problems and remedies : an 
Urban Consortium guidebook /, 82- 
10695 


Pueblo Area Council of Governments. 
Waste-assimilation capacity of the Arkan- 
sas River in Pueblo County, Colorado, 
as it relates to water-quality guidelines 
and stream classification /, 82-1932 


Puerto Rico. Water Resources Authority. 
Site safety evaluation report /, 82-14719 


Puget Sound Council of Governments. 
Energy management workbook for local 
governments : workbook 1, Electrical 
energy /, 82-1653 


Pullen, Edward J. 
An Annotated bibliography of CERC 
coastal ecology research /, 82-183, 
82-1472 


Sampling macroinvertebrates on _ high- 
energy sand beaches /, 82-13138 


Pullman Kellogg (Firm) 
Coal conversion control technology /, 
82-13630 


Control technology evaluation for gaso- 
line loading of barges /, 82-13550 


Purdom, P. Walton, 1917- 
Health planning related to environmental 
factors : preliminary technical guide- 
lines /, 82-553 


Purdue Research Foundation. 
Microprocessor-controlled | communica- 


tions in air terminal navigation systems 
/, 82-2282 


Purdue University. Agricultural Experiment 
Station. 
Soil survey of Cass County, Indiana., 
82-12568 


Soil survey of Knox County, Indiana., 
82-12578 
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Soil survey of La Porte County, Indiana., 
82-12579 


Soil survey of Morgan County, Indiana., 
82-12591 


Soil survey of Putnam County, Indiana., 
82-9128 


Soil survey of Steuben County, Indiana., 
82-12598 


Purdue University. Agriculture Experiment 
Station. 
Soil survey of Dearborn and Ohio Coun- 
ties, Indiana., 82-46 


Purdue University. Dept. of Geosciences. 
Bouguer gravity anomaly map of the 
East-Central midcontinent of the 
United States : New Madrid seismotec- 
tonic study group /, 82-14942 


Purifoy, George R. 
Maintenance training simulators design 
and acquisition : summary of current 
procedures /, 82-5161 


Purswell, Jerry L. 
Impact of motorcycle helmet usage in 
Oklahoma /, 82-3993 


Putman, W. F. 
Experimental investigation of aerodynam- 
ic characteristics of a tracked ram air 
cushion vehicle /, 82-2224 


Putnam, D. E. (Daniel E.) 
Interagency/Intergovernmental Coordi- 
nation for Environmental Planning 
(IICEP) : systems considerations /, 
82-13166 


Putnam, Hayes & Barlett. 
Hazardous waste generation and commer- 
cial hazardous waste management ca- 
pacity : an assessment., 82-10111 


Putnam, Lawrence E, (Lawrence Elwood) 
The effect of throat contouring on two- 
dimensional converging-diverging noz- 

zles at static conditions /, 82-6162 


Pilot pressure measurements in flow 
fields behind circular-arc nozzles with 
exhaust jets at subsonic free-stream 
mach numbers /, 82-2060 


Pitot pressure measurements in flow 
fields behind circular-arc nozzles with 
exhaust jets at subsonic free-stream 
mach numbers /, 82-3776 


Putschar, Walter G. J. 
Identification of pathological conditions 
in human skeletal remains /, 82-6236 


Putzel, Henry. 
United States reports : cases adjudged in 
the Supreme Court at ..., 82-5963, 

82-14076 
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PWR Pipe Crack Study Group (U.S.) 

Investigation and evaluation of cracking 
incidents in piping in pressurized water 
reactors /, 82-2439 

Pyros, Inc. 

Proceedings of the DOE Residue and 
Waste Fuels Utilization Program Con- 
tractor Review Meeting, September 
25&26, 1979, Washington, D.C. /, 82- 
5190 


Q 


Queijo, M. J. 
Inclusion of unsteady aerodynamics in 
longitudinal parameter estimation from 
flight data /, 82-3798 


Quinlivan, S. 
Environmental assessment report : Lurgi 
coal gasification systems for SNG /, 

82-13607 


Quinn, Timothy H. 

Economic impact assessment of a chloro- 
fluorocarbon production cap : support 
document, section 6, proposed rule, 
toxic substances control act /, 82- 
10254 


Quinones, F. (Ferdinand) 
Floods of December 1978 in Kentucky /, 
82-10806 


Quintiere, James G. 
The burning of wood and plastic cribs in 


an enclosure /, 82-1370 


R and D Associates. 
Recommended research on LNG safety / 
, 82-9944 


R. L. Banks & Associates. 

Rail system investment analysis : financial 
analysis of investment projects from 
the individual corporate perspective /, 
82-835 


Raab, Frederick H. 
Innovative concepts and technology for 
railroad-highway grade crossing motor- 
ist warning systems /, 82-14381 


Rabinowitz, Harold. 
How U.S. cotton is sold for export., 
12612 


Rabl, Ari. 
Optical analysis and optimization of para- 
bolic trough collectors : a users’s guide 
/, 82-13343 


Radian Corporation. 

Background information on national and 
regional hydrocarbon emission from 
marine terminal transfer operation /, 
82-5244 


82- 





Environmental assessment, source test 
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Black Warrior River, Alabama /, 82- 
3180 


Prototype gate vibration tests, Barkley 
Dam, Cumberland River, Kentucky /, 
82-4996 


Pumping stations, field performance in- 
vestigation /, 82-5022 


San Juan National Historic Site, San 
Juan, Puerto Rico, design for preven- 
tion of wave-induced erosion : hydrau- 
lic model investigation /, 82-5000 


Seabrook Lock Complex, Lake Pontchar- 
train, La. : design for wave protection 
at lock entrance : hydraulic model in- 
vestigation /, 82-5005 


Seabrook Lock Complex, Lake Pontchar- 
train, Louisiana : design for wave pro- 
tection at a temporary entrance during 
various phases of lock construction : 
hydraulic model investigation /, 82- 
9805 


Selective withdrawal riser for Sutton 
Dam, West Virginia : hydraulic model 
investigation /, 82-1464 


Single-valve prototype tests, main lock, 
Locks and Dam 26, Mississippi River, 
Alton, Illinois /, 82-5020 


South jetty stability study, Masonboro 
Inlet, North Carolina : hydraulic model 
investigation /, 82-5021 


Type 16 flood insurance study : Tsunami 
predictions for the west coast of the 
continental United States /, 82-172 


Typical Tennessee-Tombigbee canal sec- 
tion spillways, Spillways A and B : hy- 
draulic model investigation /, 82-171 

Virden Creek pumping station and grav- 
ity-flow outlet structure, Waterloo, 
Iowa : hydraulic model investigation /, 
82-1466 


Vortex problem at intake, Lower St. An- 
thony Falls Lock and Dam, Mississippi 
River, Minneapolis, Minnesota : hy- 
draulic model investigation /, 82-4997 

Wave information study for U.S. coast- 
lines. Report 1. Surface pressure field 
reconstruction for wave hindcasting 
purposes /, 82-13128 


U.S. Army Engineer Waterways Experiment 
Station. Structures Laboratory. 
Analysis of steerability of tracked vehi- 
cles : theoretical predictions versus 
field measurements /, 82-5028 


Investigation of proprietary admixtures. 
Report 2. 1977-1978 tests /, 82-9794 


Strength design of reinforced concrete 
hydraulic structures. Report 1. Prelimi- 
nary strength design criteria /, 82- 
9808 


U.S. Army Engineer Waterways Experiment 
Station. Technical Information Center. 
Bibliography on grouting /, 82-5013 


U.S. Army Human Engineering Laboratories. 

International Symposium on Miiitary Op- 

erations in Built-Up Areas : report /, 
82-3164 


MILESTONES : a directory of Human 


Engineering Laboratory publications, 
1953-1981 /, 82-13112 


U.S. Army Materiel Systems Analysis 
Activity. 
Hardening existing strategic nuclear ma- 
terial storage facilities /, 82-14924 


U.S. Army Mobility Equipment Research 
and Development Command. 
Traffic slope tests of military inventory 
items and their effectiveness in riverine 
egress tests /, 82-5018 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. 
List of research publications, 1940-1980 /, 
82-13113 


The research psychologist in the Army, 
1917 to 1977 /, 82-9777 


Women and ROTC summer camp, 1975 / 
, 82-9756 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. ARI Field 
Unit at Fort Bliss. 

Analysis of manual threat evaluation and 
weapons assignment (TEWA) in the 
AN/TSQ-73 air defense system /, 82- 
13122 





U.S. Army Research Institute for the 
| Behavioral and Social Sciences. ARI Field 
| Unit at Fort Hood. 
Mnemonic enhancement and _ general 
technical ability /, 82-13115 


The Perceived favorableness of selected 
scale anchors and response alternatives 
/, 82-3172 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. ARI Field 
Unit at Fort Knox. 

Effective training for target identification 
under degraded conditions /, 82-9764 


Performance motivation in armor training 
/, 82-13114 
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U.S. Army Research Institute for the Behavioral and Social Sciences. Battlefield 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. ARI Field 
Unit at Fort Leavenworth. 

Battalion command group performance in 
simulated combat /, 82-4943 


Evaluation of a computer-assisted battle 
simulation, CAMMS versus a CPX /, 
82-1450 


Training battalion command groups in 
simulated combat : indentification and 
measurement of critical performances / 
, 82-4946 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. ARI Field 
Unit Fort at Knox. 

Training transfer from mini-tank range to 
tank main gun firing /, 82-9752 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. ARI Field 
Unit, Presidio of Monterey. 

The ARI prototype small gun laser en- 
gagement system /, 82-1446 

Crime and punishment in the Army /, 
82-4949 


Cultural assimilator for training army 
personnel in racial understanding /, 
82-1445 


The Racial attitudes and perceptions 
survey (RAPS) /, 82-9761 


Use of a black “culture assimilator” to 
increase racial understanding /, 82- 
9759 


The Utility of the racial attitudes and 
perceptions survey (RAPS) for assess- 
ing impact of race relations training 
programs in the military /, 82-13116 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. Battlefield 
Information Systems Technical Area. 

A computer graphic-based aid for analyz- 
ing tactical sightings of enemy forces /, 
82-9753 


An evaluation of visual search behavior 
on a cathode ray tube utilizing the 
window technique /, 82-9750 

Factors in design of hardcopy topo- 
graphic maps /, 82-9751 

Image interpreter screening performance 
as affected by resolution, presentation 
rate, and scale /, 82-9760 

Investigation of the strength of associ- 
ation between graphic symbology and 
military information /, 82-4938 

MOVANAID, an interactive aid for anal- 
ysis of movement capabilities /, 82- 
9757 

A Strategy for selecting a worth assess- 
ment technique /, 82-9749 


Vehicle identification using the acoustic 
sensor : training, sensing concepts, and 
bandwidth /, 82-4940 
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U.S. Army Research Institute for the Behavioral and Social Sciences. Career 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. Career 
Development & Soldier Productivity 
Technical Area. 

Outcome measures for career counseling 
research /, 82-3170 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. 
Educational Technology & Training 
Simulation Technical Area. 

Army Research Institute evaluation of 
Automated Data on_ Instructional 
Technology (ADIT) /, 82-3171 


Listening to compressed speech : the ef- 
fects of instructions, experience, and 
preference /, 82-9772 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. 
Engagement Simulation Technical Area. 
Development of light-attenuating devices 
(LADS) to simulate night visibility 
during daylight /, 82-9774 

Effects of illumination level and sense of 
direction on land navigation perform- 
ance /, 82-9767 


REALTRAIN improves soldier attitudes 
toward the Army /, 82-13120 


Tactical engagement simulation training : 
a method for learning the realities of 
combat /, 82-4944 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. Human 
Factors Technical Area. 

An approach to assessment of relief for- 
mats for hardcopy topographic maps /, 
82-9762 


Development of light-attenuating devices 
(LADS) to simulate night visibility 
during daylight /, 82-9774 

The effect of signal/noise ratio and band- 
width on vehicle indentification, using 
the acoustic sensor /, 82-4947 


The Effects of photo characteristics upon 
location determination in a photogram- 
metric facility /, 82-13117 

Effects of retrieval term specificity on in- 
formation retrieval from computer- 
based intelligence systems /, 82-4948 

Field evaluation of the combat command- 
er’s guide to aerial surveillance and re- 
connaissance resources /, 82-9775 

Information summarization in a corps- 
level scenario /, 82-4950 

Mission/data-base imagery correlation 
techniques (M/DICT) /, 82-13118 

Selective feedback as a training aid to on- 
line tactical data inputting /, 82-1449 

Total system accuracy for APPS (the 
analytical photogrammetric positioning 
system) /, 82-13119 
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User performance under several automat- 
ed approaches to changing displayed 
maps /, 82-9769 

The value of special training for the in- 
terpretation of UGS employed in a 
grid /, 82-156 


Visual search performance in simulated 
remotely piloted vehicle utilization as a 
function of auxiliary task loading on 
the observer /, 82-9763 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. Individual 
Training & Skill Evaluation Technical 
Area. 

An empirical investigation of the effect of 
the heteroscedasticity and heterogene- 
ity variance on the analysis of covar- 
iance and the Johnson-Neyman tech- 
nique /, 82-9755 

Retention of motor skills, review /, 82- 
444 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. Leadership 
and Management Technical Area. 

Male and female soldiers’ beliefs about 
the “appropriateness” of various jobs 
for women in the Army /, 82-4942 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. Manpower 
and Educational Systems Technical Area. 
Army training technology transfer : a 

systems model /, 82-9779 


Helicopter electro-optical system display 
requirements /, 82-9782 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. Personnel 
Accession and Utilization Technical Area. 
Development of the Armed Services Vo- 
cational Aptitude Battery (ASVAB) 
forms 2 and3/, 82-9754 

Differential validity of the army aptitude 
areas for predicting army job training 


performance of blacks and whites /, 
82-1443 


An evaluation of two systems for reduc- 
ing discipline failure in BCT /, 82-157 

Male and female factors on the Cadet 
Evaluation Battery /, 82-158 


Replication and extension of Collins’ 
locus of control scale /, 82-3173 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. Personnel 
and Manpower Technical Area. 

Construct validity of leader effectiveness 
criteria /, 82-9771 


Development of factorially based 


ASVAB high school composites /, 
82-9765 


Duty modules : an approach to the iden- 
tification and classification of personnel 
resources and requirements /, 82-9770 
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The effects of multidimensionality on the 
predictive and construct validity of the 
LPC scale /, 82-9766 


Efficacy of a training priorities model in 
an army environment /, 82-159 


Relationship between leader knowledge, 
directive behavior, and performance in 
administrative, technical, and combat 
situations /, 82-9773 


Relationship between officer duty per- 
formance and certain measures of po- 
tential /, 82-4945 


Review of peer evaluation research /, 
82-3174 


Some properties of an officer measure of 
performance and potential /, 82-1448 


Subgroup differences in military-related 
perceptions and attitutes : implications 
for ROTC recruitment /, 82-9778 

Validity of peer ratings obtained during 
ranger training /, 82-4941 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. Personnel 
Utilization Technical Area. 

Adaptive mental testing : the state of the 
art /, 82-13123 


Enhencing quality control in the testing 
of military applicants /, 82-9776 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. Simulation 
Systems Technical Area. 

Artillery engagement simulation /, 82- 
9780 


Evaluator rating of unit performnce in 
field exercises a multidimensional 
scaling analysis /, 82-9781 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. Training 
Technical Area. 

The applicability of the ISD 4-factor 
model of job analysis in identifying 
task training priority in nine technical 
military occupational specialities /, 
82-13124 

Discriminant function job analysis in 
three army technical MOS /, 82-9783 


An exploratory investigation of the skill 
qualification testing system /, 82- 
13121 


The role of presupposed and focal infor- 
mation in integrating sentences, 82- 
9768 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. Unit 
Training & Evaluation Systems Technical 
Area, 

A Bayesian method for evaluating trainee 
proficiency /, 82-4937 


Criterion-referenced testing : a critical 
analysis of selected models /, 82-9758 
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The educational effectiveness of graphic 
displays for computer assisted instruc- 
tion /, 82-4939 

An experimental investigation of the mili- 
tary police firearms qualification course 
/, 82-1447 


U.S. Army Reserve Components Personnel 
and Administration Center. 

Information pamphlet for the career de- 
velopment of enlisted members of the 
United States Army Reserve., 82- 
13104 


MOBPERS data /, 82-13035 


U.S. Army Training Support Center. 
Tactical engagement simulation training : 
a method for learning the realities of 
combat /, 82-4944 


U.S. Coast and Geodetic Survey. 
United States earthquakes., 82-9518 


U.S. Commercial Service. 
U.S. Commercial Service offices and the 
Foreign Commercial Service posts : a 
guide for business., 82-4707 


U.S. Congressional Travel and Tourism 
Caucus. 


Travel, tourism and energy : a final 
report on the National Travel and 
Tourism Energy Conference., 82-3352 


U.S. Consumer Product Safety Commission. 
Annual report /, 82-2427 


Consumer product safety alert /, 82- 
14698 


High chairs., 82-11856 
Infant falls., 82-14699 


Poison prevention : 
82-14700 


Poison prevention : teacher’s guide., 
14701 


Power lawn mowers., 


student readings., 
82- 


82-11854 

Project burn prevention, final report : the 
effects of an experimental public educa- 
tion program on knowledge, attitudes, 
and burn injury rates, 1975-1980 /, 
82-11855 


U.S. Customs Service. 
U.S. customs guide for private flyers, 
(general aviation pilots), 82-11381 


US. Fish and Wildife Service. 
Emerging patterns and problems in natu- 
ral resource administration /, 82-3728 


US. Fish and Wildlife Service. 

Alaska, research for the 80’s : a decision 
report of the U.S. Fish and Wildlife 
Service /, 82-5908 

A Bird of fire : Kirtland’s warbler., 
4302 


Black-footed ferret surveys on seven coal 
occurrence areas in Wyoming : Febru- 


82- 





U.S. Fish and Wildlife Service. Division of Federal Aid. 


ary-September 1979 : final report 1980 
/, 82-5925 

Chassahowitzka National Wildlife refuge 
master plan., 82-3730 


Endangered and threatened vertebrate 
animals and vascular plants of Illinois / 
82-5910, 82-10910 


Environmental statement on the reauthor- 
ization of the Central Valley Project 
and the Central Valley Project—State 
Water Project coordinated operating 
agreement /, 82-13942 

Fisheries and wildlife research. 82-641 


Flood elevations for the Sooes River at 
proposed fish hatchery, Clallam 
County, Washington : a surface-water 
site study /, 82-10756 


Homes for birds /, 82-13935 


Hydrologic analysis of the proposed 
Badger-Beaver Creeks  artificial-re- 
charge project, Morgan County, Colo- 
rado /, 82-3678 

Hydrologic setting of wetlands in the 
Cottonwood Lake area, Stutsman 
County, North Dakota /, 82-1935 


Important resource problem source docu- 
ment /, 82-5913 


An Introduction to the environmental lit- 
erature of the Mississippi deltaic plain 
region /, 82-14022 


Kansas stream and river fishery resource 
evaluation /, 82-1976 


Kealia Pond National Wildlife Refuge : 
final environmental impact statement /, 
82-572 


Liaison conservation directory for endan- 
gered and threatened species /, 82- 
14020 


Major vegetative types of southeastern 
Alaska /, 82-14019 

Manual of fish culture : section G, fish 
transportation /, 82-5920 


Noxubee National Wildlife Refuge master 
plan., 82-3731 


Pacific coast ecological inventory, Cape 
Blanco, Oregon /, 82-10927 


Pacific coast ecological inventory, Cape 
Disappointment, Washington-Oregon /, 
82-10933 


Pacific coast ecological inventory, Cape 
Flattery, Wash., U.S.-B.C., Can. /, 
82-10937 


Pacific coast ecological inventory, Coos 
Bay, Oregon /, 82-10929 

Pacific coast ecological inventory, Copa- 
lis Beach, Washington /, 82-10935 

Pacific coast ecological inventory, 
Eureka, California /, 82-10924 

Pacific coast ecological inventory, Ho- 
quiam, Washington-Oregon /, 82- 
10932 
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Pacific coast ecological inventory, Long 
Beach, California /, 82-10913 

Pacific coast ecological inventory, Los 
Angeles, California /, 82-10915 

Pacific coast ecological inventory, Med- 
ford, Oregon-California /, 82-10926 

Pacific coast ecological inventory, Mon- 
terey, California /, 82-10918 


Pacific coast ecological inventory, Red- 
ding, California /, 82-10923 


Pacific coast ecological inventory, Rose- 
burg, Oregon /, 82-10928 


Pacific coast ecological inventory, Sacra- 
mento, California /, 82-10920 


Pacific coast ecological inventory, Salem, 
Oregon /, 82-10930 


Pacific coast ecological inventory, 
Diego, California /, 82-10911 


Pacific coast ecological inventory, 
Francisco, California /, 82-10919 


Pacific coast ecological inventory, 
Luis Obispo, California /, 82-10917 


Pacific coast ecological inventory, Santa 
Anna, California /, 82-10912 


Pacific coast ecological inventory, Santa 
Maria, California /, 82-10916 


Pacific coast ecological inventory, Santa 
Rosa, California /, 82-10921 


Pacific coast ecological inventory, Santa 
Rosa Island, California /, 82-10914 


Pacific coast ecological inventory, Seat- 
tle, Washington /, 82-10934 


Pacific coast ecological inventory, Ukiah, 
California /, 82-10922 


Pacific coast ecological inventory, Van- 
couver, Washington-Oregon /, 82- 
10931 


Pacific coast ecological inventory, Victo- 
ria, B.C., Can.-Wash. U.S. /, 82- 
10936 


Pacific coast ecological inventory, Weed, 
California-Oregon /, 82-10925 


Regulations for implementing the Fish 
and Wildlife Coordination Act : draft 
environmental statement /, 82-3671 


Summary of federal hunting regulations., 
82-640 


U.S. Fish and Wildlife Service. Division of 
Ecological Services. 
Fish and wildlife resources of the Great 
Lakes coastal wetlands within the 
United States /, 82-14021 


U.S. Fish and Wildlife Service. Division of 
Federal Aid. 
Current federal aid research. Fish., 
1980 


Current federal aid research report. Fish., 
82-1981, 82-5926, 82-5927 


82- 
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U.S. Fish and Wildlife Service. Division of Federal Aid. 


Current federal aid research report. Wild- 
life., 82-1982 


U.S. Fish and Wildlife Service. Fisheries 
Assistance Office. 
Impacts of navigational dredging on fish 
and wildlife : a literature review /, 
82-5914 


Instream flow requirements of the lower 
North Fork, South Fork and main- 
stream Skokomish River /, 82-1979 


USS. Fish and Wildlife Service. Office of 
Biological Services. 
Entrainment of ichthyoplankton by irri- 
gation withdrawal systems /, 82-5912 


Proceedings of the National Wetland 
Classification and Inventory Work- 
shop, held at University of Maryland, 
College Park, July 20-23, 1975 /, 82- 
3732 


U.S. Fish and Wildlife Service. Office of 
Endangered Species. 
Liaison conservation directory for endan- 
gered and threatened species /, 82- 
14020 


US. Fish and Wildlife Service. Region 2. 
Freshwater needs of fish and wildlife re- 
sources in the Nueces-Corpus Christi 
Bay Area, Texas : a literature synthesis 
/, 82-3729 


U.S, Fish and Wildlife Service. Region 3. 
Fish and wildlife resources of the Great 
Lakes coastal wetlands within the 
United States /, 82-14021 


U.S. Fish and Wildlife Service. Southeast 

Reservoir Investigations. 

Proceedings of the Clemson Workshop 
on Environmental Impacts of Pumped 
Storage Hydroelectric Operations 
Clemson, South Carolina, May 15-16, 
1979 /, 82-1974 


U. S. Fish and Wilflife Service. 

Report of the U S. [sic] Delegation to the 
Second Meeting of the Conference of 
the Parties to the Convention on Inter- 
national Trade in Endangered Species 
of Wild Fauna and Flora (CITES) : 
San Jose, Costa Rica, March 19-30, 
1979., 82-1975 


U.S. Joint Publication Research Service. 
Toxic effect of shale tar water /, 82- 
$221 


U.S. Joint Publications Research Service. 
Toxicological characteristics of shale 
waste waters /, 82-9976 


U.S. National Commission for UNESCO. 
Towards an American agenda for a new 


world order of communications., 82- 
11296 
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U.S. Nuclear Regulatory Commission. 
An aluminum-zircaloy galvanic couple in 
reactor water /, 82-14784 
Annual report October 1977 to Septem- 
ber 1978 : mathematical simulation of 
sediment and contaminant transport in 
surface water /, 82-2474 


Applications of functional analysis to nu- 
clear reactor operations /, 82-12005 


An assessment of fuel melting, radial ex- 
trusion, and cladding thermal failure 
during a  power-cooling-mismatch 
event in light water reactors /, 82- 
4113 


Behavior and physico-chemical state of 
fission products in fuel elements for 
pressurized water reactors., 82-4183 


Behavior of a nine-rod fuel assembly 
during power-cooling-mismatch condi- 
tions : results of test PCM-5 /, 82- 
6649 


BWR refill-reflood program task 4.2 : 
core spray distribution experimental 
task plan /, 82-11967 

Codes for Dijkstra’s shortest path algo- 
rithm /, 82-11891 


The computer program K-FIX/MOD1 : 
a modification of the computer pro- 
gram K-FIX for applications to fluid 
flow simulation in LOFT system piping 
/, 82-2472 


CONAN : an LMFBR coniainment re- 
sponse computer code /, 82-6656 


Confirmation of conversion factors relat- 
ing exposure and dose-equivalent index 
presented in ANSI N13.11 /, 82-2489 


Corrected and updated data for IFA-429 
from beginning of life through June 
1978 /, 82-14804 


The correlation of two-dimensional and 
nonequilibrium effects in subcooled 
choked nozzle flow /, 82-14966 


Cracking and relocation of UOzfuel 
during initial nuclear operation /, 82- 
4151 


Criteria for preparation and evaluation of 
radiological emergency response plans 
and preparedness in support of nuclear 
power plants /, 82-949 


Critical heat flux tests of a simulated 


power burst facility rod bundle /, 82- 
6626 


Design basis neutronics calculations for 
NRU-LOCA experiments /, 82-2486 


Development of the LOFT prototype 
drag screen : air-water testing /, 82- 
2450 


Diffusion and exhalation of radon from 
uranium tailings /, 82-4134 


Draft-generic environmental impact state- 
ment on handling and storage of spent 
light water power reactor fuel : execu- 
tive summary and text., 82-2435 
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Drag devices for two-phase mass flow 
measurements /, 82-11959 


Ductile fracture toughness of heavy sec- 
tion pressure vessel steel plate : a speci- 
men-size study of ASTM A 533 steels 
/, 82-11926 


The effects of grid turbulence on none- 
quilibrium choked nozzle flow /, 82- 
14981 


The effects of torus wall flexibility on 
forces in the Mark I boiling water re- 
actor pressure suppression system : 
final report /, 82-14840 


Electric heat balance calorimeter : final 
report /, 82-14731 


Engineering and scientific employment 
opportunities : experienced professional 
and recent college graduates /, 82- 
4182 


Estimate of feasibility to develop acoustic 
emission—flaw relationships for inser- 
vice monitoring of nuclear pressure 
vessels /, 82-6636 


An evaluation of potential chemical/me- 
chanical degradation processes affect- 
ing fuel and structural materials under 
long-term water storage /, 82-2475 


Ex-reactor determination of thermal gap 
and contact conductance between ura- 
nium dioxide, zircaloy-4 interfaces : 
stage I low gas pressure /, 82-14792 


Experiment data for LOFT nuclear small 
break experiment L3-6 and severe core 
transient experiment L8-1 /, 82-14959 


Experiment data report for LOFT antici- 
pated transient experiment L6-5 /, 82- 
6669 


Experiment data report for LOFT antici- 
pated transient experiments L6-1, L6-2, 
and L6-3 /, 82-989 


Experiment data report for LOFT lower 
ascension test L2-2 /, 82-11912 


Experiment data report for LOFT nonnu- 
clear small break experiment L3-0 /, 
82-6640 

Experiment data report for LOFT nonnu- 
clear test L1-5 : (isothermal test with 
core | installed) /, 82-6627 


Experiment data report for LOFT nucle- 
ar small break experiment L3-2 /, 82- 
4142 


Experiment data report for LOFT nucle- 
ar small break experiment L3-5/L3-5A 
/, 82-6672 


Experiment data report for LOFT nucle- 
ar small break experiment L3-7 /, 82- 
2534 


Experiment data report for LOFT power 
ascension experiment L2-3 /, 82- 
14855 


Experiment data report for PBF-LOCA 
tests LOC-11B and 11C /, 82-2455 
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Experiment data report for PBT/LOFT 
Lead Rod Test Series : (tests LLR-SO, 
-3, -4, -4A, and -5) /, 82-2481 


Experiment data report for semiscale 
mod-1 test S-06-3 : (LOFT counterpart 
test) /, 82-11895 


Experiment data report for semiscale 
mod-3 blowdown heat transfer test S- 
07-2 : (baseline test series) /, 82- 
11897, 82-11903 


Experiment data report for Semiscale 
mod-3 integral blowdown and reflood 
heat transfer test S-07-6 : (baseline test 
series) /, 82-6630 


Experiment data report for semiscale 
mod-3 lower plenum injection test S- 
07-8 : (baseline test series) /, 82- 
14858, 82-14859 


Experiment data report for semiscale 
mod-3 reflood heat transfer test S-07-4 
: (baseline test series) /, 82-4100 


Experiment data report for semiscale 
mod-3 reflood heat transfer tests S-07-5 
and S-07-5A : (baseline test series) /, 
82-11908 


Experiment data report for semiscale 
mod-3 small break test S-07-10D (base- 
line test series) /, 82-985 


Experiment data report for Semiscale 
Mod-3 small break test S-07-10 : (base- 
line test series) /, 82-974 


Experiment data report for Semiscale 
Mod-3 Small Break Test Series : (Tests 
S-SB-P1, S-SB-P2, and S-SB-P7) /, 
82-984 


Experiment data report for Semiscale 
Mod-3 small break test series : (tests S- 
SB-P3 and S-SB-P4) /, 82-14950 


Experiment data report for Semiscale 
Mod-3 Small Break Test Series : (Tests 
S-SB-4 and S-SB-4A) /, 82-970 


Experiment data report for Semiscale 
Mod-3 Small Breaks Test Series : 
(Tests S-SB-2 and S-SB-2A) /, 82-975 


Experiment data report for test PCM-5 : 
(power-cooling-mismatch test series) /, 
82-11906 


Experiment data report for test RIA 1-1 
(Reactivity Initiated Accident test 
series) /, 82-4114 


Experiment data report for Test RIA 1-2 
(reactivity initiated accident test 
series) /, 82-14847 


Fatigue crack growth of A508 steel in 
high-temperature, pressurized reactor 
grade water /, 82-1549 


Fission product release from LWR fuel 
failed during PCM and RIA transients 
/, 82-986 

Fractographic and microstructural analy- 
sis of fatigue specimens of A302 grade 


B steel tested in air at room tempera- 
ture /, 82-3285 





U.S. Nuclear Regulatory Commission. 


Fractographic and microstructural analy- 
sis of stress corrosion cracking of A533 
Grade B Class 1 plate and A508 Class 
2 forging in pressurized reactor-grade 
waier at 93C /, 82-9884 

FRAP-S3, a computer code for steady 
state analysis of oxide fuel rods : model 
assessment report /, 82-14854 


FRAPCON-1, a computer code for the 
steady state analysis of oxide fuel rods 
/, 82-6662 

Fuel rod behavior during test PCM-2 /, 
82-4122 


Fuel rod behavior during test PCM-4 /, 
82-14872 


Fuel rod behavior during tests PCM 8-1 
RS, CHF scoping, and PCM 8-1 RF /, 
82-14949 


Fuel rod material behavior during test 
PCM-1 /, 82-14843 


Fuel rod temperature and pressure re- 
sponse in Flalden reactor experiment 
IFA-226 / Philip E. MacDonald, 
Dennis E. Owen, Michael E. Water- 
man., 82-2453 


Further testing of pocket-sized electronic 
dosimeters /, 82-2520 


Gap conductance test series fuel charac- 
terization data report /, 82-977 


Gap conductance test series-2 : test re- 
sults report for tests GC 2-1, GC 2-2, 
and GC 2-3 /, 82-11898 


The honor law graduate program /, 82- 
11864 


Independent assessment of the steady 
state fuel rod analysis code FRAP- 
CON-1 /, 82-6654 


Investigation and evaluation of cracking 
incidents in piping in pressurized water 
reactors /, 82-2439 

Investigation of the influence of simulat- 
ed steam generator tube ruptures 
during loss-of-coolant experiments in 
the semiscale mod-1 system /, 82- 
14762 


Ionizing radiation category of the sug- 
gested state regulations for control of 
radiation /, 82-6617 


Larval exclusion systems for power plant 
cooling water intakes : proceedings of 
the workshop held at Shelter Island 
Inn, San Diego, California, February 7- 
8, 1978 /, 82-2576 

Light water reactor safety research pro- 
gram quarterly report April-June 1977 
/, 82-14778 

LOFT experimental measurements uncer- 
tainty analyses /, 82-955 

Loss-of-coolant accident test series—re- 
sults of TC-1 tests /, 82-6681 

Major alternatives for government poli- 
cies, organizational structures, and ac- 


Do not order from index; see indicated entry 





tions in civilian nuclear reactor emer- 
gency management in the United States 
: report to M. Rogovin for the NRC 
Three Mile Island Special Inquiry /, 
82-14907 

Manifestations of nonlinearity in fuel 
center thermocouple steady-state and 
transient data : implications for data 
analysis /, 82-2448 

A Mathematical model for predicting the 
probability of acute mortality in a 
human population exposed to acciden- 
tally released airborne radionuclides : 
final report for phase I of the project, 
early effects of inhaled radionuclides /, 
82-2498 


The measurement of phase velocities in 
mist flows using stagnation probes /, 
82-2473 


Methods for assessing background levels 
of radiation and radioactive materials 
in the environment around uranium 
mills /, 82-966 


Modeling of plant protection and control 
systems for SSC /, 82-14938 


Molten fuel-coolant interaction occuring 
during a severe reactivity initiated acci- 
dent experiment /, 82-14964 


More precise investigations of the me- 
chanical characteristics, in the heat af- 
fected zone, of welded seams on thick- 
walled forged pieces of fine-grained 
construction steel 22 NiMoCr 37 /, 
82-6720 


Multidimensional analysis of fluid flow in 
the LOFT cold leg blowdown pipe 
during a loss-of-coolant experiment /, 
82-2471 


Notch ductility degradation of low alloy 
steels with low-to-intermediate neutron 
fluence exposures /, 82-3252 


NRC/RSR data bank program descrip- 
tion /, 82-11914 


Nuclear data library of fission products 
for decay power calculation /, 82- 
14827 


Nuclear power plant simulators : their 
use in operator training and requalifica- 
tion /, 82-4153 

Optimal estimation of nuclear reactor 
core power (with supporting multivar- 
iate system identification methods) /, 
82-6695 

Oxidation and embrittlement of zircaloy-4 
cladding from high temperature film 
boiling operation /, 82-14808 

PBF-LOCA test series, test LOC-11, test 
results report /, 82-4119 


Pellet-cladding mechanical interaction in 
Halden assembly IFA-226 /, 82-4102 


Page I-271 





U.S. Nuclear Regulatory Commission. 


Postirradiation examination data report 
for gap conductance test series : test 
GC 2-3 /, 82-6624 


Power-Cooling-Mismatch Test Series : 
test PCM-3 test results report /, 82- 
14871 


Power-cooling-mismatch test series : test 
PCM-4 postirradiation examination /, 
82-11894 


Precharacterization report for instrument- 
ed nuclear fuel assembly IFA-513 /, 
82-4131 


Predicting life expectancy and simulating 
age of complex equipment using accel- 
erated aging techniques /, 82-14927 


Prediction of the net radon emission from 
a model open pit uranium mine /, 82- 
6633, 82-11917 


Public document room users guide /, 
82-6618 


Quarterly technical progress report on 
water reactor safety programs /, 82- 
14868 


Quarterly technical progress report on 
water reactor safety programs spon- 
sored by the Nuclear Regulatory Com- 
mission’s Division of Reactor Safety 
Research, July-September 1979 /, 82- 
2491, 82-2512, 82-14794, 82-14835, 
82-14990 


Radon-222 emissions in ventilation air ex- 
hausted from underground uranium 
mines /, 82-2470 


Reactor safety system design using har- 
dened computers /, 82-2568 


A review of fatigue crack growth of 
pressure vessel and piping steels in 
high-temperature, pressurized reactor- 
grade water /, 82-980 


Sediment and radionuclide transport in 
rivers : field sampling program Cattar- 
augus and Buttermilk Creeks, New 
York /, 82-14815 


Sediment and radionuclide transport in 
rivers : phase I, field sampling program 
during mean flow Cattaraugus and But- 
termilk Creeks, New York /, 82-4128 

Semiscale program description /, 82- 
11889 


Solubility classification of airborne urani- 
um products collected at the perimeter 
of the Allied Chemical Plant, Metropo- 
lis, Illinois /, 82-4144 


Structural integrity of water reactor pres- 
sure boundary components : quarterly 
progress report, April-June 1979 /, 
82-9881 


A study of film boiling, quench, and 
rewet phenomena during high pressure 
power-cooling-mismatch testing /, 82- 
14939 

Survey of postirradiation heat treatment 
as a means to mitigate radiation em- 





| 








brittlement of reactor vessel steels /, 
82-3233 


Telephone directory : communications in- 
formation., 82-2444 


Test PCM-5 fuel rod materials behavior / 
, 82-2516 


Testing to evaluate synergistic effects 
from LOCA environments : test IX: 
simultaneous mode, cables, splice as- 
semblies, and electrical insulation sam- 
ples /, 82-11890 


Toxicity and effects of bromoform on 
five marine species /, 82-11924 


UO.densification on LOFT fuel /, 82- 
14712, 82-14977 


Vapor explosion phenomena with respect 
to nuclear reactor safety assessment /, 
82-14780 


Zircaloy cladding collapse under off- 
normal temperature and pressure con- 
ditions /, 82-14776 


U.S. Nuclear Regulatory Commission. 


Advisory Committee on Reactor 

Safeguards. 

Comments on the NRC safety research 
program budget for fiscal year ..., 82- 
11872 


The effects of temperature, moisture, 
concentration, pressure, and mass trans- 
fer on the adsorption of krypton and 
xenon on activated carbon /, 82-950 


U.S. Nuclear Regulatory Commission. 


Containment Systems Branch. 
Subcompartment analysis procedures /, 
82-4137 


U.S. Nuclear Regulatory Commission. 


Division of Advanced Reactor Safety 

Research. 

Impact of SIMMER-II model uncertain- 
ties on predicted postassembly dynam- 
ics /, 82-2490 


U.S. Nuclear Regulatory Commission. 


Division of Engineering Standards. 

Dry storage of spent nuclear fuel : a pre- 
liminary survey of existing technology 
and experience /, 82-4138 


Effects of NRC regulations and regula- 
tory guides resulting from considera- 
tion of degraded core (class 9) acci- 
dents /, 82-12008 


Estimated radiation doses from thorium 
and daughiers contained in thoriated 
welding electrodes /, 82-2488 


Facilitation of decommissioning 
water reactors /, 82-2468 


Identification and assessment of the social 
impacts of transportation of radioactive 
materials in urban environments /, 82- 
14839 


Plan for reevaluation of NRC policy on 
decommissioning of nuclear facilities. 
Supplement 1 /, 82-946 


light 





Author Index 


Radiation dose estimates from timepieces 
containing tritium or promethium-147 
in radioluminous paints /, 82-2446 


Review and integration of existing litera- 
ture concerning potential social impacts 
of transportation of radioactive materi- 
als in urban areas /, 82-14838 


Technology, safety and costs of decom- 
missioning a reference small mixed 
oxide fuel fabrication plant /, 82-4127 


U.S. Nuclear Regulatory Commission. 
Division of Environmental and Site Safety. 
Simplified damage assessment of nuclear 

power plants subjected to turbine frag- 
ments /, 82-958 


U.S. Nuclear Regulatory Commission. 
Division of Fuel Cycle and Material 
Safety. 

Fuel cycle cost projections /, 82-4129 


Review and assessment of package re- 
quirements (yellowcake) and emergen- 
cy response to transportation accidents 

82-11869 


Review and assessment of package re- 
quirements (yellowcake) and emergen- 
cy response to transportation accidents 
: draft report /, 82-2437 


Standard review plan for the review of 
radiological contingency plans for fuel 
cycle and materials facilities /, 82- 
11875 


A survey of radioactive effluent releases 
from byproduct material facilities /, 
82-11876 


U.S. Nuclear Regulatory Commission. 
Division of Human Factors Safety. 
Human engineering guide to control 
room evaluation /, 82-4158 


Review of staffing requirements for near- 
term operating license facilities /, 82- 
14951 


U.S. Nuclear Regulatory Commission. 
Division of Operating Reactors. 
Compilation of reported noble gas efflu- 

ent monitor capabilities at operating 
nuclear power plants /, 82-14724 


Dynamic, inelastic bucking analysis of 
Mark I torus support columns / pre- 
pared by Brian J. Benda ; prepared for 
Division of Operation Reactors, Office 
of Nuclear Reactor Regulation, U.S. 
Nuclear Regulatory Commission., 82- 
2487 


Evaluation of steam generator tube rup- 
ture events /, 82-948 

Methodology for combining dynamic re- 
sponses : NRC staff working group 
report /, 82-11866 


Seismic review table /, 82-14926 


Page I-272 Do not order from index; see indicated entry 





January — June 1982 


Statistical analysis of steam generator in- 
spection plans and eddy current testing 
/, 82-11954 

Summary of tube integrity operating ex- 
perience with once-through steam gen- 
erators /, 82-11871 


U.S. Nuclear Regulatory Commission. 
Division of Reactor Operations Inspection. 
Development of a checklist for evaluat- 

ing maintenance, test, and calibration 
procedures used in nuclear power 
plants /, 82-14922 


Procedures evaluation checklist for main- 
tenance, test, and calibration proce- 
dures /, 82-14923 


U.S. Nuclear Regulatory Commission. 
Division of Reactor Safety Research. 
Acceleration effects in momentum trans- 

fer modeling for dispersed-flow condi- 
tions /, 82-14974 


Accident delineation and evaluation of 
the high-temperature gas-cooled reac- 
tor system concepts /, 82-14901 


Aeromagnetic map of the east-central 
midcontinent of the United States /, 
82-11978 


Aerosol measurements and modeling for 
fast reactor safety : annual report for 
FY 1979 /, 82-11989 


Aerosol measurements and modeling for 
fast reactor safety : quarterly progress 


report January 1 - March 31, 1979 /, 
82-11942 


Aerosol measurements and modeling for 
fast reactor safety : quarterly progress 
report October 1 - December 31, 1978 
/, 82-11935 


AEROSOL users manual /, 82-6658 


An algorithm to estimate field concentra- 
tions under nonsteady meeteorological 
conditions from wind tunnel experi- 
ments /, 82-11965 


An analysis of earthquake intensities with 
respect to attenuation, magnitude, and 
rate of recurrence /, 82-11991 


Analysis of ECC bypass data /, 82- 
14723 


Analysis of hydrogen mitigation for de- 
graded core accidents in the Sequoyah 
nuclear power plant /, 82-11988 


Analysis of ORNL pipe ratchetting tests 
TTT-1 and TTT-2 /, 82-14851 


An analysis of SORS : a computer pro- 
gram for analyzing fission product re- 
lease from HTGR cores during tran- 
sient temperature excursions /, 82- 
2459 


Application of Battelle’s mechanistic 
model to lower plenum refill /, 82- 
2559 





Application of the key curve method to 
determining J-R curves for A 533 B 
steel /, 82-11956 


Assessment of core penetration of a PWR 
reactor vessel and particulate debris 
coolability in TLMB, S2D, and ABG 
accidents /, 82-4156 


Assessment of the development and co- 
ordination processes for the NRC re- 
search program : final report /, 82- 
14969 

The Behavior of hydrogen during acci- 
dents in light water reactors /, 82-978 


BODYFIT-1FE : a computer code for 
three-dimensional steady-state/transient 
single-phase rod-bundle thermal-hy- 
draulic analysis /, 82-14960 


Bouguer gravity anomaly map of the 
East-Central midcontinent of the 
United States : New Madrid seismotec- 
tonic study group /, 82-14942 


BWR blowdown/emergency core cool- 
ing nineteenth quarterly progress 
report, July 1-September 30, 1980 /, 
82-2492 

The BWR loss-of-coolant accident analy- 
sis capability of the WRAP-EM system 
/, %82-14830 


The BWR steady-state capability of the 
WRAP-EM system /, 82-14829 


Calculation of signals in coded-aperture 
imaging of many-pin bundles of 
LMFBR fuel /, 82-4107 

Canadian seismic agreement annual 
report June 1979 - June 1980 /, 82- 
11975 


Central Virginia regional seismic network 
: crustal velocity structure in central 
and southwestern Virginia /, 82-2496 


Cold leg integrity evaluation /, 82-973 


COMMIX-1 : a three-dimensional tran- 
sient single-phase component computer 
program for thermal-hydraulic analysis 
/, 82-14853 


Considerations on nuclear data link im- 
plementation in relation to the techni- 
cal support center, emergency oper- 
ations facility and safety parameter dis- 
play system /, 82-981 


The correlation of response spectral am- 
plitudes with seismic intensity /, 82- 
14915 


Critical excitation method for calculating 
earthquake eit>cts on nuclear plant 
structures : an assessment study /, 82- 
14943 


Critical experiments, measurements, and 
analyses to establish a _ crack-arrest 
methodology for nuclear-pressure- 
vessel steels /, 82-11966, 82-14963 

Critical experiments, measurements, and 
analyses to establish a crack-arrest 
methodology for nuclear-pressure- 


Do not order from index; see indicated entry 








U.S. Nuclear Regulatory Commission. Division of Reactor Safety Research. 


vessel steels : progress report January- 
March 1980 /, 82-11971 

Critical experiments, measurements and 
analyses to establish a crack arrest 
methodology for nuclear pressure 
vessel steels : quarterly report, April - 
June 1978 /, 82-6634 

A critical survey on the application of 
plastic fracture mechanics to nuclear 
pressure vessels and piping /, 82-4177 


De-entrainment phenomena on vertical 
tubes in droplet cross flow /, 82-2513 


Deformation characteristics of Zircaloy 
cladding in vacuum and steam under 
transient-heating conditions : summary 
report /, 82-11901 


Determination of tornado wind speeds 
from tornadic sounds : final report 
March 1978 - March 1979 /, 82-11994 


Development of a mechanistic model for 
ECC penetration in a PWR down- 
comer : topical report / prepared by 
A. Segev, R.P. Collier ; prepared for 
Division of Reactor Safety Research, 
Office of Nuclear Regulatory Re- 
search, U.S. Nuclear Regulatory Com- 
mission., 82-2515 


Diffusion near buildings as determined 
from atmospheric tracer experiments /, 
82-14925 


Downcomer flow calculations : February 
1979 /, 82-14826 


Dynamic analysis of piping using the 
structural overlap method /, 82-12003 


A dynamic intragranular fission gas be- 
havior model /, 82-2480 


Earthquake-induced liquefaction near 
Lake Amatitlan, Guatemala /, 82- 
4148 


Effect of neutron-induced background ra- 
diations on thin imaging scintillators /, 
82-6674 


Evaluating strength and ductility of irra- 
diated Zircaloy, task 5 /, 82-11985 


Evaluating strength and ductility of irra- 
diated zircaloy task 5 : progress report 
July - December 1978 /, 82-14884 


Evaluating strength and ductility of irra- 
diated zircaloy, task 5 : quarterly prog- 
ress report, April-June 1979 /, 82- 
2509 


Evaluating strength and ductility of irra- 
diated zircaloy task 5 : quarterly prog- 
ress report January-March, 1979 /, 
82-14885 


Evaluating strength and ductility of irra- 
diated zircaloy, task 5 : quarterly prog- 
ress report, July-September 1979 / pre- 
pared by L.M. Lowy ... [et al.] ; pre- 
pared for Division of Reactor Safety 
Research, Office of Nuclear Regula- 


Page 1-273 





U.S. Nuclear Regulatory Commission. Division of Reactor Safety Research. 


tory Research, U.S. Nuclear Regula- 
tory Commission., 82-11970 


Evaluation of techniques for dynamic 
measurement of fuel motion in liquid- 
metal-cooled fast-breeder reactor safety 
experiments /, 82-2511 


Experimental and statistical investigation 
of thermally induced failure in reactor 
fuel particles /, 82-2544 


Feasibility of monitoring the strength of 
HTGR core support graphite - Part II 
/, 82-6642 

Flow regime identification and void frac- 
tion measurement techniques in two- 
phase flow /, 82-11982 


FLX, a shell code for coupled fluid-struc- 
ture analysis of core barrel dynamics /, 
82-11928 


FRAPCON-2 : a computer code for the 
calculation of steady state thermal-me- 
chanical behavior of oxide fuel rods /, 
82-11996 


Geophysical investigations of the Anna, 
Ohio earthquake zone : annual progress 
report July 1978 - July 1979 /, 82- 
4130 


GRASS-SST : a comprehensive, mecha- 
nistic model for the prediction of fis- 
sion-gas behavior in UO2-base fuel 
during steady-state and transient condi- 
tions /, 82-14775 


High cycle fatigue behavior of incoloy 
800H in a simulated high-temperature 
gas-cooled reactor helium environment 
/, 82-2505 


High-temperature gas-cooled reactor 
safety studies for the Division of Reac- 
tor Safety Research quarterly progress 
report, October 1-December 31, 1979 / 
, 82-2504, 82-14983 


Hydrodynamics and heat transfer charac- 
teristics of liquid pools with bubble agi- 
tation /, 82-14880 


Hydrogen distribution after a loss-of- 
coolant accident in the subdivided con- 


tainment of light water reactors : NRC 
translation /, 82-6682 


In-pile calorimetry in the joint Sandia/ 
KfK equation-of-state experiments on 
nuclear fuels /, 82-6679 


The incomplete lower-upper conjugate 
gradient (ILUCG) method for solving 
large, sparse linear systems /, 82- 
14975 


Inspection of nuclear reactor welding by 
acoustic emission /, 82-11961 

Instrumented impact properties of zirca- 
loy-oxygen and _  zircaloy-hydrogen 
alloys /, 82-6660 

An integrated geophysica! and geological 
study of the tectonic framework of the 
38th parallel lineament in the vicinity 
of its intersection with the extension of 


Page I-274 





the New Madrid fault zone : annual 
progress report-fiscal year 1979 /, 82- 
2485 

Large LOCA-earthquake combination 
probability assessment : load combina- 
tion program project 1, summary 
report /, 82-4168 

Light-water-reactor safety research pro- 
gram : quarterly progress report, April- 
June 1980 /, 82-2545 

Light-water-reactor safety research pro- 
gram : quarterly progress report, Janu- 
ary - March 1979 /, 82-6646 

Light-water-reactor safety research pro- 
gram : quarterly progress report, Octo- 
ber-December 1979 /, 82-2522 


Light water reactor safety research pro- 
gram : quarterly report January-March 
1980 /, 82-6668 


Light water reactor safety research pro- 
gram. Quarterly report /, 82-14790, 
82-14791, 82-14797, 82-14898, 82- 
14928, 82-14987 


A lightning damage assessment of the 
United States : January 1968 - Decem- 
ber 1977 /, 82-6685 


LMFBR accident delineation study 
phase I final report /, 82-6667 


Local volume-time averaged equations of 
motion for dispersed, turbulent, multi- 
phase flows /, 82-2527 


Measurement of the electromagnetic en- 
vironment at Primarkreislauf /, 82- 
14812 


The measurement of two-dimensional 
phase separation phenomena /, 82- 
12002 


Methods and benefits of experimental 
seismic evaluation of nuclear power 
plants /, 82-11963 


A microprocessor based underwater data 
acquisition system /, 82-4149 


A model for condensation oscillations in 
a vertical pipe discharging steam into a 
subcooled water pool /, 82-4097 


Modelling hot-pressing of UO./, 82- 
4169 


Modes of circulation in an inverted u- 
tube array with condensation /, 82- 
11983 


Molten-core/water contact analysis for 
fuel melt accidents /, 82-4106 


Monoclinal structure and shallow faulting 
of the reelfoot scarp as estimated from 
drill holes with variable spacings /, 
82-6665 


Multiple zone aerosol behavior model /, 
82-11957 


Neutron generator for two-phase flow 


calibration : annual progress report /, 
82-4110 


Do not order from index; see indicated entry 





Author Index 


Nuclear reactor safety ; quarterly prog- 
ress report April 1-June 30, 1980 /, 
82-11993 


Nuclear reactor safety : quarterly prog- 
ress report, July 1-September 30, 1978 
/, 82-4116 


Nuclear reactor safety, quarterly progress 
report /, 82-14845, 82-14867, 82- 
14886, 82-14941 


A numerical model pertaining to the mul- 
tiple vortex phenomenon : final report, 
May 1978-April 1980 /, 82-14953 


A numerical study of apparatus scaling in 
a pressurized water reactor : a status 
report—May 1978 /, 82-2447 


Numerical study of condensation in co- 
current stratified flows /, 82-11937 


Numerical thermal mixing in Eulerian 
calculations of coupled thermo/hydro- 
dynamic motions /, 82-2469 


PAHR debris bed experiment D-4 /, 82- 
11992 


Physics of reactor safety quarterly 
report April-June 1978 /, 82-11910 


Physics of reactor safety, quarterly report 
/, 82-14757, 82-14821, 82-14866 


The possible mechanisms for the forma- 
tion of the observed and expected com- 
pounds during a hypothetical core dis- 
ruptive accident (HCDA) /, 82-14891 


Postaccident heat removal : debris-bed 
experiments D-2 and D-3 /, 82-14796 


Preliminary investigation of turbulent re- 
active mixing in PCRV/CV gas mix- 
tures /, 82-14787 


PRESBC, pressure boundary conditions 
for the K-FIX code /, 82-2530 


A probabilistic evaluation of earthquake 
detection and location capability for Il- 
linois, Indiana, Kentucky, Ohio, and 
West Virginia /, 82-2538 


Problems in modeling of small break 
LOCA /, 82-951 


Proceedings of the U.S. Nuclear Regula- 
tory Commission CSNI Specialists 
Meeting on Plastic Tearing Instability : 
held at the Center for Fracture Me- 
chanics, Washington Univeristy, St. 
Louis, Missouri, U.S.A., September 25- 
27, 1979 /, 82-4180 


Proceedings of the U.S. Nuclear Regula- 
tory Commission Meeting on Reactor 
Vessel Liquid Level Measurement : 
held at National Bureau of Standards, 
Gaithersburg, Maryland, October 30, 
1980 /, 82-2579 


Proceedings of the U.S. Nuclear Regula- 
tory Commission Review Group Con- 
fsrence on Advanced Instrumentation 
Research for Reactor Safety : held at 
the Oak Ridge National Laboratory, 
July 1931, 1980 /, 82-4181 





January — June 1982 


Project description : ORNL PWR blow- 
down heat transfer seperate-effects pro- 
gram-thermal-hydraulic test facility 
(THTF) /, 82-14740 

Prompt burst energetics experiments : 
fresh oxide/sodium series /, 82-4103 


Prompt burst energetics experiments : 
fresh uranium carbide/sodium series /, 
82-4150 


Prompt burst energetics experiments : 
uranium carbide series, preliminary re- 
sults /, 82-14753 

Prototypic thermal-hydraulic experiment 
in NRU to simulate loss-of-coolant ac- 
cident /, 82-11997 


Pulsed neutron activation measurement of 
emergency core coolant bypass flow 
on the LOFT reactor /, 82-4096 


Quantified fault tree models for the 
Clinch River Breeder Reactor engi- 
neered safety systems /, 82-14970 


Quarterly progress report on fission prod- 
uct behavior in LWRs for the period 
April-June 1978 /, 82-2460 


Quarterly progress report on fission prod- 
uct behavior in LWRs for the period 
July-September 1978 /, 82-14806 


Quaterly progress report on fission prod- 
uct behavior in LWRs for the period 
January-March 1979 /, 82-14874 


Reactor safety research programs : quar- 
terly progress report, April 1-June 30, 
1978 /, 82-2456 

Reactor safety research programs : quar- 


terly report, October-December 1979 /, 
82-6655 


Reactor safety research programs, quar- 
terly report /, 82-14865 


Recommended revisions to Nuclear Reg- 
ulatory Commission seismic design cri- 
teria /, 82-11941 


Reduction of structural degrees of free- 
dom /, 82-994 


Refractory metals for ultrasonic thermo- 
metry application /, 82-11905 


Regional tectonics and seismicity of east- 
ern Nebraska : annual report, June 1, 
1978-May 30, 1979 /, 82-6653 

Regional tectonics and seismicity of 
southwestern Iowa : annual report, 
May 1, 1978-April 30, 1979 /, 82-6639 

Response of a 4-inch nuclear power plant 
valve to dynamic excitation /, 82-972 

A review of fatigue crack growth of 
pressure vessel and piping steels in 
high-temperature, pressurized reactor- 
grade water /, 82-980 

Review of in-vessel meltdown models /, 
82-6664 

SALE/SPRAY /, 82-2556 





Seismicity and tectonic relationships for 
Upper Great Lakes Precambrian Shield 
Province : Final Report /, 82-14935 

Seismicity and tectonic relationships of 
the Nemaha Uplift in Oklahoma : part 
III /, 82-14929 


Self-mixing phenomenology in hypotheti- 
cal core-disruptive accidents /, 82- 
2552 


Sensitivity of Slab Core Test Facility : 
calculational model execution to cer- 
tain TRAC input parameters /, 82- 
14976 

Shear transfer in large scale reinforced 
concrete containment elements : report 
no. 1/, 82-11960 


SODEMME : a natural circulation ther- 
mal hydraulics code for HTGR tran- 
sient analysis /, 82-11883 


Some aspects of cost/benefit analysis for 
in-service inspection of PWR steam 
generators /, 82-976 

Stably stratified building wakes /, 82- 
11950 


State of the art study concerning near- 
field earthquake ground motion 
annual report, September 1978 - Sep- 
tember 1979 /, 82-4147 


Steam chugging in pressure suppression 
containment : final report July 1976 - 
July 1979 /, 82-14934 


Steam explosion triggering phenomena : 
Stainless steel and Corium-E simulants 
studied with a floodable arc melting 
apparatus /, 82-11886 


Steam-water mixing amd system hydro- 
dynamics program, task 4 : quaterly 
progress report October 1, 1977 - De- 
cember 31, 1977 /, 82-14730 


Steam-water mixing and system hydro- 
dynamics program : quarterly progress 
report, April 1979 - June 1979 /, 82- 
2532 


Steam-water mixing and system hydro- 
dynamics program - task 4 : quartely 
report, July - September 1980 /, 82- 
2547 


Steam-water mixing and system hydro- 
dynamics program - task 4 : quarterly 
progress report April - June 1980 /, 
82-11987 


Steam-water mixing and system hydro- 
dynamics program - task 4 : quarterly 
progress report January - March 1980 
/, 82-11986 


Steam-water mixing and system hydro- 
dynamics program - task 4 : quarterly 
progress report July - September 1979 
/, 82-11973 


Steam-water mixing and system hydro- 
dynamics program - task 4 : quarterly 
progress report October - December 
1980 /, 82-12001 


Do not order from index; see indicated entry 








U.S. Nuclear Regulatory Commission. Division of Reactor Safety Research. 


Steam-water mixing system hydrodyna- 
mics program - task 4 : quarterly prog- 
ress report October - December 1979 /, 
82-11977 


Strength and stiffness of reinforced con- 
crete panels subjected to membrane 
shear, two-way and four-way reinforc- 
ing /, 82-12009 


Structural integrity of water reactor pres- 
sure boundary components : quarterly 
progress report, January-March 1980 /, 
82-3288 

Structural integrity of water reactor pres- 
sure boundary components : quarterly 
progress report, October-December 
1979 /, 82-11953 


A study of droplet hydrodynamics im- 
portant in LOCA reflood : quarterly 
progress report, January 1 - March 31, 
1978 /, 82-2465 

A summary of recent investigations of 
compact specimen geometry effects on 
J1-R curve of high-strength steels /, 
82-4162 


Sustained molten steel/concrete interac- 
tions tests : a preliminary report on the 
feasibility of experimental techniques /, 
82-14759 


Tensile properties of irradiated and unir- 
radiated welds of A533 steel plate and 
A508 forgings /, 82-11940 


Thermal/hydraulic analysis research pro- 
gram quarterly report July-September 
1980 /, 82-963 


Thermal performance and water utiliza- 
tion measurement on ultimate heat 
sinks - cooling ponds and spray ponds 
/, 82-992 

Thermostructural response of advanced 
reactor cell liners /, 82-14813 


Topical report on fuel motion diagnostic 
systems /, 82-11923 


TRAC-P1A independent assessment /, 
82-11976 


TRAP, plotting package for TRAC /, 
82-979 

Two-phrase interactions in countercur- 
rent flow : annual report, November 
1977-December 1978 /, 82-4124 


Uncertainty analysis for a PWR loss-of- 
coolant accident : II. alternative core 
damage estimators /, 82-2506 


User’s guide for the BWR LOCA analy- 
sis capability of the WRAP-EM system 
/, 82-14831 


A user’s guide to EPIC : a computer 
program to calcuiate the motion of fuel 
and coolant subsequent to pin failure in 
an LMFBR /, 82-6666 


Verification of multidimensional reactor 
safety analysis codes developed in 
group T-3 /, 82-2551 


Page I-275 





U.S. Nuclear Regulatory Commission. Division of Reactor Safety Research. 


Verifying seismic design of nuclear reac- 
tors by testing /, 82-11962 


Water Reactor Safety Research Division 
: quaterly progress report July 1-Sep- 
tember 30, 1979 /, 82-11951 

Water reactor safety research program : a 
description of current and planned re- 
search., 82-2433 


Wind-tunnel measurements of dispersion 
and turbulence in the wakes of nuclear 
reactor plants : final report, January 
1975-December 1979 /, 82-2523 


Zinc inventories in containment for some 
PWR and BWR power plants /, 82- 
6686 


1978 annual report : aerosol characteriza- 
tion from a simulated HCDA / W.A. 
Zanotelli ... [et al.] ; prepared for Divi- 
sion of Reactor Safety Research, Office 
of Nuclear Regulatory Reseach, U.S. 
.Nuclear Regulatory Commission., 82- 
14836 


U.S. Nuclear Regulatory Commission. 
Division of Reactor Safety Research. 
Systems Research Branch. 

Critical heat flux under transit conditions 
: a literature survey /, 82-14732 


U.S. Nuclear Regulatory Commission. 
Division of Risk Analysis. 
Effects of weathering on impregnated 
charcoal performance /, 82-12013 


Fire risk analysis for nuclear power 
plants /, 82-6713 


FLOE, a program for Bayesian estima- 
tion of flood probabilities /, 82-6714 


A method for determining radioactive 
material shipment patterns in urban 
areas /, 82-962 


Optimum test intervals for online testing 
/, 82-6699 


Probabilistic models for the behavior of 
compartment fires /, 82-6715 


A review of removable surface contami- 
nation on radioactive materials trans- 
portation containers /, 82-6683 


U.S. Nuclear Regulatory Commission. 

Division of Rules and Records. 

Nuclear Regulatory Commission _is- 
suances : opinions and decisions of the 
Nuclear Regulatory Commission with 
selected orders /, 82-11879 


U.S. Nuclear Regulatory Commission. 
Division of Safeguards, Fuel Cycle, and 
Environmental Research. 

Acute toxicity and bioaccumulation of 
chloroform to four species of fresh- 
water fish : salmo gairdneri, rainbow 
trout; lepomis macrochirus, bluegill; 
micropterus salmoidies, largemouth 
bass; ictalurus punctatus, channel cat- 
fish /, 82-14869 


Page 1-276 





Advanced mobile multi-processor 
gamma-ray acquisition and analysis 
system /, 82-11979 

Analysis of nuclear facilities for tornado- 
induced flow and reentrainment /, 82- 
4115 


Application of SAFE to an operating re- 
actor /, 82-2482 


Assessment of methods for evaluating 
adequacy of physical protection sys- 
tems /, 82-6678 

The bioaccumulation factor for phospho- 
rus-32 in edible fish tissue : final report, 
August 1977 - October 1979 /, 82- 
4146 


A Combined SAFE/SNAP approach to 
safeguards evaluation /, 82-982 


A comparison of shortest path algorithms 
applied to sparse graphs /, 82-14785 

Contamination of the human food chain 
by uranium mill tailings piles /, 82- 
14844 

COPS model estimates of LLEA avail- 
ability near selected reactor sites /, 
82-11943 


Critical pathways of radionuclides to man 
from agro-ecosystems : annual progress 
report, October-September 1979 /, 
82-965 


Criticality experiments with subcritical 
clusters of 2.35 wt% and 4.31 wt% 
235U enriched UO2 rods in water at a 
water-to-fuel volume ratio of 1.6 /, 
82-2531, 82-11990 


Depleted uranium dioxide powder flow 
through very small openings /, 82- 
11936 


Effects of weathering on impregnated 
charcoal performance /, 82-9879 


Evaluation and development of ecosys- 
tem models assessing environmental 
impact : third annual report /, 82- 
6638 


Evaluation of factors affecting the toxic- 
ity of chlorine to aquatic organisms /, 
82-2503 


Fixed site neutralization model program- 
mer’s manual /, 82-971 


General investigation of radionuclide re- 
tention in migration pathways at the 
West Valley, New York low-level 
burial site : annual report, September 1, 
1977-September 30, 1978 /, 82-14856 

Impact tests on inclined stainless steel fins 
/, 82-2463 

The insider threat to secure facilities : 
date analysis /, 82-14908 

Material accounting as required by the 
United States Nuclear Regulatory 
Commission : capabilities and vulnera- 
bilities /, 82-964 

Measurement of XE-133, C-14, and tri- 
tium in air and I-131 in vegetation and 


Do not order from index; see indicated entry 





Author Index 


milk around the Quad Cities Nuclear 
Power Station /, 82-2494 


Migration and residential location of 
workers at nuclear power plant con- 
struction sites /, 82-14982 


PARC (Plutonium accident resistant con- 
tainer) program research, design, and 
development /, 82-4095 

Physical protection of nuclear facilities : 
quarterly progress report January- 
March 1978 /, 82-11893 

Physical protection of nuclear facilities : 
quarterly progress report July-Septem- 
ber 1978 /, 82-14820 

Physical protection of nuclear facilities : 
quarterly progress report October-De- 
cember 1977 /, 82-11887 


Physical protection of nuclear facilities, 
quarterly progress report /, 82-14841, 
82-14870 


Physical protection of nuclear facilities 
quarterly progress report : April-June 
1980 /, 82-2537 

Physical protection of nuclear material in 
transit quarterly progress report, 
April-June 1978 /, 82-4109 


Physical protection of nuclear material 
in-transit : quarterly progress report 
January-March 1979 /, 82-14834 

Physical protection of nuclear material 
in-transit : quarterly progress report 
October-December 1978 /, 82-14825 

Process notebook for aquatic ecosystem 
simulation /, 82-4136 


Puncture of shielded radioactive material 
shipping containers /, 82-14878 


Quarterly progress report on fission prod- 
uct behavior in LWRs for the period 
January-March 1978 /, 82-14746 


Radiation dose estimates and hazard eval- 
uations for inhaled airborne radionu- 
clides : annual progress report, July 1, 
1978-June 30, 1979 /, 82-2521 

A radionuclide decay data base 
and summary table /, 82-6925 


RAGTIME, a FORTRAN IV implemen- 
tation of a time-dependent model for 
radionuclides in agricultural systems : 
first progress report /, 82-2495 


Reference critical experiments : progress 
report for period April 1, 1979 through 
June 30, 1979 /, 82-2484 


Relative hazard of radioiodine as a func- 
tion of (A) radiation quality and (B) 
age at exposure /, 82-11947 


Remote sensing for detection and moni- 
toring of salt stress on vegetation : 
evaluation and guidelines, final report, 
September 1976-March 1979 /, 82- 
4140 


: index 





January — June 1982 US. 


Sabres II : an individual resolution small 
arms combat simulation model /, 82- 
14877 


SABRES II : code description and users 
manual /, 82-14899 


Safeguards Automated Facility Evalua- 
tion (SAFE) methodology /, 82- 
14786 


Safeguards network analysis procedure 
(SNAP) : overview /, 82-4126 


SFACTOR, a computer code for calcu- 
lating dose equivalent to a target organ 
per microcurie-day residence of a radi- 
onuclide in a source organ : supple- 
mentary report /, 82-4157 


Shock and vibration environments for a 
large shipping container during truck 
transport /, 82-14750 


Simulating barrier penetration during 
combat /, 82-14793 


SOURCE : a convoy ambush simulation 
code /, 82-4121 


SOURCE user’s guide /, 82-14876 


Study of plutonium oxide powder emis- 
sions from simulated shipping container 
leaks /, 82-4141 


Testing of brush-type polonium-210 static 
eliminators for source integrity /, 82- 
14734 


Vital area analysis using SETS /, 82- 
4154 


U.S. Nuclear Regulatory Commission. 
Division of Safeguards, Fuel Cycle, and 
Environmental Research. Environmental 
Effects Research Branch. 

Final report, September 1975-September 
1978 : radiation dose to construction 
workers at operating nuclear power 
plant sites /, 82-6629 


U.S. Nuclear Regulatory Commission. 
Division of Safequards, Fuel Cycle, 
Environmental Research. 

Safeguard vulnerability analysis program 
(SVAP) /, 82-11945 


Safeguard vulnerability analysis program 
(SVAP) executive summary /, 82- 
11944 


U.S. Nuclear Regulatory Commission. 
Division of Siting, Health, and Safeguards 
Standards. 

The design and construction of a D20- 
moderated 252 Cf course for calibrat- 
ing neutron personnel dosimeters used 
at nuclear power reactors /, 82-14902 

An Evaluation and comparison of nuclear 
powerplant siting methodologies /, 
82-2464 

Excess cancer incidence in Mesa County, 
Colorado /, 82-4120 

A Measurement control program for nu- 
clear material accounting /, 82-14863 





Performance testing of personnel dosi- 
metry services, alternatives and recom- 
mendations for a personnel dosimetry 
testing program /, 82-983 

Potential radiation dose to man from re- 
cycle of metals reclaimed from a de- 
commissioned nuclear power plant /, 
82-14752 


Preparation of working reference materi- 
als, uranium dioxide /, 82-2518 


Probability estimates of temperature ex- 
tremes for the contiguous United States 
/, 82-6659 


Proceedings of workshops on proposed 
rulemaking on emergency planning for 
nuclear power plants : held at New 
York City, San Francisco, Chicago, 
and Atlanta, January 1980 /, 82-2577 

Security communications systems for nu- 
clear fixed site facilities /, 82-2466 


Security lighting planning document for 
nuclear fixed site facilities /, 82-6652 

Standard containers for SNM _ storage, 
transfer, and measurement : final 
report, April 1978-August 1980 /, 82- 
14957 

Vehicle access and control planning doc- 
ument /, 82-4111 


Vehicle access and search 
manual /, 82-4112 


training 


U.S. Nuclear Regulatory Commission. 


Division of Systems and Reliability 

Research. 

Development and testing of a model for 
fire potential in nuclear power plants /, 
82-4164 


FRANTIC II—a computer code for time 
dependent unavailability analysis /, 
82-14971 


Index of risk exposure and risk accept- 
ance criteria /, 82-14972 


MARCH (meltdown accident response 
characteristics) code description and 
user’s manual /, 82-14948 


A model for radioactive transport in the 
aquatic ecosystem /, 82-6671 


Risk assessment methodology develop- 
ment for waste isolation in geologic 
media : technical review of documents 
NUREG/CR-0394, NUREG/CR-0424, 
and NUREG/CR-0458 /, 82-11980 


A risk comparison /, 82-12000 
A study of the implications of applying 
quantitative risk criteria in the licensing 


of nuclear power plants in the United 
States /, 82-4174 


U.S. Nuclear Regulatory Commission. 


Division of Systems Safety. 

An assessment of LWR fuel-failure prop- 
agation potential : literature survey /, 
82-4152 


Do not order from index; see indicated entry 





Nuclear Regulatory Commission. Environmental Effects Research Branch. 


FRAP-T4 best estimate sensitivty study / 
, 82-14917 

Methodology for combining dynamic re- 
sponses : NRC staff working group 
report /, 82-11866 


Mixing of radiolytic hydrogen generated 
within a containment compartment fol- 
lowing a LOCA /, 82-14788 

Nuclear reactor safety, quarterly progress 
report /, 82-14845, 82-14867, 82- 
14886, 82-14941 


Subcompartment analysis procedures /, 
82-4137 


U.S. Nuclear Regulatory Commission. 


Division of Technical Information and 

Document Control. 

Nuclear Regulatory Commission _is- 
suances : opinions and decisions of the 
Nuclear Regulatory Commission with 
selected orders /, 82-11880, 82- 
14728 


Standard distribution for unclassified U.S. 
Nuclear Regulatory Commission publi- 
cations., 82-6619, 82-6620 

User’s manual for LADTAP II : a com- 
puter program for calculating radiation 
exposure to man from routine release 


of nuclear reactor liquid effluents /, 
82-14919 


U.S. Nuclear Regulatory Commission. 


Division of Waste Management. 

Evaluation of trench subsidence and sta- 
bilization at Sheffield low-level radio- 
active waste disposal facility : Shef- 
field, Illinois, final report, October 15, 
1980-March 30, 1981 /, 82-12012 


MILDOS - a computer program for cal- 
culating environmental radiation doses 
from uranium recovery operations /, 
82-6684 


Volume reduction techniques in low-level 
radioactive waste management /, 82- 
2572 


U.S. Nuclear Regulatory Commission. 


Divison of Reactor Safety Research. 

High-temperature gas-cooled _ reactor 
safety studies for the Division of Reac- 
tor Safety Research quarterly progress 
report, April 1-June 30, 1980 /, 82- 
2543 


U.S Nuclear Regulatory Commission. 


Engineering Methodology Standards 

Branch. 

Nuclear power plant fire protection fire 
detection : (subsystems study task 2) /, 
82-14805 


U.S. Nuclear Regulatory Commission. 


Environmental Effects Research Branch. 

A gas scintillation proportional counter 
for measuring plutonium in humans and 
the environment /, 82-4133 


Page I-277 





U.S. Nuclear Regulatory Commission. Environmental Effects Research Branch. 


Presence of pathogenic amoebae in 
power plant cooling waters final report 
for the period October 15, 1977 to Sep- 
tember 30, 1979 /, 82-6677 


U.S. Nuclear Regulatory Commission. Fuel 

Behavior Research Branch. 

The Analysis of fuel relocation for the 
NRC/PNL Halden assemblies IFA- 
431, IFA-432, and IFA-513 /, 82- 
14816 


U.S. Nuclear Regulatory Commission. Office 
fo Nuclear Regulatory Research. 
Probabilistic Analysis Staff. 

Risk methodology for geologic disposal 
of radioactive waste : the Sandia waste 
isolation flow and transport (SWIFT) 
model /, 82-14799 


U.S. Nuclear Regulatory Commission. Office 
of Inspection and Enforcement. 
Licensed fuel facility status report., 82- 
12020, 82-12021 


On-site inspection procedures for SNM 
doorway monitors /, 82-14817 


Report to Congress on the acquisition of 
reactor data for the NRC Operations 
Center /, 82-2441 


A survey by senior NRC management to 
obtain viewpoints on the safety impact 
of regulatory activities from repre- 
sentative utilities operating and cos- 
tructing nuclear power plant[s] /, 82- 
11878 


U.S. Nuclear Regulatory Commission. Office 
of Inspection and Enforcement. Division of 
Emergency Preparedness. 

An analysis of evacuation time estimates 
around 52 nuclear power plant sites /, 
82-14958 


U.S. Nuclear Regulatory Commission. Office 
of Inspection and Enforcement. Division of 
Program Development and Appraisal. 
Checklist for evaluating emergency pro- 

cedures used in nuclear power plants /, 
82-12006 


U.S. Nuclear Regulatory Commission. Office 
of Management and Program Analysis. 
Computerized reactor pressure vessel ma- 

terials information system /, 82-2438 
An Economic study of the radionuclides 
industry /, 82-6689 


Proposed policy and procedures for dif- 
fering professional opinions : for com- 
ment /, 82-14722 

Topical report review status /, 82-2580 


U.S. Nuclear Regulatory Commission 
functional organization charts., 82- 
14714 


Page I-278 





U.S. Nuclear Regulatory Commission. Office 


of Nuclear Material Safety and 
Safeguards. 

Bibliography of technical guidance for 
the physical protection upgrade rule 
requirements for fixed sites /, 82- 
14716 


U.S. Nuclear Regulatory Commission. Office 


of Nuclear Material Safety and 

Safeguards. Division of Safeguards. 

Application of Sandia physical protection 
methods /, 82-2553 


Design methodolgy for the physical pro- 
tection upgrade rule requirements for 
fixed sites /, 82-14715 


Development of a “good” physical pro- 
tection plan— capability 73.45 (b) /, 
82-2507 

Hardening existing strategic nuclear ma- 
terial storage facilities /, 82-14924 


A method for assessing the performance 
of a material control and accounting 
system at an operating nuclear fuel 
processing facility : final report, July 
1979-July 1980 /, 82-6687 

Physical protection of shipments of irra- 
diated reactor fuel : interim guidance., 
82-14721 


Safeguards methodology development 
history / prepared by L.D. Chapman 
.. [et al.) ; prepared for Division of 
Safeguards, Office of Nuclear Material 
Safety and Safeguards, U.S. Nuclear 
Regulatory Commission under inter- 
agency agreement DOE 40-550-75., 
82-6635 


Safeguards summary event list (SSEL) : 
pre-NRC through December 31, 1979 / 
82-14718 


Safeguards summary event list (SSEL) : 
pre-NRC through June 30, 1979., 82- 
14717 


Safeguards summary event list (SSEL) : 
pre-NRC through June 30, 1980., 82- 
11868 

Transeaver specifications overall system 
design-task I : final report /, 82-12007 

TRANSEAVER/transport-by-sea- 
verification : phase 1 : system concep- 
tual design /, 82-12015 


U.S. Nuclear Regulatory Commission. Office 


of Nuclear Reactor Regulation. 
Computerized reactor pressure vessel ma- 
terials information system /, 82-2438 


Cooling of core debris and the impact on 
containment pressure /, 82-6692 


Delayed beta- and gamma-ray production 
due to thermal-neutron fission of 239Pu 
: tabular and graphical spectral distri- 
butions for times after fission between 
2 and 14000 sec /, 82-14897 


An environmental assessment of cooling 
reservoirs /, 82-6631 


Do not order from index; see indicated entry 





Author Index 


Final report phase I systems interaction 
methodology applications program /, 
82-4145 


Markovian reliability analysis under un- 
certainty with an application on the 
shutdown system of the Clinch River 
Breeder reactor /, 82-11907 


Noise diagnostics for safety assessment, 
standards, and regulation : quarterly 
progress report for April-June 1978 /, 
82-14811 


Noise diagnostics for safety assessment, 
standards, and regulation : quarterly 
progress report for January-March 
1978 /, 82-14756 


Observations and comments on the tur- 
bine failure at Yankee Atomic Electric 
Company, Rowe, Massachusetts /, 
82-14962 


Reconnaissance report : effects of No- 
vember 8, 1980 earthquake on Hum- 
boldt Bay Power Plant and Eureka, 
California area /, 82-952 


Regulatory impact of nuclear reactor ac- 
cident source term assumptions /, 82- 
2442 


Review of nuclear power plant offsite 
power source reliability and related 
recommended changes to the NRC 
rules and regulations /, 82-6927 


Safety evaluation report : related to the 
construction of Allens Creek Nuclear 
Generating Station, unit no. 1, docket 
no. 50-466, Houston Lighting & Power 
Company. Supplement no. 3., 82- 
11867 


Safety evaluation report review of 
resistance temperature detector time re- 
sponse characteristics., 82-11874 


Seismic review of the Millstone I Nuclear 
Power Plant as part of the systematic 
evaluation program /, 82-2558 


Seismic review of the Oyster Creek nu- 
clear power plant as part of the sys- 
tematic evaluation program /, 82- 
12004 


Site safety evaluation report /, 82-14719 


Standard review plan for the review of 
safety analysis reports for nuclear 
power plants., 82-954 


Summary of thermal-hydraulic calcula- 
tions for a pressurized water reactor /, 
82-2525 


Supplement no. 3 to the safety evaluation 
report by the Office of Nuclear Reac- 
tor Regulation, U.S. Nuclear Regula- 
tory Commission in the matter of off- 
shore power systems, floating nuclear 
plants (1-8), docket no. STN 50-437., 
82-14713 


Supplement to final environmental state- 
ment related to the construction of 
Allens Creek Nuclear Generating Sta- 





January — June 1982 U.S. Nuclear Regulatory Commission. Office of Nuclear Reactor Regulation. Division 


tion, Unit no. 1, docket no. 50-466, 
Houston Lighting & Power Compary 
/, 82-4089 


Topical report review status /, 82-2580 


U.S. Nuclear Regulatery Commission. Office 
of Nuclear Reactor Regulation. Antitrust 
and Indemnity Group. 

Assuring the availability of funds for de- 
commissioning nuclear facilities /, 82- 
6621 


U.S. Nuclear Regulatory Commission. Office 
of Nuclear Reactor Regulation. Division of 
Engineering. 

Effects of postulated event devices on 
normal operation of piping systems in 
nuclear power plants /, 82-6698 

Evaluation of ASME Section XI refer- 
ence level sensitivity for initiation of 
ultrasonic inspection examination /, 
82-2555 


Power plant siting and design : a case 
study of minimal entrainment and im- 
pingement impacts at Davis-Besse Nu- 
clear Power Station /, 82-4092 


Realistic seismic design margins of 
pumps, valves, and piping /, 82-995 
Seismic design margin evaluation of sys- 
tems and equipment required for safe 
shutdown of North Anna, Units 1 and 
2, following an SSE event /, 82-953 


Snubber sensitivity study /, 82-2571 


U.S. Nuclear Regulatory Commission. Office 
of Nuclear Reactor Regulation. Division of 
Human Factors Safety. 

Analysis, conclusions, and recommenda- 
tions concerning operator licensing /, 
82-6676 


U.S. Nuclear Regulatory Commission. Office 
of Nuclear Reactor Regulation. Division of 
Licensing. 

Fuel temperatures in an argonaut reactor 
core following a hypothetical design 
basis accident (DBA) /, 82-998 


Generic safety evaluation report regard- 
ing integrity of BWR scram system 
piping., 82-14727 

Licensing requirements for pending appli- 
cations for construction permits and 
manufacturing license /, 82-2440 


U.S. Nuclear Regulatory Commission. Office 
of Nuclear Reactor Regulation. Division of 
Project Management. 

A three-dimensional fluid finite element / 
, 82-6650 


U.S. Nuclear Regulatory Commission. Office 
of Nuclear Reactor Regulation. Division of 
Safety Technology. 

Comanche Peak Steam Electric Station, 
Units 1 and 2, auxiliary feedwater 
system reliability study evaluation /, 
82-6712 





Diablo Canyon Nuclear Power Station 
Unit 1 auxilary feedwater system reli- 
ability study evaluation /, 82-2554 


Identification of new unresolved safety 
issues relating to nuclear power plants : 
special report to Congress., 82-14726 

MARK II containment lead plant pro- 
gram load evaluation and acceptance 
criteria : generic technical activities A- 
8/, 82-2436 


MARK II containment lead plant pro- 
gram load evaluation and acceptance 
criteria : generic technical activities A- 
8 and A-39 /, 82-2443 


MARK II containment program load 
evaluation and acceptance criteria : ge- 
neric technical activity A-8 /, 82- 
11873 


McGuire Nuclear Station Unit 1 auxiliary 
feedwater system reliability study eval- 
uation /, 82-2564 


Vv. C. Summer Nuclear Station Unit 1 
emergency feedwater system reliability 
study evaluation /, 82-991 


Waterford steam electric station unit 3 
auxilary feedwater system reliability 
study evaluation /, 82-6709 


U.S. Nuclear Regulatory Commission. Office 
of Nuclear Reactor Regulation. Division of 
Site Safety and Environmental Analysis. 
Activities, effects and impacts of the coal 

fuel cycle for a 1,000-MWe electric 
power generating plant /, 82-11934 


Social and economic impacts of the 
Trojan Nuclear Power Plant : a confir- 
matory technology assessment /, 82- 
6641 


User’s guide to GASPAR code /, 
14725 


82- 


U.S. Nuclear Regulatory Commission. Office 
of Nuclear Reactor Regulation. Division of 
Systems Integration. 

Analysis of credible accidents for Argo- 
naut reactors /, 82-4175 


Assessment of FRAPCON-1 BE/EM cal- 
culated fission gas release in RISO fuel 
rods /, 82-2549 


A comparative analysis of LWR fuel de- 
signs /, 82-11870 


Compare-MOD 1 code addendum /, 82- 
11946 


Comparison of COMPARE MOD.-1 sub- 
compartment calculations with Bat- 
telle-Frankfurt D-series test results /, 
82-4163 


Comparison of COMPARE/RELAP3 
subcompartment calculations with Bat- 
telle-Frankfurt C-Series test results /, 
82-6701 


Comparison of CONTEMPT-LT con- 
tainment code calculations with Marvi- 
ken, LOFT, and Battelle-Frankfurt 
blowdown tests /, 82-11968 


Do not order from index; see indicated entry 





Containment mani steam line break analy- 
sis for equipment qualificat'yn /, 82- 
4155 

Description and characterization of eval- 


uation models in FRAPCON-1, 82- 
2548 


Drop-size estimates for a loss-of-coolant- 
accident /, 82-2535 


Evaluation of materials interactions for 
advanced reactor systems annual 
progress report /, 82-14930 


Film entrainment and drop deposition for 
two-phase flow /, 82-11974 


FRAP-TS5 uncertainty study of five reac- 
tor transient and accident events /, 
82-6708 


Hydrogen mixing in a closed containment 
compartment based on a one-dimen- 
sional model with convective effects /, 
82-14936 


LWR fuel rod post-subcooled blowdown 
scoping analysis /, 82-11969 
Mechanistic considerations used in the 


development of the PROFIT PCI fail- 
ure model /, 82-11964 


Nuclear reactor safety ; quarterly prog- 
ress report April 1-June 30, 1980 /, 
82-11993 


Radiological assessment of steam gener- 
ator removal and replacement : update 
and revision /, 82-14937 


Review and evaluation of system interac- 
tions methods /, 82-11999 


Review of systems interaction method- 
ologies /, 82-11998 


Small break calculations for Westinghou- 
see PWRs with upper head injection /, 
82-4166 


U.S. Nuclear Regulatory Commission. Office 
of Nuclear Reactor Regulation. Division of 
Systems Intergration. 

Containment response during degraded 
core accidents initiated by transients 
and small break LOCA in the ZION/ 
Indian Point reactor plants /, 82-6710 


U.S. Nuclear Regulatory Commission. Office 
of Nuclear Reactor Regulation. Division of 
Systems Safety. 

Cladding swelling and rupture models for 
LOCA analysis /, 82-947 


Nuclear reactor safety : quarterly prog- 
ress report, July 1-September 30, 1978 
/, 82-4116 


On the corrosion adequacy of the 2 1/4 
Cr-1Mo steel for LMFBR steam gen- 
eration system service /, 82-2477 


PCI fuel failure analysis : a report on a 
cooperative program undertaken by 
Pacific Northwest Laboratory and 
Chalk River Nuclear Laboratories /, 
82-4135 


Page I-279 





U.S. Nuclear Regulatory Commission. Office of Nuclear Reactor Regulation. Divsion 


U.S. Nuclear Regulatory Commission. Office 
of Nuclear Reactor Regulation. Divsion of 
Systems Integration. 

The SKYSHINE-II procedure : calcula- 
tion of the effects of structure design 
on neutron, primary gamma-ray, and 
secondary gamma-ray dose rates in air 
/, %82-14852 


U.S. Nuclear Regulatory Commission. Office 
of Nuclear Reactor Regulation. Program 
Support Branch. 

Approved task action plans for category 
A generic activities. 82-11881 


U.S. Nuclear Regulatory Commission. Office 
of Nuclear Regulatory Research. 
An advanced thermohydraulic simulation 
code for pool-type LMFBRs : (SSC-P 
code) /, 82-6675 


Advanced two-phase flow instrumenta- 
tion program quarterly progress 
report for October-December 1978 /, 
82-14828 


Advanced two-phase flow instrumenta- 
tion program quarterly progress report 
for April-June 1980 /, 82-988, 82- 
4132 


Advanced two-phase flow instrumenta- 
tion program quarterly progress report 
for January-March 1978 /, 82-4105, 
82-6637, 82-14940 


Advanced two-phase flow instrumenta- 
tion program quarterly progress report 
for October-December 1980 /, 82- 
2557 


Advanced two-phase instrumentation 
program quarterly progress report for 
July-September 1977 /, 82-14770 


Analysis of surface displacements of Zir- 
caloy fuel cladding in the HOBBIE 
creepdown irradiation experiments /, 
82-14954 


Analysis of the heat and mass transfer 
processes of a UO.bubble in sodium for 
the fuel aerosol simulant test (FAST) /, 
82-2476 


Analytic rebalance technique for pressure 
calculation in two-phase flow systems / 
, 82-2514 


Analytical techniques for stress analysis 
of the nuclear steam-supply system : a 
bibliography /, 82-14823 

Annotated bibliography of safety-related 
events at boiling-water nuclear power 
plants as reported in 1977 /, 82-14801 

Annotated bibliography of safety-related 
events at pressurized-water nuclear 
power plants as reported in 1977 /, 
82-14802 

Annotated bibliography on the transpor- 
tation and handling of radioactive ma- 
terials- 3 /, 82-14918 

Appendix to radon and radon-daughter 
concentrations in air in the vicinity of 


Page I-280 





the Anaconda Uranium Mill /, 82- 
14890 


Applicability of LEFM to the analysis of 
PWR vessels under LOCA-ECC ther- 
mal shock /, 82-14742 


Application of static and dynamic crack 
arrest theory to thermal shock experi- 
ment TSE-4 /, 82-14848 


An Appraisal of possible combustion haz- 
ards associated with a high-temperature 
gas-cooled reactor /, 82-2445 


Bibliography of reports on research spon- 
sored by the NRC Office of Nuclear 
Regulatory Research, January-June 
1978 /, 82-11909 


Breeder reactor aerosol release and trans- 
port program quarterly progress report 
for July-September 1977 /, 82-14769 

Breeder Reactor Aerosol Release and 
Transport Program quarterly progress 
report for October-December 1977 /, 
82-14736 


COBRA IV-I : an IBM-compatible ver- 
sion /, 82-14809 


Comparison of fission-gas release and me- 
chanical behavior during transient nu- 
clear and electrical heating of light- 
water-reactor fuels /, 82-6643 


Compilation, assessment and expansion of 
the strong earthquake ground motion 
data base : seismic margins research 
program (SSMRP) /, 82-2539 


Computational results for a 7-pin hexag- 
onal fuel assembly during a flow run- 
down transient using the COMMIX-1A 
computer code /, 82-11955 


A computerized process control system 
for the ORR-PSF irradiation experi- 
ment /, 82-6928 


Conceptual and programmatic framework 
for the proposed nuclear data link /, 
82-2519 


A conditional model of peak and mini- 
mum loads and the load duration curve 
for electricity /, 82-14913 


Conservation equations for finite control 
volume containing single-phase fluid 
with fixed, dispersed heat generating 
(or absorbing) solids /, 82-11927 


Corrosion of steel tendons in concrete 
pressure vessels : review of recent lit- 
erature and experimental investigations 
/, 82-14737 


Creepdown of zircaloy fuel cladding-ini- 
tial tests /, 82-14772 

Criteria and test methods for certifying 
air-purifying respirators against radioio- 
dine : October 1, 1976-September 30, 
1978 /, 82-961 

Design criteria for the nuclear data link 
communication subsystem /, 82-14952 


Development of the capacitor discharge 
vaporization technique to produce aer- 


Do not order from index; see indicated entry 








Author Index 


osols formed under conditions postulat- 
ed for hypothetical core disruptive ac- 
cidents /, 82-4098 


Disassembly phase energetics : an exami- 
nation of the impact of SIMMER 
models and assumptions /, 82-6644 


Econometric model for the disaggrega- 
tion of state-level electricity demand 
forecasts to the service area /, 82- 
14894 


An econometric study of electricity 
demand by manufacturing industries /, 
82-11938 


Eddy-current inspection for steam gener- 
ator tubing program : quarterly prog- 
ress report for period ending June 30, 
1980 /, 82-11995 


Eddy-current inspection for steam gener- 
ator tubing program annual progress 
report for period ending December 31, 
1979 /, 82-2533, 82-14846, 82- 
14986 


Eddy-current inspection for steam gener- 
ator tubing program quarterly progress 
report for period ending March 31, 
1980 /, 82-2550, 82-11911, 82- 
14758, 82-14810, 82-14875, 82- 
14979 


Effect of creep time and heating rate on 
deformation of Zircaloy-4 tubes tested 
in steam with internal heaters /, 82- 
11900 


Effect of energy density on aerosol yield 
and primary particle sizes produced by 
the capacitor discharge vaporization 
(CDV) of UO2/, 82-14749 


The Effect of reflector location on array 
criticality /, 82-2536 


Empirical analyses of near-source ground 
motion /, 82-2563 


An empirical model of impingement 
impact /, 82-11919 


Evaluation of isotope migration - land 
burial : water chemistry at commercial- 
ly operated low-level radioactive waste 
disposal sites, status report through 
September 30, 1979 /, 82-2500, 82- 
11933 


Evaluation of isotope migration—land 
burial : water chemistry at commercial- 
ly operated low-level radioactive waste 
disposal _ sites quarterly progress 
report, October-December 1979 /, 82- 
2501 


Evaluation of the general atomic codes 
TAP and RECA for HTGR accident 
analysis /, 82-14764 


Evaluation of the plastic characteristics 
of piping products in relation to 
ASME code criteria /, 82-4101 


Executive Seminar on the Future Role of 
Risk Assessment and Reliability Engi- 
neering in Nuclear Regulation : held at 





January — June 1982 


Bethesda, Maryland, January 28, 1980 
/, 82-14991 

Fission product beta and gamma energy 
release quarterly progress report for 
October-December 1977 /, 82-14763 

Fission-product energy release for times 
following thermal-neutron fission of 
2°Py between 2 and 14000 seconds /, 
82-14773 


Fission-product energy release for times 
following thermal-neutron fission of 
241Pu between 2 and 14000 seconds /, 
82-14760 


Fission product release from highly irra- 
diated LWR fuel /, 82-14833 


Fission product release from highly irra- 
diated LWR fuel heated to 1300-1600C 
in steam /, 82-2508 


Fission product release from simulated 
LWR fuel /, 82-11896 


Fission product source terms for the 
LWR loss-of-coolant accident : sum- 
mary report /, 82-6622 

Flashing inception in flowing liquids /, 
82-14931 

Flaw preparations for HSST program 
vessel fracture mechanics testing : me- 
chanical-cyclic pumping and electron- 
beam weld-hydrogen-charge cracking 
schemes /, 82-969 


A generalized age-dependent lung model 
with applications to radiation standards 
/, 82-14978 


Generalized sensitivity theory for systems 
of coupled nonlinear equations /, 82- 
11930 


Half-bead (temper) repair welding for 
heavy-section steel technology pro- 
gram vessels /, 82-14744 


Heat removal characteristics of volume 
heated boiling pools with inclined 
boundaries /, 82-6657 


Heavy-section steel technology program 
quarterly progress report for ... /, 82- 
14973, 82-14985 


Heavy-section steel technology program 
quarterly progress report for Appril- 
June 1978 /, 82-11899 

Heavy-section steel technology program 
quarterly progress report for January- 
March 1980 /, 82-2524, 82-14741 

Heavy-section steel technology program 
quarterly progress report for July-Sep- 
tember 1980 /, 82-2546, 82-14900 

Heavy-section steel technology program 
quarterly progress report for October- 
December 1979 /, 82-6651 

Heavy-section steel technology program 
quaterly progress report for April-June 
1979 /, 82-14883 

Heavy-section technology program quar- 


terly progress report for January- 
March 1979 /, 82-14861 





High-temperature gas-cooled _ reactor 
safety studies for the Division of Reac- 
tor Safety Research quarterly progress 
report, October 1-December 31, 1979 / 
, 82-2504, 82-2543, 82-14766, 82- 
14965, 82-14983 

High-temperature gas-cooled _ reactor 
safety studies for the Division of Reac- 
tor Safety Research quarterly progress 
report : October 1-December 31, 1978 
/, 82-14832 


High-temperature gas-cooled _reactor 
safety studies for the Divison of Reac- 
tor Safety Research quarterly progress 
report July 1-September 30, 1979 /, 
82-14892 

HOTSED : a discrete element model for 
simulating hydrodynamic conditions 
and adsorbed and dissolved radioiso- 
tope concentrations in estuaries /, 82- 
14800 


HTGR safety : review of current issues 
and bibliography of literature (1960- 
1977) /, 82-11892 


An improvement in the calculation of 
turbulent friction in smooth concentric 
annuli /, 82-14879 


INCAP : a finite element program for 
one-dimensional nonlinear inverse heat 
conduction analysis /, 82-14864 


Infiltration of particulate matter into 
buildings /, 82-11939 


INREM II : a computer implementation 
of recent models for estimating the 
dose equivalent to organs of man from 
an inhaled or ingested radionuclide /, 
82-14745 


Inspection methods for physical protec- 
tion project : quarterly report, Septem- 
ber-November, 1979 /, 82-14914 

Integral decay-heat measurements and 


comparisons to ENDF/B-IV and V /, 
82-14789 


Interim report on systematic errors in nu- 
clear power plants : seismic safety mar- 
gins research program /, 82-4159 

Light-water-reactor safety research pro- 
gram : quarterly progress report, July- 
September 1978 /, 82-4117 

Light-water-reactor safety research pro- 


gram. Quarterly progress report /, 82- | 


14735, 82-14774, 82-14798, 82- 
14862, 82-14896, 82-14944, 82- 
14980, 82-14989 


LMFBR aerosol release and transport 
program quarterly progress report for 
. /, 82-14984, 82-14988 

LMFBR aerosol release and transport 
program quarterly progress report for 
April-June 1978 /, 82-2457, 82-2541, 
82-6648 

LMFBR aerosol release and transport 
program quarterly progress report for 
January-March 1978 /, 82-14747 


Do not order from index; see indicated entry 








U.S. Nuclear Regulatory Commission. Office of Nuclear Regulatory Research. 


LMFBR aerosol release and transport 
program quarterly progress report for 
July-September 1979 /, 82-14920 

LMFBR arerosol release and transport 
program : quarterly progress report for 
October-December 1978 /, 82-14842 

Lumped-parameter models for transient 
conduction in nuclear reactors compo- 
nents /, 82-14932 


Markovian reliability analysis under un- 
certainty with an application on the 
shutdown system of the Clinch River 
Breeder reactor /, 82-11907 


MASFLO, a computer code to calculate 
mass flow rates in the THTF /, 82- 
11949 


Methods for evaluating the leak tightness 
of spent fuel container closures /, 82- 
4143 


Methods to assess impacts on Hudson 
River perch : report for the period Oc- 
tober 1, 1978 to September 30, 1979 /, 
82-14910 


Methods to assess impacts on Hudson 
River striped bass : report for the 
period October 1, 1977 to September 
30, 1979 /, 82-14911 


Multiple property variations in coaxial 
cylindrical conductors determined with 
multiple-frequency eddy currents /, 
82-959 


Multirod burst test program progress 
report for... /, 82-14961, 82-14968 


Multirod burst test program progress 
report for April-June 1978 /, 82-956 


Multirod burst test program progress 
report for January-March 1978 /, 82- 
2449 


Multirod burst test program progress 
report for January-March 1979 /, 82- 
14860 


Multirod burst test program progress 
report for July-December 1978 /, 82- 
14822 


Multirod burst test program progress 
report for July-December 1979 /, 82- 
6926 


The NDT-COMP9 microcomputer /, 
82-14933 


Noise diagnostics for safety assessment, 
standards, and regulation : quarterly 
progress report for April-June 1978 /, 
82-14811 


Noise diagnostics for safety assessment, 
standards, and regulation : quarterly 
progress report for January-March 
1978 /, 82-14756 

Nuclear pin simulation analysis of THTF 
test 105 /, 82-6670 


Nuclear safety guide /, 82-11885 
Page I-281 





U.S. Nuclear Regulatory Commission. Office of Nuclear Regulatory Research. 


A Numerical procedure for calculating 
steady/unsteady, single-phase/two- 
phase three-dimensional fluid flow with 
heat transfer /, 82-11922 


A one-dimensional neutron kinetics 
model for the THOR code /, 82-2517 


ORMDIN : a finite element program for 
two-dimensional nonlinear inverse heat 
conduction analysis /, 82-6673 


ORNL - PWR-BDHT analysis procedure 
: a preliminary overview /, 82-14771 


ORTURB : a digital computer code to 
determine the dynamic response of the 
Fort St. Vrain reactor steam turbines /, 
82-4161 


OTOCI, ORINC to COBRA interface /, 
82-2458 


An overview of rod-bundle termal-hy- 
draulic analysis /, 82-990 


OXREPT : Orinc and eXperimental data 
to RElap plot Tape interface /, 82- 
14761 


Performance testing of single electrically 
heated fuel pin simulators for PWR 
LOCA experiments /, 82-14768 


PINSIM-MOD1, a nuclear fuel pin/elec- 
tric fuel pin simulator transient analysis 
code /, 82-11915 


Plant/site selection assessment report : 
seismic safety margins research pro- 
gram /, 82-14947 


Potential seismic structural failure modes 
associated with the Zion nuclear plant : 
seismic safety margins research pro- 
gram /, 82-14946 


Predicted strain in austenitic stainless 
steels under transient stress /, 82- 
14889 


Preliminary analysis of surface displace- 
ment results in the creepdown irradia- 
tion experiment HOBBIE-1 /, 82- 
2478 


Preliminary failure mode predictions for 
the SSMRP reference plant (Zion 1) : 
seismic safety margins research pro- 
gram /, 82-14945 


Proceedings of the ANS/ASME/NRC 
International Topical Meeting on Nu- 
clear Reactor Thermal-Hydraulics 
held at Saratoga Springs, New York, 
October 5-8, 1980 /, 82-2578 


Proceedings of the CSNI Specialists 
Meeting on Nuclear Aerosols in Reac- 
tor Safety : April 15-17, 1980, Gatlin- 
burg, Tennessee /, 82-4160 

Properties of radioactive wastes and 
waste container : progress report no. 
11, October - December 1978 /, 82- 
14873 

Properties of radioactive wastes and 


waste containers : first topical report /, 
82-11916 


Page 1-282 





Properties of radioactive wastes and 
waste containers : pro report no. 
10, July-September 1978 /, 82-11925 


Properties of radioactive wastes and 
waste containers : progress report no. 
14 July - September 1979 /, 82-11952 


Properties of radioactive wastes and 
waste containers : progress report no. 
9, April - June 1978 /, 82-4123 


Properties of radioactive wastes and 
waste containers : quarterly progress 
report, October - December 1979 /, 
82-2502 


PWR blowdown heat transfer separate- 
effects program : thermal-hydraulic test 
facility experimental data report for 
test 169 /, 82-2452, 82-4104, 82- 
6625, 82-14739, 82-14743, 82-14782, 
82-14783 


PWR blowdown heat transfer separate- 
effects program-thermal-hydraulic test 
facility experimental data report for 
test 154R /, 82-2454, 82-14765 


PWR blowdown heat transfer separated- 
effects program-thermal-hydraulic test 
facility experimental data report for 
test 156 /, 82-14781 


Quarterly progress report on blowdown 
heat transfer separate-effects program 
for April-June 1978 /, 82-4099, 82- 
14881 


Quarterly progress report on blowdown 
heat transfer separate-effects program 
for January-March 1980 /, 82-6663, 
82-14751 


Quarterly progress report on blowdown 
heat transfer separate-effects program 
for July-September 1980 /, 82-4165, 
82-14795 


Quarterly progress report on blowdown 
heat transfer separate-effects program 
for October-December 1977 /, 82- 
14777 


Radio frequency (R-F) probe for bubble 
size and velocity measurements /, 82- 
14849 


Radioisotopic composition of yellowcake 
: an estimation of stack release rates /, 
82-14905 


Ranking of sources of uncertainty in the 
SSMRP seismic methodology chain : 
seismic safety margins research pro- 
gram /, 82-2561 

Regulatory impact of nuclear reactor ac- 
cident source term assumptions /, 82- 
2442 

RELAP4 models of the thermal hydrau- 
lic test facility /, 82-14748 

Repair weld induced residual stresses in 
thick-walled steel pressure vessels /, 
82-14738 

REPMEP : RELAP plot/restart tape 
merge program /, 82-11902 


Do not order from index; see indicated entry 





Author Index 


Respirator studies for the Nuclear Regu- 
latory Commission : October 1, 1977- 
September 30, 1978, evaluation and 
performance of open circuit breathing 
apparatus /, 82-2497 

Rod-bundle thermal-hydraulic analysis 
using boundary-fitted coordinate 
system /, 82-14729 

Safeguards against proliferation of nucle- 
ar materials : a review and bibliogra- 
phy /, 82-14893 


Scaling and estimation of earthquake 
ground motion as a function of the 
earthquake source parameters and dis- 
tance /, 82-2565 


Shipping containers of nuclear material : 
a descriptive bibliography /, 82-6632 


Simulation of a thermohydraulic transient 
in a pipe using the COMMIX-1A com- 
puter code /, 82-11958 

Simulation of steady-state and transient 
sodium boiling experiments in a seven- 
pin bundle under flow rundown condi- 
tions by using bodyfit-IFE code /, 
82-6680 


A single-phase pump model for analysis 
of LMFBR heat transport systems /, 
82-14779 


Sodium oxide aerosol study : NSPP runs 
101-105, data record report /, 82-6924 


Sodium oxide and uranium oxide aerosol 
experiments : NSPP tests 106-108 and 
tests 240-207, data record report /, 
82-2542 


Soil-structure interaction methods /, 82- 
2540, 82-11984 


Some numerical results with the 
COMMIX-2 computer code /, 82- 
14837 


Steady-state axial pressure losses among 
the exterior of deformed fuel cladding : 
multirod burst test (MRBT) bundles B- 
1 and B-2 /, 82-11932 


Stress and duress detection for NRC-li- 
censed facilities : a constitutional and 
regulatory analysis /, 82-14888 


Stress and duress monitoring at NRC-li- 
censed facilities /, 82-6645 


Stress indices and flexibility factors for 
nozzles in pressure vessels and piping / 
82-14850 


Stress indices for girth welded joints, in- 
cluding radial weld shrinkage, mis- 
match, and tapered-wall transitions /, 
82-2461 


Stress intensity distributions in nozzle 
corner cracks of complex geometry /, 
82-11920 


Stresses in reinforced nozzle-cylinder at- 
tachments under external. moment load- 
ings analyzed by the finite-element 





January — June 1982 


method 
11913 


Structural integrity of water reactor pres- 


sure boundary components : progress 
report ending 28 February 1977 /, 82- 
1544 


: a parameter study /, 82- 


Structural integrity of water reactor pres- 
sure boundary components : progress 
report ending 31 May 1977 /, 82-1545 

The structured assessment approach, ver- 
sionI /, 82-11948 


Summary and bibliography of safety-re- 
lated events at boiling-water nuclear 
power plants as reported in 1978 /, 
82-2479 

Summary data for U.S. commercial nu- 


clear power plants in the United States 
/, 82-14767 


Surface heat flux perturbations in BDHT 
fuel pin simulators /, 82-14819 


Test of 6-in.-thick pressure vessels / 
series 3, intermediate test vessel V-8 /, 
82-11921 

Threadfin shad impingement : effect of 
cold stress on a reservoir community /, 
82-11918 


Threadfin shad impingement : effect of 


cold stress : report to the Nuclear Reg- 
ulatory Commission for period October 
1, 1976, to September 30, 1978 /, 82- 
6647 


Topical report on baseline plenum filling 
behavior in a 2/15-scale model of a 
four loop pressurized water reactor /, 
82-14733 


Transient testing of an in-core impedance 
flow sensor in a 9-rod heated bundle /, 
82-14967 


Two finite element techniques for com- 
puting mode I stress intensity factors in 
two- or three-dimensional problems /, 
82-2529 


Uncertainty in calculated surface tem- 
perature and surface heat flux of 
THTF heater rods /, 82-14903 


Uranium and sodium oxide aerosol ex- 
periments : NSPP tests 201-203 and 
tests 301-302, data record report /, 
82-14887 


The Use of ion exchange to treat radioac- 
tive liquids in light-water-cooled nucle- 
ar reactor power plants /, 82-14755 


Validation and software documentation 
of the ANL fish-impingement model /, 
82-11888 


U.S. Nuclear Regulatory Commission. Office 

of Nuclear Regulatory Research. Division 

of Accident Evaluation. 

Acceleration induced fragmentation of 
liquid drops /, 82-12016 


Aerosol characterization from a simulated 
HCDA : 1979 annual report /, 82- 
2566 





Beginning-of-life date report for the in- 
strumented fuel assembly (IFA)-527 /, 
82-2570 


Bubble behavior in LMFBR core disrup- 
tive accidents : annual report, October 
1979 - September 1980 /, 82-2567 


BWR refill-reflood program task 4.4, 
CCEL/refill system effects tests (30 
sector) experimental task plan /, 82- 
4167 


BWR refill-reflood program task 4.4, 
CCEL/refill system effects tests (30 
sector) experimental task plan : adden- 
dum A, SSTF CCFL/refill shakedown 
plan /, 82-14955 

BWR refill-reflood program task 4.4, 
CCFL/refill system effects tests (30 
sector) experimental task plan : adden- 
dum B, SSTF CCFL/refill separate 
effect test plan /, 82-14956 

BWR refill-reflood program task 4.7 : 
model development task plan /, 82- 
6690 


Concurrent steam/water flow in a hori- 
zontal channel /, 82-12018 

Precharacterization report for instrument- 
ed fuel assembly (IFA)-527 /, 82-6700 

Properties of reactor materials at constant 
true strain rates : final report, July, 
1978-June 1980 /, 82-2451 

QUICK users’ manual /, 82-4176 


Simulation of sodium pumps for nuclear 
power plants /, 82-6703 

Steam-water mixing and system hydro- 
dynamics program /, 82-12010 

A three region steam drum model for a 
nuclear power plant simulator 
(BRENDA) /, 82-6702 


The transient analysis of DTT rakes /, 
82-996 


U.S. Nuclear Regulatory Commission. Office 


of Nuclear Regulatory Research. Division 

of Engineering Technology. 

Decontamination processes for restorative 
operations and as a precursor to de- 
commissioning : a literature review /, 
82-993 


Interactive design program for impulse 
loads (IDPIL) /, 82-6711 


Load combination methodology develop- 
ment : load combination program Pro- 
ject Il, final report /, 82-2560 


Probability of a pipe fracture in the pri- 
mary coolant loop of a PWR plant /, 
82-6704, 82-6705, 82-6706, 82-6707 

Single vs dual snubber installations /, 
82-6688 


Static and dynamic J-R curve testing of 
A533B steel using the key curve analy- 
sis technique /, 82-6716 


Technology, safety, and costs of decom- 
missioning a reference low-level waste 


Do not order from index; see indicated entry 





U.S. Nuclear Regulatory Commission. Office of Nuclear Regulatory Research. 


burial ground : environmental surveil- 
lance programs /, 82-14814 


U.S. Nuclear Regulatory Commission. Office 
of Nuclear Regulatory Research. Division 
of Facility Operations. 

Behavioral reliability program for the nu- 
clear industry /, 82-6693 


U.S. Nuclear Regulatory Commission. Office 
of Nuclear Regulatory Research, Division 
of Fuels Behavior. 

Qualification test results on 1550C and 
2200C 1/16-inch o.d. fuel centerline 
thermocouples for the LOFT program 
/, 82-14882 


U.S. Nuclear Regulatory Commission. Office 
of Nuclear Regulatory Research. Division 
of Health, Siting, and Environment. 
Foundation considerations in siting of nu- 

clear facilities in karst terrains and 
other areas susceptible to ground col- 
lapse /, 82-6691 


U.S. Nuclear Regulatory Commission. Office 
of Nuclear Regulatory Research. Division 
of Health, Siting, and Waste Management. 
Brittle deformation of the Manhattan 

Prong /, 82-2569 


Fault, fracture, and linement date for 
western Massachusetts and western 
Connecticut /, 82-2574 


In vitro dissolution of respirable aerosols 
of industrial uranium and plutonium 
mixed-oxide nuclear fuels /, 82-997 


Influence of shallow structure, and a 
clay-filled Mississippi River channel on 
details of the gravity field at the Reel- 
foot Scarp, Lake County, Tennessee /, 
82-6697 


Investigations into the state of stress in 
the crust under northeastern United 
States /, 82-2562 


New England seismotectonic study : ac- 
tivities during fiscal year 1979 /, 82- 
12014 


New Madrid seismotectonic study : activ- 
ities during fiscal year 1980 /, 82-6696 


The Penobscot lineament zone, Maine /, 
82-12019 


Power plant entrainment simulation uti- 
lizing a condenser tube simulator / 
final report /, 82-12011 


Radiation dose estimates and hazard eval- 
uations for inhaled airborne radionu- 
clides : annual progress report, July 
1979 - June 1980 /, 82-4179 

A Radon attenuation test facility /, 82- 
2573 


Recent vertical crustal movements : the 
eastern United States /, 82-6717 


A regional crustal velocity model for the 
Southeastern United States /, 82- 
12017 


Page I-283 





U.S. Nuclear Regulatory Commission. Office of Nuclear Regulatory Research. 


Regional tectonics and seismicity of east- 
ern Nebraska : annual report, July 1979 
- June 1980 /, 82-4178 


Seismicity, recurrence rates, and regiona- 
lization of the northeastern United 
States and adjacent southeastern 
Canada /, 82-2575 


Subsurface pulsed radar measurements : 
Beatty, Nevada, October 29-November 
2, 1979 /, 82-967 


Subsurface radar profiling field tests at 
low-level nuclear waste burial sites : 
Maxey Flats, Kentucky and Beatty, 
Nevada /, 82-968 


Thorium in human tissues /, 82-4139 


U.S. Nuclear Regulatory Commission. Office 

of Nuclear Regulatory Research. 

Probabilistic Analysis Branch. 

Aquatic foodweb radionuclide migration 
model /, 82-6661 


Risk methodology for geologic disposal 
of radioactive waste : small sample sen- 
sitivity analysis techniques for comput- 
er models, with an application to risk 
assessment /, 82-2510 


U.S. Nuclear Regulatory Commission. Office 

of Nuclear Regulatory Research. 

Probabilistic Analysis Staff. 

Impact of dispersion parameters on calcu- 
lated reactor accident consequences /, 
82-14895 


Impact of rainstorm and runoff modeling 
on predicted consequences of atmo- 
speric releases from nuclear reactor ac- 
cidents /, 82-14912 


Methodology development for risk as- 
sessment of fuel processing /, 82- 
11972 


A modular approach to fault tree analysis 
/, 82-14824 


WRAP-BWR verification studies /, 82- 
11981 


U.S. Nuclear Regulatory Commission. Office 
of Nuclear Regulatory Research. 
Probablistic Analysis Staff. 

Risk methodology for geologic disposal 
of radioactive waste : a distribution- 
free approach to inducing rank correla- 
tion among input variables for simula- 
tion studies /, 82-2499 


U.S. Nuclear Regulatory Commission. Office 

of Policy Evaluaticn. 

Plan for developing a safety goal /, 82- 
4093 

Task force report on interim operation of 
Indian Point /, 82-4091 

Toward a safety goal : dicussion of pre- 
liminary policy considerations /, 82- 
4094 


Page 1-284 








U.S. Nuclear Regulatory Commission. Office 


of Standards Development. 

An approximate method of elastic-plastic 
fracture analysis for nozzle corner 
cracks /, 82-4108 


Bibliography of technical guidance for 
the physical protection upgrade rule 
requirements for fixed sites /, 82- 
14716 


Design criteria for vault automation in 
special nuclear material storage /, 82- 
2462 


Early site reviews for nuclear power 
facilities : procedures and possible tech- 
nical review options : draft., 82-2434 


An Evaluation and comparison of nuclear 
powerplant siting methodologies /, 
82-2464 


Final generic environmental statement on 
the routine use of plutonium-powered 
cardiac pacemakers : update of infor- 
mation on power sources for pacemak- 
ers., 82-4088 


Final report phase I systems interaction 
methodology applications program /, 
82-4145 


Noise diagnostics for safety assessment, 
standards, and regulation : quarterly 
progress report for April-June 1978 /, 
82-14811 


Noise diagnostics for safety assessment, 
standards, and regulation : quarterly 
progress report for January-March 
1978 /, 82-14756 


Preparation of working calibration and 
test materials : mixed oxide /, 82- 
14754 


Principles and practices for keeping occu- 
pational radiation exposures at medical 
institutions as low as_ reasonably 
achievable : draft /, 82-11865 


Proceedings of the U.S. Nuclear Regula- 
tory Commission state workshops for 
review of the Nuclear Regulatory 
Commissions decommissioning policy : 
held at Columbia, South Carolina and 
Seattle, Washington, September 11-14, 
25-27, 1979 /, 82-6718 


A Statistical analysis of selected param- 
eters for predicting food chain trans- 
port and internal dose of radionuclides 
/, 82-11931 


Technology, safety, and costs of decom- 
missioning a reference low-level waste 
burial ground /, 82-957 


The uranium dispersion and dosimetry 
(UDAD) code : version IX, a compre- 
hesive computer program to provide 
estimates of potential radiation expo- 
sure to individuals and to the general 
population in the vicinity of a uranium 
processing facility /, 82-2467 


Do not order from index; see indicated entry 





Author Index 


U.S. Nuclear Regulatory Commission. Office 
of Standards Development. Division of 
Engineering Standards. 

Technology, safety, and costs of decom- 
missioning reference non-fuel-cycle nu- 
clear facilities /, 82-987 


U.S. Nuclear Regulatory Commission. Office 
of State Programs. 

A feasibility study for a computerized 
emergency preparedness simulation fa- 
cility /, 82-2483 

Proceedings of the Meeting on Low 
Level Radioactive Waste held at In- 
cline Village, Nevada, February 20-21, 
1980 /, 82-6719 


Transportation of radioactive material in 
Georgia : October 1978 - September 
1979 /, 82-4170 


Transportation of radioactive material in 
Illinois : June 1979 - June 1980 /, 82- 
4172 


Transportation of radioactive material in 
Michigan : September 1979 - August 
1980 /, 82-4171 


Transportation of radioactive material in 
Washington State : September 1979 - 
September 1980 /, 82-4173 


U.S. Nuclear Regulatory Commission. Office 
of the General Counsel. 
Plan for developing a safety goal /, 82- 
4093 


Study of the Nuclear Regulatory Com- 
mission’s appellate system /, 82-4090 


U.S. Nuclear Regulatory Commission. Office 
of Water Reactor Safety Research. 
Fission-gas release from irradiated PWR 

fuel during simulated PCM-type acci- 
dents : progress report /, 82-11884 


U.S. Nuclear Regulatory Commission. Office 
of Water Reactor Safety Research. Plant 
Instrumentation, Control, and Power 
Systems Branch. 

Qualification testing evaluation program 
light-water reactor safety research 
semiannual report, April - September 
1980 /, 82-6694 


U.S. Nuclear Regulatory Commission. Office 
of Water Reactor Safety Research. 
Research Support Branch. 

Best-estimate LOCA radiation signature / 
82-14909 


Evaluation of simulator adequacy for the 
radiation qualification of safety-related 
equiptment /, 82-2493 


An experimental investigation of syner- 
gisms in class 1 components subjected 
to LOCA typetests /, 82-6628 


Qualification testing evaluation program : 
light water reactor safety research 
quarterly report October-December 
1978 /, 82-14857 





January — June 1982 


Qualification testing evaluation program 
light water reactor safety research : 
quarterly report, January-March, 1979 
/, 82-960 

Qualification testing evaluation program 
light-water reactor safety research 
quarterly report : July-September 1979 
/, 82-2528 


U.S. Nuclear Regulatory Commission. Office 
of Water Safety Research. Research 
Applications Branch. 

Fire protection research : quarterly prog- 
ress report October-December 1977 /, 
82-11904 


U.S. Nuclear Regulatory Commission. 
Personnel Resources and Employment 
Programs Branch. 

Engineering and scientific employment 
Opportunities : experienced professional 
and recent college graduates /, 82- 
4182 


U.S. Nuclear Regulatory Commission. 
Systematic Assessment of Licensee 
Performance Review Group. 

NRC licensee assessments /, 82-11877 


U.S. Nuclear Regulatory Commission. Three 
Mile Island Special Inquiry Group. 
Analysis of the Three Mile Island acci- 

dent and alternative sequences /, 82- 
14906 


U.S. Nuclear Regulatory Commission. 
Upgrade Rule Guidance Working Group. 
Bibliography of technical guidance for 

the physical protection upgrade rule 
requirements for fixed sites /, 82- 
14716 


Design methodolgy for the physical pro- 
tection upgrade rule requirements for 
fixed sites /, 82-14715 


U.S. Nuclear Regulatory Commission Review 
Group Conference on Advanced 
Instrumentation Research for Reactor 
Safety (1980 : Oak Ridge National 
Laboratory) 

Proceedings of the U.S. Nuclear Regula- 
tory Commission Review Group Con- 
ference on Advanced Instrumentation 
Research for Reactor Safety : held at 
the Oak Ridge National Laboratory, 
July 1931, 1980 /, 82-4181 


U.S. Radiation Policy Council. 
Report of the Task Force on Low-Level 
Radioactive Waste., 82-1000 


UCLA Research Center on Adolescent Drug 
Use. 

Assessing marijuana consequences : se- 

lected questionnaire items /, 82-1882 


Uhlaner, J. E. (Julius E.) 

Relationship between leader knowledge, 
directive behavior, and performance in 
administrative, technical, and combat 
situations /, 82-9773 





The research psychologist in the Army, 
1917 to 1977 /, 82-9777 


Ulaby, Fawwaz T. (Fawwaz Tayssir), 1943- 
Microwave remote sensing of snowpacks 
/, 82-14201 


Ultrasystems, inc. 
Optimum frequency of inspection /, 82- 
2210 


Underhill, D. W. (Dwight W.) 

The effects of temperature, moisture, 
concentration, pressure, and mass trans- 
fer on the adsorption of krypton and 
xenon on activated carbon /, 82-950 


Unesco. 

United Nations Educational, Scientific 
and Cultural Organization : amend- 
ments to articles IV, V, and VIII of 
the constitution : adopted by the gener- 
al conference of the United Nations 
Educational, Scientific and Cultural 
Organization at the seventeenth session, 
Paris, October 24 and 30, 1972., 82- 
781 


United Nations Educational, Scientific 
and Cultural Organization : amend- 
ments to article V of the constitution : 
adopted by the general conference of 
the United Nations Educational, Scien- 
tific and Cultural Organization at the 
nineteenth session, Nairobi, November 
8, 1976., 82-782 


Unified Industries, Incorporated. 
Improved passenger equipment evalua- 


tion program : technology review /, 
82-6352, 82-14388 


Improved passenger equipment evalua- 
tion program : train system review 
report /, 82-11473 


Track renewal system and wood tie reuse 
analysis: /, 82-14396 


Union Carbide Corporation. Computer 

Sciences Division. 

COBRA IV-I : an IBM-compatible ver- 
sion /, 82-14809 

The Effect of reflector location on array 
criticality /, 82-2536 

Heat flux profile modifications to 
COBRA IV /, 82-14807 

Nuclear safety guide /, 82-11885 

ORMDIN : a finite element program for 


two-dimensional nonlinear inverse heat 
conduction analysis /, 82-6673 

OTOCI, ORINC to COBRA interface /, 
82-2458 

REPMEP : RELAP plot/restart tape 
merge program /, 82-11902 

Two finite element techniques for com- 
puting mode I stress intensity factors in 


two- or three-dimensional problems /, 
82-2529 


Do not order from index; see indicated entry 





US. 
Union College (Schenectady, N.Y.). EE/CS 
Dept. 


A multipurpose train performance calcu- 
lator /, 82-14392 


United Engineers & Constructors, inc. 
Nonwater quality impacts of closed-cycle 
cooling systems and the interaction of 
stack gas and cooling tower plumes /, 
82-13597 


Power plant capital investment cost esti- 
mates : current trends and sensitivity to 
economic parameters, October 1979 /, 
82-3368 


United Nations. General Assembly (30th : 
1975) 
Votes at the thirtieth regular session of 
the General Assembly : September 16, 
1975-December 17, 1975., 82-14260 


United Nations Congress on the Prevention 
of Crime and Treatment of Offenders (6th) 
Juvenile justice : before and after the 

onset of delinquency : United States 
discussion paper for the sixth United 
Nations Congress on the Prevention of 
Crime and the Treatment of Offenders 
/, 82-10977 


United Spanish War Veterans. 
Proceedings of the stated convention of 
the ... national encampment /, 82- 
2338, 82-11798 


United States. 
An Act Entitled the “Saccharin Study 
and Labeling Act Amendment of 
1981”., 82-3603 


An Act to Amend the Clean Air Act to 
Provide Compliance Date Extensions 
for Steelmaking Facilities on a Case- 
by-Case Basis to Facilitate Moderniza- 
tion., 82-1809 


An Act to Amend the District of Colum- 
bia Self-Government and Governmen- 
tal Reorganization Act to Extend the 
Authority of the Mayor to Accept Cer- 
tain Interim Loans from the United 
States and to Extend the Authority of 
the Secretary of the Treasury to Make 
Such Loans., 82-1818 


An Act to Amend the Food Stamp Act 
of 1977 to Increase the Authorizatiion 
for Appropriations for Fiscal Year 
1981, and to Amend Public Law 93- 
233 to Continue, Through August 1, 
1981, the Cash-Out ...., 82-1806 


An Act to Amend Title 38, United States 
Code, to Extend by Twelve Months 
the Period During Which Funds Ap- 
propriated for Grants by the Veterans 
Administration for the Establishment 
and Support of New State Medical 
Schools May be Expended [i.e. Ex- 
tended]., 82-3596 


Page I-285 





US. 


An Act to Amend Title 38, United States 
Code, to Improve Certain Benefit Pro- 
grams of the Veterans’ Administration 
for Veterans Who are Former Prisoner 
of War, and for Other Purposes., 82- 
3602 


An Act to Amend Title I of the Marine 
Protection, Research, and Sanctuaries 
Act, as Amended., 82-1804 


An Act to Authorize Suppplemental Ap- 
propriations for Fiscal Year 1981 for 
the Armed Forces for Procurement of 
Aircraft, Missiles, Naval Vessels, and 
Tracked Combat Vehicles and for Re- 
search, Development, Test, and Evalu- 
ation, to Increase the Authorized Per- 
sonnel End Strengths for Military and 
Civilian Personnel of the Department 
of Defense for Such Fiscal Year, to 
Authorize Supplemental Appropri- 
ations for Such Fiscal Year for Con- 
struction at Certain Military Installa- 
tions, and for Other Purposes., 82- 
5662 


An Act to Authorize the Generation of 
Electrical Power at Palo Verde Irrigra- 
tion District Diversion Dam, Califor- 
nia., 82-5663 

An Act to Authorize the Sergeant at 
Arms and Doorkeeper of the Senate, 
Subject to the Approval of the Com- 
mittee on Rules and Administration, to 
Enter into Contracts which Provide 
for the Making of Advance Payments 
for Computer Programming Services., 
82-3598 


An Act to Change the Name of Aubrey 
Lake, Texas, to Ray Roberts Lake., 
82-536 


An Act to Designate Certain Lands of 
the Fire Island National Seashore as 
the “Otis Pike Fire Island High Dune 
Wilderness”, and for Other Purposes., 
82-537 


An Act to Enable the Secretary of the 
Interior to Erect Permanent Improve- 
ments on Land Acquired for the Con- 
federated Tribes of Siletz Indians of 
Oregon., 82-1817 

An Act to Ensure Necessary Funds for 
the Implementation of the Federal 
Crop Insurance Act of 1980., 82-1801 


An Act to Extend the Authorization for 
Youth Employment and Demonstration 
Programs, and for Other Purposes., 
82-3595 


An Act to Extend the Time for Conduct- 
ing the Referendum with Respect to 
the National Marketing Quota for 
Wheat for the Marketing Year Begin- 
ning June 1, 1982, and to Eliminate the 
Requirement that the Secretary of Ag- 
riculture Waive Interest on Loans .. 
82-1810 


An Act to Permit Certain Funds Allo- 
cated for Official Expenses of Senators 


Page I-286 





to be Utilized to Procure Additional 
Office Equipment., 82-3597 


An Act to Revise the Laws Pertaining to 
the Maritime Administration., 82-1815 


Activities of the United States in Panama 
: agreement between the United States 
of America and Panama : signed at 
Washington September 7, 1977., 82- 
2196 


Agricultural commodities : agreement be- 
tween the United States of America 
and Sierra Leone, amending the agree- 
ment of August 8, 1980 effected by ex- 
change noies signed at Freetown Sep- 
tember 29, 1980., 82-11297, 82-11333 


Agricultural commodities, agreement be- 
tween the United States of America 
and Indonesia, signed at Jakarta De- 
cember 2, 1980 with agreed minutes 
signed at Jakarta December 3, 1980., 
82-11334 


Agriculture, science, and technology : 
memorandum of understanding be- 
tween the United States of America 
and Zimbabwe, signed at Salisbury 
September 25, 1980., 82-11330 


Agricutural commodities : agreement be- 
tween the United States of America 
and Somalia, signed at Mogadishu Jan- 
uary 12, 1981., 82-11336 


Atomic energy, cooperation for civil uses 
and nuclear safeguards : agreement be- 
tween the United States of America 
and Indonesia extending certain provi- 
sions of the agreement of June 8, 1960 
as amended and extended, effected by 
exchange of notes signed at Jakarta 
September 16 and 19, 1980., 82-11329 


Atomic energy, peaceful uses of nuclear 
energy : agreement between the United 
States of America and Morocco, signed 
at Washington May 30, 1980., 82- 
11315 


Atomic energy, radioactive waste man- 
agement, agreement between th United 
States of America and Belgium signed 
at Mol and Washington January 7 and 
19, 1981., 82-14273 


Basic laws on housing and community 
development /, 82-15041 


Cash Discount Act : [An Act of Amend 
the Truth in Lending Act to Encour- 
age Cash Discounts, and for Other 
Purposes]., 82-3599 

Civil rights acts of 1957, 1960, 1964, 1968 
(as amended through the end of the 
96th Congress) : Voting Rights Act of 
1965 (as amended through the end of 
the 96th Congress) /, 82-6852 

Clean Air Act., 82-1809 


The Clean Air Act as amended through 
July 1981., 82-2695 


Commissary and post exchange : agree- 
ment between the United States of 


Do not order from index; see indicated entry 





Author Index 


America and Panama effected by ex- 
change of notes signed at Washington 
September 7, 1977., 82-2194 


Conservation : agreement between the 
United States of America and Panama : 
effected by exchange of notes signed at 
Washington September 7, 1977., 82- 
2195 


Conservation, Barro Colorado Nature 
Monument : agreement between the 
United States of America and Panama, 
effected by exchange of notes signed at 
Washington September 7, 1977., 82- 
11323 


Consumer Credit Protection Act., 82- 
3599 


Cultural relations, exchanges for 1981- 
1982 : agreement between the United 
States of America and the People’s Re- 
public of Bulgaria, signed at Washing- 
ton November 21, 1980 with final pro- 
tocol., 82-11332 


Cultural relations, library and museum : 
agreement between the United States 
of America and Panama, effected by 
exchange of notes signed at Panama 
September 24, 1979., 82-11326 


Defense Officer Personnel Management 
Act., 82-1808 


Defense Officer Personnel Management 
Act Technical Corrections Act : [An 
Act to Make Technical Corrections in 
the Defense Officer Personnel Manage- 
ment Act]., 82-1808 


Defense, storage of materials : agreement 
between the United States of America 
and the Netherlands, effected by ex- 
change of notes signed at The Hague 
January 15, 1981., 82-11340 


Dept. of State., 82-11327, 82-14278, 
82-14280 


Disaster assistance : agreement between 
the United States of America and 
Mexico, signed at Mexico January 15, 
1980., 82-11314 


District of Columbia Self-Government 
and Governmental Reorganization 
Act., 82-1818 


Economic assistance, agricultural produc- 
tion increase : agreement between the 
United States of America and India, 
signed at New Delhi June 30, 1980 and 
amending agreements signed at New 
Delhi December 15, 1980., 82-11318 


Economic assistance, fertilizer promotion 
: agreement between the United States 
of America and India, signed at New 
Delhi September 28, 1979 and amend- 
ing agreements signed at New Delhi 
May 27, 1980 and signed at New Delhi 
December 15, 1980., 82-11317 


Economic assistance, rural vocation edu- 
cation : agreement between the United 





January — June 1982 


States of America and Portugal, signed 
at Lisbon September 30, 1977., 82- 
11321 


Economic assistance, school construction 
: agreement between the United States 
of America and Portugal, signed at 
Lisbon September 30, 1977., 82-11320 


Economic cooperation : memorandum of 
understanding between the United 
States of America and the Commission 
of the Cartagena Agreement : signed at 
Washington November 21, 1979., 82- 
2179 


Economic Recovery Tax Act of 1981 
[An Act to Amend the Internal Reve- 
nue Code of 1954 to Encourage Eco- 
nomic Growth Through Reduction of 
the Tax Rates for Individual Taxpay- 
ers, Acceleration of Capital Cost Re- 
covery of Investment in Plant, Equip- 
ment, and Real Property, and Incen- 
tives for Savings, and for Other Pur- 
poses., 82-3601 

Employment, arrangement between the 
United States of America and the 
United Kingdom of Great Britain and 
Northern Ireland : effected by ex- 
change of notes dated at Washington 
January 14 and 15, 1981., 82-2180 


Energy cooperation : memorandum of 
understanding between the United 
States of America and Italy, signed at 
Rome October 17, 1979., 82-11312 


Energy, research and development 
agreement between the United States 
of America and Venezuela, signed at 
Washington March 6, 1980., 82-11313 

Federal Crop Insurance Act of 1980., 
82-1801 


Finance, investment guaranties : agree- 
ment between the United States of 
America and Lebanon, effected by ex- 
change of notes signed at Beirut Sep- 
tember 17, 1980 and February 10, 
1981., 82-11339 


Fisheries, albacore tuna off the Pacific 
Coasts of the United States and Canada 
interim arrangement between the 
United States of America and Canada, 
effected by exchange of notes dated at 
Washington August 21, 1980. 82- 
11319 


Food Stamp Act of 1977., 82-1806 


General Agreement on Tariffs and Trade 
: agreement between the United States 
of America and other governments : 
done at Geneva April 12, 1979., 82- 
796 


General Agreement on Tariffs and Trade 
: bovine meat : arrangement between 
the United States of America and other 
governments : done at Geneva April 
12, 1979., 82-2173 


General Agreement on Tariffs and Trade 
: eleventh proces-verbal extending the 





declaration of November 12, 1959, on 
provisional accession of Tunisia to the 
general ent : done at Geneva 
November 11, 1977., 82-2171 


General Agreement on Tariffs and Trade 
: Geneva (1979) protocol, and annexed 
schedules of tariff concessions, to the 
agreement of October 30, 1947 : done 
at Geneva June 30, 1979., 82-794 


General Agreement on Tariffs and Trade 
: import licensing procedures : agree- 
ment between the United States of 
America and other governments : done 
at Geneva April 12, 1979., 82-2174 


General Agreement on Tariffs and Trade 
: international dairy arrangement : be- 
tween the United States of America 
and other governments done at 
Geneva April 12, 1979., 82-793 


General Agreement on Tariffs and Trade 
: interpretation and application of arti- 
cles VI, XVI, and XXIII : agreement 
between the United States of America 
and other governments done at 
Geneva April 12, 1979., 82-791 


General Agreement on Tariffs and Trade 
: second proces-verbal extending the 
declaration of August 9, 1973, on pro- 
visional accession of the Philippines to 
the General Agreement done at 
Genvea November 11, 1977., 82-2170 


General Agreement on Tariffs and Trade 
: technical barriers to trade : agreement 
between the United States of America 
and other governments done at Geneva 
April 12, 1979., 82-790 


General Agreement on Tariffs and Trade 
: trade in civil aircraft : agreement be- 
tween the United States of America 
and other governments done at Geneva 
April 12, 1979., 82-792 


Government depository libraries., 82- 
6885 


Health : agreement between the United 
States of America and Panama, effect- 
ed by exchange of notes signed at 
Washington September 7, 1977., 82- 
14277 


Industrial property protection : agree- 
ment between the United States of 
America and the World Intellectual 
Property Organization signed at 
Geneva September 26, 1980., 82-803 

Inter-American Institute for Cooperation 
on Agriculture : convention between 
the United States of America and other 
governments : opened for signature at 
Washington March 6, 1979., 82-2176 


Internal Revenue Code of 1954., 82- 
3601 


International Institute for Cotton 
amendment to the articles of agreement 
of the International Cotton Institute : 
resolution adopted by the general as- 


Do not order from index; see indicated entry 





US. 


sembly of the International Cotton In- 
stitute, at Washington, July 31, 1979., 
82-788 


International Institute for the Unification 
of Private Law (UNIDROIT) : amend- 
ment to articles 5, 11, and 16 of the 
Institute statute adopted at the nine- 
teenth session of the UNIDROIT gen- 
eral assembly, Rome, February 18, 
1969., 82-787 


International military education and train- 
ing (IMET) : agreement between the 
United States of America and Domini- 
ca, effected by exchange of notes dated 
at Bridgetown and Roseau December 
11, 1980 and February 4, 1981., 82- 
11338 


International Poplar Commission 
amendments to the convention : adopt- 
ed at the third special session of the 
International Poplar Commission, 
Rome, November 15, 1977., 82-783 


Joint Resolution Authorizing and Re- 
questing the President to Issue a Proc- 
lamation Designating the Period from 
October 4, 1981, through October 10, 
1981, as “National Schoolbus Safety 
Week.”, 82-1816 


Joint Resolution Designating August 8, 
1982, as “National Children’s Day.”, 
82-1814 


Joint Resolution Designating August 13, 
1981, as “National Blinded Veterans 
Recognition Day”., 82-3600 

Joint Resolution Designating July 17, 
1981, as “National P.O.W.-M.LA, Rec- 
ognition Day.”, 82-1803 

Joint Resolution Designating the Week 
Beginning March 7, 1982, as “Women’s 
History Week.”, 82-1813 


Joint Resolution Designating the Week of 
October 4 through October 10, 1918, as 
“National Diabetes Week.”, 82-1812 


Joint Resolution Making an Urgent Sup- 
plemental Appropriation for the De- 
partment of Health and Human Serv- 
ices for Fiscal Year Ending September 
30, 1981., 82-1811 


Joint Resolution to Approve a Constitu- 
tion for the United States Virgin Is- 
lands., 82-1807 


Joint Resolution to Authorize and Re- 
quest the President to Designate Sep- 
tember 13, 1981, as “Commodore John 
Barry Day.”, 82-5664 

Joint Resolution to Authorize and Re- 
quest the President to Issue a Procla- 
mation Designating May 3 Through 
May 10, 1981, as “Jewish Heritage 
Week.”, 82-1800 


Joint Resolution to Correct Public Law 
97-12 Due to an Error in the Enroll- 
ment of H.R. 3512., 82-1805 


Page 1-287 





US. 


Laws enforced by the U.S. Food and 
Drug Administration., 82-13838 


Legislation on foreign relations through 
«4, 82-15123 


Maintenance management /, 82-4965 


Marine Protection, Research, and Sancu- 
taries Act of 1972., 82-1804 


Narcotic drugs, additional cooperative ar- 
rangements to curb illegal traffic 
agreement between the United States 
of America and Mexico, effected by 
exchange of letters signed at Mexico 
January 3, 1981., 82-11335 


Panama Canal, permanent neutrality and 
operation : treaty between the United 
States of America and Panama, signed 
at Washington September 7, 1977 with 
attached protocol and protocol of ex- 
change of instruments of ratification 
signed at Panama June 16, 1978., 82- 
11322 


Panama Canal treaty, combined board : 
agreement between the United States 
of America and Panama, effected by 
exchange of notes signed at Panama 
October 1, 1979., 82-14278 


Panama Canal treaty, consultative com- 
mitttee : agreement between the United 
States of America and Panama, effect- 
ed by exchange of notes signed at 
Panama October 1, 1979., 82-14280 


Panama Canal treaty, coordinating com- 
mittee : agreement between the United 
States of America and Panama, effect- 
ed by exchange of notes signed at 
Panama October 1, 1979., 82-14279 


Panama Canal treaty, joint committee : 
agreement between the United States 
of America and Panama, effected by 
exchange of notes signed at Panama 
October 1, 1979., 82-11327 


Partial revision of radio regulations, 1959, 
and final protocol : aeronautical mobile 
(R) service : between the United States 
of America and other governments : 
done at Geneva March 5, 1978., 82- 
2177 


Pollution, marine environment : agree- 
ment between the United States of 
America and Mexico, signed at Mexico 
City July 24, 1980., 82-11316 


Postal express mail service : agreement, 
with detailed regulations, between the 
United States of America and Switzer- 
land, signed at Bern and Washington 
December 7, 1978 and January 22, 
1979., 82-11311 


Postal Union of the Americas and Spain : 
additional protocols to the constitution, 
convention and related documents be- 
tween the United States of America 
and other governments : signed at 
Lima March 18, 1979 and parcel post 
agreement and related documents and 


Scientific cooperation 








money order agreement and final pro- 
tocol., 82-784 


Privileges and immunities, theatre nuclear 
forces delegation : agreement between 
the United States of America and Swit- 
zerland, effected by exchange of letters 
signed at Bern October 17, 1980., 82- 
11331 


Property transfer, housing : agreement 
between the United States of America 
and Panama, signed at Panama August 
29, 1980., 82-11328 


Reimbursement of income taxes : agree- 
ment between the United States of 
America and the Intergovernmental 
Maritime Consultative Organization 
(IMCO) : effected by exchange of let- 
ters signed at London May 18 and June 
8, 1977., 82-780 


Reimbursement of income taxes : agree- 


ment between the Unites States of 
America and the International Hydro- 
graphic Bureau : effected by exchange 
of letters signed at Washington and 
Monaco August 27 and October 16, 
1980., 82-799 


Reimbursement of income taxes : ar- 


rangement between the United States 
of America and the International Sugar 
Organization, effected by exchange of 
letters signed at London July 10, 1980., 
82-2175 


Science and technolog cooperation 


memorandum of understanding be- 
tween the United States of America 
and the Commission of the Cartagena 
Agreement : signed at Washington No- 
vember 21, 1979., 82-2178 


: agreement be- 
tween the United States of America 
and Panama, effected by exchange of 
notes signed at Washington September 
7, 1977., 82-11324 


Scientific cooperation, science and tech- 


nology : agreement between the United 
States of America and Egypt, signed at 
Cairo January 11, 1981., 82-11337 


Senate election law guidebook., 82- 
11762 


Supplemental Appropriations and Rescis- 
sion Act, 1981., 82-1805 


Supplemental Appropriations and Rescis- 
sion Act, 1981. : [An Act Making Sup- 
plemental and Further Continuing Ap- 
propriations for the Fiscal Year Ending 
September 30, 1981, Rescinding Cer- 
tain Budget Authority, and for Other 
Purposes]., 82-1802 


Tariff schedules of the United States an- 
notated /, 82-3738, 82-3851 


Trade in textiles : agreement between the 
United States of America and the So- 
cialist Federal Republic of Yugoslavia 
amending the agreement of October 26 





Author Index 


and 27, 1978, effected by exchange of 
notes dated at Belgrade July 15 and 
September 12, 1980., 82-11325 


Trade, Tokyo round in the multilateral 


trade negotitions : agreement between 
the United States of America and the 
Polish People’s Republic, effected by 
exchange of letters signed at Geneva 
February 28, 1979 with related letters 
signed at Washington June 27, and Oc- 
tober 20, 1980., 82-11307 


Trade, Tokyo round of multilateral trade 


negotiations, chemicals : agreement be- 
tween the United States of America 
and Switzerland, effected by exchange 
of letters signed at Geneva and Wash- 
ington December 18 and 21, 1979., 
82-11310 


Trade, Tokyo round of the mulilateral 


trade negotitions, beer containers and 
beer : agreement between the United 
States of America and the European 
Communities, signed October 31, 1979 
with related letter signed at Washing- 
ton October 28, 1980., 82-14274 


Trade, Tokyo round of the multilateral 


trade negotiations : agreement between 
the United States of America and the 
the Commission of the Cartagena 
Agreement : signed at Lima December 
14, 1979 with related note dated at 
Lima April 14, 1980., 82-2185, 82- 
2187, 82-11300, 82-11308, 82-14276 


Trade, Tokyo round of the multilateral 


trade negotiations : agricultural prod- 
ucts : agreement between the United 
States of America and the European 
communities done at Geneva April 12, 
1979 with related letter signed at 
Washington October 28, 1980., 82- 
6224 


Trade, Tokyo round of the multilateral 


trade negotiations : agricultural prod- 
ucts exports : arrangement between the 
United States of America and Austria : 
dated April 12 and October 17, 1979 
with related letters signed at Washing- 
ton January 30 and April 14, 1980., 
82-2183 


Trade, Tokyo round of the multilateral 


trade negotiations : cheese and other 
agricultural products : agreement be- 
tween the United States of America 
and Sweden done at Geneva June 13 
and July 5 and 10, 1979 with related 
letters signed at Washington January 
30 and February 19, 1980., 82-3833 


Trade, Tokyo round of the multilateral 


trade negotiations : cheeses : agreement 
between the United States of America 
and Canada : dated at Geneva June 15, 
1979 with related letters signed at 
Washington February 4 and March 20, 
1980., 82-2186, 82-2191, 82-2193 


Page 1-288 Do not order from index; see indicated entry 





January — June 1982 


Trade, Tokyo round of the multilateral 
trade negotiations : chemical conces- 
sion : agreement between the United 
States of America and the European 
communities signed at Brussels Decem- 
ber 27, 1979., 82-2189 


Trade, Tokyo round of the multilateral 
trade negotiations : hide exports and 
other trade matters : agreement be- 
tween the United States of America 
and Argentina signed Washington 
August 10, 1979., 82-2182 


Trade, Tokyo round of the multilateral 
trade negotiations : import restrictions : 
agreement between the United States 
of America and Finland : effected by 
letter signed at Geneva April 12, 1979 
with related letter signed at Washing- 
ton January 30, 1980., 82-2192 


Trade, Tokyo round of the multilateral 
trade negotiations : memorandum of 
understanding between the United 
States of America and Canada : signed 
at Washington September 17 and 21, 
1979 memorandum of understanding 
signed at Washington October 9, 1979., 
82-2184, 82-11301, 82-11305 


Trade, Tokyo round of the multilateral 
trade negotiations : motor vehicle tax : 
agreement between the United States 
of America and Austria : done at 
Geneva April 11, 1979 with related 
letter signed at Washington January 30, 
and April 14, 1980., 82-2181 


Trade, Tokyo round of the multilateral 
trade negotiations : silk : agreement be- 
tween the United States of America 
and the European communities signed 
January 2, 1980., 82-2190 


Trade, Tokyo round of the multilateral 
trade negotiations table grapes 
agreement between the United States 
of America and the European commu- 
nities : effected by letter signed at 
Brussels July 27, 1979 with related 
letter signed at Washington October 
28, 1980., 82-2188 


Trade, Tokyo round of the multilateral 
trade negotiations : tariff matters : 
agreement between the United States 
of America and the Hungarian People’s 
Republic signed at Budapest November 
18, 1978 with related letters and related 
agreement done at Budapest June 13, 
1979 and May 30, 1980 and amending 
agreement effected by exchange of let- 
ters signed at Budapest September 4, 
and 18, 1980., 82-3832 


Trade, Tokyo round of the multilateral 
trade negotiations, agricultural and 
wool products : agreement between the 
United States of America and Japan, 
effected by exchange of letters dated at 
Geneva July 11, 1979., 82-11303 


Trade, Tokyo round of the multilateral 
trade negotiations, alcoholic beverages 





U.S. Admin for Children, Youth and Families. 


: agreement between the United States 
of America and Finland, effected by 
letters signed at Geneva and Washing- 
ton April 12 and December 4, 1979, 
with related letter signed at Washing- 
ton January 30, 1980., 82-11298 


Trade, Tokyo round of the multilateral 


trade negotiations, beef : agreement be- 
tween the United States of America 
and Switzerland, done at Geneva and 
Berne July 10, 1979 with related letter 
signed at Washington November 19, 
1980., 82-14275 


Trade, Tokyo round of the multilateral 


trade negotiations, cheeses : agreement 
between the United States of America 
and Switzerland, done at Geneva and 
Berne April 12, 1979 with related letter 
signed at Washington November 19, 
1980., 82-11309 


Trade, Tokyo round of the multilateral 


trade negotiations, non-tariff matters : 
agreement between the United States 
of America and the Hungarian People’s 
Republic, effected by exchange of let- 
ters signed at Geneva August 31 and 
December 27, 1978 and January 10, 
1979 with related letters signed at Bu- 
dapest May 30, 1980., 82-11299 


Trade, Tokyo round of the multilateral 
trade negotiations, peas and beans : 
agreement between the United States 
of America and Japan, effected by ex- 
change of letters dated at Geneva July 
11, 1979., 82-11302 


Trade, Tokyo round of the multilateral 
trade negotiations, turkey rolls : agree- 
ment between the United States of 
America and Norway, effected by 
letter signed at Geneva June 28, 1979 
with related letter signed at Washing- 
ton January 30, 1980., 82-11304 


Trade, Tokyo round of the multilateral 
trade negotitions : agreement between 
the United States of America and the 
Socialist Republic of Romania, effected 
by letters signed at Bucharest and 
Washington March 2 and November 8, 
1979 with related letters signed at Bu- 
charest September 30, 1980., 82-11306 


82-2182, 82-2188, 82- 
82-6224, 82-11321, 
82-14277 


82-780, 82-784, 82-799, 
82-2178, 82-2179, 82-2180, 
82-2183, 82-2184, 82-2185, 
82-2187, 82-2189, 82-2190, 
82-2194, 82-2195, 82-2196, 
82-3833, 82-11297, 82- 

82-11299, 82-11300, 82- 

82-11302, 82-11303, 82- 

82-11305, 82-11306, 82- 

82-11308, 82-11309, 82- 

82-11311, 82-11312, 82- 

82-11315, 82-11316, 82- 

82-11318, 82-11319, 82- 


Treaties,  ect., 
2192, 82-2193, 
82-11329, 


Treaties, etc., 
82-2175, 
82-2181, 
82-2186, 
82-2191, 
82-3832, 
11298, 
11301, 
11304, 
11307, 
11310, 
11314, 
11317, 


Do not order from index; see indicated entry 





11320, 
11324, 
11328, 
11333, 
11336, 
11339, 


82-11322, 
82-11326, 
82-11331, 
82-11334, 
82-11337, 
82-11340, 


82-11323, 82- 
82-11327, 82- 
82-11332, 82- 
82-11335, 82- 
82-11338, 82- 
82-14273, 82- 
14274, 82-14275, 82-14276, 82- 
14278, 82-14279, 82-14280 


United Nations Educational, Scientific 
and Cultural Organization : amend- 
ments to articles IV, V, and VIII of 
the constitution : adopted by the gener- 
al conference of the United Nations 
Educational, Scientific and Cultural 
Organization at the seventeenth session, 
Paris, October 24 and 30, 1972., 82- 
781 


United Nations Educational, Scientific 
and Cultural Organization : amend- 
ments to article V of the constitution : 
adopted by the general conference of 
the United Nations Educational, Scien- 
tific and Cultural Organization at the 
nineteenth session, Nairobi, November 
8, 1976., 82-782 


United States code. Supplement /, 82- 
6602, 82-6603, 82-11821, 82-14663, 
82-14664 


United States statutes at large., 82- 
10460, 82-10461, 82-10462 


United States treaties and other interna- 
tional agreements., 82-2197, 82- 
14281 


Universal Postal Union : general regula- 
tions, convention and related docu- 
ments between the United States of 
America and other goverments : done 
at Rio de Janeiro, October 26, 1979 
with English text of the constitution 
signed at Vienna July 10, 1964, as 
amended, and final protocol., 82-3831 


82-12902 


1980 census of population and housing : 
Alaska, preliminary population and 
housing unit counts., 82-9317 


You and the law overseas., 


United States. Action. 
Lesotho., 82-2834 


The Peace Corps in Benin., 
The Peace Corps in Cameroon., 


The Peace Corps in Ghana., 
82-2832 


The Peace Corps in Kenya., 
The Peace Corps in Liberia., 


82-2830 
82-2831 
82-101, 


82-2833 
82-2835 


United States. Administration for Children, 

Youth and Families. 

Basic educational skills project : an anno- 
tated bibliography in the areas of cur- 
riculum, parent involvement, teacher 
attitudes and behaviors, and continu- 
ity., 82-13920 


Your child and TV /, 82-13921 
Page 1-289 





U.S. Admin for Children, Youth, and Families. Day Care Division. 


United States. Administration for Children, 
Youth, and Families. Day Care Division. 
Family day care in the United States /, 

82-5774, 82-5775 


United States. Administration for Children, 
Youth, and Families. Office on Domestic 
Violence. 

Funding family violence programs 
sources and potential sources for feder- 
al monies /, 82-3667 


Programs providing services to battered 
women /, 82-10689 


United states. Administration on Aging. 
The older worker /, 82-13925 


Profiles of older people., 82-1716 


Statistical notes from the National 
Clearinghouse on Aging., 82-13924 


Suggested audit guide for independent 
accountants and auditors for use in au- 
diting programs funded under Title III 
and Tilte VII of the Older Americans 
Act of 1965, as amended., 82-13923 


United States. Administrative Office of the 
United States Courts. 
Federal offenders in the United States 
district courts /, 82-5964 


United States court directory., 82-14079 
The United States courts., 82-667 


United States. Advisory Commission on 

Intergovernmental Relations. 

An agenda for American Federalism : re- 
storing confidence and competence., 
82-937 

Annual report., 82-6606, 82-14666 


A Catalog of federal grant-in-aid pro- 
grams to state and local governments., 
82-11825 


Changing public attitudes on govern- | 


ments and taxes., 82-11831 


The condition of comtemporary federal- 
ism : conflicting theories and collapsing 
constraints., 82-936 


The Federal influence on state and local 
roles in the federal system., 82-11830 


Fiscal management of federal pass- | 


through grants : the need for more uni- 
form requirements and procedures., 
82-6609 


The future of federalism in the 1980s : 


report and papers from tlie Conference | 


on the Future of Federalism, Alexan- 
dria, Virginia, July 25-26, 1980., 82- 
11828 


Measuring local discretionary authority, 
82-11826 


Payments in lieu of taxes on federal real 
property : a commission report., 82- 
6610 


Pragmatic federalism : the reassignment 
of functional responsibility., 82-14667 


Page 1-290 





Regional growth : flows of federal funds, 
1952-76., 82-11832 


Significant features of fiscal federalism., 
82-11827 


Studies in comparative federalism : Aus- 
tralia : an information report., 82-6607 


Studies in comparative federalism 
Canada : an information report., 82- 
6608 


Studies in comparative federalism : West 
Germany : an information report., 82- 
4085 


Studies in comparative federalism, Aus- 
tralia, Canada, the United States, and 
West Germany : an_ information 
report., 82-11829 


United States. Advisory Council on Historic 


Preservation. 
Report to the President and the Congress 
of the United States /, 82-2432 


United States. Aerospace Medical Division. 


OV3-4 dose rate and proton spectral 
measurements in the inner Van Allen 
belt /, 82-1612 


United States. Agency for International 


Development. 

Appropriate technology information for 
developing countries : selected ab- 
stracts from the NTIS data file /, 82- 
118 


CENTO Workshop on Applications of 
Remote Sensing Data and Methods, 
proceedings, Istanbul, Turkey, October 
5-12, 1976., 82-1907 


Directory, fertilizer research in the U.S. / 
, 82-12044 

Health planning : an annotated bibliogra- 
phy /, 82-1857 

Peru : CARE OPG water health services 
project /, 82-11343 

Philippine small scale irrigation /, 82- 
3834 


The Product is progress : Rural Electrifi- 
cation in Costa Rica /, 82-3835 


United States. Agency for International 


Development. Bureau for Asia. 

AID’s role in Indonesian family planning 
: a case study with genezal lessons for 
foreign assistance /, 82-3836 

Third evaluation of the Thailand national 
family planning program., 82-2198 


United States. Agency for International 


Development. Bureau for Development 

Support. 

AID’s role in Indonesian family planning 
: a case study with general lessons for 
foreign assistance /, 82-3836 


Do not order from index; see indicated entry 





Author Index 


United States. Agency for International 
Development. Bureau for Program and 
Policy Coordination. 

AID’s role in Indonesian family planning 
: a case study with general lessons for 
foreign assistance /, 82-3836 


United States. Agency for International 
Development. Office of Development 
Information and Utilization. 

Asia, Bangladesh : selected statistical data 
by sex., 82-11345 


Asia, India : selected statistical data by 
sex., 82-11348 

Asia, Indonesia : selected statistical data 
by sex., 82-11349 

Asia, Korea : selected statistical data by 
sex., 82-11352 

Asia, Nepal : selected statistical data by 
sex., 82-11355 

Asia, Pakistan : selected statistical data by 
sex., 82-11356 

Asia, Philippines : selected statistical data 
by sex., 82-11357 

Asia, Sri Lanka : selected statistical data 
by sex., 82-11341 

Asia, Thailand : selected statistical data 
by sex., 82-11359 

Latin America, Bolivia : selected statisti- 
cal data by sex., 82-14283 

Latin America, Ecuador : selected statis- 
tical data by sex., 82-14284 

Latin America, El Salvador : selected sta- 
tistical data by sex., 82-14286 

Latin American, Peru : selected statistical 
data by sex., 82-14285 

Near East, Afghanistan : selected statisti- 
cal data by sex., 82-11344 

Near East, Cyprus : selected statistical 
data by sex., 82-11346 

Near East, Egypt, : selected statistical 
data by sex., 82-11347 

Near East, Israel : selected statistical data 
by sex., 82-11350 

Near East, Jordan : selected statistical 
data by sex., 82-11351 

Near East, Lebanon : selected statistical 
data by sex., 82-11353 

Near East, Morrocco : selected statistical 
data by sex., 82-11354 

Near East, Syria : selected statistical data 
by sex., 82-11358 

Near East, Tunisia : selected statistical 
data by sex., 82-11360 

Near East, Yemen Arab Republic : se- 


lected statistical data by sex., 82- 
11361 





January — June 1982 


United States. Agency for International 

Development. Office of Evaluation. 

The economic development of Korea, sui 
generis or generic? : reflections on the 
Harvard University Press studies of the 
modernization of the Republic of 
Korea 1974-75 /, 82-14282 


United States. Agency for International 
Development. Office of Population. 
Nuptiality patterns in developing coun- 

tries : implications for fertility /, 82- 
6225 


United States. Agency for International 

Development. Office of Rural 

Development and Administration. 

Government development assistance for 
Thailand’s rural poor : a social impact 
assessment of the provincial program : 
a report prepared under USDA con- 
tract no. 53-319R-9-138 for the Office 
of Rural Development and Administra- 
tion, Bureau of Development Support, 
USAID/Washington and USAID/ 
Thailand /, 82-11342 


United States. Agency for International 
Development. Office of U.S. Foreign 
Disaster Assistance. 

Bangladesh, a country profile /, 82-804 


Bolivia, a country profile /, 82-805 
Burma, a country profile /, 82-806 

Cape Verde, a country profile /, 82-807 
Chad, a country profile /, 82-808 

Chile, a country profile /, 82-809 


Dominican Republic, a country profile /, 
82-810 


Ecuador, a country profile /, 82-811 
El Salvador, a country profile /, 82-824 
Ethiopia, a country profile /, 82-812 
Fiji, a country profile /, 82-813 
Guatemala, a country profile /, 82-814 
Haiti, a country profile /, 82-815 
Honduras, a country profile /, 82-816 
Indonesia, a country profile /, 82-817 
Malaysia, a country profile /, 82-818 
Mali, a country profile /, 82-819 
Mauritania, a country profile /, 82-820 
Pakistan, a country profile /, 82-821 
Peru, a country profile /, 82-822 
The Philippines, a country profile /, 

823 


Senegal, a country profile /, 82-826 
Somalia, a country profile /, 82-827 
Tonga, a country profile /, 82-828 

Turkey, a country profile /, 82-829 


Western Samoa, a country profile /, 
825 


Zaire, a country profile /, 82-830 





U.S. Air Force. Air Intelligence Group, 7602nd. 


United States. Agricultural Cooperative 
Service. 
Attitudes toward cooperatives by bank 
trust and professional farm managers., 
82-12674 


Cooperative approach to crafts for senior 
citizens., 82-12358 

Cooperatives in agribusiness /, 82-12680 

Establishing a cotton-ginning cooperative 
in the southeast /, 82-12678 

Farmer cooperative statistics, 82-12676, 
82-12679 

Farmer cooperatives in the United States. 
Section 2. Agricultural cooperatives : 
pioneer to modern., 82-4463 

Petroleum operations of farmer coopera- 
tives., 82-12675 

Ship chartering alternatives for grain-ex- 
porting cooperatives /, 82-12677 


United States. Agricultural Marketing 
Service. 
Annual report on tobacco statistics /, 
82-12331 


Contract price reporting for fruits and 
vegetables /, 82-12372 

Design, operation, and feasibility of a 
small on-the-farm egg grading and 
packing plant., 82-1142 

Energy costs for marketing fresh beef., 
82-12369 

Evaluation of a shell egg-packing plant 
layout., 82-12370 

Facts about cotton research and promo- 
tion program., 82-12635 

The Federal milk marketing order pro- 
gram., 82-4301 

Federal milk order market statistics. 
Annual summary /, 82-12333 


Information available from USDA’s Ag- 
ricultural Marketing Service., 82- 
12634 


A metric/modular replacement for the 1- 


1/9-bushel fiberboard container /, 82- 


12636 


Official United States standards for grade 
of slaughter cattle : title 7, ch. 1, pt. 53, 
sections 53.202-53.206 of the Code of 
Federal Regulations., 82-12633 

Poultry market statistics ... annual sum- 
mary /, 82-12329 

A Review of federal marketing orders for 
fruits, vegetables, and speciality crops : 
economic efficiency and welfare impli- 
cations., 82-12373 


United States. Agricultural Research Service. 

Distribution of the varieties and classes of 

wheat in the United States in... /, 82- 
12339 


Farm real estate taxes /, 82-12330 


Do not order from index; see indicated entry 





Hydrologic data for experimental agricul- 
tural watersheds in the United States /, 
82-5 

i} 

Pesticides and honey bees /, 82-12343 

Rearing lambs on milk replacer diets /, 
82-1 

Regional cotton variety tests., 82-12672, 
82-12673 

USDA estimates of the cost of raising a 
child : a guide to their use and inter- 
pretation., 82-2752 


United States. Agricultural Research Service. 


Western Region. 
Recent publication of range research., 
82-12631 


United States. Agricultural Stabilization and 


Conservation Service. 

Agricultural conservation program : 45- 
year statistical summary, 1936 through 
1980., 82-1224 


ASCS publications., 82-1225 


Forestry help for the minority landown- 
er., 82-9087 


Keep our lakes alive., 82-4297 


United States. Air Force. 


Air Force Conference on Families, 24-26 
September 1980 : conference report : 
family plan., 82-3298 

The Air Force, the future, and you : a 
guide to Air Force opportunity., 82- 
5140 

Block motion from detonations of buried 
near-surface explosive arrays /, 82- 
3182 

Career planner., 82-254 


Forecasting in military affairs : a Soviet 
view /, 82-13230 

Self-service : gas upngo?, 82-9920 

Summary of hydrologic data collected 
during 1975 in Dade County, Florida / 
, 82-10753 

Summary of hydrologic data collected 
during 1976 in Dade County, Florida / 
, 82-10779 

Williams Air Force Base air quality mon- 
itoring study /, 82-1671 


United States. Air Force. Air Force, 15th. 


Office of the Historian. 
The March Field story : 60th anniversa- 
ry, 1918-1978 /, 82-255 


United States. Air Force. Air Intelligence 


Group, 7602nd. 
Chinese-English automation and comput- 
er technology dictionary., 82-1551 


Page I-291 





U.S. Air Force. Deputy Chief of Staff, Research, Development and Acquisition. 


United States. Air Force. Deputy Chief of 
Staff, Research, Development and 
Acquisition. 

FY 1982 budget estimates aircraft and 
missile procurement statement of 
Lieutenant Genera! Kelly H. Burke, 
DCS/Research, Development & Ac- 
quisition, HQ, United States Air Force, 
presented to the 97th Congress 1981., 
82-306 


United States. Air Force. Directorate of 
Engineering and Services. 
Moisture detection in roofing by nondes- 
tructive means a state-of-the art 
survey /, 82-3086 


Productivity management : a guide for 
U.S. Air Force Base civil engineering., 
82-3300 


United States. Air Force. Judge Advocate 

General. 

Court-martial reports : holdings and deci- 
sions of the Courts of Military Review 
and United States Court of Military 
Appeals., 82-148 


United States. Air Force. Office of 
Aerospace Research. 
OV3-4 dose rate and proton spectral 
measurements in the inner Van Allen 
belt /, 82-1612 


United States. Air Force. Office of Scientific 
Research. 
Comparison of published measures of job 
satisfaction on a taxonomy of job re- 
wards /, 82-1565 


Effects of personal control, extrinsic re- 
wards, and competence on intrinsic 
motivation /, 82-3314 


United States. Air Force. Operational 
Squadron, 4444. 
Airborne performance measurement 
methodology application and validation 
: F-4 pop-up training evaluation /, 82- 
293 


United States. Air Force. Systems Command. 
Air Force Systems Command., 82-13223 


United States. Air Force. Systems Command. 
Office of Information. 


Air Force Systems Command., 82-13223 


United States. Air Force. Systems Command. 

Simulator System Program Office. 

Pilot performance in simulated aerial re- 
fueling as a function of tanker model 
complexity and visual display field-of- 
view /, 82-5156 


United States. Air Force Academy. 
Preparatory School. 
United States Air Force Academy Pre- 
paratory School catalog., 82-9923 


United States. Air Force Junior ROTC. 
Defense of the United States /, 
13222 


82- 


Page I-292 





| 


United States. Air Traffic Service. 
Air traffic control /, 82-2281 


Flight service station project profession- 
alism, 1978., 82-875 


Flight services., 82-14453 


Summary of Education and Public Af- 
fairs, Inc. report on Predicting success 
of applicants for positions as air traffic 
control specialists in the Air Traffic 
Service /, 82-2257 


United States. Air Traffic Service. Flight 
Services Division. 
Minimum enroute UFR altitudes over 
particular routes and _ intersections., 
82-14452 


United States. Airway Facilities Service. 
RCAG & BUEC : communication cover- 
age charts /, 82-11480 


United States. Alcohol, Drug Abuse, and 
Mental Health Administration. 
ADAMHA prevention policy and pro- 

grams, 1979-1982., 82-13888 


Employment related services in drug 
treatment programs., 82-560 


Mental health in deafness : a journal of 
Saint Elizabeths Hospital /, 82-5765 


Movements of organelles in living nerve 
fibers, 82-1523 


Proceedings of the National Hispanic 
Conference on Alcoholism, sponsored 
by the National Institute on Alcohol 
Abuse and Alcoholism, September 7- 
10, 1980, San Antonio, Texas., 82-561 


Techniques in job development 
placement for ex-addicts 
story /, 82-3660 


and 
: a success 


United States. Alcohol, Drug Abuse, and 
Mental Health Administration. Division of 
Prevention. 

ADAMHA prevention policy and pro- 
grams, 1979-1982., 82-13888 


United States. Alcohol, Drug Abuse, and 
Mental Health Administration. Office of 
Extramural Programs. 

Alcohol, drug abuse, mental health, re- 
search grant awards /, 82-1876 


United States. American Forces Information 

Service. 

It’s your move., 82-3143 
A Pocket guide to Egypt., 
A Pocket guide to Greece., 
A Pocket guide to Israel., 82-12908 
A Pocket guide to Italy., 82-12906 
A Pocket guide to NATO., 82-12911 
A pocket guide to Panama., 82-12904 


A Pocket guide to the Arabian Peninsu- 
la., 82-12903 


A Pocket guide to the Horn of Africa., 
82-12909 


82-12907 
82-12905 


Do not order from index; see indicated entry 





Author Index 


82-12910 


United States. Animal and Plant Health 
Inspection Service. 
Available information from the Animal 
and Plant Health Inspection Service., 
82-12661 


Final programmatic EIS, environmental 
impact statement : proposed coopera- 
tive gypsy moth suppression and regu- 
latory program activities, 82-12529 


Gypsy moth : a major pest of trees., 
4292 


The Horse Protection Act and you : for 
horse show managers and exhibitors., 
82-12660 


A pocket guide to Turkey., 


82- 


United States. Animal and Plant Health 
Inspection Service. Plant Protection and 
Quarantine Programs. 

The Mexican bean beetle : 
with parasites., 82-2754 


its control 


United States. Animal and Plant Health 
Inspection Service. Veterinary Services. 
Bovine tuberculosis eradication : uniform 

methods and rules effective January 2, 
1981., 82-12658 


Cattle owners : you can be losing money 
because of brucellosis, 82-12659 


United States. Architect of the Capitol. 
Annual report of the Architect of the 
Capitol for the period ..., 82-4087, 
82-11852 


Report to the Congress of the United 
States on the environmental impact 
evaluation of the master plan for future 
development of the Capitol grounds 
and related areas /, 82-11851 


Report to the Congress of the United 
States on the master plan for future 
development of the Capitol grounds 
and related areas /, 82-11850 


Semiannual report of the Architect of the 
Capitol for the period ... pursuant to 
section 105(b), Public Law 454, 
Eighty-eighth Congress., 82-928, 82- 
4024 


United States. Arms Control and 
Disarmament Agency. 


Documents on disarmament., 82-9142 


SALT II : glossary of terms /, 82-9141 

Transeaver specifications overall system 
design-task I : final report /, 82-12007 

TRANSEAVER/transport-by-sea- 
verification : phase 1 : system concep- 
tual design /, 82-12015 

U.S. Arms Control and Disarmament 
Agency ... annual report : message 
from the President of the United 
States, transmitting the Annual report 
of the U.S. Arms Control and Disarm- 
ament Agency, pursuant to section 50 





January — June 1982 


of the Arms Control and Disarmament 
Act as amended (75 stat. 639, 89 stat. 
760), 82-15110 


World military expenditures and arms 
transfers /, 82-12685 


United States. Army. 
Administrative and personnel systems 
management /, 82-4958 
Air defense artillery /, 82-4951 
Armor /, 82-160 
Atomic energy /, 82-3178 


Automated data systems management /, 
82-1453 


Aviation /, 82-4952 

Basic music., 82-9746 

Chemical /, 82-4962 

Community activities 
82-1452 

Comptroller /, 82-4960 


Counter-intelligence (CI)/human intelli- 
gence (HUMINT) /, 82-4956 


Engineer /, 82-4953 
Field artillery /, 82-1451 
Finance /, 82-4959 


Marine and terminal operations /, 82- 
4964 


Materiel/services management 
4966 


Missile materiel management /, 82-4961 


Munitions materiel management /, 82- 
4963 


Operations research systems analysis /, 
82-3177 


Personnel programs management /, 82- 
4957 


Procurement /, 82-4968 
Public affairs /, 82-3176 


Signals intelligence (SIGINT)/electronic 
warfare (EW) /, 82-3175 


Subsistence management /, 82-3179 


Tactical (combat support)/strategic intel- 
ligence /, 82-4955 


Training developments /, 82-4954 
Transportation management /, 82-4967 


Women and ROTC summer camp, 1975 / 
, 82-9756 


management /, 


ie 82- 


United States. Army. Corps of Engineers. 
Analyses of native water and dredged 
material from southern Louisiana wa- 
terways, 1975-76 /, 82-10743 


Analyses of native water, core material, 
and elutriate samples collected from 
the Atchafalaya River and Atchafalaya 
Bay /, 82-10752 


Analysis of steerability of tracked vehi- 
cles : theoretical predictions versus 
field measurements /, 82-5028 





Assessment of certain European dredging 
practices and dredged material contain- 
ment and reclamation methods /, 82- 
9795 


Benthic invertebrates, periphyton, and 
bottom material and their trace-metal 
concentrations in Salmon Creek basin, 
Clark County, Washington /, 82- 
10807 


The California coastline, the Sacramento- 
San Joaquin Delta /, 82-13178 


Coastal flood of February 7, 1978, in 
Maine, Massachusetts, and New Hamp- 
shire /, 82-5802 


Comparison between the strengths of un- 
disturbed and reconstituted sands from 
Niigata, Japan /, 82-5007 


Cyclic strength of undisturbed sands from 
Niigata, Japan /, 82-5008 


Dependent youth activity centers., 82- 
13126 


Development of a structural design pro- 
cedure for rigid airport pavements /, 
82-14456 


Digest of water resources polices and au- 
thorities., 82-9819 


Disposal alternatives for contaminated 
dredged material as a management tool 
to minimize adverse environmental ef- 
fects /, 82-9796 


Effect of shear stress on dynamic bulk 
modulus of sand /, 82-5011 


Effects of back-pressure saturation tech- 
niques on results of R triaxial compres- 
sion tests /, 82-9809 


Effects of first underlayer weight on the 
stability of stone-armored rubble- 
mound breakwater trunks subjected to 
nonbreaking waves with no overtop- 
ping : hydraulic model investigation /, 
82-5003 


Effects of the proposed Prosperity Reser- 
voir on ground water and water qual- 
ity in lower Center Creek basin, Mis- 
souri /, 82-585 


Engineering geology and geomorphology 
of streambank erosion. Report 1. Eel 
River Basin, California /, 82-9798 


Environmental baseline descriptions for 
use in the management of Fort Carson 
natural resources. Report 2. Water- 
quality, meteorologic, and hydrologic 
data collected with automated field sta- 
tions /, 82-13129 


Erosion control of scour during construc- 
tion. Report 1. Present design and con- 
struction practice /, 82-9803 


rosion control of scour during construc- 
tion. Report 3. Experimental meas- 
urements of refraction, diffraction, and 
current patterns near jetties /, 82-9804 


Do not order from index; see indicated entry 





U.S. Army. Corps of Engineers. 


Evaluation of a drop table for consolidat- 
ing 6-in.-diameter cylindrical concrete 
test specimens /, 82-5014 

Evaluation of drilled and grouted-in-place 
dowels for load transfer of Portland 
cement concrete, Tyndall Air Force 
Base, Florida /, 82-1456 

Evaluation of sample disturbance on soils 
using the concept of “reference strain” 
/, 82-163 

Fabric analysis of undisturbed sands from 
Niigata, Japan /, 82-5009 

Feasibility study of an earth melting pen- 
etrator system for geoprospecting 
tunnel right-of-ways /, 82-5012 

Field tests of plastic pipe for airport 
drainage systems /, 82-11554 


Floods in McKean County, Pa., 82-9826 


Floods of December 1978 in Kentucky /, 
82-10806 


Floods on Dorchester, Whitman, Queset, 
Black, Beaver, Poquanticut, Mulberry 
& Gowards Brooks, Easton, Massachu- 
setts., 82-9825 


Guidelines for designing, operating and 
managing dredged material contain- 
ment areas /, 82-4983 


Gyratory shear apparatus : design, testing 
procedures, and test results on un- 
drained sand /, 82-5010 


Hydrologic information for land-use plan- 
ning, Fairbanks vicinity, Alaska /, 82- 
10783 


Index to publications referenced in guide 
specifications for civil works and mili- 
tary construction., 82-13148 


Instrumentation observations from the U- 
frame lock of the Arkansas River Lock 
and Dam 5 /, 82-5026 


Investigation of beach sand trafficability 
enhancement using sand-grid confine- 
ment and membrane reinforcement 
concepts /, 82-166, 82-9799 


Investigation uf construction concepts for 
pavements across soft ground /, 82- 
5006 


Investigation of proprietary admixtures. 
Report 2. 1977-1978 tests /, 82-9794 


Liquefaction potential of dams and foun- 
dations. Report 5. Development of a 
constitutive relation for simulating the 
response of saturated cohesionless soil 
/, 82-9812 


Liquefaction potential of dams and foun- 
dations. Report 6. Laboratory strength 
of sands under static and cyclic load- 
ings /, 82-9813 

Liquefaction potential of dams and foun- 
dations. Report 7. Geotechnical earth- 
quake engineering, state of the art, 
1980 /, 82-9814 


Page I-293 





U.S. Army. Corps of Engineers. 


Lock design, bottom longitudinal filling | 


and emptying system /, 82-5024 

Low cost shore protection : a report on 
the Shoreline Erosion Control Demon- 
stration Program (Section 54 Program) 
/, 82-9792 


Maintenance and preservation of concrete 
structures /, 82-4981 


Methodology for design of fine-grained 
dredged material containment areas for 
solids retention /, 82-4982 


Monitoring water quality during pilot 
dredging in the Willamette and Cclum- 
bia rivers, Oregon /, 82-10772 


Overview for design of foundations on 
expansive soils /, 82-5017 


Planning of automated data acquisition 
and process control systems (ADACS) 
/, 82-5023 


The Port of New Orleans, Louisiana : 
mile 81 A.H.P. to mile 115 A.HLP., 
Mississippi River /, 82-13127 


The Ports of Hampton Roads, Va. : Nor- 
folk, Portsmouth, Hampton, Chesa- 
peake, Newport News, Yorktown /, 
82-4978 


Ports of Hawaii : Honolulu, Port Allen, 
Nawiliwili, Kahului, Kaunakakai, 
Kawaihae, Hilo /, 82-4980 


Practical riprap design /, 82-5019 


Precast concrete elements for structures 
in selected theaters of operations /, 
82-1455 


Predicting potential heave and heave 
with time in swelling foundation soils / 
, 82-9807 


Preimpoundment water quality of the 
Wild Rice River, Norman County, 
Minnesota /, 82-10722 


Productive land use of dredged material 
containment areas : planning and imple- 
mentation considerations /, 82-4985 

Pumping stations, field performance in- 
vestigation /, 82-5022 


Rainfall-runoff data for selected basins, 
Portland, Oregon, and Vancouver, 
Washington, 1973-77 /, 82-10763 


Rational design of tunnel supports : an 
interactive graphics based analysis of 
the support requirements of excava- 
tions in jointed rock masses /, 82-164 


Remote sensing applications guide., 82- 
13147 


Reservoir temperature stratification 
users manual : the Hydrologic Engi- 
neering Center generalized computer 
program, 723-X6-L2410., 82-3190 

Reservoirs and waterways : identification 
and assessment of environmental qual- 
ity problems and research program de- 
velopment /, 82-4986 


Page 1-294 








Small-stream flood investigations in Min- 
nesota, October 1958 to September 
1977 : with floods from selected larger 
drainage areas /, 82-10809 


Source areas of salinity and trends of salt 
loads in streamflow in the upper Colo- 
rado River, Texas /, 82-10837 


A spatially integrated numerical model of 
inlet hydraulics /, 82-13134 


State of the art of undisturbed sampling 
of cohesionless soils /, 82-5015 


Strength design of reinforced concrete 
hydraulic structures. Report 1. Prelimi- 
nary strength design criteria /, 82- 
9808 

Structural evaluation of open-graded 
bases for highway pavements /, 82- 
9810 


Summary of hydrologic data collected 
during 1975 in Dade County, Florida / 
, 82-10753 


Summary of hydrologic data collected 
during 1976 in Dade County, Florida / 
, 82-10779 


Traffic slope tests of military inventory 
items and their effectiveness in riverine 
egress tests /, 82-5018 


Treatment of contaminated dredged ma- 
terial /, 82-4984 


Tunnel design by rock mass classifica- 
tions /, 82-4989 


United States ports on Lake Erie 
Pa., Conneaut, 
Harbor, Lorain, 
Ohio /, 82-4979 


Upland habitat development’ with 
dredged material : engineering and 
plant propagation /, 82-9797 

Use of fabrics and other measures for re- 
tarding reflective cracking of asphaltic 
concrete overlays /, 82-14478 


Utilization of marginal construction mate- 
rials for LOC /, 82-167 


Visit to Japan to observe damage which 
occurred during the near Izu Oshima 
earthquakes, January 14 and 15, 1978 /, 
82-5016 


Water resources development by the U.S. 
Army Corps of Engineers ... Maine., 
82-176 


Water resources development by the U.S. 
Army Corps of Engineers .. New 
Hampshire., 82-178 

Water resources development in Wiscon- 
sin /, 82-182 

Wave information study for U.S. coast- 
lines. Report 1. Surface pressure field 
reconstruction for wave hindcasting 
purposes /, 82-13128 


: Erie, 
Ashtabula, Fairport 
Huron, Sandusky, 


Do not order from index; see indicated entry 





Author Index 


United States. Army. Corps of Engineers. 

Alaska District. 

Cross-section, velocity, and bedload data 
at two erosion sites on the Tanana 
River near Fairbanks, Alaska, 1979 /, 
82-3683 


Sediment transport in the Tanana River 
in the vicinity of Fairbanks, Alaska, 
1977-78 /, 82-13972 


United States. Army. Corps of Engineers. 
Albuquerque District. 
Flood plain information : Cucharas River 
& tributaries, Walsenburg, Colorado /, 
82-5051 


Flood plain information : Mimbres River 
& Florida Gap Draw, Deming, Luna 
County, New Mexico /, 82-5041 

Flood plain information : Pojoaque River 
& tributaries, Santa Fe County, New 
Mexico /, 82-5048 


Welcome to John Martin Reservoir, 
Colorado., 82-4971 


United States. Army. Corps of Engineers. 

Baltimore District. 

Bald Eagle Creek and Little Juniata 
River channel improvement project : 
hydraulic model investigation /, 82- 
5004 


A cultural resources reconnaissance for 
the Wicomico River (East) Federal 
Maintenance Dredging Project /, 82- 
4975 


United States. Army. Corps of Engineers. 
Buffalo District. 
Flood plain information report, Black 
River, New York : Deferiet Dam to 
Confluence Deer River /, 82-5034 


Headwater locations of U.S. streams tri- 
butary to the St. Lawrence River basin 
between western Ohio and eastern 
New York, excluding Lake Champlain 
basin /, 82-10791 


Midsummer fun : beach restoration on 
the lower Great Lakes /, 82-4972 


United States. Army. Corps of Engineers. 
Charleston District. 
Water resources development by the US 
Army Corps of Engineers, Charleston 
District., 82-180 


United States, Army. Corps of Engineers. 

Chicago District. 

Draft environmental impact statement, 
Racine Harbor, interim II : harbors be- 
tween Kenosha and Kewaunee, Wis- 
consin., 82-9835 


United States. Army. Corps of Engineers. 
Committee on Tidal Hydraulics. 
Evaluation of numerical storm surge 

models /, 82-3181 





January — June 1982 


United States. Army. Corps of Engineers. 

Detroit District. 

Diked disposal area Monroe Harbor at 
Sterling State Park, Monroe County, 
Michigan : letter report and draft envi- 
ronmental impact statement /, 82- 
5063 


Draft detailed project report on shore 
damages at Grand Marais Harbor, 
Michigan., 82-9789 


Final environmental impact statement : 


Belle River power plant, St. Clair 
County, Michigan /, 82-9834 


Final supplement to the operation & 
maintenance environmental impact 
statement for the federal facilities at 
Sault Ste. Marie, Michigan, addressing 
limited season extension of operation /, 
82-13176 


Maintenance dredging & dredged materi- 
al disposal facility at Harbor Beach, 
Huron County, Michigan : the Detroit 
Edison Co. permit application (process 
no. 792253C) /, 82-3191 


People helping people., 82-9791 


15 Mile Road/Edison Corridor sewer 
tunnel failure study, Detroit area, 
Michigan /, 82-4991 


United States. Army. Corps of Engineers. 
Directorate of Military Programs. 
Field cooling rates of asphalt concrete 
overlays at low temperatures /, 82- 
1467 


Seeking low ice adhesion /, 82-9815 


United States. Army. Corps of Engineers. 
Directorate of Military Programs. 
Engineering Division. 

Design guide for music and drama cen- 
ters, 82-13125 


United States. Army. Corps of Engineers. 
Fort Worth District. 
Expanded flood plain information study 
for the Rowlett Creek Basin, Texas., 
82-9820 


Flood plain information : Muskingum 
Draw, Odessa, Texas /, 82-5045 


Hydrologic data for urban studies in the 
Fort Worth, Texas metropolitan area /, 
82-10716 


United States. Army. Corps of Engineers. 
Galveston District. 
Common wetland plants of southeast 
Texas., 82-4977 


Flood plain information Mustang 
Bayou, Fort Bend County, Texas /, 
82-13150 


United States. Army. Corps of Engineers. 

Historical Division. 

Engineers of independence : a documen- 
tary history of the Army Engineers in 
the American Revolution, 1775-1783 /, 
82-5031 





U.S. Army. Corps of Engineers. Manhattan District. 


Explorer on the northern plains : Lieu- 
tenant Gouverneur K. Warren’s pre- 
liminary report of explorations in Ne- 
braska and Dakota, in the years 1855- 
°56-"57., 82-13149 


United States. Army. Corps of Engineers. 

Huntington District. 

Drainage areas of the Twelvepole Creek 
basin, West Virginia, Big Sandy River 
basin, West Virginia, Tug Fork basin, 
Virginia, Kentucky, West Virginia /, 
82-10801 


Navigation charts, Ohio River, Hunting- 


ton District, Foster, Kentucky, to New 
Martinsville, W. Va. /, 82-9836 


Selective withdrawal riser for Sutton 
Dam, West Virginia : hydraulic model 
investigation /, 82-1464 

Special flood hazard information report : 
Hunting Camp Creek & Wolf Creek, 
Bastian, Bland County, Virginia /, 82- 
1474 


Special flood hazard information report : 
Muskingum River and tributaries, Co- 
shocton County, Ohio /, 82-5044 


Special flood hazard information report : 
New River, Montgomery County and 
Pulaski County, Virginia /, 82-1476 


Special flood hazard information report : 
Reed Creek, Max Meadows to Wythe- 
ville, Wythe County, Virginia /, 82- 
3187 


Special flood hazard information report : 
Wolf Creek, Giles County, Virginia /, 
82-5038 


United States. Army. Corps of Engineers. 
Jacksonville District. 
Flood emergency evacuation, plan of 
study, Lee County, Florida /, 82- 
13153 


Flood hazard information : St. Thomas, 
U.S. Virgin Islands, Demarara 
(Frenchtown) /, 82-9823 


Mayport-Mill Cove model study. Report 
1. Hydraulic, salinity, and shoaling ver- 
ification : hydraulic model investigation 
/, 82-9801 


Mayport-Mill Cove model study. Report 
3. Mill Cove study : hydraulic model 
investigation /, 82-9802 

Model studies of the Portugues and 
Bucana Rivers channelization, Puerto 


Rico : hydraulic model investigation /, 
82-4992 


Outlet works for Cerrillos Dam, Cerrillos 
River, and Portugues Dam, Portugues 
River, Puerto Rico : hydraulic model 
investigation /, 82-1462 

San Juan National Historic Site, San 
Juan, Puerto Rico, design for preven- 
tion of wave-induced erosion : hydrau- 
lic model investigation /, 82-5000 


Do not order from index; see indicated entry 





United States. Army. Corps of Engineers. 
Kansas City District. 
Model study of Harry S. Truman Spill- 
way, Osage River, Missouri : hydraulic 
model investigation /, 82-5001 


United States. Army. Corps of Engineers. 
Little Rock District. 
Bull Shoals Lake, Arkansas and Missouri 
/, 82-187 


Flood plain information South and 


Archey Forks, Little Red River, Clin- 
ton, Arkansas /, 82-5035 


Guide to the McClellan-Kerr Arkansas 
River navigation system., 82-4976 


Norfork Lake, Arkansas and Missouri /, 
82-1478 


United States. Army. Corps of Engineers. 
Los Angeles District. 
Flood damage report : 28 February - 6 
March 1978 on the storm and floods in 
Maricopa County, Arizona., 82-9821 


Flood plain information : Verde River, 
vicinity of Bridgeport and Camp Verde 
and Wet Beaver Creek, vicinity of 
Lake Montezuma, Yavapai County, 
Arizona /, 82-5052 


Los Angeles and Long Beach Harbors 
model study /, 82-168 


Rock-lined transitions : hydraulic model 
investigation /, 82-5062 


United States. Army. Corps of Engineers. 
Louisville District. 
Flood plain information : Big Blue and 
Little Blue Rivers, Shelbyville, Indiana 
/, 82-9824 


Flood plain information : Ohio River, 
Meade and Breckinridge Counties, 
Kentucky, floodway appendix /, 82- 
5042 


Geophysical survey of cavernous areas, 
Patoka Dam, Indiana /, 82-9811 


Navigation conditions at Lock and Dam 
53, Ohio River, Kentucky and Illinois : 
hydraulic model investigation /, 82- 
4999 


United States. Army. Corps of Engineers. 
Lower Mississippi Valley Division. 
Susceptibility of dispersive clay at Gren- 
ada Dam, Mississippi to piping and 
rainfall erosion /, 82-4988 

Use of lime in levee restoration /, 82- 
4987 


United States. Army. Corps of Engineers. 

Manhattan District. 

A Background report for the Formerly 
Utilized Manhattan Engineer District/ 
Atomic Energy Commission Sites Pro- 
gram., 82-13259 


Page I-295 





U.S. Army. Corps of Engineers. Mobile District. 


United States. Army. Corps of Engineers, 

Mobile District. 

Mobile Bay model study. Report 2. Ef- 
fects of enlarged navigation channel on 
tides, currents, salinities, and dye dis- 
persion, Mobile Bay, Alabama : hy- 
draulic model investigation /, 82-9800 


Navigation conditions, Suck Bend Reach, 
Chattahoochee River, Alabama and 
Georgia : hydraulic model investiga- 
tion /, 82-4993 

Prototype filling and emptying system 
measurements, New Bankhead Lock, 
Black Warrior River, Alabama /, 82- 
3180 


Special flood hazard information report : 
Big Willis Creek, Collinsville to Gads- 
den, DeKalb and Etowah Counties, Al- 
abama /, 82-5037 


Typical Tennessee-Tombigbee canal sec- 
tion spillways, Spillways A and B : hy- 
draulic model investigation /, 82-171 


United States. Army. Corps of Engineers. 

Nashville District. 

Filling and emptying system for Bay 
Springs Lock, Tennessee-Tombigbee 
Waterway, Mississippi : hydraulic 
model investigation /, 82-170 


Floods on Stewart Creek and Harts 
Branch, Smyrna, Tennessee., 82-9827 


Lake Barkley /, 82-188 


Prototype gate vibration tests, Barkley 
Dam, Cumberland River, Kentucky /, 
82-4996 


United States. Army. Corps of Engineers. 
New England Division. 
Design for harbor entrance improve- 
ments, Wells Harbor, Maine : hydraulic 
model investigation /, 82-4995 


Flood plain information : Passumpsic and 
Stevens Rivers and South Peacham 
Brook, Barnet, Vermont /, 82-5033 

Flood plain information : White River 
and West Branch, Rochester, Vermont 
/, 82-5047 

Water resources development by the U.S. 


Army Corps of Engineers ... Maine., 
82-176 


Water resources development by the U.S. 
Army Corps of Engineers ... Massachu- 
setts., 82-177 


Water resources development by the U.S. 
Army Corps of Engineers .. New 
Hampshire., 82-178 

Water resources development by the U.S. 
Army Corps of Engineers ... Rhode 
Island., 82-179 

Water resources development by the U.S. 


Army Corps of Engineers ... Vermont., 
82-181 


Page I-296 





| 





United States. Army. Corps of Engineers. 


New Orleans District. 

Filling and emptying system, New Ship 
Lock, Mississippi River-Gulf Outlet, 
Louisiana : hydraulic model investiga- 
tion /, 82-1458 


Navigation conditions at John H. Over- 
ton Lock and Dam, Red River : hy- 
draulic model investigation /, 82-1461 


Navigation conditions in Alexandria 
Reach, Red River Navigation Project, 
Louisiana : hydraulic model investiga- 
tion /, 82-1460 


Old River overbank structure outlet 
modifications : hydraulic model investi- 
gation /, 82-5025 


Seabrook Lock Complex, Lake Pontchar- 
train, La. : design for wave protection 
at lock entrance : hydraulic model in- 
vestigation /, 82-5005 


Seabrook Lock Complex, Lake Pontchar- 
train, Louisiana : design for wave pro- 
tection at a temporary entrance during 
various phases of lock construction : 
hydraulic model investigation /, 82- 
9805 


United States. Army. Corps of Engineers. 


New York District. 

Fire Island inlet to Montauk Point, Long 
Island, New York : beach erosion con- 
trol & hurricane protection project : 
supplement no. 2 to general design 
memorandum no. 1, Moriches to Shin- 
necock Reach., 82-9787 


Flood plain information : Missisquoi and 
Rock Rivers, Swanton and Highgate, 
Vermont /, 82-9822 


Flood plain information : Missisquoi 


River - Black Creek, Tyler Branch, 
Sheldon, Vermont /, 82-5043 


United States. Army. Corps of Engineers. 


North Central Division. 
Water resources development in Wiscon- 
sin /, 82-182 


United States. Army. Corps of Engineers. 


North Pacific Division. Hydraulic 

Laboratory. 

Navigation lock for Lower Granite Dam, 
Snake River, Washington : hydraulic 
model investigations /, 82-5032 


Spillway modifications for Chief Joseph 
Dam, Columbia River, Washington : 
hydraulic model investigation /, 82- 
161 


United States. Army. Corps of Engineers. 


Omaha District. 

Entrainment of ichthyoplankton by irri- 
gation withdrawal systems /, 82-5912 

Flood plain information : Dry Creek, 
Boulder County-Weld County, Colora- 
do /, 82-1475 

Supplemental environmental statement : 
draft : Sun River flood protection pro- 


Do not order from index; see indicated entry 





Author Index 


ject, Great Falls, Montana /, 82- 
13177 


United States. Army. Corps of Engineers. 
Philadelphia District. 
Numerical simulation of tidal hydrodyna- 
mics, Great Egg Harbor and Corson 
Inlets, New Jersey /, 82-4994 


United States. Army. Corps of Engineers. 
Pittsburgh District. 
Special flood hazard information report : 
Short Creek, Jefferson County, Ohio /, 
82-5039 


Special flood hazard information report : 
Tygart River, Taylor County, West 
Virginia /, 82-5050 


United States. Army. Corps of Engineers. 
Portland District. 
Flood plain information : Squaw Creek, 
Sisters, Oregon /, 82-5049 


United States. Army. Corps of Engineers. 
Rock Island District. 
Documentation and analysis of Rock 
Island underseepage data /, 82-4990 


Final environmental impact statement of 
proposed issuance of a new source na- 
tional pollutant discharge elimination 
system permit and section 10 and sec- 
tion 404 permits to lowa Southern Util- 
ities Company, Ottumwa Generating 
Station /, 82-5274 


GREAT II : executive summary., 82- 
1454 


Outdoor recreation opportunities in the 
Rock Island District /, 82-9784 


Virden Creek pumping station and grav- 
ity-flow outlet structure, Waterloo, 
Iowa : hydraulic model investigation /, 
82-1466 


United States. Army. Corps of Engineers. 
Sacramento District. 
Birds of Success Lake /, 82-9785 


Flood hazard information : Animas River 
and Hermosa Creek, Hermosa, Colora- 
do /, 82-13151 


Flood hazard information : Clover Creek, 
Stillwater Creek, and Stillwater Creek 
tributaries, Loomis Corners, California 
/, 82-5040 


Flood hazard information : Sacramento 
River and Cottonwood and Battle 
Creeks, Cottonwood-Bend Area, Cali- 
fornia /, 82-3185 


Flood hazard information : Yampa River 
and tributaries, Craig, Colorado /, 82- 
5036 


Water safety /, 82-4974 
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United States. Army. Corps of Engineers. 
Sacramento District. Water Resources 
Planning Branch. Investigations Section A. 
Sacramento River aerial atlas : Collins- 

ville to Shasta Dam, California /, 82- 
9828 


United States. Army. Corps of Engineers. 

Saint Louis District. 

Kaskaskia River grade-control structure 
and navigation channel, Fayetteville, 
Illinois : hydraulic model investigation 
/, 82-9806 


Navigation conditions at Locks and Dam 
26, Mississippi River : hydraulic model 
investigation /, 82-1463 

Outlet structure for Meramec Lake, Mer- 
amec River, Missouri : hydraulic model 
investigation /, 82-169 


Single-valve prototype tests, main lock, 
Locks and Dam 26, Mississippi River, 
Alton, Illinois /, 82-5020 


United States. Army. Corps of Engineers. 

Saint Paul District. 

Modifications to filling and emptying 
system of Lock No. 1, Mississippi 
River, Minneapolis, Minnesota : hy- 
draulic model investigation /, 82-5002 

Navigation conditions at the upstream ap- 
proach to Lock and Dam No. 3, Mis- 
sissippi River : hydraulic model investi- 
gation /, 82-174 


Vortex problem at intake, Lower St. An- 
thony Falls Lock and Dam, Mississippi 
River, Minneapolis, Minnesota : hy- 
draulic model investigation /, 82-4997 


United States. Army. Corps of Engineers. 

San Francisco District. 

Final environmental statement : West 
Contra Costa sanitary landfill project 
regulatory permit application, Contra 
Costa County, California : application 
by Richmond Sanitary Service, Rich- 
mond, California., 82-13175 


United States. Army. Corps of Engineers. 

Savannah District. 

Savannah Harbor investigation and model 
study. Volume IV. Reanalysis of fresh- 
water control plan : numerical model 
study /, 82-13130 


United States. Army. Corps of Engineers. 

Seattle District. 

Floating breakwater wave-attenuation 
tests for East Bay Marina, Olympia 
Harbor, Washington : hydraulic model 
investigation /, 82-4998 


Spillway modifications for Chief Joseph 
Dam, Columbia River, Washington : 
hydraulic model investigation /, 82- 
161 





United States. Army. Corps of Engineers. 

South Atlantic Division. 

Water resources development by the US 
Army Corps of Engineers, Charleston 
District., 82-180 

Water resources development in Geor- 
gia., 82-175 


United States. Army. Corps of Engineers. 
Tulsa District. 
Conceptual design of the Truscott Brine 
solar pond system /, 82-13346 


Guide to the McClellan-Kerr Arkansas 
River navigation system., 82-4976 


Historical review : Bird Creek Basin from 
1800 /, 82-4969 


Lock approach canal surge and tow squat 
at Lock and Dam 17, Arkansas River 
Project : mathematical model investiga- 
tion /, 82-1465 


United States. Army. Corps of Engineers. 
Vicksburg District. 
Lake Chicot pumping plant outlet struc- 
ture, Arkansas : hydraulic model inves- 
tigation /, 82-173 


Lake Greeson, Little Missouri River, Ar- 
kansas /, 82-1477 


United States. Army. Corps of Engineers. 
Walla Walla District. 
Lower Monumental Lock & Dam, Lake 
Herbert G. West, Snake River, Wash- 
ington /, 82-4973 


McNary Lock & Dam, Lake Wallula : 
Columbia River, Oregon and Washing- 
ton., 82-9788 


Navigation lock for Lower Granite Dam, 
Snake River, Washington : hydraulic 
model investigations /, 82-5032 


United States. Army. Corps of Engineers. 
Wilmington District. 
Flood hazard information report, Crab- 
tree Creek, Raleigh, N.C. /, 82-3186 


South jetty stability study, Masonboro 
Inlet, North Carolina : hydraulic model 
investigation /, 82-5021 


United States. Army. Engineer District. 
Portland. 
Operations and maintenance of the Wil- 
lamette reservoir system., 82-3192 


United States. Army. Engineer District, 
Portland. 
Flood plain information : Little Des- 
chutes River, LaPine, Oregon /, 82- 
13152 


Numerical simulation of the Coos Bay- 
South Slough complex /, 82-1459 

Postflood report, November - December 
1977 floods in the Portland District, 


Oregon and Washington : Columbia 
River Basin, Willamette River Basin, 
Coastal Streams /, 82-5046 
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United States. Army. Institute for Water 
Resources. 
Preliminary inventory of hydropower re- 
sources /, 82-162 


United States. Army. Intellectual Property 
Division. 


Army patents., 82-9706 


United States. Army. Natick Research and 
Development Command. Food Engineering 
Laboratory. 

Result of the assay of radiation sterilized 
beef for induced radioactivity., 82- 
9839 


United States. Army. Office of the Judge 

Advocate General. 

Court-martial reports : holdings and deci- 
sions of the Courts of Military Review 
and United States Court of Military 
Appeals., 82-148 


United States. Army Aviation Research and 

Development Command. 

Aquila Remotely Piloted Vehicle System 
Technology Demonstrator (RPV-STD) 
program /, 82-13196 

A computerized balancing technique for 
supercritical helicopter shafting /, 82- 
204 

MM&T fiber-reinforced plastic helicopter 


tail rotor assembly (pultruded spar) /, 
82-3209 


United States. Army Electronics Command. 
Preliminary analysis of fall-of-shot from 
Project “PASS” /, 82-9841 


United States. Army Electronics Research 
and Development Command. 
Stratospheric composition balloon-borne 
experiment 23-26 September 1975 /, 
82-13179 


United States. Army Materiel Command. 
Experimental statistics /, 82-4611 


Sensor handbook for automatic test, mon- 
itoring, diagnostic, and control systems 
applications to military vehicles and 
machinery /, 82-12801 


United States. Army Materiel Development 
and Readiness Command. 
Bibliography on grouting /, 82-5013 
The sights and sounds of DARCOM, 
82-4935, 82-4936 


United States. Army Materiel Development 
and Readiness Command. Management 
Information Systems Directorate. 
Resources Division. 

Executive summary blueprint for 
DARCOM information processing in 
the 1980s : the architecture thrust., 
82-13034 
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U.S. Army Medical Research and Development Command. 


United States. Army Medical Research and 
Development Command. 
Guide for medical research contracts /, 
82-9838 


United States. Army Nurse Corps. 
Registered nurses, extend your scope of 
nursing — practice with the Army 
Nurse Corps., 82-9662 


United States. Atomic Energy Commission. 
A Background report for the Formerly 
Utilized Manhattan Engineer District/ 
Atomic Energy Commission Sites Pro- 
gram., 82-13259 


Physical properties of the chalcogenides 
of rare earth elements /, 82-9974 


United States. Atomic Energy Commission 

Directorate of Licensing. 

Final environmental statement related to 
operation of Three Mile Island Nuclear 
Station units 1 and 2, Metropolitan 
Edison Company, Pennsylvania Elec- 
tric Company, Jezsey Central Power 
and Light Company, docket nos. 50- 
289 and 50-320., 82-14720 


United States. Atomic Energy Commission. 
Division of Physical Research. 
Physical research program research 
contracts and statistical summary /, 
82-11853 


United States. Attorney-General. 

The attorney general’s asbsetos liability 
report to the Congress : pursuant to 
section 8(b) of the Asbestos School 
Hazard Detection and Control Act of 
1980 /, 82-2611 


United States. Attorney (Illinois : Northern 
District) 
Report for... /, 82-11011 


United States. Aviation Forecast Branch. 
Hourly airport activity profiles : 30 air- 
ports by user, 3 airports by user and 
equipment type : selected days in June, 

July, and August 1978 /, 82-14447 


United States. Board for International 
Broadcasting. 
Annual report /, 82-938 


United States. Board of Immigration 
Appeals. 
Administrative decisions under immigra- 
tion & nationality laws /, 82-14051 


United States. Board of Trustees of the 
Federal Old-age and Survivors Insurance 
and Disability Insurance Trust Funds. 
Annual report : communication from the 

Board of Trustees, Federal Old-age 
and Survivors Insurance and Disability 
Insurance Trust Fund transmitting the 
annual report of the Board, pursuant to 
section 201(c) of the Social Security 
Act /, 82-14630 
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Annual report of the Board of Trustees 
of the Federal Old-age and Survivors 
Insurance and Disability Insurance 
Trust Funds : communication from the 
Board of Trustees, Federal Old-age 
and Survivors Insurance and Disability 
Insurance Trust Fund transmitting the 
annual report of the Board, pursuant to 
section 201(c) of the Social Security 
Act, as amended., 82-14593 


United States. Board on Geographic Names. 
Gazetteer of undersea features : names 
approved by the United States Board 
on Geographic Names., 82-12915 


United States. Bonneville Power 

Administration. 

Building the world’s first wind farm : 
construction of the Mod-2 wind turbine 
generators at the Goodnoe Hills, 
Washington to provide a new source of 
renewable energy for the Pacific 
Northwest., 82-13474 


Energy management workbook for local 
governments : workbook 1, Electrical 
energy /, 82-1653 


Living and working around high-voltage 
power lines., 82-13473 


United States. Bureau of Alcohol, Tobacco, 
and Firearms. 
Alcohol, tobacco, and firearms summary 
Statistics, 82-3848 


ATF curios and relics list., 82-3847 


Operations by federally licensed firearms 
collectors., 82-3847 


United States. Bureau of Competition. 
Strategy, predation, and antitrust analysis 
/, 82-13698 


United States. Bureau of Competitive 
Assessment and Business Policy. 
Franchising in the economy., 82-9575 


United States. Bureau of Consular Affairs. 
Tips for travelers to the People’s Repub- 
lic of China /, 82-6199 


Your trip aboard /, 82-3810 


United States. Bureau of Consumer 
Protection. 
Do you speak “credit”? : when you sign 
a loan contract you may be agreeing to 
some strange things., 82-3500 


United States. Bureau of Domestic Business 
Development. 
Current industrial reports. M33-2, Alumi- 
num ingot and mill products /, 82- 
3071 


United States. Bureau of Domestic 
Commerce. 
Current industrial reports. M33-2, Alumi- 
num ingot and mill products /, 82- 
3071 
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Federal government sources on crimes 
against business., 82-4688 


Franchising in the economy., 82-9575 


United States. Bureau of Economic Analysis. 
The BEA long-term econometric model / 
82-12887 


Business statistics., 82-130 


United States. Bureau of Education for 

Handicapped. 

Common sense from Closer Look : a pro- 
ject of the Parents’ Campaign for 
Handicapped Children and Youth., 
82-10482 


United States. Bureau of Health Personnel 
Development & Service. Division of 
Health Services Scholarships. 
Characteristics of medical students in the 

National Health Service Corps 
(NHSC) scholarship program, 1973 
through 1980 : final report /, 82- 
10624 


United States. Bureau of Health Planning. 
Health planning : an annotated bibliogra- 
phy /, 82-1857 


Health planning and regulation : the New 
England experience /, 82-9081 


Health planning related to environmental 
factors : preliminary technical guide- 
lines /, 82-553 


Health planning reports abstracts., 
13851 


Health planning reports subject index., 
82-13852 


Health systems agencies, state health 
planning and development agencies, 
and statewide health coordinating 
councils., 82-13850 


Program policy notices of the Bureau of 
Health Planning., 82-13853 


82- 


United States. Bureau of Health Planning 
and Resources Development. Division of 
Facilities Development. 

Orientation to hospital operation : pro- 
grammed instruction for health profes- 
sionals., 82-10625 


United States. Bureau of Higher and 
Continuing Education. 
Selected list of postsecondary education 
opportunities for minorities and 
women., 82-13509 


United States. Bureau of Higher and 
Continuing Education. Division of 
Eligibility and Agency Evaluation. 
Education directory, colleges & universi- 

ties /, 82-5233 


United States. Bureau of Higher Education. 
Accredited postsecondary institutions and 
programs., 82-10036 
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United States. Bureau of Indian Affairs. 
A Computer program for simulating geo- 
hydrologic systems in three dimensions 
/, 82-10840 
Field inventory of mineral resources, 
Blackfeet Indian Reservation, Montana 
/, 82-13997 


Mathematical model of the Tesuque 
aquifer system underlying Pojoaque 
River basin and vicinity, New Mexico 
/, 82-1952 


Simulation of an aquifer test on the Tesu- 
que Pueblo Grant, New Mexico /, 
82-1951 


Soil survey of Charles Mix County, 
South Dakota., 82-12569 


Soil survey of Fort Apache Indian Reser- 
vation, Arizona, parts of Apache, Gila, 
and Navajo Counties., 82-4397 

Soil survey of Kootenai County area, 
Idaho., 82-4402 


Summary of water resources for the 
Campo, Cuyapaipe, La Posta, and 
Manzanita Indian Reservations and vi- 
cinity, San Diego County, California /, 
82-10747 


Water resources and geology of the Los 
Coyotes Indian Reservation and vicini- 
ty, San Diego County, California /, 
82-1949 


Water resources of the Barona, Capitan 
Grande, and Sycuan Indian Reserva- 
tions, San Diego County, California /, 
82-10736 


United States. Bureau of Indian Affairs. 
Aberdeen Area Office. 
1973 annual report, Aberdeen Area, 
Bureau of Indian Affairs, U.S. Depart- 
ment of Interior., 82-10892 


United States. Bureau of Indian Affairs. 
Aberdeen Area Office. Office of 
Educational Services. 

An Introduction to art & other ideas., 
82-3694 


United States. Bureau of Indian Affairs. 
Billings Area Office. 
Crow/Shell coal lease, Crow Indian Res- 
ervation, Montana : draft environmen- 
tal impact statement /, 82-1893 


United States. Bureau of Indian Affairs. 
Navajo Area Education Office. Division of 
Exceptional Programs. 

Special education handbook /, 82-10894 


United States. Bureau of Indian Affairs. 
Phoenix Area Office. 
Ak-Chin Water Supply Project : final en- 
vironmental impact statement., 82- 
13941 


Proposed recreational lease of Wildhorse 
Reservoir lands to Shoshone-Paiute 
Indian Tribes of the Duck Valley Res- 
ervation /, 82-571 





Tribal enrollment., 82-10893 


United States. Bureau of Indian Affairs. 
Special Operation Services. 
Firearms /, 82-13998 


United States. Bureau of Industrial 
Economics. 


Current industrial reports. M33-2, Alumi- 
num ingot and mill products /, 82- 
3071 


Franchising in the economy., 82-9575 


An introduction to the industrial analysis 
and productivity research of the 
Bureau of Industrial Economics /, 82- 
9574 


U.S. industrial outlook for 200 industries 
with projections for ..., 82-9576 


United States. Bureau of Industrial 
Economics. Office of Basic Industries. 
Marketing information report : waste 

newspapers in four South Atlantic 
States, 1980., 82-9573 


United States. Bureau of International 
Commerce. 
The Global 

3125 


Market research summary /, 82-9570, 
82-9571 


Market research summary : the market 
for scientific and industrial analytical 
instruments in Malaysia, May 29 - June 
2, 1978., 82-3126 


marketing program., 82- 


United States. Bureau of International Labor 
Affairs. 
Development cooperation programs /, 
82-11021 


Sweden., 82-14126 


United States. Bureau of International Labor 
Affairs. Office of Foreign Economic 
Research. 

A constant market share analysis of U.S. 
export growth /, 82-2042 


United States. Bureau of Justice Statistics. 
Capital punishment /, 82-11008 
Census of jails, 1978., 82-14071 


Characteristics of the parole population, 
1978., 82-5959 


Computer crime : expert witness manual., 
82-11006 

Computer crime : 
manual., 82-11005 

Crime against the elderly in 26 cities /, 
82-14072 

Criminal justice information policy : pri- 
vacy and the private employer /, 82- 
11004 

Criminal victimization in the United 
States /, 82-5961, 82-5962 


Criminal victimization of California resi- 
dents., 82-2003 
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U.S. Bureau of Labor Statistics. 


The design and costing of 911 systems : a 
technical manual /, 82-14070 


Issues in the measurement of victimiza- 
tion /, 82-5960 

Justice agencies in the United States : 
summary report 1980 /, 82-14069 

Prisoners in state and federal institutions 
on..., 82-11009 

Privacy and security of criminal history 
information : a guide to research and 
statistical use /, 82-11010 

Technical standards for machine-readable 
data supplied to the Bureau of Justice 
Statistics., 82-11007 

911 public education : 
guidelines /, 82-14572 


assessment and 


United States. Bureau of Labor Statistics. 
Accidents involving face injuries., 82- 
679 


Analysis of work stoppages /, 82-14091 

Area wage survey. Alaska /, 82-6050 

Area wage survey. Albany-Schenectady- 
Troy, New York, metropolitan area /, 
82-3751 


Area wage survey. Albuquerque, N. 
Mex. /, 82-5987 


Area wage survey. Anaheim-Santa Ana- 
Garden Grove, California metropolitan 
area /, 82-5972 


Area wage survey. Asheville, N.C. /, 
82-5988 


Area wage survey. Atlantic City, N.J. /, 
82-5989 


Area wage survey. Augusta, Ga.-S.C. /, 
82-5990 


Area wage survey. Battle Creek, Mich. /, 
82-11057 

Area wage survey. Biloxi-Gulfport and 
Pascagoula-Moss Point, Miss. /, 82- 
5991 


Area wage survey. Birmingham, Ala. /, 
82-5992 


Area wage survey. Brunswick, Ga. /, 
82-11058 

Area wage survey. Buffalo, New York, 
metropolitan area /, 82-5976 

Area wage survey. Charleston-North 


Charleston-Walterboro, S.C. /, 82- 
5994 


Area wage survey. Charlotte-Gastonia, 
N.C. /, 82-5993 


Area wage survey. Cheyenne, Wyo. /, 
82-5995 


Area wage survey. Clarksville-Hopkins- 
ville, Tenn.-Ky. /, 82-11059 


Area wage survey. Cleveland, Ohio, met- 
ropolitan area /, 82-676 


Area wage survey. Columbia-Sumter, 
S.C. /, 82-6022 
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U.S. Bureau of Labor Statistics. 


Area wage survey. Columbus, Ga.-Ala. /, 
82-6002 


Area wage survey. Columbus, Miss. /, 
82-5996 


Area wage survey. Columbus, Ohio, met- 
ropolitan area /, 82-5969 


Area wage survey. Connecticut /, 82- 
6051 


Area wage survey. Dallas-Fort Worth, 
Texas, metropolitan area /, 82-11032 


Area wage survey. Dayton, Ohio, metro- 
politan area /, 82-11028 


Area wage survey. Denver-Boulder, 
Colorado, metropolitan area /, 82- 
11030 


Area wage survey. Duluth-Superior, 
Minn.-Wis. /, 82-5997 


Area wage survey. E] Paso-Alamogordo- 
Las Cruces, Tex.-N. Mex. /, 82-5998 

Area wage survey. Eugene-Springfield, 
Medford, Oreg. /, 82-5999 

Area wage survey. Fayetteville, N.C. /, 
82-6000 

Area wage survey. Fort Wayne, Ind. /, 
82-6001 


Area wage survey. Gadsden and Annis- 
ton, Ala. /, 82-11060 


Area wage survey. Gainesville, Florida, 
metropolitan area /, 82-677 


Area wage survey. Gary-Hammond-East 
Chicago, Indiana, metropolitan area /, 
82-5974 


Area wage survey. Goldsboro, N.C. /, 
82-6003 


Area wage survey. Grand Island-Has- 
tings, Nebr. /, 82-11061 


Area wage survey. Greensboro-Winston- 
Salem-High Point, North Carolina, 
metropolitan area /, 82-675 

Area wage survey. Indianapolis, Indiana, 
metropolitan area /, 82-5971 

Area wage survey. Jacksonville, Florida, 
metropolitan area /, 82-11026 

Area wage survey. Knoxville, Tenn. /, 
82-6004 

Area wage survey. Lima, Ohic /, 82- 
6005 


Area wage survey. Lorain-Elyria, Ohio /, 
82-11062 


Area wage survey. Los Angeles-Long 
Beach, California, metropolitan area /, 
82-11029 


Area wage survey. Louisville, Kentucky- 
Indiana, metropolitan area /, 82-5975 

Area wage survey. Lower eastern shore, 
Md.-Va.-Del. /, 82-6052 

Area wage survey. Memphis, Tennessee- 


Arkansas-Mississippi, metropolitan area 
/, 82-5970 
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Area wage survey. Meridian, Miss. /, 
82-6006 


Area wage survey. Middlesex, Mon- 
mouth, and Ocean counties, N.J. /, 
82-6007 


Area wage survey. Mobile-Pensacola- 
Panama City, Ala.-Fla. /, 82-6008 


Area wage survey. Montana /, 82-6053 


Area wage survey. Montgomery, Ala. /, 
82-6009 

Area wage survey. Nashville-Davidson, 
Tenn. /, 82-6010 


Area wage survey. Nassau-Suffolk, New 
York, metropolitan area /, 82-14093, 
82-14094 


Area wage survey. New Bern-Jackson- 
ville, N.C. /, 82-11063 


Area wage survey. New Hampshire /, 
82-6054 


Area wage survey. New Orleans, Louisi- 
ana, metropolitan area /, 82-3748 


Area wage survey. North Dakota /, 82- 
6057 


Area wage survey. Northern New York 
/, 82-6055 


Area wage survey. Northwest Texas /, 
82-6056 


Area wage survey. Oklahoma City, Okla- 
homa, metropolitan area /, 82-674 


Area wage survey. Omaha, Nebraska- 
Iowa, metropolitan area /, 82-3753 


Area wage survey. Orlando, Fla. /, 82- 
6011 


Area wage survey. Oxnard-Simi Valley- 
Ventura, Calif. /, 82-6012 


Area wage survey. Peoria, Ill. /, 82- 
6013 


Area wage survey. Phoenix, Ariz. /, 82- 
6014 


Area wage survey. Raleigh-Durham, 
N.C. /, 82-6015 


Area wage survey. Saginaw, Michigan, 
metropolitan area /, 82-5973 


Area wage survey. Salt Lake City- 
Ogden, Utah, metropolitan area /, 82- 
5977 


Area wage survey. San Diego, California, 
metropolitan areca /, 82-11031 


Area wage survey. Santa Barbara-Santa 
Maria-Lompoc, Calif. /, 82-6016 


Area wage survey. Savannah, Ga. /, 82- 
6017 


Area wage survey. Selma, Ala. /, 82- 
6018 


Area wage survey. Shreveport, La. /, 
82-6019 


Area wage survey. South Dakota /, 82- 
6058 


Area wage survey. Springfield, Ill. /, 
82-6020 
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Area wage survey. Stockton, Calif. /, 
82-6021 


Area wage survey. Tacoma, Wash. /, 
82-6023 


Area wage survey. Tampa-St. Petersburg, 
Fla. /, 82-6024 


Area wage survey. Topeka, Kan. /, 82- 
6025 


Area wage survey. Trenton, New Jersey, 
metropolitan area /, 82-3752 


Area wage survey. Tucson-Douglas, 
Ariz. /, 82-11064 


Area wage survey. Tulsa, Okla. /, 82- 
6026 


Area wage survey. Upper Peninsula, 
Mich. /, 82-6027 


Area wage survey. Vallejo-Fairfield- 
Napa, Calif. /, 82-6028 


Area wage survey. Virgin Islands of the 
U.S. /, 82-6059 


Area wage survey. Waco and Killeen- 
Temple, Tex. /, 82-6029 


Area wage survey. Waterloo-Cedar Falls, 
Iowa /, 82-6030 


Area wage survey. West Virginia /, 82- 
6060 


Area wage survey. Yakima-Richland- 
Kennewick-Pendleton, Wash.-Oreg. /, 
82-6031 


Bargaining calendar /, 82-14092 


Child care and family benefits : policies 
of six industrialized countries /, 82- 
2010 


Collective bargaining in the bituminous 
coal industry., 82-14114 


Collective bargaining in the railroad in- 
dustry., 82-14115 


Current employment statistics state oper- 
ating manual., 82-14096 


Earnings and other characteristics of or- 
ganized workers /, 82-14089 


Evaluating your firm’s injury & illness 
record, 1979 : manufacturing indus- 
tries, 82-11055 


Geographic profile of employment and 
unemployment /, 82-680, 82-14090 


A guide to evaluating your firm’s injury 
and illness experience, 1975 : services 
industries., 82-14111 


Injuries related to servicing equipment /, 
82-2008 
Labor and material requirements for ele- 


mentary and secondary school con- 
struction., 82-3747 


Laundry and dry cleaning wage survey, 
Baltimore, Md. /, 82-6032 


Laundry and dry cleaning wage survey, 
Cleveland, Ohio /, 82-6033 
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Laundry and dry cleaning wage survey, 
Harrisburg-Lebanon, Pa. /, 82-11065 


Laundry and dry cleaning wage survey, 
New Hampshire /, 82-6034 


Laundry and dry cleaning wage survey, 
North Dakota /, 82-6035 


Laundry and dry cleaning wage survey, 
Providence-Warwick-Pawtucket, R.I.- 
Mass. /, 82-6036 


Laundry and dry cleaning wage survey, 
southeastern Massachusetts /, 82-6038 


Laundry and dry cleaning wage survey, 
southwest Virginia /, 82-6037 


Laundry and dry cleaning wage survey, 
Vermont /, 82-6039 


Major collective bargaining agreements : 
plant movement, interplant transfer, 
and relocation allowances., 82-671 


Moving and storage wage survey, Balti- 
more, Md. /, 82-6040 


Moving and storage wage survey, Biloxi- 
Gulfport and Pascagoula-Moss Point, 
Miss. /, 82-6041 


Moving and storage wage survey, 
Charleston-North Charleston-Walter- 
boro, S.C. /, 82-6042 


Moving and storage wage survey, Golds- 
boro, N.C. /, 82-11066 


Moving and storage wage survey, 
Mobile-Pensacola-Panama City, Ala.- 
Fla. /, 82-6043 

Moving and storage wage survey, New 
Hampshire /, 82-6044 

Moving and storage wage survey, North 
Dakota /, 82-6046 

Moving and storage wage survey, north- 
ern New York /, 82-6047 

Moving and storage wage survey, north- 
west Texas /, 82-6045 

Moving and storage wage survey, Provi- 
dence-Warwick-Pawtucket, R.I.-Mass. 
/, 82-6048 


Moving and storage wage survey, south- 
west Virginia /, 82-6049 


National survey of professional, adminis- | 
trative, technical, and clerical pay /, | 


82-673, 82-2007 


Occupational employment : agricultural 
chemicals industry, April 1971 /, 82- 
2029 


Occupational employment : bakery prod- 
ucts industry, May 1971 /, 82-5981 


Occupational employment : beverage in- 
dustries, May 1971 /, 82-5978 


Occupational employment : canning and 
preserving industry, June 1971 /, 82- 
2037 


Occupational employment : children’s ou- 
terwear industry, May 1971 /, 82- 
2019, 82-5979 








Occupational employment : coating, en- 
graving, and allied services industry, 
June 1971 /, 82-11049 


Occupational employment concrete, 
gypsum, and plaster products industry, 
April 1971 /, 82-2022 


Occupational employment : confectionary 
and related products industry, June 
1971 /, 82-11046 


Occupational employment converted 
paper and paperboard products indus- 
try, April 1971 /, 82-2023 


Occupational employment : costume jew- 
elry and notions industry, June 1971., 
82-14108 


Occupational employment : cutlery, hand 
tools, and hardware industry, June 
1971., 82-14109 


Occupational employment : drugs indus- 
try, June 1971 /, 82-2012 
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the Subcommittee on Commerce, 
Transportation, and Tourism of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
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enth Congress, first session, March 10 
and 25, 1981., 82-6805 


Consolidated Rail Corporation : hearings 
before the Subcommittee on Com- 
merce, Transportation, and Tourism of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-seventh Congress, first session, 
on Conrail commuter service in the 
Northeast, February 17, and March 18, 
1981, Conrail and a coal port facility, 
February 23, 1981, future of Conrail 
and rail service problems in the North- 
east and Midwest, March 19, and April 
2, 1981, commuter rail service cost dis- 
pute between Conrail and Septa, July 
13, 1981., 82-1050 


Hazardous Materials Transportation Act 
authorization, fiscal year 1982 : hearing 
before the Subcommittee on Com- 
merce, Transportation, and Tourism of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-seventh Congress, first session, 
March 12, 1981., 82-6814 


Local Rail Services Assistance Act au- 
thorization : hearing before the Sub- 
committee on Commerce, Transporta- 
tion, and Tourism of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, March 17, 1981., 82-1052 


National tourism programs and policies : 
hearing before the Subcommittee on 
Commerce, Transportation, and Tour- 
ism of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 1311 and S. 304 ... February 
18, 1981., 82-6811 


National Transportation Safety Board au- 
thorization, fiscal year 1982 : hearing 
before the Subcommittee on Com- 
merce, Transportation, and Tourism of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-seventh Congress, first session, 
February 25, 1981., 82-4223 


Northeast rail transportation policy 
hearings before the Subcommittee on 
Commerce, Transportation, and Tour- 
ism of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
on learning more about the administra- 
tion’s transportation policy and to de- 
termine the impact of that policy on 
rail passenger service in the Northeast, 
March 5 and April 30, 1981., 82-1054 

Ocean-based incineration of hazardous 
wastes : hearing before the Subcommit- 
tee on Commerce, Transportation, and 
Tourism of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on options to disposing of 





wastes that have been accumulated by 
the United States, February 11, 1981., 
82-6812 


Reauthorization of the Noise Control Act 
of 1972 : hearing before the Subcom- 
mittee on Commerce, Transportation, 
and Tourism of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, February 24, 1981., 82- 
6813 


Sales Representatives Protection Act of 
1981 : hearing before the Subcommittee 
on Commerce, Transportation, and 
Tourism of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, (first 
session, on H.R. 3496 ... June 23, 1981., 
82-1051 


Superfund oversight : hearings before the 
Subcommittee on Commerce, Trans- 
portation, and Tourism of the Commit- 
tee on Energy and Commerce, House 
of Representatives, Ninety-seventh 
Congress, first session, on oversight of 
the Comprehensive Environmental Re- 
sponse Compensation and Liability Act 
of 1980, February 19, 26, and July 29, 
1981., 82-15086 


United States Railway Association au- 
thorization, fiscal year 1982 : hearing 
before the Subcommittee on Com- 
merce, Transportation, and Tourism of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-seventh Congress, first session, 
February 25, 1981., 82-12145 


United States. Congress. House. Committee 


on Energy and Commerce. Subcommittee 
on Energy Conservation and Power. 


Economic growth through energy effi- | 


ciency : hearing before the Subcommit- 
tee on Energy Conservation and 
Power of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on a study entitled “Building a 
sustainable future” by the Solar Energy 
Research Institute, May 20, 1981., 82- 
6815 


Energy and the elderly : sourcebook /, 
82-2620 


Energy block grants : hearing before the 
Subcommittee on Energy Conservation 
and Power of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, on consolidating existing 
state energy conservation program into 
state and local government grants, May 
28, 1981., 82-6816 


Energy conservation in transportation : 
hearing before the Subcommittee on 
Energy Conservation and Power of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
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enth Congress, first session, June 24, 
1981., 82-12155 


Energy efficiency labels for buildings : 
hearing before the Subcommittee on 
Energy Conservation and Power of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 21, 
1981., 82-12153 


Extended daylight saving time : hearing 
before the Subcommittee on Energy 
Conservation and Power of the Com- 
mittee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session on H.R. 
3951 ... June 23, 1981., 82-12150 


Fuel Use Act Amendments : hearing 
before the Subcommittee on Energy 
Conservation and Power of the Com- 
mittee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H.R. 
1765 ... June 2, 1981., 82-4224 


Helium-Energy Act of 1981 : hearing 
before the Subcommittee on Energy 
Conservation and Power of the Com- 
mittee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session on H.R. 
3877, June 18, 1981., 82-12147 


NRC authorization for fiscal years 1982- 
83 : hearing before the Subcommittee 
on Energy Conservation and Power of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-seventh Congress, first session, 
on budget requests of the Nuclear Reg- 
ulatory Commission for fiscal years 
1982 and 1983, March 30, 1981., 82- 
4222 


Nuclear waste management hearing 
before the Subcommittee on Energy 
Conservation and Power of the Com- 
mittee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, June 16, 
1981., 82-12152 


Production v. conservation in the utility 
industry : hearing before the Subcom- 
mittee on Energy Conservation and 
Power of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, April 3, 1981., 82-6808 


Utility financing : hearing before the Sub- 
committee on Energy Conservation 
and Power of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, on the finanical condition 
of utilities and their future in the 
1980's, April 6, 1981., 82-6807 


Page 1-327 





U.S. Congress. House. Committee on Energy and Commerce. Subcommittee on Fossil 


United States. Congress. House. Committee 
on Energy and Commerce. Subcommittee 
on Fossil and Synthetic Fuels. 

Effects of oil decontrol : hearing before 
the Subcommittee on Fossil and Syn- 
thetic Fuels of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, on the effects on the econ- 
omy of President Reagan’s elimination 
of price and allocation controls on 
crude oil and petroleum products, Feb- 
ruary 18, 1981., 82-15088 


Fossil and synthetic fuels miscellaneous : 
hearings before the Subcommittee on 
Fossil and Synthetic Fuels of the Com- 
mittee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session ...., 82- 
2625 


United States. Congress. House. Committee 
on Energy and Commerce. Subcommittee 
on Health and the Environment. 

Increase in hospital costs and the effect 
of the voluntary effort : hearing before 
the Subcommittee on Health and the 
Environment of the Committee Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, December 15, 1981., 82-12157 


Medicaid cutbacks on infant care : hear- 
ing before the Subcommittee on Over- 
sight and Investigations, and the Sub- 
committee on Health and the Environ- 
ment of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
July 27, 1981., 82-12156 


National Cancer Institute’s therapy pro- 


gram : joint hearing before the Sub- 
committee on Health and the Environ- 
ment of the Committee on Energy and 
Commerce, House of Representatives, 
and the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Science and Technology, Ninety- 
seventh Congress, first session, October 
27, 1981., 82-15089 


Report on the future of health planning /, 
82-6801 


United States. Congress. House. Committee 
on Energy and Commerce. Subcommittee 
on Oversight and Investigations 
Alcohol fuel loan guarantee program : 

hearing before the Subco mmitte on 
Oversight and Investigations of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, February 
6, 1981., 82-6881 


The Changing distribution of industrial 
profits : the oil and gas industry within 
the Fortune 500, 1978-80 : staff report 
/, 82-2623 

Cigarette advertising and the HHS anti- 
smoking campaign : hearing before the 
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Subcommittee on Oversight and Inves- 
tigations of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 25, 1981., 82-12154 


Competition in the drug industry : hear- 
ing before the Subcommittee on Over- 
sight and Investigations of the Commit- 
tee on Energy and Commerce, House 
of Representatives, Ninety-seventh 
Congress, first session, March 10, 
1981., 82-6806 


Contempt of Congress : hearings before 
the Subcommittee on Oversight and In- 


vestigations and the Committee on | 
Energy and Commerce, House of Rep- | 
resentatives, Ninety-seventh Congress, 


on the congressional proceedings 
against Interior Secretary James G. 
Watt for withholding subpenaed docu- 
ments and for failure to answer ques- 
tions relating to reciprocity under the 
Mineral Lands Leasing Act, October 
14, November 13, 19, 1981, February 9, 
25, and March 16, 1982., 82-15096 


Control of waste, and abuse at the De- 
partment of Health and Human Serv- 
ices : hearing before the Subcommittee 
on Oversight and Investigation of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, April 17, 
1981., 82-2627 


DOE enforcement rif’s and budget reduc- 
tions : hearings before the Subcommit- 
tee on Oversight and Investigations of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-seventh Congress, first session, 
March 12, April 2 and 3, 1981., 82- 
12144 


Domestic use of infant formula : hearing 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, June 17, 1981., 82-15087 

Executive privilege : legal opinions re- 
garding claim of President Ronald 
Regan in response to a subpoena issued 
to James G. Watt, secretary of the inte- 
rior /, 82-6802 


FCC regulation of common carriers : 
hearing before the Subcommittee on 
Telecc ications, Consumer Pro- 
tection, and Finance, and the Subcom- 
mittee on Oversight and Investigations 
of the Committee on Energy and Com- 
merce, House Representatives, Ninety- 
seventh Congress, first session, Septem- 
ber 24, 1981., 82-15092 


FDA mismanagement : regulation of soft 
contact lenses : hearings before the 
Subcommittee on Oversight and Inves- 
tigations of the Committee on Energy 
and Commerce, House of Representa- 
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tives, Ninety-seventh Congress, first 
session, May 29 and June 2, 1981., 82- 
1053 


FTC oversight : the JS&A case : hearing 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, on oversight of the Feder- 
al Trade Commission investigations of 
alleged violations of the mail order rule 
by the Joseph Sugarman and Associa- 
ties Group, Inc., September 18, 1981., 
82-2628 


FTC oversight : the JS&A case : report 
on oversight of the Federal Trade 
Commission investigation of alleged 
violations of the mail order rule by the 
Joseph Sugarman and _ Associates 
Group, Inc. /, 82-6803 


Hazardous waste matters : a case study of 
landfill sites : hearing before the Sub- 
committee on Oversight and Investiga- 
tions of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
June 9, 1981., 82-6810 


Impact of Canadian investment and 
energy policies on U.S. commerce : 
hearings before the Subcommittee on 
Oversight and Investigations and the 
Subcommittee on Telecommunications, 
Consumer Protection, and Finance of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-seventh Congress, first session, 
June 19, July 9, and August 6, 1981., 
82-6809 


Medicaid cutbacks on infant care : hear- 
ing before the Subcommittee on Over- 
sight and Investigations, and the Sub- 
committee on Health and the Environ- 
ment of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
July 27, 1981., 82-12156 


Organized crime links to the waste dis- 
posal industry : hearing before the Sub- 
committee on Oversight and Investiga- 
tions of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
May 28, 1981., 82-6804 


Role of OMB in regulation : hearing 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, June 18, 1981., 82-15085 


Selected economic effects of the January 
1981 decontrol of domestic crude oil 
prices : an input-output analysis /, 82- 
1049 





January — June 1982 


Access to capital by small business : hear- 
ing before the Subcommittee on Tele- 
communications, Consumer Protection, 
and Finance of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Con; 
first session, July 17, 1981., 82-12146 


Broadcast reform proposals : hearing 
before the Subcommittee on Telecom- 
munications, Consumer Protection, and 
Finance of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on H.R. 4726 ... H.R. 4780 ... 
H.R. 4781 ... December 9, 1981., 82- 
15090 


Communications Technical Amendments 
Act of 1981 : hearing before the Sub- 
committee on Telecc ications, 
Consumer Protection, and Finance of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 5008 ... November 19, 1981., 
82-15093 


Diversity of information : hearings before 
the Subcommittee on Telecommunica- 
tions, Consumer Protection, and Fi- 
nance of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
September 15, and 23, 1981., 82-12148 


FCC and NTIA authorization for 1981 : 
hearing before the Subcommittee on 
Telecc ications, Consumer Pro- 
tection, and Finance of the Committee 
on Energy and Commerce, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 3240 ... 
H.R. 1891 ... H.R. 3239 ... H.R. 1801 ... 
April 30, 1981., 82-2629 


FCC regulation of common carriers : 
hearing before the Subcommittee on 
Telecc ications, Consumer Pro- 
tection, and Finance, and the Subcom- 
mittee on Oversight and Investigations 
of the Committee on Energy and Com- 
merce, House Representatives, Ninety- 
seventh Congress, first session, Septem- 
ber 24, 1981., 82-15092 


Impact of Canadian investment and 
energy policies on U.S. commerce : 
hearings before the Subcommittee on 
Oversight and Investigations and the 
Subcommittee on Telecc ications, 
Consumer Protection, and Finance of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-seventh Congress, first session, 
June 19, July 9, and August 6, 1981., 
82-6809 


Motor vehicle safety issues : hearings 
before the Subcommittee on Telecom- 

















U.S. Congress. House. Committee on Foreign Affairs. 


munications, Consumer Protection, and 
Finance of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on registration of tires and 
public notice of defective tire recall— 
H.R. 1508, June 4, 1981 : status of 
NHTSA’s regulatory review, July 29, 
1981., 82-12149 

Satellite communications/direct broadcast 
satellites : hearing before the Subcom- 
mittee on Telecc ications, Con- 
sumer Protection, and Finance of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, December 
15, 1981., 82-15094 

The securities industry : economic impli- 
cations for the future : hearings before 
the Subcommittee on Telecommunica- 
tions, Consumer Protection, and Fi- 
nance of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
June 17 and 18, 1981., 82-2626 


Social/behavioral effects of violence on 
television : hearing before the Subcom- 
mittee on Telecc ications, Con- 
sumer Protection, and Finance of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, October 
21, 1981., 82-15095 


Status of competition and deregulation in 
the telecc ications industry : hear- 
ings before the Subcommittee on Tele- 
communications, Consumer Protection, 
and Finance of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, May 20, 27, and 28, 1981., 
82-2624 


Telecc and information 
products and services in international 
trade : hearings before the Subcommit- 
tee on Telecc ications, Consumer 
Protection, and Finance of the Com- 
mittee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, April 29, 
and July 22, 1981., 82-6817 


Telecc ications in transition : the 
status of competition in the telecommu- 
nications industry : a report /, 82- 
2622 


Telecc ications miscellaneous : hear- 
ings before the Subcommittee on Tele- 
communications, Consumer Protection, 
and Finance of the Commitee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session ...., 82-15084 

Unauthorized reception on subscription 
television : hearing before the Subcom- 
mittee on Telecc ications, Con- 
sumer Protection, and Finance of the 











ications 
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Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H.R. 
4717 ... November 17, 1981., 82-15091 


User needs and concerns in telecommuni- 
cations marketplace : hearings before 
the Subcommittee on Telecommunica- 
tions, Consumer Protection, and Fi- 
nance of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
June 23, 24, August 18, 19, and Sep- 
tember 11, 1981., 82-15083 


United States. Congress. House. Committee 
on Foreign Affairs. 

Agreement for cooperation between the 
United States and Indonesia concerning 
peaceful uses of nuclear energy : mes- 
sage from the president of the United 
States transmitting the text of the pro- 
posed agreement between the United 
States and Indonesia concerning peace- 
ful uses of nuclear energy with accom- 
panying agreed minute, pursuant to 
section 123d, of the Atomic Energy 
Act of 1954 as amended., 82-14595 


Amendments to the Foreign Assistance 
Act of 1961 : nuclear prohibitions and 
certain human rights matters : hearings 
and markup before the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session on H.R. 5015, H. Res. 286, No- 
vember 20 and December 8, 1981., 
82-15113 


Committee on Foreign Affairs administra- 
tive procedures., 82-4233 


Congress and foreign policy., 82-15112 


Country reports on human rights prac- 
tices : report submitted to the Commit- 
tee on Foreign Relations, U.S. Senate 
and Committee on Foreign Affairs, 
U.S. House of Representatives by the 
Department of State in accordance 
with sections 116(d) and 502B(b) of the 
Foreign Assistance Act of 1961, as 
amended., 82-15114, 82-15121 


Human rights—Ukraine and the Soviet 
Union : hearing and markup before the 
Committee on Foreign Affairs and its 
Subcommittee on Human Rights and 
International Organizations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H. Con. Res. 
111, H. Res. 152, H. Res. 193, July 28, 
July 30, and September 17, 1981., 82- 
12158 


International agreements : communication 
from the president of the United States 
transmitting a report on international 
agreements transmitted to Congress 
after the expiration of the sixty-day 
period specified by law, pursuant to 1 
U.S.C. 112b(b)., 82-14641 
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Legislation on foreign relations through 
«4, 82-15123 


List of contents of bound volumes /, 82- 
15115 


Multinational force and observers partici- 
pation resolution : report of the Com- 
mittee on Foreign Affairs together 
with additional views (including cost 
estimate of the Congressional Budget 
Office) on H.J. Res. 349 ....,  82-11813 

Progress in Cyprus negotations : commu- 
nication from the president of the 
United States transmitting a report on 
progress toward the conclusion of a ne- 
gotiated solution of the Cyprus prob- 
lem pursuant to section 620(c) of the 
Foreign Assistance Act of 1961, as 
amended., 82-14604 


Proposed U.S. assistance and arms trans- 
fer to Pakistan : an assessment : report 
of a staff study mission to Pakistan and 
India, September 30-October 17, 1981 
to the Committee on Foreign Affairs, 
U.S. House of Representatives., 82- 
12166 


Reduction of export credit subsidies in 
world trade : report (to accompany H. 
Con. Res. 95 ... referred jointly to the 
Committee on Banking, Finance, and 
Urban Affairs, the Committee on For- 
eign Affairs, and the Committee on 
Ways and Means) (including cost esti- 
mate of the Congressional Budget 
Office)., 82-6576 


Report on the nonaligned countries’ com- 
munique of September 1981 : communi- 
cation from the president of the United 
States transmitting a report listing the 
countries which have disassociated 
themselves from the nonaligned coun- 
tries’ communique of September 1981, 
and their methods of disassociation, 
pursuant to the section 720(b) of Public 
Law 97-113., 82-14635 


Review of U.S. foreign policy : hearings 
before the Committee on Foreign Af- 
fairs, House of Representatives, Ninety- 
seventh Congress, first session, Novem- 
ber 12, 1981., 82-12168 


Rules of the Committee on Foreign Af- 
fairs, House of Representatives., 82- 
6828 


U.N. third Conference on the Law of the 
Sea (resumed 10th session) : Geneva, 
Switzerland, August 3-28, 1981 : report 
submitted to the Committee on Foreign 
Affairs, U.S. House of Representatives., 
82-2645 


U.S. Arms Control and Disarmament 
Agency .. annual report : message 
from the President of the United 
States, transmitting the Annual report 
of the U.S. Arms Control and Disarm- 
ament Agency, pursuant to section 50 
of the Arms Control and Disarmament 


Page I-330 





Act as amended (75 stat. 639, 89 stat. 
760), 82-15110 


U.S. policy options in El Salvador : hear- 
ing and markup before the Committee 
on Foreign Affairs and its Subcommit- 
tee on Inter-American Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session on H. Con. Res. 
197, H. Con. Res. 212, September 24, 
November 5, and 19, 1981., 82-12167 


U.S. relations with the Pacific area : 
report of a study mission to Fiji, New 
Zealand, Australia, Singapore, Thai- 
land, Hong Kong, and Taiwan, August 
6-24, 1981 /, 82-2643 


United States-Australia agreement on 
peaceful uses of nuclear energy : mes- 
sage from the president of the United 
States transmitting the text of the pro- 
posed agreement between the United 
States and Australia concerning peace- 
ful uses of nuclear energy, pursuant to 
section 123d. of the Atomic Energy 
Act of 1954, as amended (92 Stat. 
144)., 82-11727 


United States-Bangladesh agreement of 
peaceful uses of nuclear energy : mes- 
sage from the president of the United 
States transmitting the text of the pro- 
posed agreement for cooperation be- 
tween the United States of America 
and the People’s Republic of Bangla- 
desh concerning peaceful uses of nucle- 
ar energy, pursuant to section 123d. of 
the Atomic Energy Act of 1954, as 
amended., 82-11802 


Views and estimates of the Committee on 
Foreign Affairs on the budget for fiscal 
year... /, 82-15111 


United States. Congress. House. Committee 
on Foreign Affairs. Subcommittee on 
Africa. 

Political and economic situation in 
Zaire—fall 1981 : hearing before the 
Subcommittee on Africa of the Com- 
mittee on Foreign Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, September 15, 1981., 
82-12170 


U.S. policy toward Namibia : spring 1981 
: hearing before the Subcommittee on 
Africa of the Committee on Foreign 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
June 17, 1981., 82-4234 


United States. Congress. House. Committee 
on Foreign Affairs. Subcommittee on 
Asian and Pacific Affairs. 

The new era in East Asia : hearings 
before the Subcommittee on Asian and 
Pacific Affairs of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, May 19, 20, 28, June 3, 10, and 
July 16, 1981., 82-2640 
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Prisoners of war/missing in action : over- 
sight : hearing before the Subcommit- 
tee on Asian and Pacific Affairs of the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session ...., 82-2644 


Taiwan agents in America and the death 
of Prof. Wen-chen Chen : hearings 
before the Subcommittees on Asian and 
Pacific Affairs and on Human Rights 
and International Organizations of the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session, July 30 and Oc- 
tober 6, 1981., 82-15117 


U.S. policy toward the Philippines : hear- 
ing before the Subcommittees on Asian 
and Pacific Affairs, and on Human 
Rights and International Organizations 
of the Committee on Foreign Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, November 
18, 1981., 82-15118 


United States, Congress. House. Committee 
on Foreign Affairs. Subcommittee on 
Europe and the Middle East. 

Israeli attack on Iraqi nuclear facilities : 
hearings before the Subcommittees on 
International Security and Scientific 
Affairs, on Europe and the Middle 
East and on International Economic 
Policy and Trade of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 17 and 25, 1981., 82- 
2642 


Proclaiming Raoul Wallenberg to be an 
honorary citizen of the United States : 
hearing and markup before the Com- 
mittee on Foreign Affairs and its Sub- 
committees on Europe and the Middle 
East and on Human Rights and Inter- 
national Organizations of the House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.J. Res. 220, 
June 4 and 9, 1981., 82-2648 


Proposed sale of airborne warning and 
control systems (AWACS) and F-15 
enhancements to Saudi Arabia : hear- 
ings and markup before the Committee 
on Foreign Affairs and its Subcommit- 
tees on International Security and Sci- 
entific Affairs and on Europe and the 
Middle East, House of Representatives, 
Ninety-seventh Congress, first session, 
on H. Con. Res. 194, September 28, 
October 1, 6, and 7, 1981., 82-15109 


Proposed United States-Egyptian agree- 
ment for peaceful nuclear cooperation : 
hearing and markup before the Com- 
mittee on Foreign Affairs, House of 
Representatives and its Subcommittees 
on International Security and Scientific 
Affairs, on Europe and the Middle 
East, and on International Economic 
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Policy and Trade, Ninety-seventh Con- 
gress, first session on H. Con. Res. 176, 
September 10 and 17, 1981., 82-6827 


United States. Congress. House. Committee 
on Foreign Affairs. Subcommittee on 
Human Rights and International 
Organizations. 

Calling for the establishment of a special 
committee on advisory opinions from 
the International Court of Justice : 
hearing before the Subcommittee on 
Human Rights and International Orga- 
nizations of the Committee on Foreign 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
September 24, 1981., 82-15116 


Human rights—Ukraine and the Soviet 
Union : hearing and markup before the 
Committee on Foreign Affairs and its 
Subcommittee on Human Rights and 
International Organizations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H. Con. Res. 
111, H. Res. 152, H. Res. 193, July 28, 
July 30, and September 17, 1981., 82- 
12158 


Human rights in Guatemala : hearing 
before the Subcommittees on Human 
Rights and on International Organiza- 
tions and Inter-American Affairs of the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session, July 30, 1981., 
82-1059 


Implementation of the World Health Or- 
ganization (WHO) code on infant for- 
mula marketing practices : hearings 
before the Subcommittees on Interna- 
tional Economic Policy and Trade, and 
on Human Rights and International Or- 
ganizations of the Committee on For- 
eign Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
June 16 and 17, 1981., 82-15119 


Proclaiming Raoul Wallenberg to be an 
honorary citizen of the United States : 
hearing and markup before the Com- 
mittee on Foreign Affairs and its Sub- 
committees on Europe and the Middle 
East and on Human Rights and Inter- 
national Organizations of the House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.J. Res. 220, 
June 4 and 9, 1981., 82-2648 


Proposed transfer of arms to Uruguay : 
hearing before the Subcommittees on 
International Security and Scientific 
Affairs, on Human Rights and Interna- 
tional Organizations and on _ Inter- 
American Affairs of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, September 15, 1981., 82-2647 


Review of the 33d International Whaling | 


Commission meeting : hearing before 
the Subcommittee on Human Rights 











and International Organizations of the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session, September 22, 
1981., 82-6829 


Review of U.S. participation in 
UNESCO hearings and markup 
before the Subcommittee on Interna- 
tional Operations, and on Human 
Rights and International Organizations 
of the Committee on Foreign Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H. Res. 
142, March 10, July 9, and 16, 1981., 
82-12169 


Soviet violation of Helsinki final act : in- 
vasion of Afghanistan : hearing before 
the Subcommittee on Human Rights 
and International Organizations of the 
Committee on Foreign Affairs, House 
of Representatives and the Commission 
on Security and Cooperation in 
Europe, Ninety-seventh Congress, first 
session, July 22, 1981., 82-2646 


Taiwan agents in America and the death 
of Prof. Wen-chen Chen : hearings 
before the Subcommittees on Asian and 
Pacific Affairs and on Human Rights 
and International Organizations of the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session, July 30 and Oc- 
tober 6, 1981., 82-15117 


U.S. policy toward the Philippines : hear- 
ing before the Subcommittees on Asian 
and Pacific Affairs, and on Human 
Rights and International Organizations 


of the Committee on Foreign Affairs, | 


House of Representatives, Ninety-sev- 


enth Congress, first session, November | 


18, 1981., 82-15118 


United States. Congress. House. Committee 


on Foreign Affairs. Subcommittee on 

Inter-American Affairs. 

The Caribbean Basin Policy : hearings 
before the Subcommittee on _ Inter- 
American Affairs of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, July 14, 21, and 28, 1981., 82- 
2641 


Human rights in Guatemala : hearing 
before the Subcommittees on Human 


Rights and on International Organiza- | 


tions and Inter-American Affairs of the 


Committee on Foreign Affairs, House | 


of Representatives, Ninety-seventh 
Congress, first session, July 30, 1981., 
82-1059 


Issues in United States-Canadian econom- 
ic relations : hearing before the Sub- 
committees on International Economic 


Policy and Trade and on Inter-Ameri- | 


can Affairs of the Committee on For- 
eign Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
October 21, 1981., 82-12165 
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U.S. Congress. House. Committee on Foreign Affairs. Subcommittee on Intl 


Proposed transfer of arms to Uruguay : 
hearing before the Subcommittees on 
International Security and Scientific 
Affairs, on Human Rights and Interna- 
tional Organizations and on _Inter- 
American Affairs of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, September 15, 1981., 82-2647 


U.S. arms transfer policy in Latin Amer- 
ica : hearing before the Subcommittees 
on International Security and Scientific 
Affairs, and on Inter-American Affairs 
of the Committee on Foreign Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, October 
22, 1981., 82-12163 


U.S. policy options in El Salvador : hear- 
ing and markup before the Committee 
on Foreign Affairs and its Subcommit- 
tee on Inter-American Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session on H. Con. Res. 
197, H. Con. Res. 212, September 24, 
November 5, and 19, 1981., 82-12167 


United States. Congress. House. Committee 


on Foreign Affairs. Subcommittee on 

International Economic Policy and Trade. 

Implementation of the World Health Or- 
ganization (WHO) code on infant for- 
mula marketing practices : hearings 
before the Subcommittees on Interna- 
tional Economic Policy and Trade, and 
on Human Rights and International Or- 
ganizations of the Committee on For- 
eign Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
June 16 and 17, 1981., 82-15119 


Israeli attack on Iraqi nuclear facilities : 
hearings before the Subcommittees on 
International Security and Scientific 
Affairs, on Europe and the Middle 
East and on International Economic 
Policy and Trade of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 17 and 25, 1981., 82- 
2642 


Issues in United States-Canadian econom- 
ic relations : hearing before the Sub- 
committees on International Economic 
Policy and Trade and on Inter-Ameri- 
can Affairs of the Committee on For- 
eign Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
October 21, 1981., 82-12165 


Nuclear proliferation : dealing with prob- 
lem countries : hearing before the Sub- 
committee on International Security 
and Scientific Affairs, and on Interna- 
tional Economic Policy and Trade of 
the Committee on Foreign Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 23, 
1981., 82-4235 
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U.S. Congress. House. Committee on Foreign Affairs. Subcommittee on Inti 


Proposed United States-Egyptian agree- 
ment for peaceful nuclear cooperation : 
hearing and markup before the Com- 
mittee on Foreign Affairs, House of 
Representatives and its Subcommittees 
on Internationa! Security and Scientific 
Affairs, on Europe and the Middle 
East, and on International Economic 
Policy and Trade, Ninety-seventh Con- 
gress, first session on H. Con. Res. 176, 
September 10 and 17, 1981., 82-6827 


United States. Congress. House. Committee 
on Foreign Affairs. Subcommittee on 
International Operations. 

Review of U.S. participation in 
UNESCO hearings and markup 
before the Subcommittee on Interna- 
tional Operations, and on Human 
Rights and International Organizations 
of the Committee on Foreign Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H. Res. 
142, March 10, July 9, and 16, 1981., 
82-12169 


United States. Congress. House. Committee 
on Foreign Affairs. Subcommittee on 
International Security and Scientific 
Affairs. 

Changing perspectives on U.S. arms 
transfer policy : report /, 82-2639 


Israeli attack on Iraqi nuclear facilities : 
hearings before the Subcommittees on 
International Security and Scientific 
Affairs, on Europe and the Middle 
East and on International Economic 
Policy and Trade of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 17 and 25, 1981., 82- 
2642 


Nuclear proliferation : dealing with prob- 
lem countries : hearing before the Sub- 
committee on International Security 
and Scientific Affairs, and on Interna- 
tional Economic Policy and Trade of 
the Committee on Foreign Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 23, 
1981., 82-4235 


Proposed sale of airborne warning and 
control systems (AWACS) and F-15 
enhancements to Saudi Arabia : hear- 
ings and markup before the Committee 
on Foreign Affairs and its Subcommit- 
tees on International Security and Sci- 
entific Affairs and on Europe and the 
Middle East, House of Representatives, 
Ninety-seventh Congress, first session, 
on H. Con. Res. 194, September 28, 
October 1, 6, and 7, 1981., 82-15109 


Proposed transfer of arms to Uruguay : 
hearing before the Subcommittees on 
International Security and Scientific 
Affairs, on Human Rights and Interna- 
tional Organizations and on _ Inter- 
American Affairs of the Committee on 
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Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, September 15, 1981., 82-2647 


Proposed United States-Egyptian agree- 
ment for peaceful nuclear cooperation : 
hearing and markup before the Com- 
mittee on Foreign Affairs, House of 
Representatives and its Subcommittees 
on International Security and Scientific 
Affairs, on Europe and the Middle 
East, and on International Economic 
Policy and Trade, Ninety-seventh Con- 
gress, first session on H. Con. Res. 176, 
September 10 and 17, 1981., 82-6827 


Review of administration initiatives on 
strategic, theater, and conventional 
arms control : briefing of the Subcom- 
mittee on International Security and 
Scientific Affairs of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, November 20, 1981., 82-12164 


U.S. arms transfer policy in Latin Amer- 
ica : hearing before the Subcommittees 
on International Security and Scientific 
Affairs, and on Inter-American Affairs 
of the Committee on Foreign Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, October 
22, 1981., 82-12163 


United States. Congress. House. Committee 


on Government Operations. 
Activities of the House Committee on 
Government Operations., 82-916 


Allocation of budget totals by program : 
report of the Committee on Govern- 
ment Operations pursuant to section 
302(b) of the Congressional Budget 
Act of 1974., 82-2342, 82-2347, 82- 
2384 


Better software planning needed at the 
Air Force’s Global Weather Central : 
report to the Chairman, Committee on 
Government Operations, House of 
Representatives /, 82-1718 

Compensating and rehabilitating injured 
federal workers : twenty-first report /, 
82-6599 


The government's classification of private 
ideas : thirty-fourth report /, 82-911 


Improving the administration of the civil 
service disability retirement program : 
twenty-second report by the Commit- 
tee on Government Operations togeth- 
er with additional and separate views., 
82-14652 


Interim report of the activities of the 
House Committee on Government Op- 
erations., 82-12184 


International shortwave broadcasting and 
direct broadcast satellites : Voice of 
America, Radio Free Europe/Radio 
Liberty, Radio Marti : twentieth report 
/, 82-6598 
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Licensing speedup, safety delay : NRC 
oversight : ninth report /, 82-4070 

Local government ffiscal assistance 
amendments of 1980 : message from 
the president of the United States 
transmitting a draft of proposed legisla- 
tion to authorize an extension and 
amendment of the revenue sharing pro- 
gram to provide general purpose fiscal 
assistance to local governments, and 
for other purposes., 82-14591 


Occupational safety and health protection 
for aviation industry employees—the 
conflict between FAA and OSHA : fif- 
teenth report /, 82-14650, 82-14651 


Outlook for multistate regional intelli- 
gence projects : twelfth report by the 
Committee on Governmental Oper- 
ations., 82-2407 


Oversight plans of the committees of the 
U.S. House of Representatives : a 
report by the Committee on Govern- 
ment Operations., 82-11807 


Rules of the Committee on Government 
Operations, House of Representatives 
together with selected rules of the 
House of Representatives (including 
clause 2 of House rule XI)., 82-6843, 
82-6844 


Silver prices and the adequacy of federal 
actions in the marketplace, 1979-80 : 
seventeenth report /, 82-6597 


Summary report Department of Energy 
sunset review : message from the presi- 
dent of the United States transmitting a 
summary of the program-by-program 
analysis of the Department of Energy 
required by section 1001 of Public Law 
95-91., 82-14637 


United States. Congress. House. Committee 
on Government Operations. Commerce, 
Consumer, and Monetary Affairs 
Subcommittee. 

FDIC and FSLIC procedures for han- 
dling financial institution failures and 
speculation : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, July 16, 1981., 82-15128 


IRS response to the illegal tax protester 
movement : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 10, 1981., 82-1063 


Major problems with SBA’s section 8(a) 
program for disadvantaged small busi- 
nesses : hearing before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-seventh Congress, first session, 
March 28, 1981., 82-2663 
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Problems with Small Business Adminis- 
tration, finanical assistance to fran- 
chises : hearings before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-seventh Con, first session, 
May 19 and 20, 1981., 82-1065 


United States. Congress. House. Committee 
on Government Operations. Environment, 
Energy, and Natural Resources 
Subcommittee. 

DOE’s enforcement of alleged pricing 
violations by the nation’s major oil 
companies : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, July 9, 1981., 82-6841 

Mobil/Marathon _ takeover hearing 
before a subcommittee on the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, first session, November 19, 
1981., 82-15132 

NRC licensing speedup : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, June 18, 1981., 82- 
12192 


Ocean dumping of radioactive waste off 
the Pacifif coast : hearing before a sub- 
committee of the Committee Oper- 
ations, House of Representatives, 
Ninety-sixth Congress, second session, 
October 7, 1980., 82-1064 


SFC oversight : goals of the Reagan 
board of directors : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, September 17, 1981., 
82-12196 


Weaknesses in the Department of Energy 
financial controls : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, November 12, 1981., 
82-12188 


Youth Conservation Corps and Young 
Adult Conservation Corps : hearings 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, first session, June 25 and 
July 17, 1981., 82-12197 


United States. Congress. House. Committee 
on Government Operations. Government 
Activities and Transportation 
Subcommittee. 

The administration’s proposals to help the 
U.S. auto industry : hearings before a 
subcommittee of the Committee on 
Government Operations, House of 





Representatives, Ninety-seventh Con- 
gress, first session, May 13 and 14, 
1981., 82-6839 


Fraud, abuse, and mismanagement within 
GSA : hearing before the a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-seventh Congress, first session, 
April 13,1981., 82-1061 


Reform contracting procedures and con- 
tract supervision practices of the feder- 
al government : hearings before a sub- 
committee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on H.R. 2580 ... Septem- 
ber 14 and 15, 1981., 82-15134 


United States. Congress. House. Committee 


on Government Operations. 

Intergovernmental Relations and Human 

Resources Subcommittee. 

Current condition of American federalism 
: hearings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, April 7, 8, 
9, 29, 30, May 13, 14, June 17, 18, and 
October 6, 1981., 82-15129 


Federal payments in lieu of property 
taxes : hearings before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 928 and related bills ... Octo- 
ber 14, 20, and 27, 1981., 82-15130 


Fraud and abuse involving food stamps 
and other federal programs : hearing 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, first session, October 28, 
1981., 82-15131 


United States. Congress. House. Committee 


on Government Operations. Legislation 

and National Security Subcommittee. 

AID’s administrative and management 
problems in providing foreign econom- 
ic assistance : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, October 6, 1981., 82-15126 


Defense Department’s failure to properly 
manage conventional ammunition 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, November 
18, 1981., 82-15127 


Department of Defense Authorization 
Act of 1982 : hearing before a Subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session on H.R. 3519 ... June 3, 1981., 
82-2660 
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ts’ and agencies’ continued 
failure to follow up and resolve audit 
findings : hearings before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-seventh Congress, first session, 
February 25, June 16, and July 23, 
1981., 82-2658 


Failures of the North American Aero- 
space Defense Command’s (NORAD) 
attack warning system : hearings before 
a subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, May 19 and 20, 
1981., 82-12191 


Impact on Small Business Administra- 
tion’s section 8(a) program of federal 
ADP and other high technology pro- 
curements : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, April 7 and 29, 1981., 82-6845 


Inadequate control over government ma- 
terial furnished to DOD contractors : 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, October 1, 
1981., 82-12187 


Inspector General Act Amendments of 
1981 : hearing before a subcommittee 
of the Committee on Government 
Opertions, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 2098 ... April 8, 1981. 82- 
12190 


Review of the administration of shared 
support services for U.S. agencies 
overseas : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 22 and 24, 1981., 82- 
12194 


Viability of the Social Security Adminis- 
tration’s (SSA) computer systems 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, September 
23, 1981., 82-12195 


United States. Congress, House. Committee 


on Government Operations. Manpower and 

Housing Subcommittee. 

Compensating and rehabilitating injured 
federal workers : hearings before a sub- 
committee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, April 29 and May 6, 1981., 
82-1062 


Dismantlement of the Community Serv- 
ices Administration : hearings before a 
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U.S. Congress. House. Committee on Government Operations. Manpower 


subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, April 1, 2, and 28, 
1981., 82-2659 

Effectiveness of the Community Services 
Administration closure hearings 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, first session, October 6 and 
7, 1981., 82-12186 


HUD management's responsiveness to in- 
spector general reports hearings 
before a subscommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, first session, March 11 and 
12, 1981., 82-4241 


HUD’s support of local public housing 
authorities : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, May 19 and 20, 1981., 82- 
4242 


Improving the administration of the Civil 
Service disability retirement program : 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, September 
16, 1981., 82-12185 


United States. Congress. House. Committee 
on Government Operations. Subcommitee 
on Government Information and Individual 
Rights. 

Federal Communications Commission 
oversight : hearings before a Subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, September 16 and 22, 1981., 
82-6842 


United States. Congress. House. Committee 
on Government Operations. Subcommittee 
on Government Information and Individual 
Rights. 

Continued examination of the Postal 
Service plan for a nine-digit zip code : 
hearings before a subcommittee of the 
Committe on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, March 26 
and September 10, 1981., 82-2662 


Freedom of Information Act oversight : 
hearings before a Subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 14, 15, 
and 16, 1981., 82-2661 


The government's classification of private 
ideas : hearings before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
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Ninety-sixth Congress, second session, 
February 28, March 20, and August 21, 
1980., 82-12189 


The government’s classification of private 
ideas : thirty-fourth report /, 82-911 

International broadcasting : direct broad- 
cast satellites : hearing before a sub- 
committee on the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, October 23, 1981., 82- 
6840 


Is the military postal system a conduit for 
drugs and other contraband? : hearing 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, first session ...., 82-15133 


Should the Postal Service offer electronic 
mail? : hearing before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-seventh Congress, first session, 
October 5, 1981., 82-12193 


VA _ Vietnam veterans’ readjustment 
counseling program : hearing before a 
Subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, October 19, 1981., 
82-6846 


United States. Congress. House. Committee 
on House Administration. 
The Capitol : a pictorial history of the 
Capitol and of the Congress., 82- 
11733 


Expanding the membership of the United 
States Holocaust Memorial Council 
from sixty to sixty-five and for other 
purposes : report (to accompany S. 
1672 ... referred jointly to the Commit- 
tee on House Administration, Interior 
and Insular Affairs, and Post Office 
and Civil Service) (including the cost 
estiamte of the Congressional Budget 
Office)., 82-6587 


Report on the activities of the Committee 
on House Administration of the House 
of Representatives during the ... Con- 
gress., 82-6548 


United States. Congress. House. Committee 
on Interior and Insular Affairs. 
Administration’s proposals to eliminate 

fiscal year 1982 moneys for Indian 
housing : oversight hearing before the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
seventh Congress, first session, on ad- 
ministration’s proposals to eliminate 
fiscal year 1982 moneys for Indian 
housing, hearing held in Washington, 
D.C. April 3, 1981., 82-12207 


Amending the act of October 19, 1973 
(87 STAT. 466), relating to the use or 
distribution of certain judgment funds 
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awarded by the Indian Claims Commis- 
sion or the Court of Claims : report (to 
accompany H.R. 3731) (including cost 
estimate of the Congressional Budget 
Office)., 82-14646 

Amending the National Trails System 
Act by designating additional national 
scenic and historic trails and for other 
purposes : report together with addi- 
tional views (to accompany H.R. §61)., 
82-2401 


Big Sur Coast Area Act : report with 
supplemental views (to accompany 
H.R. 7380) (including cost estimate of 
the Congressional Bugdet Office)., 82- 
2340 


Bureau of Indian Affairs and Indian 
Health Service budget request for fiscal 
year 1982 : oversight hearing before 
the Committee on Interior and Insular 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
on Bureau of Indian Affairs and Indian 
Health Service budget request for fiscal 
year 1982, hearing held in Washington, 
D.C., March 5, 1981., 82-12206 


Consolidated tribal government programs 
: oversight hearing before the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on consoli- 
dated tribal government programs, 
hearing held in Washington, D.C., 
Tuesday, March 31, 1981., 82-6849 


Declaring that the United States holds in 
trust for the Pascua Yaqui tribe of Ari- 
zona certain land in Pima County, Ari- 
zona report (to accompany H.R. 
4364) including the cost estimate of the 
Congressional Budget Office., 82- 
11814 


Expanding the membership of the United 
States Holocaust Memorial Council 
from sixty to sixty-five and for other 
purposes : report (to accompany S. 
1672 ... referred jointly to the Commit- 
tee on House Administration, Interior 
and Insular Affairs, and Post Office 
and Civil Service) (including the cost 
estiamte of the Congressional Budget 
Office)., 82-6587 


Legislative and review activities of the 
Committee on Interior and Insular Af- 
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company H. Res. 271)., 82-6589 


Providing for the consideration of S. 
1193 : report (to accompany H. Res. 
257)., 82-4074 


Providing for the consideration on H.R. 
4612 : report (to accompany H. Res. 
232)., 82-6577 


Rules adopted by the committees of the 
House of Representatives /, 82-4269 


State and Local Government Cost Esti- 
mate Act of 1981 : report (to accompa- 
ny H.R. 1465) (including cost estimate 
of the Congressional Budget Office)., 
82-14647 


Survey of activities of the House Com- 
mittee on Rules ... Congress : report by 
the Committee on Rules., 82-918 


Waiving certain points of order against 


H.R. 4995 : report (to accompany H. 
Res. 275)., 82-14643 
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Waiving certain points of order against 
the conference report on S. 815 : 
report (to accompany H. Res. 270)., 
82-4082 


United States. Congress. House. Committee 
on Rules. Subcommittee on Rules of the 
House. 

Background information on regulatory 
reform and congressional review of 
agency rules with a summary of H.R. 1 
(as introduced) /, 82-1100 


United States. Congress. House. Committee 
on Rules. Subcommittee on the Legislative 
Process. 

A Compilation of state sunset statutes 
with background information on state 
sunset laws : a staff report /, 82-12248 


United States. Congress. House. Committee 
on Science and Technology. 

Air traffic control en route computer 
system : report (to accompany H. Res. 
202) (including cost estimates of the 
Congressional Budget Office)., 82- 
2404 


Allocation of budget totals for fiscal year 
se submitted pursuant to section 
302(b) of the Congressional Budget 
Act of 1974 by the Committee on Sci- 
ence and Technology., 82-2346, 82- 
2381 


Astronauts and cosmonauts biographical 
and statistical date : report /, 82-1105 


Closeout costs, Clinch River breeder re- 
actor project : hearing before the Com- 
mittee on Science and Technology, 
U.S. House of Representatives, Ninety- 
seventh Congress, first session, May 11, 
1981., 82-6894 


Department of Energy authorization for 
fiscal years 1982, 1983, and 1984 : 
report /, 82-2702 


Engineering manpower concerns : hear- 
ings before the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, October 6, 7, 1981., 82- 
12257 


Federal patent policy : joint hearing 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate and the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-seventh 
Congress, first session, on federal 
patent policy ...., 82-15059 


Flight of STS-1 with astronauts John W. 
Young and Captain Robert L. Crippen 
: hearing before the Committee on Sci- 
ence and Technlogy, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, May 20, 1981., 82- 
2707 


Innovation in the basic materials indus- 
tries : proceedings of the sixth annual 





Engineering Foundation Conference on 
Materials Policy, 1980 : report to the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventy Congress, first session / 
, 82-1103 

National Materials and Minerals Policy, 
Research, and Development Act of 
1980 : hearing before the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-seventh 
Congress, first session, July 28, 1981., 
82-12253 


Risk assessment, acceptability and man- 
agement, proceedings of a seminar : 
report /, 82-12250 


Science, technology, and energy develop- 
ment in Japan and China : report of a 
congressional study mission to the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session., 
82-4272 


Societal risks of energy systems : hearing 
before the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, June 18, 1981., 82-12251 


Technology and innovation for manufac- 
turing : proceedings of a conference, 
May 4, 5, 1979 /, 82-1102 

West Valley cooperative agreement 
report /, 82-2406 


1982 NASA authorization : index for 
hearings before the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 1527, for 
volumes 1-5., 82-2708 


United States. Congress. House. Committee 
on Science and Technology. Subcommittee 
on Energy Development and Applications. 
District heating and cooling : hearing 

before the Subcommittee on Energy 
Development and Applications of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
July 23, 1981., 82-6900 


The effect of reductions in force at the 
Department of Energy : hearing before 
the Subcommitte on Energy Develop- 
ment and Applications of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, September 
17, 1981., 82-12256 


The future of the nation’s energy utilities 
: implications for federal R.D.&D. : 
hearings before the Subcommittee on 
Energy Development and Applications 
of the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
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first session, June 23, 24, 1981., 
6897 


The natural gas option—new resources 
and new technologies : hearing before 
the Subcommittee on Energy Develop- 
ment and Applications of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 22, 
1981., 82-6893 


Oil control and tax incentives : hearing 
before the Subcommittee on Energy 
Development and Applications of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
July 15, 1981., 82-2712 


Synthetic fuels development : hearing 
before the Subcommittee on Energy 
and Development and Applications and 
the Subcommittee on Investigations 
and Oversight of the Committee on 
Science and Technlogy, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 27, 1981., 82- 
6896 
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United States. Congress. House. Committee 
on Science and Technology. Subcommittee 
on Energy Research and Production. 
Price-Anderson Act : hearing before the 

Subcommittee on Energy Research and 
Production of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, September 15, 1981., 
82-12255 


United States. Congress. House. Committee 
on Science and Technology. Subcommittee 
on Investigations and Oversight. 

Carbon dioxide and climate, the green- 
house effect : hearing before the Sub- 
committee on Natural Resources, Agri- 
culture Research, and Environment 
and the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 31, 
1981., 82-12254 


Commercialization of academic biomedi- 
cal research : hearings before the Sub- 
committee on Investigations and Over- 
sight and the Subcommittee on Sci- 
ence, Research, and Technology of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
June 8, 9, 1981., 82-15197 


Effects of prescription drugs during preg- 
nancy : hearing before the Subcommit- 
tee on Investigations and Oversight of 
the Committee on Science and Tech- 
nology, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 


July 30, 1981., 82-15205 
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Emergency management information and 
technology : hearings before the Sub- 
committee on Investigations and Over- 
sight of the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, September 29, 30, 1981., 
82-15200 


Energy demand forecasting : hearings 
before the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, June 1, 2, 
1981., 82-2705 


Energy demand forecasting and its appro- 
priate role in planning and policy : 
report /, 82-4271 

Genetic screening and the handling of 
high-risk groups in the workplace : 
hearings before the Subcommittee on 
Investigations and Oversight of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
October 14, 15, 1981., 82-15199 


National Cancer Institute’s therapy pro- | 
gram : joint hearing before the Sub- | 


committee on Health and the Environ- 
ment of the Committee on Energy and 
Commerce, House of Representatives, 
and the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Science and Technology, Ninety- 


seventh Congress, first session, October 


27, 1981., 82-15089 


Potential health effects of video display 
terminals and radio frequency heaters 
and sealers : hearings before the Sub- 
committee on Investigations and Over- 
sight of the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, May 12, 13, 1981., 82- 
2704 


Pro, ed firing of Dr. Peter Infante by 
OSHA : a case study in science and 
regulation : hearing before the Sub- 
committee on Investigations and Over- 
sight of the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventy Congress, 
first session, July 16, 1981., 


and innovation 
Subcommittee on Investigations and 


Oversight of the Committee on Science | 
and Technology, U.S. House of Repre- | 
sentatives, Ninety-seventh Congress, | 


first session, July 21, 22, 1981., 82- 
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Sodium in food and high blood pressure : 
report /, 82-1106 

Synthetic fuels development : hearing 
before the Subcommittee on Energy 
and Development and Applications and 
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Science and Technlogy, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 27, 1981., 82- 
6896 


West Valley cooperative agreement 
hearing before the Subcommittee on 
Investigations and Oversight of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
July 9, 1981., 82-6891 


United States. Congress. House. Committee 
on Science and Technology. Subcommittee 
on Investigations and Ovesight. 

National toxicology program : hearing 
before the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 15, 
1981., 82-6895 


United States. Congress. House. Committee 
on Science and Technology. Subcommittee 
on Natural Resources, Agriculture 
Research, and Environment. 

Carbon dioxide and climate, the green- 
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Proposed legislation to establish a Coastal 
Pine Barrens Reserve : field hearing 
before the Subcommittee on Natural 
Resources, Agriculture Research, and 
Environment of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, May 8, 1981,, 82- 
1108 


1982 authorization for the Office of Re- 
search and Development, Environmen- 
tal Protection Agency : hearings before 
the Subcommittee on Natural Re- 
sources, Agriculture Research, and En- 
vironment of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, March 11, 17, 18, 
1981., 82-4273 


1982 Department of Energy authorization 
(environmental research, environmental 
compliance, and environmental safety) 
: hearing before the Subcommittee on 
Natural Resources, Agriculture Re- 
search, and Environment of the Com- 
mittee on Science and Technology, 
U.S. House of Representatives, Ninety- 
seventh Congress, first session, March 
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house effect : hearing before the Sub- 
committee on Natural Resources, Agri- 
culture Research, and Environment 
and the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 31, 
1981., 82-12254 


Environmental effects of sewage sludge 


disposal : hearing before the Subcom- 
mittee on Natural Resources, Agricul- 
ture Research, and Environment of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
May 27, 1981., 82-4274 
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before the Subcommittee on Science, 
Research, and Technology and the 
Subcommittee on Natural Resources, 
Agriculture Research, and Environ- 
ment of the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, June 2, 3, 4, July 23, 1981., 
82-12260 


Impact of air pollutants on agriculture 
productivity : joint hearing before th 
Subcommittee on Natural Resources, 
Agriculture Research, and Environ- 
ment of the Committee on Science and 
Technology, and the Subcommittee on 
Department Operations, Research, and 
Foreign Agriculture of the Committee 
on Agriculture, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, July 9, 1981., 82-15203 
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on Science and Technology. Subcommittee 
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cal research : hearings before the Sub- 
committee on Investigations and Over- 
sight and the Subcommittee on Sci- 
ence, Research, and Technology of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
June 8, 9, 1981., 82-15197 


Earthquake and Fire Act authorization : 
hearings before the Subcommittee on 
Science, Research, and Technology of 
the Committee on Science and Tech- 
nology, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
February 25, March 4, 11, 1981., 82- 
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H.R. 3137, the Information Sciene and 
Technology Act : hearings before the 
Subcommittee on Science, Research, 
and Technology of the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-seventh 
Congress, first session, May 27, 28, 
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Research, and Technology and the 
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Agriculture Research, and Environ- 
ment of the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
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first session, June 2, 3, 4, July 23, 1981., 
82-12260 

The human factor in innovation and pro- 
ductivity hearings (including the 
record of a seminar sponsored by the 
American Association for the Ad- 
vancement of Science on July 28, 1981) 
before the Subcommittee on Science, 
Research, and Technology of the Com- 
mittee on Science and Technology, 
U.S. House of Representatives, Ninety- 
seventh Congress, first session, Septem- 
ber 9, 10, 11, 15, 16, 17, 1981., 82- 
15198 


Implementation plan for a national nutri- 
tion status monitoring system : joint 
hearing before the Subcommittee on 
Science, Research, and Technology of 
the Committee on Science and Tech- 
nology and the Subcommittee on De- 
partment Operations, Research, and 
Foreign Agriculture of the Committee 
on Agriculture, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, June 24, 1981., 82-2710 

Information and telecc 
overview of issues, technologies, and 
applications : report for the Subcom- 
mittee on Science, Research, and Tech- 
nology of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session /, 82-1104 


Review of the National Bureau of Stand- 
ards Organic Act : hearings of the Sub- 
committee on Science, Research, and 
Technology of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, June 16, 17, 18, 
1981., 82-6899 


The Risk Analysis Research and Demon- 
stration Act of 1981 : hearing before 
the Subcommittee on Science, Re- 
search and Technology of the Commit- 
tee on Science and Technology, U.S. 
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24, 1981., 82-15202 


Risk assessment, acceptability and man- 
agement, proceedings of a seminar : 
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1982 National Science Foundation au- 
thorization : hearings before the Sub- 
committee on Science, Research, and 
Technology of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session on H.R. 1520, Janu- 
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Space Science and Applications of the 
Committee on Science and Technol- 
ogy, House of Representatives, and the 
Subcommittee on Science, Technology, 
and Space of the Committee on Com- 
merce, Science and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, July 22, 23, 
1981., 82-6901 


Future space programs, 1981 : hearings 
before the Subcommittee on Space Sci- 
ence and Applications of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, September, 
21, 22, 23, 1981., 82-12258 


NASA program management and pro- 
curement procedures and practices : 
hearings before the Subcommittee on 
Space Science and Applications of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
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NASA space communications program : 
report /, 82-15196 


United States. Congress. House. Committee 


Air traffic control en route computer 
modernization : report /, 82-2703 


Aircraft collision avoidance and air traf- 
fic safety : hearing before the Subcom- 
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and Materials of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, September 2, 1981., 
82-12259 


FAA air traffic control computer mod- 
ernization : hearings before the Sub- 
committee on Transportation, Aviation, 
and Materials of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, June 16, 17, and 18, 
1981., 82-1107 


The first “A” in NASA : hearing before 
the Subcommittee on Transportation, 
Aviation, and Materials of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, December 
8, 1981., 82-15204 


Future of general and commuter aviation 
technology and trade : joint hearing 
before the Subcommittee on Transpor- 
tation, Aviation, and Materials of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives 
and the Subcommittee on Aviation of 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-seventh Congress, 
August 27, 1981., 82-12252 
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gress, first session., 82-12263 


Summary of activities : a report of the 
Committee on Small Business, House 
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ington, D.C., February 23 and Septem- 
ber 16, 1981., 82-15209 


United States. Congress. House. Committee 


on Small Business. Subcommittee on 

Antitrust and Restraint of Trade Activities 

Affecting Small Business. 

Conrail changes and their impact on 
small business : hearings before the 
Subcommittee on Antitrust and Re- 
straint of Trade Activities Affecting 
Small Business of the Committee on 
Small Business, House of Representa- 
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Control Act., 82-15009 


Views and estimates of committees of the 
House and joint committees (together 
with supplemental and minority views) 
on the congressional budget for fiscal 
year... /, 82-15050 


Views and estimates of committees of the 
House (together with supplemental and 
minority views) on the congressional 
budget for fiscal year ... /, 82-15052 


Views and estimates of the Committee on 
Interior and Insular Affairs, House of 
Representatives on the budget pro- 
posed for fiscal year ... : report to the 
Committee on the Budget /, 82-15146 


Views and estimates on the budget pro- 
posed for fiscal year ... together with 
separate and additional views /, 82- 
15017, 82-15018, 82-15019 


United States. Congress. House. Committee 


on the Budget. Task Force on Economic 

Policy and Productivity. 

Productivity in the American economy : 
hearings before the Task Force on 
Economic Policy and Productivity of 
the Committee on the Budget, House 
of Representatives, Ninety-seventh 
Congress, second session, January 12, 
13, and 15, 1982., 82-15054 
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U.S. Congress. House. Committee on the Judiciary. 


United States. Congress. House. Committee authority extension, H.R. 2819—in- 


on the Budget. Task Force on 

Enforcement, Credit, and Multiyear 

Budgeting. 

Federal credit activity and H.R. 2372 
(Federal Lending Oversight and Con- 
trol Act) : hearings before the Task 
Force on Enforcement, Credit, and 
Multiyear Budgeting of the Committee 
on the Budget, House of Representa- 
tives, Ninety-seventh Congress, first 
session, October 28 and 29, 1981., 82- 
12109 


United States. Congress. House. Committee 
on the Budget. Task Force on 
Entitlements, Uncontrollables, and 
Indexing. 

Proposed changes in the consumer price 
index : hearings before the Task Force 
on Entitlements, Uncontrollables, and 
Indexing of the Committee on the 
Budget, House of Representatives, 
Ninety-seventh Congress, first session, 
November 17 and December 3, 1981., 
82-15051 


United States. Congress. House. Committee 

on the District of Columbia. 

Activities and summary report of the 
Committee on the District of Colum- 
bia, House of Representatives., 82-910 


District of Columbia Bond Authorization 
Act of 1981 : report together with sup- 
plemental and additional views (to ac- 
company H.R. 1807) (including cost es- 
timate of the Congressional Budget 
Office)., 82-2386 


Lottery initiative : hearing and markup 
before the Committee on the District 
of Columbia, House of Representatives, 
Ninety-seventh Congress, first session 
on H. Con. Res. 41 ... H. Res. 53 ... 
March 4, 1981., 82-1036 


Proposed relocation of Federal Commu- 
nications Commission from Washing- 
ton, D.C. to Arlington, Va. : oversight 
hearing before the Committee on the 
District of Columbia, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on proposals of Federal 
Communications Commission to move 
its offices from the District of Colum- 
bia to Arlington, Va., March 5, 1981., 
82-4214 


Statehood initative : hearing and markup 
before the Committee on the District 
of Columbia, House of Representatives, 
Ninety-seventy Congress, first session, 
on H. Con. Res. 75 ... March 4, 1981., 
82-4213 


1982 federal payment—treasury borrow- 
ing : hearings and markups before the 
Subcommittee on Fiscal Affairs and 
Health, and the Committee on the Dis- 
trict of Columbia, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on H.R. 2818—borrowing 





crease federal payment authorization, 
April 9 and May 6, 1981., 82-15068 


United States. Congress. House. Committee 
on the District of Columbia. Subcommittee 
on Fiscal Affairs and Health. 

1982 federal payment—treasury borrow- 
ing : hearings and markups before the 
Subcommittee on Fiscal Affairs and 
Health, and the Committee on the Dis- 
trict of Columbia, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on H.R. 2818—borrowing 
authority extension, H.R. 2819—in- 
crease federal payment authorization, 
April 9 and May 6, 1981., 82-15068 


United States. Congress. House. Committee 
on the Judiciary. 
American Council of Learned Societies : 
report together with dissenting views 
(to accompany H.R. 4769) (including 
cost estimate of the Congressional 
Budget Office)., 82-2411 


Arthur J. Grauf : report (to accompany 
H.R. 4350)., 82-14660 


Civil rights acts of 1957, 1960, 1964, 1968 
(as amended through the end of the 
96th Congress) : Voting Rights Act of 
1965 (as amended through the end of 
the 96th Congress) /, 82-6852 


Courts of Appeals for the Federal Circuit 
Act of 1981 : report together with dis- 
senting views (to accompany H.R. 
4482)., 82-4078 


Department of Justice authorization for 
fiscal year 1982 : hearing before the 
Committee on the Judiciary, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on Department of 
Justice authorization for fiscal year 
1982, March 11, 1981., 82-12213 


Doctor David Pass : report (to accompa- 
ny H.R. 3171)., 82-14659 


Fees charged under the Bankruptcy Act : 
report (to accompany H.R. 4353) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 82-14653 


Felipe B. Manalo and Maria Monita A. 
Manalo : report (to accompany H.R. 
1783)., 82-6581 


Former Members of Congress : report (to 
accompany H.R. 4755) (including cost 
estimates of the Congressional Budget 
Office)., 82-2412 


Granting the consent of Congress to the 
agreement between the states of North 
Carolina and South Carolina establish- 
ing their lateral seaward boundary : 
report (to accompany H.R. 2896)., 82- 
2391 


Granting the status of permanent resi- 
dence to Ivan Cemlier : report (to ac- 
company S. Con. Res. 43)., 82-11816 
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Immigration and Nationality Act Amend- 
ments of 1981 : report (to accompany 
H.R. 4327) (including cost estimate of 
the Congressional Budget Office)., 82- 
2399 


Isabelita Clima Portilla : report (to ac- 
company H.R. 1841)., 82-6582 


Italian American War Veterans of the 
United States : report (to accompany 
H.R. 4734) (including cost estimate of 
the Congressional Budget Office)., 82- 
2413 


Jacobo Cosio-Franco : report (to accom- 
pany H.R. 1796)., 82-14642 


Jefferson County Mental Health Center, 
Inc. : report (to accompany H.R. 
1635)., 82-2392 


Laszlo Revesz : report (to accompany 
H.R. 1352)., 82-6574 


Maria Cecilia Gabella-Ossa : report (to 
accompany H.R. 2342), 82-6583 


Maria Gloria (Joy) C. Villa : report (to 
accompany H.R. 1977)., 82-6575 


Mrs. Frieda Simonson : report (to accom- 
pany H.R. 1608)., 82-6572 


Mrs. Maruko Kubota Smith : report (to 
accompany H.R. 3478)., 82-4065 


Opposing the granting of permanent resi- 
dence in the United States of certain 
aliens : report (to accompany H. Res. 
282)., 82-11817 


Puangpaka Vertrees and Puangtip Ver- 
trees : report (to accompany S. 175)., 
82-6554 

Refugee admission proposal : hearing 
before the Committee on the Judiciary, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on refugee 
admission proposal for fiscal year 1982, 
September 29, 1981., 82-12210 


Regulatory Procedure Act of 1982 
report together with dissenting and 
supplemental views (to accompany 
H.R. 746) (including cost estimate of 
the Congressional Budget Office}., 82- 
14657 


Report of the Committee on the Judici- 
ary, House of Representatives ... identi- 
fying court proceedings and actions of 
vital interest to the Congress., 82- 
6854, 82-1515] 


Report on the activities of the Committee 
on the Judiciary of the House of Rep- 
resentatives during the ... Congress, 
pursuant to clause 1(d) rule XI of the 
rules of the House of Representatives., 
82-922 


S. Sgt. Anne M. Fisher, U.S. Army Re- 
serve report (to accopany H.R. 
3127)., 82-6573 


Second semiannual report to Congress /, 
82-1075 


Page I-343 





U.S. Congress. House. Committee on the Judiciary. 


Semiannual report to Congress /, 82- 
1079 


Technical amendments to Titles 10, 14, 
37, and 38, United States Code : report 
(including cost estimate of the Con- 
gressional Budget Office) (to accompa- 
ny H.R. 4623)., 82-14649 


Theresa Macam Alcalen : report (to ac- 
company H.R. 1624)., 82-4064 


United States Capitol Historical Society 
exemption from District of Columbia 
sales tax : report (to accompany H.R. 
4491) (including cost estimate of the 
Congressional Budget Office)., 82- 
14661 


United States code. Supplement /, 
6602, 82-6603, 82-1182], 
82-14664 


United States Submarine Veterans of 
World War II : report (to accompany 
H.R. 4766) (including cost estimate of 
the Congressional Budget Office)., 82- 
2410 


Yick Bong Au Yeung : report (to accom- 
pany H.R. 825)., 82-6580 


82- 
82-14663, 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on 
Administrative Law and Governmental 
Relations. 

Government Contractors Product Liabili- 
ty Act : hearing before the Subcommit- 
tee on Administrative Law and Gov- 
ernmental Relations of the Committee 
on the Judiciary, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on H.R. 1504 ... March 19, 
1981., 82-2669 


Italian-American War Veterans of the 
United States : hearing before the Sub- 
committee on Administrative Law and 
Governmental Relations of the Com- 
mittee on the Judiciary, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, on H.R. 33 ... June 11, 
1981., 82-1077 


Mutual boundary between Kansas and 
Missouri : hearing before the Subcom- 
mittee on Administrative Law and 
Governmental Relations of the Com- 
mittee on the Judiciary, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, on H.R. 4048 ... July 14, 
1981., 82-1078 


Personal property claims and general 
claims administration within the De- 
partment of Defense : hearing before 
the Subcommittee on Administrative 
Law and Governmental Relations of 
the Committee on the Judiciary, House 
of Representatives, Ninety-seventh 
Congress, first session, on personal 
property claims and general claims ad- 
ministration within the Department of 
Defense, March 5, 1981., 82-6856 








Seaward boundary agreement between 
North Carolina and South Carolina : 
hearing before the Subcommittee on 
Administrative Law and Governmental 
Relations of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 2896 ... July 14, 1981., 82- 
2671 


United States. Congress. House. Committee 


on the Judiciary. Subcommittee on Civil 

and Constitutional Rights. 

Extension of the Voting Rights Act : 
hearings before the Subcommittee on 
Civil and Constitutional Rights of the 
Committee on the Judiciary, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on extension of the 
Voting Rights Act, May 6, 7, 13, 19, 
20, 27, 28, June 3, 5, 10, 12, 16, 17, 18, 
23, 24, 25, and July 13, 1981., 82- 
12212 


FBI undercover guidelines : oversight 
hearings before the Subcommittee on 
Civil and Constitutional Rights of the 
Committee on the Judiciary, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on FBI undercover 
guidelines, February 19, 25, and 26, 
1981., 82-4256 


School desegregation : hearings before 
the Subcommittee on Civil and Consti- 
tutional Rights of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on school desegregation, Sep- 
tember 17, 21, 23, October 7, 14, 19, 
21, 29, November 4 and 19, 1981., 82- 
15155 


School desegregation : report of the Sub- 
committee on Civil and Constitutional 
Rights of the Committee on the Judici- 
ary, House of Representatives, together 
with supplemental views, Ninety-sev- 
enth Congress, second session., 82- 
15152 


United States. Congress. House. Committee 


on the Judiciary. Subcommittee on Courts, 

Civil Liberities, and the Administration of 

Justice. 

Federal judicial branch : oversight hear- 
ing before the Subcommittee on 
Courts, Civil Liberties, and the Admin- 
istration of Justice of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on federal judicial branch, May 
6, 1981., 82-2670 


United States. Congress. House. Committee 


on the Judiciary. Subcommittee on Courts, 

Civil Liberties, and the Administration of 

Justice. 

Award of attorneys’ fees against the fed- 
eral government : hearings before the 
Subcommittee on Courts, Civil Lib- 


Author Index 


erties, and the Administration of Jus- 
tice of the Committee on the Judiciary, 
House of Representatives, Ninety-sixth 
Congress, second session, on S. 265 ... 
May 20 and June 24, 1980., 82-1076 


Copyright Office, the U.S. Patent and 
Trademark Office, and the Copyright 
Royalty Tribunal : oversight hearings 
before the Subcommittee on Courts, 
Civil Liberties, and the Administration 
of Justice of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-seventh Congress, first session, 
on Copyright Office, the U.S. Patent 
and Trademark Office and the Copy- 
right Royalty Tribunal, March 4 and 
June 11, 1981., 82-2672 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on 
Criminal Justice. 

Revision of the federal criminal code : 
hearings before the Subcommittee on 
Criminal Justice of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion, on revision of the federal criminal 
code ...., 82-15153 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on 
Immigration, Refugees, and International 
Law. 

Administration’s proposals on immigra- 
tion and refugee policy : joint hearing 
before the Subcommitte on Immigra- 
tion, Refugees, and International Law 
of the House Committee on the Judici- 
ary, and Subcommittee on Immigration 
and Refugee Policy of the Senate Com- 
mittee on the Judiciary, Ninety-seventh 
Congress, first session, on administra- 
tion’s proposals on immigration and 
refugee policy, July 30, 1981., 82- 
15154 

Consular functions of the State Depart- 
ment : oversight hearing before the 
Subcommittee on Immigration, Refu- 
gees, and International Law of the 
Committee on the Judiciary, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on consular func- 
tions of the State Department, April 
13, 1981., 82-6858 


Immigration and refugee issues in South- 
ern California : an investigative trip /, 
82-6855 


Refugee Act of 1980 Amendment : hear- 
ing before the Subcommittee on Immi- 
gration, Refugees, and International 
Law of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
seventh Congress, first session, on H.R. 
2142 ... March 24, 1981., 82-2668 


U.S. consular operations in Mexico City 
and Mexican government attitudes on 








Page 1-344 Do not order from index; see indicated entry 





January — June 1982 


immigration reform : 
82-6853 


U.S. refugee program : oversight hearings 
before the Subcommittee on Immigra- 
tion, Refugees, and International Law 
of the Committee on the Judiciary, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on U.S. 
refugee program, September 16, 17, 
and 23, 1981., 82-12211 

Virgin Islands Nonimmigrant Alien Ad- 
justment Act of 1981 : hearing before 
the Subcommittee on Immigration, 
Refugees, and International Law of the 
Committee on the Judiciary, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 3517 ... 
June 18, 1981., 82-6857 


United States. Congress. House. Committee 

on Veterans’ Affairs. 

Activities carried out under the Veterans’ 
Administration Medical School Assist- 
ance and Health Manpower Training 
Act of 1972 (Public Law 92-541) : an 
annual report prepared by the Veter- 
ans’ Administration., 82-12290 


Activities report of the Committee on 
Veterans’ Affairs, House of Repre- 
sentatives., 82-919 


Implementation of the Post-Vietnam Era 
Veterans’ Educational Assistance Act 
of 1977 /, 82-12280 


Investment yields in NSLI and USGLI 
trust funds as of ..., 82-12278 


Legislative presentation of the Military 
Order of the Purple Heart and 
AMVETS : hearing before the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, April 2, 1981., 82- 
1116 


Legislative priorities of the American 
Legion : hearing before the Committee 
on Veterans’ Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, September 22, 1981., 82- 
2730 


OMB Circular A-76—contracting-out in 
VA facilities : hearing before the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, October 20, 1981., 
82-12283 


A preliminary report of the Special Medi- 
cal Advisory Group of the Veterans’ 
Administration : in accordance with 
the provisions of Title 38, U.S.C. 5055 
and 5070 submitted to the Committee 
on Veterans’ Affairs, U.S. House of 
Representatives., 82-12279 


Report of the Committee on Veterans’ 
Affairs pursuant to section 302(b) of 
the Congressional Budget Act of 1974., 
82-2382 


a study trip /, 





Report to the Committee on the Budget 
from the Committee on Veterans’ Af- 
fairs /, 82-12276, 82-12277, 82- 
15221 


Revised report of the Committee on Vet- 
erans’ Affairs pursuant to section 302 
(b) of the Congressional Budget Act of 
1974., 82-2408 


Veterans’ Administration report on im- 
plementation of special pay for physi- 
cians and dentists in the Department of 
Medicine and Surgery, pursuant to 
Public Law 96-330., 82-1115 


United States. Congress. House. Committee 
on Veterans’ Affairs. Subcommittee on 
Compensation, Pension, and Insurance. 
Disability compensation and DIC pro- 

gram : hearing before the subcommit- 
tee on Compensation, Pension, and In- 
surance of the Committee on Veterans’ 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
October 27, 1981., 82-6911 


H.R. 1918—to provide a service pension 
for veterans of World War I : hearing 
before the Subcommittee on Compen- 
sation, Pension, and Insurance of the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session, July 21, 1981., 
82-2728 


United States. Congress. House. Committee 
on Veterans’ Affairs. Subcommittee on 
Education, Training, and Employment. 
Veterans employment programs : hearing 

before the Subcommittee on Education, 
Training, and Employment of the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session, 
1981., 82-6909 





October 9, 


Veterans’ employment programs in the | 


U.S. Postal Service : hearings before | 


the Subcommittee on Education, Train- 
ing, and Employment of the Commit- 


tee on Veterans’ Affairs, House of Rep- | 


resentatives, Ninety-seventh Congress, 
first session, October 14, 1981., 82- 
12282 


The Vietnam veterans leadership pro- 
gram/Action : hearing before the Sub- 
committee on Education, Training, and 
Employment of the Committee on Vet- 
erans’ Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, October 20, 1981., 82-6910 


United States. Congress. House. Committee 
on Veterans’ Affairs. Subcommittee on 
Hospitals and Health Care. 

H.R. 4326—Small Business Innovation 
Act of 1981 : hearing before the Sub- 
committee on Hospitals and Health 
Care of the Committee on Veterans’ 
Affairs, House of Representatives, 
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U.S. Congress. House. Committee on Veterans’ Affairs. Subcommittee on Oversight 


Ninety-seventh Congress, second ses- 
sion, January 27, 1982., 82-15222 

Oversight hearing on the effectiveness of 
prosthetic devices and sensory aids 
provided by the Veterans’ Administra- 
tion : hearing before the Subcommittee 
on Hospitals and Health Care of the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session, November 4, 
1981., 82-12285 


Oversight hearings on extended care and 
geriatric programs and naming the 
Clarksburg, W. Va., VAMC for Louis 
A. Johnson : hearing before the Sub- 
committee on Hospitals and Health 
Care of the Committee on Veterans’ 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
July 22, 1981., 82-2729 


Security forces at VA medical centers : 
hearing before the Subcommittee on 
Hospitals and Health Care of the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 15, 1981., 82- 
1118 


United States. Congress. House. Committee 


on Veterans’ Affairs. Subcommittee on 

Housing and Memorial Affairs. 

Hearing on H.R. 2038 and H.R. 2039 : 
hearing before the Subcommittee on 
Housing and Memorial Affairs of the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session, April 9, 1981., 
82-1117 


United States. Congress. House. Committee 


on Veterans’ Affairs. Subcommittee on 

Oversight and Investigations. 

The centralized development center and 
the Target computer system : hearing 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Veterans’ Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, October 7, 1981., 82-6908 


Implementation of Title IV of Public 
Law 95-202, relating to WASPS and 
similarly situated groups hearing 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Veterans’ Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, September 29, 1981., 82- 
12281 

OMB Circular A-76 : hearing before the 
Subcommittee on Oversight and Inves- 
tigations of the Committee on Veter- 
ans’ Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
November 17, 1981., 82-12286 


Recruitment and retention of VA medical 
personnel, budget constraints on VA 
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U.S. Congress. House. Committee on Veterans’ Affairs. Subcommittee on Oversight Author Index 


hospital admitting practices and OMB 
Circular A-76 : hearing before the Sub- 
committee on Oversight and Investiga- 
tions of the Committee on Veterans’ 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
October 30, 1981., 82-12284 


United States. Congress. House. Committee 

on Veterans’s Affairs. Select Subcommitte. 

Issues concerning Vietnam veterans 
hearing before the Select Subcommit- 
tee of the Committee on Veterans’ Af- 
fairs, House of Representatives, Ninety- 
seventh Congress, first session, July 16, 
1981., 82-4282 


United States. Congress. House. Committee 

on Ways and Means. 

Airport and airway trust fund ... annual 
report : communication from the Fiscal 
Assistant Secretary of the Treasury, 
transmitting the annual report on the 
financial condition and results of the 
operations of the airport and airway 
trust fund, pursuant to section 208(e)(1) 
of the Airport and Airway Revenue 
Act of 1970, as amended., 82-14600 


Allocation of windfall profit tax revenues 
fiscal year 1981 : communication of the 
president of the United States transmit- 
ting the proposed allocation of the net 
revenues expected under the Crude Oil 
Windfall Profit Tax Act of 1980, pursu- 
ant to section 120(d) of the act., 82- 
14596 


Aviation excise taxes and the airport and 
airway trust fund : hearing before the 
Committee on Ways and Means, House 
of Representatives, Ninety-seventh 
Congress, first session, on H.R. 2643 
and H.R. 2930, October 14, 1981., 82- 
15228 


Background relating to the effect of ra- 
cially discriminatory policies on the 
tax-exempt status of private schools /, 
82-12271 


Commodity “tax straddles” : hearing 
before the Committee on Ways and 
Means, House of Representatives, 
Ninety-seventh Congress, first session, 
April 30, 1981., 82-1126 

Comparative summary of H.R. 4242 : 
Tax Incentive Act of 1981 as reported 
by the Ways and Means Committee 
and as proposed to be modified by the 
Conable-Hance and Udall substitutes /, 
82-1113 


Debt collection : hearing before the 
Committee on Ways and Means, House 
of Representatives, Ninety-seventh 
Congress, first session on H.R. 4613 ... 
October 15, 1981., 82-6918 

Issues relating to financing the railroad 
retirement account : hearing before the 
Committee on Ways and Means, House 
of Representatives, Ninety-seventh 
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Congress, first session, July 13, 1981., 
82-2740 

Legislative record of the Committee on 
Ways and Means, U.S. House of Rep- 
resentatives along with brief historical 
and other pertinent information con- 
cerning the Committee., 82-6914 


Manual of rules of the Committee on 
Ways and Means for the ... Congress /, 
82-12296, 82-12297 


Proposed depreciation and investment tax 
credit revisions /, 82-2718 


Quarterly report to the Congress and the 
East-West Foreign Trade Board on 
trade between the United States and 
the nonmarket economy countries /, 
82-12295, 82-15227 


Reduction of export credit subsidies in 
world trade : report (to accompany H. 
Con. Res. 95 ... referred jointly to the 
Committee on Banking, Finance, and 
Urban Affairs, the Committee on For- 
eign Affairs, and the Committee on 
Ways and Means) (including cost esti- 
mate of the Congressional Budget 
Office)., 82-6576 


Report of the Committee on Ways and 
Means pursuant to section 302(b) of the 
Congressional Budget Act of 1974., 
82-2379 


Report on legislative review activity 
during the ... Congress of the Commit- 
tee on Ways and Means., 82-915 


Summary of testimony on administration 
tax proposals before the Committee on 
Ways and Means /, 82-6907 


Summary of the Tax Incentive Act of 
1981, H.R. 4242, as ordered reported 
by the Committee on Ways and Means 
/, 82-1124 


Tax aspects of the president’s economic 
program : hearings before the Commit- 
tee on Ways and Means, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session., 82-2735 


Territorial policy : message from the 
president of the United States transmit- 
ting proposals for a comprephensive 
federal territorial policy toward Guam, 
the United States Virgin Islands, 
American Samoa, and the Northern 
Mariana Islands., 82-14590 


Treatment of LIFO recapture and Feder- 
al National Mortgage Association net 
operating losses : hearing before the 
Committee on Ways and Means, House 
of Representatives, Ninety-seventh 
Congress, first session, December 9, 
1981., 82-15230 
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United States. Congress. House. Committee 
on Ways and Means. Subcommittee on 
Health. 

Description of proposals to stimulate 
competition in the financing and deliv- 
ery of health care /, 82-12298 


Proposals to stimulate competition in the 
financing and delivery of health care : 
hearings before the Subcommittee on 
Health of the Committee on Ways and 
Means, House of Representatives, 
Ninety-seventh Congress, first session, 
September 30, October 1, 2, 1981., 82- 
6917 


Proposed budget cuts in the medicare 
program : hearings before the Subcom- 
mittee on Health of the Committee on 
Ways and Means, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, March 30, 31, April 1, 
1981., 82-1129 


Summary of testimony received on pro- 
posals to stimulate competition in the 
financing and delivery of health care /, 
82-12299 
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Nomination—Federal Maritime Commis- 


sion : hearing before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sev- 
enth Congress, first session, on nomina- 
tion of James Carey to be a member, 
Federal Maritime Commission, October 
2, 1981., 82-12112 


Nomination—Federal Trade Commission 


: hearing before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sev- 
enth Congress, first session, on nomina- 
tion of Fletcher Keith Adkinson, to be 
a memeber of the Federal Trade Com- 
mission, November 19, 1981., 82- 
12119 


Nomination—Maritime Administration : 


hearing before the Committee on Com- 
merce, Science and Transportation, 
Uniied States Senate, Ninety-seventh 
Congress, first session, on nomimation 
of Adm. Harold E. Shear, to be admin- 
istrator, Maritime Administration, Sep- 
tember 25, 1981., 82-6777 


Nomination—National Oceanic and At- 


mospheric Administration hearing 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-seventh Con- 
gress, first session, on nomination of 
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Anthony Calio, to be deputy adminis- 
trator, National Oceanic and Atmos- 
pheric Administration, December 16, 
1981., 82-15062 


Nominations : hearings before the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-seventh Congress, first session, 
on nominations of Bobby Jack Thomp- 
son to be administrator, United States 
Fire Administration, Robert M. Gar- 
rick to be a member of the board of 
directors, Communications Satellite 
Corporation (COMSAT), and James E. 
Burnett, Jr. to be a member, National 
Transportation Safety Board, Novem- 
ber 20 and 24, 1981., 82-12116 


Nominations—Federal Trade Commission 
and Department of Commerce : hear- 
ing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on nominations 
of Dr. James C. Miller III, to be chair- 
man, Federal Trade Commission, and 
Dr. Robert G. Dederick, to be assistant 
secretary of commerce, July 24, 1981., 
82-1033 


Nominations—Interstate Commerce 
Commission : hearing before the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-seventh Congress, first session, 
on nominations of Malcolm M.B. Ster- 
rett and Frederic N. Andre, to be 
members, Interstate Commerce Com- 
mission, October 7, 1981., 82-6776 


Oregon port development hearings 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, first session, on coastal 
port development and lower Columbia 
River coal and grain export, August 26 
and 27, 1981., 82-6779 


Report of the Senate Committee on Com- 
merce, Science, and Transportation to 
the Senate Committee on the Budget 
submitted pursuant to section 301 of 
the Congressional Budget and Im- 
poundment Control Act of 1974 on the 
proposed budget., 82-12110 


Report on the activities of the Committee 
on Commerce, Science, and Transpor- 
tation., 82-6551 


Telec« ications Competition and 
Deregulation Act of 1981 : hearings 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 898 ... June 2, 
11, 15, 16, and 19, 1981., 82-6775 


Transfer of the Alaska railroad : hearings 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 1500 ... 
August 10 and 11, 1981., 82-6774 








The U.S. Coast Guard /, 82-15056 


U.S. whaling policies/International Whal- 
ing Commission : hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-seventh Congress, first session, 
on U.S. whaling policies/International 
Whaling Commission, June 25, 1981., 
82-1032 


United States. Congress. Senate. Committee 


on Commerce, Science, and 

Transportation. Subcommittee for 

Consumers. 

Consumer Product Safety Commission : 
hearing before the Subcommittee for 
Consumers of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on oversight of 
the Consumer Product Safety Commis- 
sion, December 1, 1981., 82-15064 


Consumerism in the 1980’s : hearings 
before the Subcommittee for Consum- 
ers of the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-seventh Con- 
gress, first session, on consumerism in 
the 1980’s, June 24 and 25, 1981., 82- 
1034 


Federal Trade Commission used car rule 
: hearing before the Subcommittee for 
Consumers of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on S. Con. Res. 
33 ... October 30, 1981., 82-15063 


FTC activities concerning professionals : 
hearings before the Subcommittee for 
Consumers of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on FTC activi- 
ties concerning professionals, July 15 
and 17, 1981., 82-2606 


United States. Congress. Senate. Committee 


on Commerce, Science, and 

Transportation. Subcommittee on Aviation. 

Air traffic contollers testing and training 
program : hearing before the Subcom- 
mittee on Aviation of the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
seventh Congress, first session, on air 
traffic controllers testing and training 
program, December 16, 1981., 82- 
12121 


Early sunset of the Civil Aeronautics 
Board : hearings before the Subcom- 
mittee on Aviation of the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
seventh Congress, first session, on S. 
1425 and S. 1426 ... July 7, 8, and 9, 
1981., 82-1035 


Future of general and commuter aviation 
technology and trade : joint hearing 
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before the Subcommittee on Transpor- 
tation, Aviation, and Materials of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives 
and the Subcommittee on Aviation of 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-seventh Congress, 
August 27, 1981., 82-12252 


United States. Congress. Senate. Committee 


Nomination—Department of Commerce : 
hearing before the Subcommittee on 
Business, Trade, and Tourism of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-seventh Congress, first session, 
on nomination of Peter McCoy, to be 
under secretary of commerce for travel 
and tourism, December Il, 1981., 82- 
15060 


Retail Dealers Agreement Act : hearing 
before the Subcommittee on Business, 
Trade , and Tourism of the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
seventh Congress, first session on S. 
1256 ... October 29, 1981., 82-12118 


Service Industries Development Act : 
hearings before the Committee on Busi- 
ness, Trade, and Tourism of the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 1233 ... October 20 and 21, 1981., 
82-15065 


Visa waiver program : hearing before the 
Subcommittee on Business, Trade, and 
Tourism of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on visa waiver 
program, September 22, 1981., 82- 
12115 


United States. Congress. Senate. Committee 


on Commerce, Science, and 

Transportation. Subcommittee on 

Communications. 

Rural _ telecc hearing 
before the Subcommittee on Communi- 
cations of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on rural tele- 
communications, June 22, 1981., 82- 
2607 


ications 





United States. Congress. Senate. Committee 


on Commerce, Science, and 

Transportation. Subcommittee on 

Merchant Marine. 

Shipping Act of 1981 : hearings before 
the Subcommittee on Merchant Marine 
of the Committee on Commerce, Sci- 
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ence, and Transportation, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 1593 ... and S. 125 ... 
September 21, 23, and 24., 82-12113 


Vessel service to Dutch Harbor : hearing 
before the Subcommittee on Merchant 
Marine of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 1682 ... 
October 16, 1981., 82-15061 


United States. Congress. Senate. Committee 
on Commerce, Science, and 
Transportation. Subcommittee on Science, 
Technology, and Space. 

Civil land remote sensing systems : joint 
hearings before the Subcommittee on 
Space Science and Applications of the 
Committee on Science and Technol- 
ogy, House of Representatives, and the 
Subcommittee on Science, Technology, 
and Space of the Committee on Com- 
merce, Science and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, July 22, 23, 
1981., 82-6901 


Federal patent policy : hearing before the 
Subcommittee on Science, Technology, 
and Space of the Committee on Com- 
merce, Science, and Transportation, 
Ninety-seventh Congress, first session, 
on staff working draft entitled the 
“Uniform Science and Technology Re- 
search and Development Utilization 
Act” ...., 82-15058 


Space shuttle operations : hearings before | 


the Subcommittee on Science, Tech- 
nology, and Space of the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
seventh Congress, first session, on 


space operations, December 9, 1981., | 


82-15067 


Technology transfer in New Mexico : 
hearing before the Subcommittee on 
Science, Technology, and Space of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-seventh Congress, first session, 
on technology transfer in New Mexico, 
August 18, 1981., 82-12111 


United States. Congress. Senate. Committee 
on Commerce, Science, and 
Transportation. Subcommittee on Surface 
Transportation. 

Household Goods Transportation Act : 
hearing before the Subcommittee on 
Surface Transportation of the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, 
Ninety-seventh Congress, first session, 
on oversight of the Household Goods 
Transportation Act, October 20, 1981., 
82-12117 


Northeast Rail Service Act of 1981 
hearing before the Subcommittee on 
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Surface Transportation of the Commit- 
tee on Commerce, Science, and Tran- 
sporatation, United States Senate, 
Ninety-seventh Congress, first session, 
on Northeast Rail Service Act of 1981, 
June 17, 1981., 82-1031 


Staggers Rail Act of 1980 : hearing 
before the Subcommittee on Surface 
Transportation of the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sev- 
enth Congress, first session, on over- 
sight of Staggers Rail Act of 1980, No- 
vember 10, 1981., 82-15066 


Uniform Motor Vehicle Standards Act : 
hearing before the Subcommittee on 
Surface Transportation of the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 1402 ... September 24, 1981., 82- 
12114 


United States. Congress. Senate. Committee 
on Energy and Natural Resources. 
Consenting to an extension and renewal 

of the interstate compact to conserve 
oil and gas : hearing before the Com- 
mittee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on S.J. 
Res. 111 ... November 12, 1981., 82- 
12138 


Designation of the General Crook Trail 
in Arizona and New Mexico for study : 
report (to accompany S. 794)., 82- 
2372 


Extension of the expiration date of sec- 
tion 252 of the Energy Policy and 
Conservation Act : hearing before the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on S. 
1475 ... July 20, 1981., 82-12134 


Financing the cleanup of the Three Mile 
Island nuclear powerplant : joint hear- 
ing before the Committee on Energy 
and Natural Resources, and the Sub- 
committee on Nuclear Regulation of 
the Committee on Environment and 
Public Works, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 1606 ... October 20, 1981., 82- 
12141 


Government responses to oil supply dis- 
ruptions : hearings before the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 409 ... S. 
445 ... S. 1354 ... S. 1476 ... S. 1503 ... 
July 28 and 30, 1981., 82-4218 


Harris, Stearns, and Richards nominations 
: hearing before the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-seventh Con- 
gress, first session, on nominations of 
James R. Harris to be director, Office 
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of Surface Mining Reclamation and 
Enforcement, Department of the Interi- 
or, James G. Stearns to be director, 
Office of Alcohol, Fuels, Department 
of Energy, and James R. Richards to 
be inspector general, Department of 
Energy, July 9, 1981., 82-1047 


Implementation of Title I of the Natural 
Gas Policy Act of 1978 : hearings 
before the Committee on Energy and 
Natural Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on the implementation of Title 
I of the Natural Gas Policy Act of 
1978, November 5 and 6, 1981., 82- 
12140 


Land conveyance in the Gallatin Nation- 
al Forest, Montana : report (to accom- 
pany S. 188)., 82-4031 


Land conveyance near Miles City, Mont. 
: report (to accompany S. 187)., 82- 
2359 

Land conveyance to the city of Ameri- 
can Falls : report (to accompany S. 
763)., 82-4027 


Land conveyance to the city of Angels, 
California : report (to accompany H.R. 
618)., 82-4028 


Land conveyance to the state of Nevada : 
report (to accompany H.R. 2218)., 82- 
2362 


Land exchange in Idaho and Wyoming : 
report (to accompany S. 634)., 82- 
2360 


Langmuir research site : report (to ac- 
company S. 2364)., 82-11742 


Mineral royalty collection, accounting, 
and distribution : hearing before the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, to con- 
sider methods of collecting, account- 
ing, and distributing mineral royalties 
and related issues, Casper, Wyo., 
August 11, 1981., 82-12135 

National Oil Shale Leasing Act of 1981 : 
report together with additional views 
(to accompany S. 1484)., 82-11775 

Preservation of historic Camden, S.C. : 
report (to accompany S. 146)., 82- 
2371 

The president’s Alaska Natural Gas 
Transportation Act Waiver recommen- 
dation : hearings before the Committee 
on Energy and Natural Resources, 
United States Senate, Ninety-seventh 
Congress, first session, S.J. Res. 115 ... 
October 22, 23, and 26, 1981., 82-4220 

Protection of the John Sack Cabin : 
report (to accompany S. 764)., 82- 
2361 

Providing for reinstatement and valida- 
tion of U.S. oil and gas lease numbered 
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ES 20644 : report (to accompany S. 
1605)., 82-6561 

Providing for reinstatement and valida- 
tion of U.S. oil and gas lease numbered 
M-15450 (ND) : report (to accompany 
S. 466)., 82-6563 

Providing for reinstatement and valida- 
tion of United States oil and gas lease 
numbered M 16402 (ND) ACQ : report 
(to accompany S. 383)., 82-6562 


Providing for reinstatement and valida- 
tion of United States oil and gas lease 
numbered OR-13713 : report (to ac- 
company S. 1457)., 82-6564 


Providing for reinstatement and valida- 
tion United States oil and gas lease 
numbered W-46102 : report (to accom- 
pany S. 651)., 82-6565 


Publications list /, 82-4217 


Sanjaun, McCoy, and Wiggins nomina- 
tions : hearing before the Committee 
on Energy and Natural Resources, 
United States Senate, Ninety-seventh 
Congress, first session on the nomima- 
tions of Pedro Arroyo Sanjuan to be 
assistant secretary for territorial and in- 
ternational affairs, Department of the 
Interior, Janet J. McCoy to be high 
commissioner Trust Territory of the 
Pacific Islands, Department of the Inte- 
rior, and Vernon Reed Wiggins to be 
federal co-chairman of the Alaskan 
Land Use Council, November 19, 
1981., 82-12142 


Schroeder, Wilkins, Thompson, and 
Monks nominations : hearing before the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session on the 
nominations of Victor A. Schroeder, C. 
Howard Wilkins, Victor Montgomery 
Thompson, Jr., and Robert A.G. 
Monks to be members of the Board of 
directors, U.S. Synthetic Fuels Corpo- 
ration, September 10, 1981., 82-12137 


To approve the president’s recommenda- 
tions for a waiver of law pursuant to 
the Alaska Natural Gas Tranportation 
Act of 1976 : report together with ad- 
ditional and minority views (to accom- 
pany S.J. Res. 115)., 82-4061 


West, Mares, Sousa, and Trivelpiece 
nominations : hearing before the Com- 
mittee on Energy and Natural Re- 
sources, United States Senate, Nintey- 
seventh Congress, first session, on the 
nomimations of J. Robin West to be 
assistant secretary of interior for 
policy, budget, and administration, De- 
partment of the Interior, Jan W. Mares 
to be assistant secretary of energy for 
fossil energy, Department of Energy, 
Anthony G. Sousa to be a member of 
the Federal Energy Regulatory Com- 
mission, Department of Energy, and 
Alvin W. Trivelpiece to be director, 





Office of Energy Research, Depart- 
ment of Energy, July 24, 1981., 82- 
12139 


Workshop on Public Land Acquisition 
and Alternatives /, 82-6795 


1981 omnibus territories : hearing before 
the Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 1674 ... October 21, 1981., 82- 
15077 


United States. Congress. Senate. Committee 


on Energy and Natural Resources. 

Subcommittee on Energy and Mineral 

Resources. 

Amending the Geothermal Steam Act of 
1970 : hearing before the Subcommittee 
on Energy and Mineral Resources of 
the Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 669 ... S. 1516 ...., 82-15079 


Combined Hydrocarbon Leasing Act of 
1981 : hearing before the Subcommittee 
on Energy and Mineral Resources of 
the Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 1575 ... September 17, 1981., 82- 
2619 


Comprehensive oil shale legislation 
hearing before the Subcommittee on 
Energy and Mineral Resources of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on S. 
1032 ... S 1383 ... S 1484 ... July 23, 
1981., 82-6797 


Reinstatement and validation of United 
States oil and gas leases : hearing 
before the Subcommittee on Energy 
and Mineral Resources of the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 383 ... S. 
466 ... S. 651 ... S. 1457 ... S. 1605 ... 
September 17, 1981., 82-4221 


Repeal of prohibition of railroad owner- 
ship of coal leases : hearings before the 
Subcommittee on Energy and Mineral 
Resources of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 1542 ... September 11 and 
October 1, 1981., 82-2618 


United States. Congress. Senate. Committee 


on Energy and Natural Resources. 
Subcommittee on Energy Conservation and 
Supply. 


National Home Weatherization Act of 


1981 : hearing before the Subcommittee 
on Energy Conservation and Supply of 
the Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 1166 ... July 15, 1981., 82-6796 
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Proposed 5-year plan for oil and gas de- 
velopment in the outer continental 
shelf : hearing before the Subcommit- 
tee on Energy Conservation and 
Supply of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-seventy Congress, first 
session, to review the secretary of the 
interior’s proposed 5-year plan for oil 
and gas development in the outer con- 
tinental shelf pursuant to the Outer 
Continental Shelf Lands Act Amend- 
ments of 1978, Public Law 95-372 (43 
U.S.C. 1801), October 6, 1981., 82- 
6800 


To reinstate the Pauley petroleum leases 
in the Santa Barbara Channel, Califor- 
nia : hearing before the Subcommittee 
on Energy Conservation and Supply of 
the Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 506 ... July 22, 1981., 82-4219 


United States. Congress. Senate. Committee 
on Energy and Natural Resources. 
Subcommittee on Energy Regulation. 
Hydroelectric development in New Eng- 

land : hearing before the Subcommittee 
on Energy Regulation of the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on the Federal 
Energy Regulatory Commission licens- 
ing procedures affecting hydroelectric 
development, in New England, Con- 
cord, N.H., August 7, 1981., 82-6798 


United States. Congress. Senate. Committee 
on Energy and Natural Resources. 
Subcommittee on Energy Research and 
Development. 

Status of the domestic uranium mining 
and milling industry : the effects of im- 
ports : hearing before the Subcommit- 
tee on Energy Research and Develop- 
ment of the Committee on Energy and 
Natural Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on the status of the domestic 
uranium mining and milling industry : 
the effects of imports, September 25, 
1981., 82-15078 


Status of the U.S. photovoltaic industry 
and its potential foreign markets : hear- 
ing before the Subcommittee on 
Energy Research and Development of 
the Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-seventh Congress, first session, 
on the review of the domestic photo- 
voltaic industry and the General Ac- 
counting Office survey of members of 
the U.S. photovoltaic industry regard- 
ing the effects of the Department of 
Energy’s budget reorientation toward 
more emphasis on R. & D. review this 
industry’s ability to compete in foreign 
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markets, September 21, 1981., 82- 
15081 


United States. Congress. Senate. Committee 
on Energy and Natural Resources. 
Subcommittee on Public Lands and 
Reserved Water. 

Alternatives for the protection of Jackson 
Hole’s pastoral lands : joint hearing 
before the Subcommittee on Public 
Lands and Reserved Water of the 
Committee on Energy and Natural Re- 
sources and the Subcommittee on 
Energy and Agricultural Taxation of 
the Committee on Finance, United 
States Senate, Ninety-seventh Con- 
gress, to consider alternative ap- 
proaches to land protection in Jackson 
Hole, Teton County, Wyo., August 28, 
1981, Jackson, Wyo., 82-12143 


Boundary revision of Voyageurs National 
Park : hearing before the Subcommit- 
tee on Public Lands and Reserved 
Water of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 625 ... October 29, 1981., 
82-15080 


Oversight on the Montana Wilderness 
Study Act : hearing before the Sub- 
committee on Public Lands and Re- 
served Water of the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-seventh Con- 
gress, first session, on the future man- 
agement on the Mount Henry, Taylor- 
Hilgard, and West Pioneer Wilderess 
study areas, Montana Wilderness Study 
Act, Public Law 95-150, Bozeman, 
Mont., May 28, 1981., 82-6794 


United States. Congress. Senate. Committee 

on Energy and Natural Resources. 

Subcommittee on Water and Power. 

Future of water resource development in 
South Dakota : hearing before the Sub- 
committee on Water and Power of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on S. 
1553 ... Pierre, S. Dak., September 12, 
1981., 82-12136 


Potential for hydroelectric development 
in Alaska : hearing before the Subcom- 
mittee on Water and Power of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, to con- 
sider the potential for hydroelectric de- 
velopment in Alaska and related regu- 


latory factors, Anchorage, Alaska, | 


August 17, 1981., 82-2617 


Rehabilitation of the Belle Fourche irri- 
gation project : hearing before the Sub- 
committee on Water and Power of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on S. 
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933 ... Newell, S. Dak., September 11, 
1981., 82-6799 


United States. Congress. Senate. Committee 


on Environment and Public Works. 

Acid rain : hearing before the Committee 
on Environment and Public Works, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 1706 ... S. 
1709 ... and S. 1718, Octobor 29, 1981., 
82-15184 


Air quality management in selected coun- 
tries: a report /, 82-2696 


Army Corps of Engineers project deauth- 
orizations : report (to accompany S. 
1493)., 82-4059 


The Clean Air Act as amended through 
July 1981., 82-2695 


Clean Air Act oversight : hearings before 
the Committee on Environment and 
Public Works, United States Senate, 
Ninety-seventh Congress, first session 
wey 82-2693 


Clean Water Act Amendments of 1981 : 
report to (accompany S. 1716)., 82- 
4030 


Environmental Protection Agency over- 
sight : hearing before the Committee 
on Environment and Public Works, 
United States Senate, Ninety-seventh 
Congress, first session, October 15, 
1981., 82-12241 


Federal-aid Highway Improvement Act 
of 1981 : report together with addition- 
al views (to accompany S. 1024)., 82- 
4029 


Nomination of Charles H. Dean, Jr. : 
hearing before the Committee on Envi- 
ronment and Public Works, United 
States Senate, Ninety-seventh Con- 
gress, first session, on the nomination 
of Charles H. Dean, Jr., to be a 
member of the Board of Directors, 
Tennessee Valley Authority, May 14, 
1981., 82-4267 


Nomination of G. Ray Arnett : hearing 
before the Committee on Environment 
and Public Works, United States 
Senate, Ninety-seventh Congress, first 
session, on the nomination of G. Ray 
Arnett to be assistant secretary of the 
interior for fish, wildlife, and parks, 
May 5, 1981., 82-4266 


Nominations of A. Alan Hill and W. 
Ernst Minor : hearing before the Com- 
mittee on Environment and Public 
Works, United States Senate, Ninety- 
seventh Congress, first session, on the 
nominations of A. Alan Hill to be 
chairman, Council on Environmental 
Quality and W. Ernst Minor, to be a 
member, Council on Environmental 
Quality, June 23, 1981., 82-4268 


Nominations of Lee M. Thomas, Robert 
A. Jantzen, and Carlos C. Campbell : 
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hearings before the Committee on En- 
vironment and Public Works, United 
States Senate, Ninety-seventh Con- 
gress, first session, on the nominations 
of Lee M. Thomas to be associate di- 
rector for state and local programs, 
Federal Emergency Management 
Agency, Robert A. Jantzen to be direc- 
tor, Fish and Wildlife Service, and 
Carlos C. Campbell to be assistant sec- 
retary of commerce for economic de- 
velopment, September 22 and October 
27, 1981., 82-6889 


Nominations of Nunzio J. Palladino and 


Thomas M. Roberts : hearings before 
the Committee on Environment and 
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June 16, 17, 23, and October 5, 1981., 
82-6872 


Oversight on the administration of the 
Occupational Safety and Health Act, 
1981 : joint hearing before the Subcom- 
mittee on Investigations and General 
Oversight and the Subcommittee on 
Labor of the Committee on Labor and 
Human Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on oversight on the status of 
policy development and program man- 
agement and operation of the Occupa- 
tional Safety and Health Administra- 
tion, September 23, 1981., 82-12230 


Youth Opportunity Wage Act of 1981 : 
hearings before the Subcommittee on 
Labor of the Committee on Labor and 
Human Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 348 ... March 24 and 25, 
1981., 82-1088 


United States. Congress. Senate. Committee 
on Labor and Human Resources. 
Subcommittee on the Handicapped. 

Care for the retarded, 1981 : hearings 
before the Subcommittee on the Handi- 
capped of the Committee on Labor and 
Human Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on oversight on the effects of 
deinstitutionalization of mentally re- 
tarded citizens, April 14 and 15, 1981, 
Hartford, Conn., 82-6877 


Developmental Disabilities Assistance 
and Bill of Rights Act, 1981 : hearing 
before the Subcommittee on the Handi- 
capped of the Committee on Labor and 
Human Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on examination of the imple- 
mentation of the Developmental Dis- 
abilities Bill of Rights Act., 82-6866 


United States. Congress. Senate. Committee 
on Rules and Administration. 

Authorizing expenditures by the Commit- 
tee on Rules and Administration 
report (to accompany S. Res. 289)., 
82-14619 


Authorizing the printing of a revised edi- 
tion of the “Senate Election Law Gui- 
debook” as a Senate document : report 
(to accompany S. Res. 290)., 82-14620 


The Capitol : a pictorial history of the 
Capitol and of the Congress., 82- 
11733 


Establishing a Senate Placement Office : 
report (to accompany S. Res. 193)., 
82-931 

Expenditure authorizations and require- 
ments for Senate committees. 82- 
15195 

The Federal Assistance Improvement 
Act of 1981 : hearing before the Com- 
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mittee on Rules and Administration, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 807 ... No- 
vember 2, 1981., 82-12246 


Federal Assistance Improvement Act of 
1981 : report of the Committee on 
Rules and Administration, United 
States Senate (together with additional 
views) accompany S. 807 ...., 82-4056 


The Franklin Delano Roosevelt Memori- 
al : report (to accompany S.J. Res. 
95)., 82-11776 

Nomination of Danford L. Sawyer, Jr., 
to be public printer : hearing before the 
Committee on Rules and Administra- 
tion, United States Senate, Ninety-sev- 
enth Congress, first session, on the 
nomination of Danford L. Sawyer, Jr., 
of Florida, to be public printer, vice 
John J. Boyle, resigned, July 13, 1981., 
82-1101 


The original Library of Congress : the 
history (1800-1814) of the Library of 
Congress in the United States Capitol / 
, 82-4270 


Providing for the participation of the De- 
partment of Defense education system 
for dependents in overseas areas in the 
Senate youth program : report (to ac- 
company S. Res. 146)., 82-2357 

Report of the Committee on Rules and 
Administration pursuant to section 
302(b) of the Congressional Budget 
Act of 1974., 82-2355 


Senate election law guidebook., 
11762 


Standing rules of the Senate (pursuant to 
the adoption of S. Res. 274 and S. Res. 
389, 96th Cong., Nov. 14, 1979, and 
Mar. 25, 1980, respectively). 82- 
11737 


Standing rules of the United States 
Senate, and provisions of the Legisla- 
tive Reorganization Acts of 1946 and 
1970 and the Budget Control Act relat- 
ing to operation of the Senate /, 82- 
12247 


Television and radio coverage of pro- 
ceedings in the Senate Chamber 
report together with additional views 
(to accompany S. Res. 20)., 82-4026 


United States. Congress. Senate. Committee 
on Rules and Administration. Technical 
Services Staff. 

Annual report of the Technical Services 
Staff to the chairman of the Committee 
on Rules and Administration, United 
States Senate., 82-12249 
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United States. Congress. Senate. Committee 
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Deterioriation of the U.S. defense indus- 
trial base : hearing before the Commit- 
tee on Small Business, United States 
Senate, Ninety-seventh Congress, first 
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session, on deterioriation of the U.S. 
defense industrial base, July 14, 1981., 
82-2716 


First meeting of the Committee on Small 
Business, United States Senate, with 
members of the committee’s National 
Advisory Council., 82-12267 


Interest rates and business credit needs : 
hearings before the Committee on 
Small Business, United States Senate, 
Ninety-seventh Congress, first session, 
on interest rates and business credit 
needs ...., 82-15211 


Nomination of Frank S. Swain, to be 
chief counsel for advocacy of the 
Small Business Administration : hearing 
before the Committee on Small Busi- 
ness, United States Senate, Ninety-sev- 
enth Congress, first session, on nomina- 
tion of Frank S. Swain, to be chief 
counsel for advocacy of the Small 
Business Administration, Thursday, 
July 30, 1981., 82-1111 


Review of the committee’s activities in 
the ... session of the ... Congress : 
report of the Committee on Small Busi- 
ness, United States Senate., 82-15210 


SBA’s farm disaster loan program : hear- 
ings before the Committee on Small 
Business, United States Senate, Ninety- 
seventh Congress, first session, on 
SBA’s farm disaster loan program, Sep- 
tember 9 and 10, 1981., 82-12268 


SBA’s 8(a) pilot procurement plan : hear- 
ing before the Committee on Small 
Business, United States Senate, Ninety- 
seventh Congress, first session, on 
SBA’s 8(a) pilot procurement program, 
September 21, 1981., 82-2717 

Small Business Administration’s direct 
loan programs : hearing before the 
Committee on Small Business, United 
States Senate, Ninety-seventh Con- 
gress, first session, on Small Business 
Administration’s direct loan programs, 
October 27, 1981., 82-12269 


Small Business Innovation Reserved Act 
of 1981 : a report together additional 
views (to accompany S. 881)., 82- 
2366 


United States. Congress. Senate. Committee 
on Small Business. National Advisory 
Council. 

First meeting of the Committee on Small 
Business, United States Senate, with 
members of the committee’s National 
Advisory Council., 82-12267 


United States. Congress. Senate. Committee 
on Small Business. Subcommittee on 
Advocacy and the Future of Small 
Business. 

Government competition with small busi- 
ness : hearings before the Subcommit- 
tee on Advocacy and the Future of 
Small Business of the Committee on 
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Small Business, United States Senate, 
Ninety-seventh Congress, first session, 
on government competition with small 
business, Washington, D.C.—June 24, 
1981, Los Angeles, Calif.—August 27, 
1981, Washington, D.C.—November 4, 
1981., 82-12266 


United States. Congress. Senate. Committee 
on Small Business. Subcommittee on 
Productivity and Competition. 

The effects which ERISA and MPPRA 
have had on the competitiveness of 
small business : hearing before the Sub- 
committee on Productivity and Com- 
petition of the Committee on Small 
Business, United States Senate, Ninety- 
seventh Congress, first session, on the 
effects which ERISA and MPPRA 
have had on the competitiveness of 
small business, Seattle, Wash.—August 
14, 1981., 82-4279 © 


United States. Congress. Senate. Committee 
on the Budget. 
Budget views and estimates for fiscal 
year .../, 82-15223, 82-15224 


The Economic and budget outlook : an 
update /, 82-12305 


Pace of oil shale development : hearings 
before the Committee on the Budget, 
United States Senate, Ninety-sixth Con- 
gress, second session, July 17, 1980— 
Denver, Colo., August 29, 1980— 
Rifle, Colo., February 1982., 82-15049 


Report of the Senate Committee on Com- 
merce, Science, and Transportation to 
the Senate Committee on the Budget 
submitted pursuant to section 301 of 
the Congressional Budget and Im- 
poundment Control Act of 1974 on the 
proposed budget., 82-12110 


Report to the Senate Committee on the 
Budget pursuant to section 301(c) of 
the Congressional Budget and Im- 
poundment Control Act of 1974, from 
the Senate Committee on Environment 
and Public Works., 82-15185, 82- 
15186 


Second concurrent resolution on the 
budget—fiscal year 1982 : hearings 
before the Committee on the Budget, 
United States Senate, Ninety-seventh 
Congress, first session, September 15, 
1981 ... September 16, 1981 ... Septem- 
ber 28, 1981 ... October 6, 1981, Octo- 
ber 15, 1981, October 20, 1981, Octo- 
ber 30, 1981....,  82-12107 


Tax Expenditure Limitation and Control 
Act of 1981 (S.193) : hearing before the 
Committee on the Budget, United 
States Senate, Ninety-seventh Con- 
gress, first session, November 24, 1981., 
82-12108 
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The Antitrust Reciprocity Act of 1981 : 
hearing before the Committee on the 
Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 816 ... April 20, 1981., 82-1081 


Aurora Isidra Rullan Diaz : report (to 
accompany H.R. 1550)., 82-4051 


Authorizing supplemental expenditures 
by the Committee on the Judiciary : 
report (to accompany S. Res. 222)., 
82-2369 


Blanca Rosa Luna de Frei : report (to 
accompany H.R. 661)., 82-4047 


The Caddo Lake compact : report ( to 
accompany S. 2228) (together with 
Congressional Budget Office cost esti- 
mate)., 82-4022 


Committee on the Judiciary program for 
the ... session., 82-15166 

Contract services for Drug Dependent 
Federal Offenders Act Amendment of 
1981 : report (to accompany H.R. 


3963) (including cost estimate of the | 


Congressional 
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Criminal Code Reform Act of 1981 
report of the Committee on the Judici- 
ary, United States Senate, to accompa- 
ny S. 1630., 82-14618 


Department of Justice authorization re- 
quest for fiscal year 1982 : hearing 


Budget Office)., 82- 


before the Committee on the Judiciary, | 


United States Senate, Ninety-seventh 
Congress, first session, on the authori- 
zation request of the U.S. Department 
of Justice for fiscal year 1982, March 
26, 1981., 82-1080 


Divorcement of motor fuel service sta- | 
hearings before the Committee | 
on the Judiciary, United States Senate, | 
Ninety-seventh Congress, first session, | 


tions : 


on S. 326 ... July 30 and October 21, 
1981., 82-15158 


Doctor Herman Sardjono and his wife, 
Erlanda Sardjono : report (to accompa- 
ny S. 340)., 82-4044 

Doctor Joselito Sison Almario, and his 
wife, Leticia Almario : report (to ac- 
company S. 244)., 82-4043 


Effects of proposed Canadian Pacific ac- | 


quisition of Hobart Corp. : hearing 


before the Committee on the Judiciary, | 


United States Senate, Ninety-seventh 
Congress, first session, February 16, 
1981., 82-6860 


Extradition Act of 1981 : hearing before 
the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 1639, Oc- 
tober 14, 1981., 82-15161 


The Foreign Trade Antitrust Improve- 
ments Act : hearing before the Com- 
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mittee on the Judiciary, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 795 ... June 17, 1981., 
82-15157 


Former Members of Congress : report (to 
accompany H.R. 4755) (including cost 
estimate of the Congressional Budget 
Office)., 82-14617 


Friedrich Walter Prey : report (to accom- 
pany S. 174)., 82-4037 


Gladys Belleville Schultz : report (to ac- 
company H.R. 1785)., 82-4052 


Hanife Frantz : report (to accompany 
H.R. 2185)., 82-6560 


Hun Sik Sanderson : report (to accompa- 
ny S. 278)., 82-4035 

Hyong Cha Kim Kay : report (to accom- 
pany S. 235)., 82-4034 

ICC needs to eliminate improper leasing 
practices by certificated motor carriers 
: report to the Chairman, Committee 
on the Judiciary, United States Senate 
/, 82-10334 


Intelligence Identities Protection Act of 
1981 : report (to accompany S. 391)., 
82-2370 

Juan Esteban Ramirez : report (to accom- 
pany S. 167)., 82-6556 

Junior Edmund Moncrieffe : report (to 
accompany H.R. 688)., 82-6558 


Kai-Mee Chen : report (to accompany 
H.R. 2010)., 82-6559 


Lourie Ann Eder : report (to accompany 


S. 215)., 82-4041 


Madeleine Mesnager : report ( to accom- 
pany H.R. 1469)., 82-4049 

Maxine Ann Fricioni : report (to accom- 
pany S. 1144)., 82-4039 


Michael Whitlock : report (to accompany | 


S. 555)., 82-6555 


Moses Bank : report (to accompany H.R. 
2573)., 82-4053 


Nomination of Sandra Day O’Connor : 
hearings before the Committee on the 
Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on the nomination of Judge Sandra 
Day O’Connor, of Arizona, to serve as 


an associate justice of the Supreme | 


Court of the United States, September 
9, 10, and 11, 1981., 82-12219 


Nomination of Sandra Day O’Connor : 


report together with additional, supple- | 


mental, and separate views (to accom- 
pany the nomination of Sandra Day 
O’Connor)., 82-6568 


Omar Marachi : report (to accompany 
H.R. 1480)., 82-4050 


Oversight of the Copyright Act of 1976 
(Cable television) : hearings before the 
Committee on the Judiciary, United 
States Senate, Ninety-seventh Con- 
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gress, first session, on the Copyright 
Act of 1976, April 29 and July 29, 
1981., 82-4257 


The Patent Term Restoration Act of 
1981—S. 255 : hearing before the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 255 ... April 30, 1981., 
82-4258 


Peter Chi Hung Kwok, doctor of medi- 
cine, and Ping Chi Chau Kwok, hus- 
band and wife : report (to accompany 
S. 236)., 82-4046 


Roland Karl Heinz Vogel : report (to 
accompany H.R. 783)., 82-4048 


Rosita N. Pacto : report (to accompany 
S. 593)., 82-4036 


Sandra Reyes Pellecer : report (to ac- 
company S. 1093)., 82-4040 


Sang Sun Russo : report (to accompany 
S. 1143)., 82-4038 


Second semiannual report to Congress /, 
82-1075 


Semiannual report to Congress /, 82- 
1079 


Tessie and Enrique Marfori : report (to 
accompany S 191)., 82-4045 


Yaeko Howell : report (to accompany S. 
280)., 82-6557 


Yuk Yee Li : report (to accompany H.R. 
2975)., 82-4054 


Yung Ja Byun, and her children, Hye Ja 
Byun, Hye Sun Byun, Hye Ryung 
Byun, and Yung Eun Byun : report (to 
accompany S. 220)., 82-4042 


United States. Congress. Senate. Committee 
on the Judiciary. Subcommitee on 
Immigration and Refugee Policy. 
Temporary workers : hearing before the 

Subcommittee on Immigration and Ref- 
ugee Policy of the Committee on the 
Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on a new temporary worker program 
with Mexico, October 22, 1981., 82- 
15163 


United States. Congress. Senate. Committee 
on the Judiciary. Subcommittee on Agency 
Administration. 

Legislative veto proposals hearing 
before the Subcommittee on Agency 
Administration of the Committee on 
the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 890 ... and S. 684 ... April 23, 
1981., 82-1083 


National Guard tort claims legislation : 
hearing before the Subcommittee on 
Agency Administration of the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-seventh Congress, first 
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session, on National Guard tort claims 
legislation, July 23, 1981., 82-2675 


United States. Congress. Senate. Committee 
on the Judiciary. Subcommittee on Courts. 
Federal Courts Improvement Act of 

1981—S. 21 and State Justice Institute 
Act of 1981—S. 537 : hearing before 
the Subcommittee on Courts of the 
Committee on the Judiciary, United 
States Senate, Ninety-seventh Con- 

first session, on S. 21 ... and S. 
537 ... May 18, 1981., 82-4259 


Improvement in federal court reporting 
procedures : hearing before the Sub- 
committee on Courts of the Committee 
on the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on improvements in federal court re- 
porting procedures, June 26, 1981., 
82-2673 


Oversight into the administration of state 
and local court adjudication of driving 
while intoxicated : hearing before the 
Subcommittee on Courts of the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-seventh Congress, first 
session, on court adjudication of driv- 
ing while intoxicated, November 6, 
1981., 82-15165 


United States. Congress. Senate. Committee 
on the Judiciary. Subcommittee on 
Criminal Law. 

Assassination Bills : hearing before the 
Subcommittee on Criminal Law of the 
Committee on the Judiciary, United 
States Senate, Ninety-seventh Con- 
gress, first session on S. 904 ... and S. 
907 ... September 22, 1981., 82-15160 


The International Rule of Law Act : 
hearing before the Subcommittee on 
Criminal Law of the Committee on the 
Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 1434 ... September 14, 1981., 82- 
12220 


The Piracy and Conterfeiting Amend- 
ments Act of 1981—S. 691 : hearing 
before the Subcommittee on Criminal 
Law of the Committee on the Judici- 
ary, United States Senate, Ninety-sev- 
enth Congress, first session, on S. 691 
.. June 19, 1981., 82-6864 


United States. Congress. Senate. Committee 
on the Judiciary. Subcommittee on 
Immigration and Refugee Policy. 
Administration’s proposals on immigra- 

tion and refugee policy : joint hearing 
before the Subcommitte on Immigra- 
tion, Refugees, and International Law 
of the House Committee on the Judici- 
ary, and Subcommittee on Immigration 
and Refugee Policy of the Senate Com- 
mittee on the Judiciary, Ninety-seventh 
Congress, first session, on administra- 
tion’s proposals on immigration and 





refugee policy, July 30, 
15154 

Final report of the Select Commission on 
Immigration and Refugee Policy : joint 
hearings before the Subcommittee on 
Immigration and Refugee Policy of the 
Senate Committee on the Judiciary and 
Subcommittee on Immigration, 
Refugees,and International Law of the 
House Committee on the Judiciary, 
Ninety-seventh Congress, first session, 
on the final report of the Select Com- 
mission on Immigration and Refugee 
Policy, May 5, 6, and 7, 1981., 82- 
6862 


Refugee problems in Southeast Asia, 1981 
:a staff report /, 82-12224 


Refugee resettlement : hearing before the 
Subcommittee on Immigration and Ref- 
ugee Policy of the Committee on the 
Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
Des Moines, Iowa, October 9, 1981., 
82-15162 


United States as a country of mass first 
asylum : hearing before the Subcom- 
mittee on Immigration and Refugee 
Policy of the Committee on the Judici- 
ary, United States Senate, Ninety-sev- 
enth Congress, first session, on over- 
sight on the legal status of the Cubans 
and Haitians who have entered the 
United States and the policies and pro- 
cedures which should be adpoted in 
order to handle mass asylum cases and 
crises, July 31, 1981., 82-12218 


1981., 82- 


United States. Congress. Senate. Committee 
on the Judiciary. Subcommittee on 
Juvenile Justice. 

Early identification and classification of 
juvenile delinquents : hearing before 
the Subcommittee on Juvenile Justice 


of the Committee on the Constitution | 


[i.e. Judiciary], United States Senate, 
Ninety-seventh Congress, first session, 


on oversight hearing to fashion pro- | 
grams to remove the juvenile from a | 


crime cycle, October 22, 1981., 
12222 


Exploitation of children : hearing before 
the Subcommittee on Juvenile Justice 
of the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on problems of 
the exploited children, November 5, 
1981., 82-15164 


Oversight of the Office of Justice Assist- 
ance, Research, and Statistics, U.S. De- 
partment of Justice : hearing before the 
Subcommittee on Juvenile Justice of 
the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on oversight of 
the Office of Justice Assistance, Re- 
search, and Statistics, U.S. Department 


82- 
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Violent juvenile crime : hearing before 
the Subcommittee on Juvenile Justics 
of the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on the problem 
of juvenile crime, July 9, 1981., 82- 
2674 


United States. Congress. Senate. Committee 
on the Judiciary. Subcommittee on 
Security and Terrorism. 

Historical antecedents of Soviet terrorism 
: hearings before the Subcommittee on 
Security and Terrorism of the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-seventh Congress, first 
session, on the historical antecedents of 
Soviet terrorism, June 11 and 12, 1981., 
82-6863 


Terrorism, origins, direction, and support 
: hearing before the Subcommittee on 
Security and Terrorism of the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-seventh Congress, first 
session, on the origins, direction, and 
support of terrorism, April 24, 1981., 
82-1082 


Terrorism, the role of Moscow and its 
subcontractors hearing before the 
Subcommittee on Security and Terror- 
ism of the Committee on the Judicuary, 
United States Senate, Ninety-seventh 
Congress, first session, on terrorism, 
the role fo Moscow and its subcontrac- 
tors, June 26, 1981., 82-15159 


Terrorism, the Turkish experience : hear- 
ing before the Subcommittee on Secu- 
rity and Terrorism of the Committee 
on the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on Turkish experience with terrorism, 
June 25, 1981., 82-6865 


1981., 82- 


United States. Congress. Senate. Committee 
on the Judiciary. Subcommittee on 
Separation of Powers. 

Claims for losses resulting from ban on 
Tris, S. 823 : hearings before the Sub- 
committee on Separation of Powers of 
the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 823 ... 
May 4 and 5, 1981., 82-12215 


The human life bill : hearings before the 
Subcommittee on Separation of Powers 
of the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 158 ... 
April 23, 24, May 20, 21, June 1, 10, 
12, and 18., 82-12214 

The Human Life Bili—S. 158 : report, 
together with additional and minority 
views to the Committee on the Judici- 
ary, United States Senate /, 82-6859 
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United States. Congress. Senate. Committee 
on the Judiciary. Subcommittee on the 
Constitution. 

Balancing the budget : hearing before the 
Subcommittee on the Constitution of 
the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on S.J. Res. 58, 
Phoenix, Ariz., May 29, 1981., 82- 
6861 


Bicentennial of the Constitution : hearing 
before the Subcommittee on the Con- 
stitution of the Committee on the Judi- 
ciary, United States Senate, Ninety-sev- 
enth Congress, first session, on S.J. 
Res. 33, S. 477, and S. 1631 to establish 
a commission on the bicentennial of the 
United States Constitution, September 
17, 1981., 82-12221 


Constitutional restraints upon the judici- 
ary : hearings before the Subcommittee 
on the Constitution of the Committee 
on the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
oversight hearings to define the scope 
of the Senate’s authority under Article 
III of the Constitution to regulate the 
jurisdiction of the federal courts, May 
20, 21, and June 22, 1981., 82-15156 


Municipal liability under 42 U.S.C. 1983 : 
hearings before the Subcommittee on 
the Constitution of the Committee on 
the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 584, S. 585, and S. 990 ... May 6, 
7, July 8, and 23, 1981., 82-12216 


The 14th Amendment and school busing : 
hearings before the Subcommittee on 
the Constitution of the Committee on 
the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on the 14th Amendment and school 
busing, May 14 and June 3, 1981., 82- 
12217 


United States. Congress. Senate. Committee 
on Veterans’ Affairs. 

Activities carried out under the Veterans’ 
Administration Medical School Assist- 
ance and Health Manpower Training 
Act of 1972 (Public Law 92-541) : an 
annual report prepared by the Veter- 
ans’ Administration., 82-12290 


Annual report of the American Battle 
Monuments Commission., 82-6912 


Annual reports on the exchange of medi- 
cal information and sharing medical re- 
sources /, 82-12291 


Budget views and estimates for fiscal 
year... /, 82-15223, 82-15224 

Confirmation hearings on Robert P. 
Nimmo and Frank S. Sato nominations 
: hearing before the Committee on Vet- 
erans’ Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
on the nomination of Robert P. Nimmo 
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to be administrator of veterans’ affairs 
and the nomination of Frank S. Sato to 
be inspector general, July 9, 1981., 
82-2732 

Cost-savings legislation : hearing before 
the Committee on Veterans’ Affairs, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 636 (Sec. 
2 only), S. 916, S. 918, S. 919, S. 920, 
S. 1058, S. 1059, S. 1060, S. 1061, S. 
1062, S. 1063, S. 1064, S. 1065, S. 1066, 
and related bills, May 6, 1981., 82- 
12287 


Former Prisoners of War Benefits Act of 
1981 : hearing before the Committee on 
Veterans’ Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 251, S. 468, S. 670, and related 
bills, April 22, 1981., 82-2731 

Hagel nomination : hearing before the 
Committee on Veterans’ Affairs, 
United States Senate, Ninety-seventh 
Congress, first session, on the nomina- 
tion of Charles T. Hagel, of Washing- 
ton, D.C., to be deputy administrator 
of veterans’ affairs, and appendix, fol- 
lowup questions and answers from con- 
firmation hearing on nomination of 
Robert P. Nimmo to be administrator 
of veterans’ affairs, November 25, 
1981., 82-15225 


Implementation of special pay for physi- 
cians and dentists in the Department of 
Medicine and Surgery : a report /, 
82-4283 


Implementation of the Post-Vietnam Era 
Veterans’ Educational Assistance Act 
of 1977 /, 82-12292 


Legislative and oversight activities during 
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United States. Dept. of Energy. 
Environmental Safety and Engineering 
Division. 

The feasibility of methods and systems 
for reducing LNG tanker fire hazards 
/, 82-13265 


United States. Dept. of Energy. Idaho 
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An aluminum-zircaloy galvanic couple in 
reactor water /, 82-14784 


Applications of functional analysis to nu- 
clear reactor operations /, 82-12005 


Behavior of a nine-rod fuel assembly 
during power-cooling-mismatch condi- 
tions : results of test PCM-5 /, 82- 
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Corrected and updated data for IFA-429 
from beginnirg of life through June 
1978 /, 82-14804 


The correlation of two-dimensional and 
nonequilibrium effects in subcooled 
choked nozzle flow /, 82-14966 

Development of the LOFT prototype 
drag screen : air-water testing /, 82- 
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Drag devices for two-phase mass flow 
measurements /, 82-11959 
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The effects of grid turbulence on none- 
quilibrium choked nozzle flow /, 82- 
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transient experiment L8-1 /, 82-14959 
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ascension test L2-2 /, 82-11912 


Experiment data report for LOFT nonnu- 
clear test L1-5 : (isothermal test with 
core | installed) /, 82-6627 


Experiment data report for LOFT nucle- 
ar small break experiment L3-2 /, 82- 
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Experiment data report for LOFT power 
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Experiment data report for semiscale 
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series) /, 82-6630 


Experiment data report for semiscale 
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(power-cooling-mismatch test series) /, 
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series) /, 82-14847 
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state analysis of oxide fuel rods : model 
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Fuel rod behavior during test PCM-4 /, 
82-14872 


Fuel rod behavior during tests PCM 8-1 
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82-14949 


Fuel rod material behavior during test 
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Investigation of the influence of simulat- 
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during loss-of-coolant experiments in 
the semiscale mod-1 system /, 82- 
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coolant experiments /, 82-4118 
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flux tests /, 82-6623 
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dent experiment /, 82-14964 

NRC/RSR data bank program descrip- 
tion /, 82-11914 
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for decay power calculation /, 82- 
14827 


Oxidation and embrittlement of zircaloy-4 
cladding from high temperature film 
boiling operation /, 82-14808 

Postirradiation examination data report 


for gap conductance test series : test 
GC 2-3 /, 82-6624 
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rod material properties data report /, 
82-14818 


Power-Cooling-Mismatch Test Series : 
test PCM-3 test results report /, 82- 
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82-11894 


Quarterly technical progress report on 
water reactor safety programs /, 82- 
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Quarterly technical progress report on 
water reactor safety programs spon- 
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mission’s Division of Reactor Safety 
Research, July-September 1979 /, 82- 
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A study of film boiling, quench, and 
rewet phenomena during high pressure 
power-cooling-mismatch testing /, 82- 
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to nuclear reactor safety assessment /, 
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Zircaloy cladding collapse under off- 
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ditions /, 82-14776 
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United States. Dept. of Energy. Market 
Development and Training Branch, Solar 


Workshop manual on technical, economic 
and legal considerations for evaluating 
solar heated buildings for lenders, ap- 
praisers, insurers, and tax consultants /, 
82-315 


United States. Dept. of Energy. Materials 
and Radiation Effects Branch. 
Proceedings of the Workshop of Sputter- 

ing Cause By Plasma (Neutral Beam) 
Surface Interaction, Argonne National 
Laboratory, July 9-10, 1979 /, 82- 
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United States. Dept. of Energy. Nevada 

Operations Office. 

Interpretation of geophysical well-log 
measurements in drill hole UE2Sa-1, 
Nevada Test Site, radioactive waste 
program /, 82-10842 


Inventory of clay-rich bedrock and meta- 
morphic derivatives in eastern Nevada, 
excluding the Nevada Test Site /, 82- 
10802 


Major-element geochemistry of the Silent 
Canyon-Black Mountain peralkaline 
volcanic centers, northwestern Nevada 
Test Site : applications to an assessment 
of renewed volcanism /, 82-10805 


Preliminary gravity investigations of the 
Wahmonie Site, Nevada Test Site, Nye 
County, Nevada, 82-13987 

Statistical evaluation of physical proper- 
ties in area 12, Nevada test site, using 
the USGS/DNA storage and retrieval 
system /, 82-5790 


United States. Dept. of Energy. Oak Ridge 
Operations Office. 
Conference on Enrichment Services Mar- 
keting, Oak Ridge, Tennessee, March 
10, 1978 /, 82-1620 


United States. Dept. of Energy. Office of 
Advanced Conservation Technologies. 
Batteries for. energy storage., 82-5201 


Hydrides versus competing options for 
storing hydrogen in energy systems /, 
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Metallurgical studies of hydrogen storage 
alloys /, 82-3359 


United States. Dept. of Energy. Office of 
Advanced Technology R&D. 
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energy technologies /, 82-5206 
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United States. Dept. of Energy. Office of 

Basic Sciences. 

Task IV, Development of an insolation 
handbook and instrument package : an 
introduction to meteorological meas- 
urements and data handling for solar 
energy applications., 82-313 
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Task IV, Development of an insolation 
handbook and instrumentation package, 
subtask report : validation of the guide- 
iines for portable meteorological instru- 
ment packages, (an interim report)., 
82-312 


United States. Dept. of Energy. Office of 
Buidlings and Community Systems. 
Climate classification analysis : technical 
support document for the proposed 
energy performance standards for new 
buildings., 82-316 

Draft regulatory analysis : technical sup- 
port document for the proposed energy 
performance standards for new build- 
ings., 82-319 

Energy budget levels selection : technical 
support document for the proposed 
energy performance standards for new 
buildings., 82-318 

Passive and active solar heating analysis : 
technical support document for the 
proposed energy performance stand- 
ards for new buildings., 82-317 

Statistical analysis : technical support 
document for notice of proposed rule- 
making on energy performance stand- 
ards for new buildings., 82-320 


United States. Dept. of Energy. Ofiice of 
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Review Conference on District Heat- 
ing., 82-13248 
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study, Shenandoah, Georgia /, 82- 
13309 


Energy conserving site design case study, 
the Woodlands, Texas /, 82-13308 


Environmental assessment : urban waste 
technology program., 82-13301 


Find and fix the leaks : a guide to air 
infiltration reduction and indoor air 
quality control /, 82-13392 


Proceedings of a Symposium on the Utili- 
zation of Methane Generated in Land- 
fills, March 9 and 10, 1978, Laurel, 
Maryland /, 82-9931 


Proceedings of the Workshop on Com- 
munity Energy Conservation; United 
States and Sweden, April 24 and 25, 
1978, Minneapolis, Minnesota /, 82- 
3337 

The Standard evaluation technique : tech- 
nical support document for notice of 
proposed rulemaking on energy per- 
formance standards for new buildings., 
82-1633 


Systems analysis for the development of 
small resource recovery systems /, 
82-9961 
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United States. Dept. of Energy. Office of 
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Architecture and Engineering Systems 
Branch. 

Performance of the Norris Cotton Feder- 
al Office Building for the first 3 years 
of operation /, 82-4614 


United States. Dept. of Energy. Office of 
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82-1635 
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standards for consumer products /, 
82-1632 


Environmental analysis : energy efficien- 
cy standards for consumer products /, 
82-1634 


United States. Dept. of Energy. Office of 
Coal Supply Development. 
Western coal survey : a survey of coal 
mining capacity in the West., 82- 
13369 


United States. Dept. of Energy. Office of 
Commercialization. 
“Futures” for energy cooperatives /, 
82-9959 


United States. Dept. of Energy. Office of 
Computer Services and 
Telecommunications Management. 
AESOP XX : summary of proceedings, 

April 24-26, 1979, Gatlinburg, Tennes- 
see., 82-3344 


Operations Managers Conference : sum- 
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82-12804 
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engine (bottoming cycle) program : 
program plan /, 82-13300 

Solar Grain Drying Conference proceed- 
ings, May 2-3, 1978, Holiday Inn- 
North, West Lafayette, Ind. /, 82- 
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United States. Dept. of Energy. Office of 
Conservation and Solar Applications. 
Office of State and Local Programs. 
Report to the Congress on the coordina- 

tion of federal energy conservation 
programs involving state and local 
governments /, 82-9957 


United States. Dept. of Energy. Office of 
Construction and Facilities Management. 
Multiprogram laboratory general purpose 

facilities studies : an approach to bring- 
ing institutional facilities to a level of 
adequacy consistent with DOE mis- 
sions /, 82-333 


United States. Dept. of Energy. Office of 
Consumer Affairs. 

Activate communities today, 

now for energy /, 82-13376 


Consumer protection issues in energy : a 
guide for attorneys general : insulation, 
solar, automobile devices, home de- 
vices /, 82-3365 


Networks : how energy links people, 
goods, and services, grades 4,5 /, 82- 
3333 
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United States. Dept. of Energy. Office of 
Defense Waste and Byproducts 
Management. 

Defense waste processing facility Savan- 
nah River plant, Aiken, S.C., 82- 
13292 


United States. Dept. of Energy. Office of 
Education, Business, and Labor Affairs. 
Award winning energy education activi- 

ties for elementary and high school 
teachers., 82-3364 


Energy education materials inventory : 
an annotated bibliography of currently 
available materials, K-12 /, 82-9973 


Solar energy., 82-3366 


United States. Dept. of Energy. Office of 
Electric Energy Systems. 
An assessment of DOE-sponsored light- 
ning research at the University of Flor- 
ida /, 82-13372 
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Integration of photovoltaic units into 
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/, 82-13374 


Regional power systems planning : a state 
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82-13371 
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United States. Dept. of Energy. Office of 
Energy Consuming Nations. 
The ASEAN energy study mission, May 
25-June 13, 1980., 82-13387 


United States. Dept. of Energy. Office of 

Energy Research. 

The DOE program guide for universities 
and other research groups /, 82-13384 

Flux of organic carbon by rivers to the 
oceans : report of a workshop, Woods 
Hole, Massachusetts, September 21-25, 
1980 /, 82-13253 


Multiprogram laboratory general purpose 
facilities studies : an approach to bring- 
ing institutional facilities to a level of 
adequacy consistent with DOE mis- 
sions /, 82-333 


Office of Energy Research program sum- 
mary., 82-9951 
A simple economic model for energy re- 


search and supply strategies /, 82- 
13276 


United States. Dept. of Energy. Office of 
Energy Systems Research. 
Environmental assessment Aquifer 
Thermal Energy Storage Program., 
82-13298 


Fundamental optimization study for open 
wire transmission systems /, 82-13395 


United States. Dept. of Energy. Office of 

Energy Technology. 

Multiprogram laboratory general purpose 
facilities studies : an approach to bring- 
ing institutional facilities to a level of 
adequacy consistent with DOE mis- 
sions /, 82-333 


Use of polymeric materials in energy 
storage systems /, 82-13240 


United States. Dept. of Energy. Office of 
Environmental Assessments. 
Conceptual design of a regional water 
quality screening model /, 82-3355 


Environmental readiness document 
transportation programs, FY 1980 : al- 
cohol fuels, organic Rankine cycle 
system working fluids., 82-13271 


Health effects of residential wood com- 
bustion : survey of knowledge and re- 
search., 82-9943 


Institutional constraints on alternative 
water for energy : a guidebook for re- 
gional assessments /, 82-9945 


Oil shale surface retorting /, 82-13322 


Water quality issues and energy assess- 
ments /, 82-5195 


United States. Dept. of Energy. Office of 
Environmental Assessments. Regional 
Impacts Division. 

Energy technology scenarois for use in 
water resources assessments under sec- 
tion 13a of the Federal Nonnuclear 
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Energy Research and Development 
Act., 82-9942 


Matrix methods to analyze long-range 
transport of air pollutants., 82-13263 


United States. Dept. of Energy. Office of 
Environmental Assessments. Technology 
Assessments Division. 

Alcohol production from agricultural and 
forest residues /, 82-13262 


United States. Dept. of Energy. Office of 
Environmental Programs. 
Energy and solid/hazardous waste /, 
82-13268 


Energy and water resources /, 82-13269 
National implications of solar futures : a 
TASE project report : a Technology 


Assessment of Solar Energy systems /, 
82-13396 


United States. Dept. of Energy. Office of 
Equal Opportunity. 
National equal employment opportunity 
plan, June 15, 1978 — September 30, 
1979 /, 82-3367 


United States. Dept. of Energy. Office of 

Fuels Conversion. 

The Northeast regional environmental 
impact study : description of the exist- 
ing Northeast regional geohydrology : 
a supplement to the waste disposal 
technical report /, 82-13470 

The Northeast regional environmental 
impact study : waste disposal technical 
report /, 82-13469 

The Potential conversion of forty-two 
powerplants from oil to coal or alter- 
nate fuels : draft northeast regional en- 


vironmental impact statement., 82- 
13293 


United States. Dept. of Energy. Office of 

Fusion Energy. 

December 11, 1980 investigation report 
of the accident at the Princeton Plasma 
Physics Laboratory Tokamak Fusion 
Test Reactor Motor Generator Build- 
ing., 82-5199 

Electrical problems committee report /, 
82-13273 


Materials studies for magnetic fusion 
energy applications at low tempera- 
tures, III/, 82-12811 


The status of compact-toroid research 
using high energy particle beams : a 
panel report to the Director, Division 
of Applied Plasma Physics, Office of 
Fusion Energy, Office of Energy Re- 
search., 82-314 


United States. Dept. of Energy. Office of 
Fusion Energy. Division of Development 
and Technology. 

General characteristics and assessment of 
the scientific/technical feasibility of the 
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U.S. Dept. of Energy. Office of Fusion Energy. Division of Development and 


next major device in the tokamak 
fusion program : summary of the U.S. 
contributions to the INTOR workshop 
/, 82-1630 


Neutral beam development plan /, 82- 
13283 


United States. Dept. of Energy. Office of 
Fusion Energy. Magnetic Mirror Systems. 
A discussion of critieria for evaluating 

initial TMX experiments /, 82-9950 


United States. Dept. of Energy. Office of 
Fusion Energy. Plasma/Materials 
Interaction Task Group. 

Proceedings of the Workshop on New 
Diagnostics Related to Impurity Re- 
lease Germantown, Maryland, May 31- 
June 1, 1979 /, 82-5188 


United States. Dept. of Energy. Office of 
General Counsel. 
Energy concern list /, 82-9925 


United States. Dept. of Energy. Office of 
Health and Environmental Research. 
Carbon balance in northern ecosystems 

and the potential effect of carbon diox- 
ide induced climatic change : report of 
a workshop, San Diego, California, 
March 7-9, 1980 /, 82-13252 


Ecological Research Division marine re- 
search program., 82-311 


Flux of organic carbon by rivers to the 
oceans : report of a workshop, Woods 
Hole, Massachusetts, September 21-25, 
1980 /, 82-13253 


Forest meteorology : research needs for 
an energy and resource limited future : 
proceedings of a workshop, August 28 
through 30, 1978 /, 82-9934 


Report of a contractor meeting-workshop 
: review and development of biotesting 
programs for energy utilization : No- 
vember 11-14, 1978, Boca Raton, Flor- 
ida /, 82-310 


The Role of organic soils in the world 
carbon cycle : problem analysis and re- 
search needs /, 82-9938 


The Role of temperate zone forests in the 
world carbon cycle : problem defini- 
tion and research needs /, 82-9936 


Workshop on Environmental and Soci- 
etal Consequences of a Possible CO.- 
Induced Climate Change, Annapolis, 
Maryland, April 2-6, 1979 /, 82-13250 


Workshop on the Global Effects of 
Carbon Dioxide from Fossil Fuels, 
Miami Beach, Fla., March 7-11, 1977 /, 
82-13238 


United States. Dept. of Energy. Office of 
Health and Environmental Research. 
Ecological Research Division. 

Abstracts from a Workshop on Processes 
Determining the Input, Behavior and 
Fate of Radionuclides and Trace Ele- 
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ments in Continental Shelf Environ- 
ments, March 7-9, 1979, Gaithersburg, 
Maryland /, 82-1622 


Ecological Research Division marine re- 
search program., 82-311 


The Potential environmental conse- 
quences of ocean thermal energy con- 
version (OTEC) plants : a workshop : 
January 22-24, 1980, Brookhaven Na- 
tional Laboratory, Upton, New York /, 
82-309 


United States. Dept. of Energy. Office of 
Industrial Applications and 
Commercialization. 

Interim technical report on the perform- 
ance of blended cements in concrete 
viewed in relation to the potential of- 
fered by these cements for reducing 
energy consumption in cement manu- 
facture., 82-13299 


United States. Dept. of Energy. Office of 

Industrial Relations. 

Comparison of compensation paid scien- 
tists and engineers in research and de- 
velopment : DOE national survey of 
compensation, 1980 data., 82-9971 


United States. Dept. of Energy. Office of 

Inspector General. 

Report on project management in the Oil 
Shale Program / U.S. Dept. of Energy, 
Office of the Inspector General., 82- 
13382 


United States. Dept. of Energy. Office of 
Intergovernmental Affairs. 
Managing intergovernmental affairs : new 
directions., 82-13378 


A Message to American Indians seeking 
funding for energy projects., 82-13379 
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report on the National Travel and 
Tourism Energy Conference., 82-3352 


United States Dept. of Energy. Office of 
International Affairs. Office of Market 
Analysis. 

Venezuela, Trinidad and Tobago : crude 
oil potential from known deposits /, 
82-3371 


United States. Dept. of Energy. Office of 
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Calculations of flows in MHD channels, 
U.S.-U.S.S.R. cooperative program in 
MHD power generation : October 2-5, 
1978, Washington, D.C. /, 82-13241 


United States. Dept. of Energy. Office of 

Nuclear Reactor Programs. 

Power plant capital investment cost esti- 
mates : current trends and sensitivity to 
economic parameters, October 1979 /, 
82-3368 
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United States. Dept. of Energy. Office of 
Nuclear Waste Management. 
National waste terminal storage program 
: national site characterization and se- 
lection plan and environmental assess- 
ment, NWTS-4., 82-335 


United States. Dept. of Energy. Office of Oil 
and Natural Gas. 
Trends in refinery capacity and utiliza- 
tion., 82-13375 


United States. Dept. of Energy. Office of Oil 
and Natural Gas Supply Development. 
Trends in refinery capacity and utiliza- 

tion., 82-13375 


United States. Dept. of Energy. Office of 
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United States. Dept. of Energy. Office of 
Petroleum Operations. 
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and revenues from the sale of petro- 
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Low-income energy assistance programs : 
a profile of need and policy options., 
82-13464 


United States. Dept. of Energy. Office of 
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DOD-DOE Workshop on Joint Energy 
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Maryland /, 82-3348 
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annual progress report, January 1980 /, 
82-9958 
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Proceedings of the Fourth Biennial Con- 
ference and Workshop on Wind 
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82-3347 


United States. Dept. of Energy. Office of 

Solar Applications for Buildings. 

Training community college faculty in 
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Is the wind a practical source of energy 
for you?., 82-13234 
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fuels /, 82-3354 
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United States. Dept. of Energy. Office of the 
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meron Parish, Louisiana : environmen- 
tal assessment., 82-9954 
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the secretary of transportation and the 
secretary of energy., 82-14317 


United States. Dept. of Energy. Office of the 
Assistant Secretary for Resource 
Applications. Division of Electrical 
Systems. 

Analysis of the need for intermediate and 
peaking technologies in the year 2000 / 
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United States. Dept. of Energy. Office of the 

Under Secretary. 

DOD-DOE Workshop on Joint Energy 
Activities, March 10-12, 1980, National 
Bureau of Standards, Gaithersburg, 
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the president of the United States 
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the Virgin Islands pursuant to section 5 
of Public Law 94-584., 82-14603 


Protocol to the Agreement on the Impor- 


tation of Educational, Scientific, and 
Cultural Materials : message from the 
president of the United States transmit- 
ting the protocol to the Agreement on 
the Importation of Educational, Scien- 
tific, and Cultural Materials, adopted at 
Nairobi on November 26, 1976, and 
opened for signature at the United Na- 
tions on March 1, 1977., 82-11764 


Supplemental appropriations and budget 


amendments : communication from the 
president of the United States transmit- 
ting supplemental appropriations for 
fiscal year 1980 and budget amend- 
ments for fiscal year 1981., 82-14602 


Tax convention with Jamaica : message 


from the president of the United States, 
transmitting the convention between 
the government of the United States of 
America and the government of Jamai- 
ca for the avoidance of double taxation 
and the prevention of fiscal evasion 
with respect to taxes on income (the 
convention), together with a related ex- 
change of notes, signed at Kingston on 
May 21, 1980., 82-11741 


Tax convention with the Arab Republic 


of Egypt : message from the president 
of the United States, transmitting a 
convention between the government of 
the United States of America and the 
government of the Arab Republic of 
Egypt for the avoidance of double tax- 
ation and the prevention of fiscal eva- 
sion with respect to taxes on income, 
signed at Cairo on August 24, 1980., 
82-11739 


Tax convention with the Federal Repub- 


lic of Germany : message from the 
president of the United States, trans- 
mitting a convention between the 
United States of America and the Fed- 
eral Republic of Germany for the 
avoidance of double taxation and the 
prevention of fiscal evasion with re- 
spect to taxes on estates, inheritances, 
and gifts, signed at Bonn on December 
3, 1980., 82-11763 


Tax convention with the Kingdom of 


Denmark : message from the president 
of the United States, transmitting the 
convention between the government of 
the United States cf America and the 
government of the Kingdom of Den- 
mark for the avoidance of double tax- 
ation and the prevention of fiscal eva- 
sion with respect to taxes on income 
(the convention), together with a relat- 
ed exchange of notes, signed at Wash- 
ington on June 17, 1980., 82-11738 


Tax convention with the People’s Repub- 


lic of Bangladesh : message from the 
president of the United States transmit- 
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ting the convention between the gov- 
ernment of the United States of Amer- 
ica and the government of the People’s 
Republic of Bangladesh for the avoid- 
ance of double taxation and the preven- 
tion of fiscal evasion with respect to 
taxes on income, together with a relat- 
ed exchange of notes, signed at Dacca 
on October 6, 1980., 82-11740 

United States-Australia agreement on 
peaceful uses of nuclear energy : mes- 
sage from the president of the United 
States transmitting the text of the pro- 
posed agreement between the United 
States and Australia concerning peace- 
ful uses of nuclear energy, pursuant to 
section 123d. of the Atomic Energy 
Act of 1954, as amended (92 Stat. 
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United States. President (1981- : Reagan) 

Budget amendments : communication 
from the president of the United States 
transmitting proposed amendments to 
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fiscal year 1982 for the Department of 
Defense—military and for the Depart- 
ment of State., 82-14627 

Federalism, the first ten months : a report 
from the President., 82-2120 


International agreements : communication 
from the president of the United States 
transmitting a report on international 
agreements transmitted to Congress 
after the expiration of the sixty-day 
period specified by law, pursuant to 1 
U.S.C. 112b(b)., 82-14641 

International Convention on the Simplifi- 
cation and Harmonization of Customs 
Procedures : message from the presi- 
dent of the United States transmitting 
the International Convention on the 
Simplification and Harmonization of 
Customs Procedures (’’Convention’’), 
which entered into force on September 
25, 1974, with annexes and reservations 
to the annexes., 82-11766 


Production of lethal binary chemical mu- 
nitions : communication from the presi- 
dent of the United States transmitting 
his certification that the production of 
lethal binary chemical munitions is es- 
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to section 818(a) of Public Law 94- 
106., 82-11804 


Recissions and deferral : message from 
the president of the United States 
transmitting 33 proposed recissions of 
budget authority and one deferral, pur- 
suant to sections 1012 (a) and 1013 (a) 
of Public Law 93-344., 82-11783 


Report on the nonaligned countries’ com- 
munique of September 1981 : communi- 
cation from the president of the United 
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countries which have disassociated 
themselves from the nonaligned coun- 





tries’ communique of September 1981, 
and their methods of disassociation, 
pursuant to the section 720(b) of Public 
Law 97-113., 82-14635 
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Rescissions and deferrals : message from 
the president of the United States 
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ed deferrals, pursuant to sections 
1012(a), 1013(a), and 1014(c) of Public 
Law 93-344., 82-14629, 82-14636 


Summary report Department of Energy 
sunset review : message from the presi- 
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Suppiemental appropriations : communi- 
cation from the president of the United 
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Supplemental appropriations and budget 
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States of America and the government 
of the Republic of Argentina for the 
avoidance of double taxation and the 
prevention of fiscal evasion with re- 
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together with a related protocol, signed 
at Buenos Aires on May 7, 1981., 82- 
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peaceful uses of nuclear energy : mes- 
sage from the president of the United 
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posed agreement for cooperation be- 
tween the United States of America 
and the People’s Republic of Bangla- 
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desh concerning peaceful uses of nucle- 
ar energy, pursuant to section 123d. of 
the Atomic Energy Act of 1954, as 
amended., 82-11802 
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Committee for Women. 
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Guide for uprating REA transmission 
structures for higher operating vol- 
tages., 82-12616 


List of materials acceptable for use on 
systems of REA electrification borrow- 
ers /, 82-12629 


Load management programs., 82-12622 
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Growing tomatoes in the home garden /, 
82-1141 


A guide for predicting sheet and rill ero- 
sion on forest land /, 82-9105 

Handbook of agricultural charts. Enlarge- 
ments /, 82-9, 82-12 


Hydrologic data for experimental agricul- 
tural watersheds in the United States /, 
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and cooking on the farm., 82-9085 


Recent publication of range research., 
82-12631 


Removing stains from fabrics., 82-1139 


Research roundup 1978 : agricultural re- 
search highlights making news in 1978., 
82-12371 


Solar heating for brooding chickens /, 
82-1135 


The States’ role in the cooperative state- 
federal research system for agriculture 
and forestry., 82-12364 


Tax-exempt status of 4-H organizations 
authorized to use the 4-H name and 
emblem., 82-12361 


The Yellowjackets of America north of 
Mexico., 82-7 


Your retirement : 
guide /, 82-4298 


a financial planning 


United States. Science and Education 
Administration. Agricultural Research. 
Southern Region. 
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Business : the event, the results, the 
continuing process., 82-11369 


United States. Small Business 
Administration. Office of Minority Small 
Business and Capital Ownership 
Development. 
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The simultaneous determination of state 
unemployment insurance benefit and 
state unemployment rates /, 82-12050 
Transit passes 
ness and transit., 


Urban Land Institute. 
Joint development : making the real 
estate-transit connection /, 82-6481 


Urban Mass Transportation Administration 
University Research Conference (1980 : 
Washington, D.C.) 

Panel sessions of the Urban Mass Trans- 
portation Administration University 
Research Conference, May 6-7, 1980 : 
the future for public transportation : 
peak period transit services, strategies 
for the 1980’s., 82-14505 


innovations from busi- 
82-11388 


Urban Research & Development 
Corporation. 
Handbook for recreation planning & 
action : a UPARR action program de- 
velopment guide /, 82-5950 


Urban Systems (Firm) 
Implementation and enforcement of the 
Clean Air Act : summary statement of 

work., 82-14693 


Urban Systems Research & Engineering. 
Identification of specific effects of Title 
VI restrictions on selected hospitals 
and implications for health manpower 
/, 82-10649 


An institutional assessment of the imple- 
mentation and enforcement of the 
Clean Air Act : Allegheny case study 
(draft) /, 82-11846 


An institutional assessment of the imple- 
mentation and enforcement of the 
Clean Air Act : Eastern Tennessee 
Valley case study /, 82-2425 


An institutional assessment of the imple- 
mentation and enforcement of the 
Clean Air Act : Florida case study 
(draft) /, 82-11845 


An institutional assessment of the imple- 
mentation and enforcement of the 
Clean Air Act : Houston case study 
(draft) /, 82-6615 


An institutional assessment of the imple- 
mentation and enforcement of the 
Clean Air Act : summary report /, 
82-11848 





Urbanik, T. (Thomas), 1946- 
An analysis of evacuation time estimates 
around 52 nuclear power plant sites /, 
82-14958 


Urbitran Associates. 
Review of local alternatives analyses in- 


volving automated guideway transit /, 
82-14522 


US Army Armor School. Command and Staff 
Dept. 


Student guide : armor officer basic course 
: tank platoon leader., 82-4877 


USA-USSR Symposium on the Effects of 
Pollutants Upon Aquatic Ecosystems (1st : 
1975 : Environmental Research 
Laboratory-Duluth) 

Proceedings of the First and Second 
USA-USSR Symposia on the Effects of 
Pollutants upon Aquatic Ecosystems., 
82-13545 


USA-USSR Symposium on the Effects of 

Pollutants Upon Aquatic Ecosystems (2nd 

: 1976 : Borok, [Aroslavskaia oblast, 

R.S.F.S.R.) 

Proceedings of the First and Second 
USA-USSR Symposia on the Effects of 
Pollutants upon Aquatic Ecosystems., 
82-13545 


USA-USSR Symposium on the Effects of 
Pollutants Upon Aquatic Ecosystems (3rd : 
1979 : Borok, [Aroslavsia oblast’, 
R.S.F.S.R.) 

Proceedings of the third USA-USSR 
Symposium on the Effects of Pollutants 
Upon Aquatic Ecosystems : theoretical 
aspects of aquatic toxicology, July 2-6, 
1979, Borok, Jaroslav Oblast, USSR /, 
82-5262 


USAF Medical Center (Wright-Patterson Air 
Force Base, Ohio). Dept. of Physical 
Therapy. 

Prenatal exercise program /, 82-9899 


USAF School of Aerospace Medicine. 
Methodology to assess psychological 
stress and its impact in the air combat 
environment /, 82-267 


USAID/Thailand. 

Government development assistance for 
Thailand’s rural poor : a social impact 
assessment of the provincial program : 
a report prepared under USDA con- 
tract no. 53-319R-9-138 for the Office 
of Rural Development and Administra- 
tion, Bureau of Development Support, 
USAID/Washington and USAID/ 
Thailand /, 82-11342 


Utah. Dept. of Employment Security. 

How current occupational supply and 
demand information can be used to in- 
crease local office placements in Utah / 
, 82-694 


Do not order from index; see indicated entry 





Van der Mast, V. C. 


Utgoff, Kathleen P. Classen, 
Evaluating tax systems for financing the 
unemployment insurance program /, 
82-12051 


Vv 


Vaccaro, J. V. 
Selected hydrologic data for Spokane 
Valley, Spokane, Washington, 1977-78 
/, 82-13970 


Vadus, Joseph R. 
Remotely operated vehicles : an over- 
view /, 82-4628 


Vaidya, P. G. 
Investigation of the effects of inlet shapes 
on fan noise radiation /, 82-6120 


Valdisera, Victor M. 
Selected characteristics of persons in life 
science, 1978., 82-1353 


Valdivieso, Manuel. 
Selected abstracts on small cell carcino- 
ma of the lung /, 82-5737 


Valencia, Ruby. 
Mutagenesis screening of pesticides using 
Drospophila /, 82-10221 


Valentine, Lonnie D. 

Prediction of reading grade levels of 
service applicants from Armed Serv- 
ices Vocational Aptitude Battery 
(ASVAB) /, 82-285 


Valoski, Michael P. 
Improving barrier insertion loss., 


Value Engineering Laboratory. 
New and rebuilt brake cylinder survey 
and performance evaluation /, 82- 
11608 


82-697 


Van Beek, Johannes L. 
An Introduction to the environmental lit- 
erature of the Mississippi deltaic plain 
region /, 82-14022 


Van Buren, A. L. (Arnie Lee) 
Design manual for a constant beamwidth 
transducer /, 82-1536 


Van Buskirk, Linda K. 

The Federal Aviation Administration’s 
radar training facility and employee se- 
lection and training /, 82-2280 

System performance, error rates, and 
training time for recent FAA academy 
nonradar graduates, community per- 
sons, and handicapped persons on the 
radar training facility pilot position /, 
82-6452 


Van der Mast, V. C. 
Technical assessment of radon-222 con- 
trol technology for underground urani- 
um mines /, 82-10261 
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Van Deusen, James L. 


Van Deusen, James L. 
Eastern redcedar seed sources recom- 
mended for North Dakota sites /, 82- 
12496 


Van Eck, O. J. 
Regional tectonics and seismicity of 
southwestern Iowa : annual report, 
May 1, 1978-April 30, 1979 /, 82-6639 


Van Ee, Patricia Molen. 

Maps and charts of North America and 
the West Indies, 1750-1789 : a guide to 
the collections in the Library of Con- 
gress /, 82-2050 


Van Erp, J. B. (Jan B.) 

Executive Seminar on the Future Role of 
Risk Assessment and Reliability Engi- 
neering in Nuclear Regulation : held at 
Bethesda, Maryland, January 28, 1980 
/, 82-14991 


Van Fossen, G. James. 
Review and status of liquid-cooling tech- 
nology for gas turbines /, 82-11164 


Van Gaasbeek, J. R. 
Flight test evaluation of a nonlinear hub 
spring on a UH-1H helicopter /, 82- 
13188 


van Passen, H. L. L. 
Evaluation of materials interactions for 
advanced reactor systems annual 
progress report /, 82-14930 


Van Voris, P. 
Environmental assessment of coal clean- 
ing processes : master test plan/, 82- 
13594 


Van Weringh, J. 

Computer-aided Environmental Legisla- 
tive Data System (CELDS) user 
manual /, 82-9831 


Vance, Cyrus Roberts, 1917- 
Afghanistan : America’s course, March 3, 
1980 /, 82-11217 


Foreign assistance programs for FY 1981 
: February 5, 1980 / Secretary Vance., 
82-11214 


Meeting the challenge in Southwest Asia 
: February 1, 1980 /, 82-11213 


Middle East peace process : a status 
report, March 20, 1980 /, 82-11218 


Statement on Iran to Security Council : 
December 29, 1979 /, 82-11211 


Strengtening NATO’s defense : Decem- 
ber 12, 1979 / Secretary Vance., 82- 
11212 


U.S. foreign policy 
egy, March 27, 
Vance., 82-11219 


: Our broader strat- 
1980 / Secretary 
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Vande Hei, Richard P. 
A computer graphic-based aid for analyz- 
ing tactical sightings of enemy forces /, 
82-9753 


Vandenberg Air Force Base (Calif.) 
Appraisal of ground-water resources in 
the San Antonio Creek Valley, Santa 
Barbara County, California /, 82-1947 


Vandenberg, R. L. 
Proposed policy and procedures for dif- 
fering professional opinions : for com- 
ment /, 82-14722 


Vanderbeck, R. W. 
Investigation of steels for improved wel- 
dability in ship construction : phase 1., 
82-12029 


Vanderbilt University. 

Influence of shallow structure, and a 
clay-filled Mississippi River channel on 
details of the gravity field at the Reel- 
foot Scarp, Lake County, Tennessee /, 
82-6697 


Vanderslice, R. R. 
POM source and ambient concentration 
data : review and analysis /, 82-10159 


VanDeventer, Allan D. 

The Selection of air traffic control spe- 
cialists : I. history and review of con- 
tributions by the Civil Aeromedical In- 
stitute /, 82-6453 


Vane, Sylvia Brakke. 

The Cahuilla and the Santa Rosa Moun- 
tain region : places and their Native 
American associations : a review of 
published and unpublished sources /, 
82-10964 


Vanicek, Petr., 1935- 
Tidal corrections to geodetic quantities /, 
82-4627 


VanNess, R. P. 
Pilot field studies of FGD waste disposal 
at Louisville Gas and Electric /, 82- 
10216 


Varcolik, F. 
Optimum test intervals for online testing 
/, 82-6699 


Varga, G. M. 
Applicability of the thermal DeNOx 
process to coal-fired utility boilers /, 

82-10142 


Vaughan, John A. 

Aeromedical implications of the x-chrom 
lens for improving color vision defi- 
ciencies /, 82-3917 

Comparative readability of enroute low 
altitude charts with and without terrain 
depiction /, 82-2272 

The optical properties of smoke-protec- 
tive devices /, 82-6450 
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Visual performance assessment through 
clear and sunscreen-treated windows /, 
82-2275 


Vaughan, Victor L. 
Light airplane crash tests at three pitch 
angles /, 82-6141 


Vecchioli, John. 
Active waste-injection systems in Florida, 
1976 /, 82-10822 


Vector Research, Inc. 
Fixed site neutralization model program- 
mer’s manual /, 82-971 


MOVANAID, an interactive aid for anal- 
ysis of movement capabilities /, 82- 
9757 


Perceived importance of zones surround- 
ing a vehicle and learning to use a 
convex mirror effectively /, 82-6539 


Vedder, Richard K. 
State and local economic development 
strategy : a “supply side” perspective : 
a staff study /, 82-4215 


Vehicle Research and Test Center (U.S.). 
Safety Research Laboratory. 
Braking system performance of selected 
1978 model year trucks and multi-pur- 
pose vehicles /, 82-14574 


The Traction generating potential of 
snow tires vs. regular tread tires on ice, 
snow, wet, and dry surfaces /, 82- 
4018 


Veitch, J. D. 
Economics of disposal of lime/limestone 
scrubbing wastes : surface mine dispos- 
al and Dravo landfill processes /, 82- 
13636 


Veith, Gilman D. 
State-of-the-art of structure activity meth- 
ods development /, 82-10210 


Veldkamp, Mary B. 
Drugs and driving : a selected bibliogra- 
phy : supplement three /, 82-11620 


Veldre, I. A. 
Toxicological characteristics of 
waste waters /, 82-9976 


Veltman, Calvin J. 

The Retention of minority languages in 
the United States : a seminar on the 
analytic work of Calvin J. Veltman., 
82-10039 


shale 


Veneklasen, W. D. (Wayne D.) 
Development of performance indicators 
for the selection and promotion of 
corps managerial talent /, 82-13168 


Venezky, D. L. 
A new method and composition for 
cleaning metal surfaces /, 82-3292 
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Venezuela. 

Energy, research and development : 
agreement between the United States 
of America and Venezuela, signed at 
Washington March 6, 1980., 82-11313 


Treaties, etc., 82-11313 


Verdieck, J. F. 

Investigations of CARS and laser-induced 
saturated fluorescence for practical 
combustion diagnosis /, 82-13648, 
82-13649 


Vernon, Graham D. 
Soviet perceptions of war and peace /, 
82-4781 


Vernoy, Mark W. 
Perception of, and adaptiation to, a three- 
dimensional curvature distortion /, 
82-5094 


Versar, Inc. 

Comparison of model predictions and 
consumptive water use of closed cycle 
cooling systems /, 82-13568 

Effect of physical coal cleaning on sulfur 
content and variability /, 82-13652 


Vershure, R. W. 
Cooled, laminated radial turbine demon- 
stration program /, 82-13193 


Verve Research Corporation. 
An Examination of the comfort and con- 
venience of 1979 safety belt systems /, 
82-14533 


Very, K. R. 
Carboxyhemoglobin levels during a sub- 
marine patrol /, 82-5104 


Vescera, Lawrence. 

An examination of the fow of Title I and 
state compensatory aid and their effect 
on equalization in four states, Florida, 
New Jersey, New York and Texas /, 
82-13781 


Vesely, W. E. 
FRANTIC II—a computer code for time 
dependent unavailability analysis /, 

82-14971 


Optimum test intervals for online testing 
/, 82-6699 


Veterans Administration Center for 
Endoscopic Programs. 
Topical anesthesis for endoscopic exami- 


nation of the upper and lower airways, 
82-906 


Veterans Administration Dental Education 
Center (U.S.) 
Fluid resin technique for processing com- 
plete dentures, 82-11666, 82-11667 


Veterans Administration Medical Center 
(Wilmington, Del.) 
Electrohydraulic 

6546 


cystolithotripsy, 82- 


Virginia Polytechnic Institute and State University. 


Electrohydraulic nephrolithotripsy, 
6545 


Veterans of Foreign Wars of the United 
States. 
Proceedings of the National Convention 
of the Veterans of Foreign Wars of the 
United States., 82-11784 


82- 


Veterans of World War I of the U.S.A. 
Proceedings of the National Convention 
of the Veterans of World War I of the 
United States, Inc., 82-2378 


Vette, James I. 

A model of the near-Earth environment 
and application to the ISEE-A and -B 
orbit /, 82-2080 

Report on active and planned spacecraft 
and experiments /, 82-2081, 82-2085 


Vetter, Fred W. 
Energy resource documentation in sup- 
port of 55 MPH /, 82-3853 


Vickers, Arthur A. 
Flood of August 31-September 1, 1978, in 
Crosswicks Creek basin and vicinity, 
central New Jersey /, 82-5811 


Vickers, Tirey K. 
Recommended short-term ATC improve- 
ments for helicopters :, 82-881 


Vickery, James S. 
Profile of nine state and local air pollu- 
tion agencies /, 82-1658 


Vien, Cao Van. 
Reflections on the Vietnam War /, 82- 
5070 


The U.S. adviser /, 82-5064 


Viergutz, O. J. 
Cost and economic impact of tire reserve 
load requirements /, 82-11628 
Selected topics in railroad tank car safety 
research /, 82-11470 


Vigil, John C, 
Nuclear reactor safety ; quarterly prog- 
ress report April 1-June 30, 1980 /, 

82-11993 


Vilcans, Janis. 
Experimental BCAS performance results 
/, 82-2285 


Villet, Willem C. B. 
| Fabric analysis of undisturbed sands from 
Niigata, Japan /, 82-5009 


Vince, M. A. 
Flow regime identification and void frac- 
tion measurement techniques in two- 
phase flow /, 82-11982 


Vincent, Charles L. (Charles Linwood) 
Wave information study for U.S. coast- 
lines. Report 1. Surface pressure field 
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reconstruction for wave hindcasting 
purposes /, 82-13128 


Vincent, Phillip E. 

An analysis of potential additional meas- 
ures of fiscal capacity of South Dakota 
school districts /, 82-13783 

Geographic cost-of-education differentials 
/, %82-13780 


Vincenty, T. 
Application of three-dimensional geodesy 
to adjustments of horizontal networks / 
, 82-1385 


Determination of North American datum 
1983 coordinates of map _ corners 
(second prediction) /, 82-1387 

The HAVAGO three-dimensional adjust- 
ment program /, 82-1388 

HOACOS : a program for adjusting hori- 
zontal networks in three dimensions /, 
82-1389 


Use of auxiliary ellipsoids in height-con- 
trolled spatial adjustments /, 82-1391 


Vinjamuri, Krishna. 
Fuel rod behavior during test PCM-2 /, 
82-4122 


Power-Cooling-Mismatch Test Series : 


test PCM-3 test results report /, 82- 
14871 


Vinson, P. W. 


Regenerative engine analysis /, 


Virgin Islands Planning Office. 
Flood hazard information : St. Thomas, 
U.S. Virgin Islands, Demarara 

(Frenchtown) /, 82-9823 


82-200 


Virginia. State Water Control Board. 

Special flood hazard information report : 
Hunting Camp Creek & Wolf Creek, 
Bastian, Bland County, Virginia /, 82- 
1474 


Special flood hazard information report : 
New River, Montgomery County and 
Pulaski County, Virginia /, 82-1476 


Special flood hazard information report : 
Reed Creek, Max Meadows to Wythe- 
ville, Wythe County, Virginia /, 82- 
3187 


Special flood hazard information report : 
Wolf Creek, Giles County, Virginia /, 
82-5038 


Virginia Marine Resources Commission. 
Virginia landings, annual summary., 82- 
3123 


Virginia Polytechnic Institute and State 
University. 
Soil survey of city of Suffolk, Virginia., 
82-64 
Soil survey of Lunenburg County, Vir- 
ginia., 82-55 
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Virginia Polytechnic Institute and State University. 


Soil survey of Richmond County, Virgin-. 


ia., 82-12594 


Soil survey of Westmoreland County, 
Virginia., 82-12600 


Virginia Polytechnic Institute and State 
University. Dept. of Geological Sciences. 
A regional crustal velocity model for the 

Southeastern United States /, 82- 
12017 


Virginia Polytechnic Institute and State 
University. Engineering Science and 
Mechanics Dept. 

Stress intensity distributions in nozzle 
corner cracks of complex geometry /, 
82-11920 


Viswanathan, Sathy. 
Helicopter survivability model : comput- 
er programs documentation /, 82- 
1509 


Vitale, Philip. 
A guide for estimating longshore trans- 
port rate using four SPM methods /, 

82-13144 


Vitola, Bart M. 
Characteristics of Air Force accessions : 
January 1975 to June 1977 /, 82-1583 


Development and validation of the Air 
Force technical training student survey 
/, 82-13224 

Effectiveness of adaptability screening /, 
82-275 


Viveros-Long, Anamaria, 1942- 
Peru : CARE OPG water health services 
project /, 82-11343 


Viahos, Michael, 1951- 
The blue sword : Naval War College and 
the American mission, 1919-1941 /, 
82-13210 


Viasich, James A. 

Prehistory, ethnohistory and history of 
Eastern Nevada : a cultural resources 
summary of the Elko and Ely Districts 
/, 82-14033 


Vodrazka, Frank M. 
Soil survey of Pope County, Arkansas., 
82-61 


Voegele, Michael D. 

Rational design of tunnel supports : an 
interactive graphics based analysis of 
the support requirements of excava- 
tions in jointed rock masses /, 82-164 


Voglewede, J. C. 
A comparative analysis of LWR fuel de- 
signs /, 82-11870 


Vogt, Douglas K. 
Transportation issues regarding low-level 
nuclear wastes /, 82-838 


Page 1-494 





Vogt, James R. 

Proceedings of the Third International 
Conference on Nuclear Methods in En- 
vironmental and Energy Research, Co- 
lumbia, Missouri, October 10-13, 1977 / 
, 82-3336 


Voluntary Truck and Bus Fuel Economy 
Improvement Program (U.S.) 
How to save truck fuel., 82-14322 


Voluntary Truck and Bus Fuel Economy 
Program (U.S.) 
The Joint Industry-Government Voiun- 
tary Truck and Bus Fuel Economy 
Program., 82-14318 


Trucker’s guide to fuel savings., 
14324 


82- 


Voss, Harwin L. 
Young men and drugs in Manhattan : a 
causal analysis /, 82-1885 


Vostreys, Robert W. 
Catalog of Viking mission data /, 82- 
2084 
Report on active and planned spacecraft 
and experiments /, 82-2081 


Voth, Mark. 


Real-time feasibility for generation of 
nonlinear textured terrain /, 82-9914 


Vought Corporation. 
Passive vehicle-automated guideway tran- 
sit : documentation of previous work 


and assessment of impact of new tech- 
nology on this concept /, 82-14523 


Voytik, D. E. 
Evaluation of silicone fluid for replace- 
ment of PCB coolants in railway indus- 
try /, 82-6362 


Vrabel, J. D. 
Development of a system to display and 
record slack action in freight trains /, 

82-2250 


Ww 


Waag, Wayne L. 
Contributions of platform motion to sim- 
ulator training effectiveness : study II - 
aerobatics /, 82-1575 


Contributions of platform motion to sim- 
ulator training effectiveness : study I — 
basic contact /, 82-1560 


Training effectiveness of visual and 
motion simulation /, 82-5170 


Waak, B. T. 
Helicopter survivability model : comput- 
er programs documentation /, 82- 
1509 


Improved maneuver criteria evaluation 
program /, 82-1511 
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Wadkins, Robert P. 
Critical heat flux tests of a simulated 
power burst facility rod bundle /, 82- 
6626 


Wagner, Charles E. 
The federal rules of evidence annotated / 
» 82-1664 


Wagner, Marvin. 
Decriminalization : administrative adjudi- 
cation /, 82-6514 
Wahler, P. S. 
Safeguard vuinerability analysis program 
(SVAP) /, 82-11945 


Waidelich, J. A. 
Wide-angle, multiviewer infinity display 
design /, 82-1554 


Wait, H. J. 
Security lighting planning document for 
nuclear fixed site facilities /, 82-6652 
Vehicle access and control planning doc- 
ument /, 82-4111 


Vehicle access and search training 
manual /, 82-4112 


Wake, William H. 
Field study for remote sensing : an in- 
structors manual /, 82-11119 


Walch, D. R. 
Demonstration of a closed loop reuse 
system in a fiberglas textile plant /, 

82-13558 


Waldon, C, A. 
Evaluation of an energy distribution 
system for helicopter landing gears 
during hard landings /, 82-1507 


Walker, A. S. (Alta Sharon), 1942- 
Annotated bibliography of remote sens- 
ing methods for monitoring desertifica- 
tion /, 82-1920 


Walker, Bruce. 

Effect of grazing flow on the acoustic 
impendance of Helmholty resonators 
consisting of single and clustered ori- 
fices /, 82-11104 


Walker, Carol H. (Carol Hinton), 1947- 
The role of presupposed and focal infor- 
mation in integrating sentences, 82- 
9768 


Walker, Harold J. 
Performance evaluation method for dis- 
similar aircraft designs /, 82-11165 


Walker, J. K. 
Colliding beam physics at Fermilab /, 
82-1627 


Walker, Paul K. 
Engineers of independence : a docuimen- 
tary history of the Army Engineers in 
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the American Revolution, 1775-1783 /, 
82-5031 


Wallace, Charles E. 
Economic viability of the NW 7th 
Avenue express bus operation /, 82- 
2301 


Effect of bus priority systems operation 
on performance of traffic signal control 
equipment on NW 7th Avenue : report 
8/, 82-2300 


Effect of the park N’ ride facility on 
usage of the NW 7th Avenue express 
bus system : report 5 /, 82-890 

Report II-2 : evaluation of the effects of 
the I-95 exclusive bus/car pool lane 
priority system on vehicular and pas- 
senger movements /, 82-6486 


Wallace, Dennis. 
Fugitive emissions from iron foundries /, 
82-13621 


Walldorf, Steven P. 

Synthesis of regional electric reliability 
council responses to the recommenda- 
tions issued by the Federal Power 
Commission following the 1977 New 
York City blackout /, 82-1652 


Waller, Bradley G. 
Summary of hydrologic data for the East 
Everglades, Dade County, Florida /, 
82-1953 


Wallis, Allan. 
Crime prevention through environmental 


design : an operational handbook /, 
82-5956 


Wallops Flight Center. 
A new dimension, Wallops Island flight 
test range : the first fifteen years /, 
82-11161 


Vertical motions in the equatorial middle 
atmosphere /, 82-725 


Walsh, E. J. 
Evaluation of silicone fluid for replace- 
ment of PCB coolants in railway indus- 
try /, 82-6362 


Walsh, John Joseph, 1942- 

The Potential environmental conse- 
quences of ocean thermal energy con- 
version (OTEC) plants : a workshop : 
January 22-24, 1980, Brookhaven Na- 
tional Laboratory, Upton, New York /, 
82-309 


Walsh, Marilyn E. 

The identification and recovery of stolen 
property using automated information 
systems : an investigator’s handbook /, 
82-10981 


Walsh, Michael J., 1932- 

Computer simulations of occupant re- 
in frontal crashes using CVS 
82-895 


8 
Ill /, 





Tactical performance characterization : 
basic methodology /, 82-3323 


Walter, Renee. 

First annual report of the National Hospi- 
tal Rate-Setting Study : a comparative 
review of nine prospective rate-setting 
programs /, 82-5771 


Walters, Kenneth Lyle, 1921- 
Water resources of the Lower Elwha 
Indian Reservation, Washington /, 
82-10789 


Walton, Howard. 

Commercial and industrial storage of dis- 
tillate and gasoline : a study required 
by section 241 of the Emergency 
Energy Conservation Act of 1979 /, 
82-5225 


Walton, M. (Matt) 
Seismicity and tectonic relationships for 
Upper Great Lakes Precambrian Shield 
Province : Final Report /, 82-14935 


Walton, Todd L. 
Computation of longshore energy flux 
using LEO current observations /, 
82-13142 


Walz, Joseph E. 
Load concentration due to missing mem- 
bers in planar faces of a large space 
truss /, 82-6147 


Wampler, Phillip L. 
Instream flow requirements of the lower 
North Fork, South Fork and main- 
stream Skokomish River /, 82-1979 


Wampler, William C. (William Creed) 1926- 
Labor needs to better manage migrant 
grants in Virginia and improve the 
process for selecting grantees : report 

to the Honorable William C. Wampler, 
House of Representatives /, 82-1752 


Wandner, Stephen A. 
A proposal for a program paying UI 
benefits beyond 39 weeks /, 82-6730 


Wang, Chi, 1930- 
Chinese knowledge of the United States : 
a preliminary survey /, 82-14044 


Wang, K. L. 
Thermal elastohydrodynamic lubrication 
of spur gears /, 82-14194 


Wang, Shih-Chung. 

EPA alkali scrubbing test facility : ad- 
vanced program, final report (October 
1974-June 1978) /, 82-13654 

EPA alkali scrubbing test facility : ad- 
vanced program, fourth progress 
report /, 82-13633 


Wapora, inc. 
Final environmental impact statement for 
the proposed expansion of existing 
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Warner, Arthur J. 


Scotts Bluff County, Nebraska /, 
10185 


Huron Valley wastewater control system 
facilities plan, Wayne and Oakland 
Counties, Michigan /, 82-10196 


Ward, Franklin R. 

Photo series for quantifying natural forest 
residues in common vegetation types of 
the Pacific Northwest /, 82-36 

Predictions of fire behavior and resist- 
ance to control for use with photo 
series for the Douglas-fir—hemlock 
type and the coastal Douglas-fir—hard- 
wood type /, 82-12523 

Predictions of fire behavior and resist- 
ance to control for use with photo 
series for the ponderosa pine type, pon- 
derosa pine and associated species type, 
and lodgepole pine type /, 82-12522 

Predictions of fire behavior and resist- 
ance to control for use with photo 
series for the Sierra mixed conifer type 
and the Sierra true fir type /, 82- 
12521 


Ward, G. M. (Gerald Madison), 1921- 
Evaluation of methane production from 
wet stillage and the nutritional value of 
the residue : final report /, 82-13356 


Ward, Gary K. 
Evaluation of calcium sensors in fresh- 
and saltwater /, 82-13588 


Test and evaluation of potassium sensors 
in fresh- and saltwater /, 82-13587 


Ward, J. M. 
Development of a new wringer for the 
zero-relative-velocity belt skimmer /, 

82-6469 


Ward, John Erwin, 1920- 
A comparative study of various types of 
vehicle detectors /, 82-2216 


Ward, Robert, 1945- 
Concert night : the Library of Congress / 
, 82-2052 


Ware, Anita S. 
Emergency medical services highway 
sign evaluation /, 82-6517 


Warholic, George R. 
A Statistical study of coal sulfur variabil- 
ity and related factors /, 82-5311 
A Statistical study of coal sulfur variabil- 
ity and related factors, documentation 
for the coal sulfur variability data base 
and analytical program /, 82-10230 


Warner, Arthur J. 
Venezuela, Trinidad and Tobago : crude 
oil potential from known deposits /, 
82-3371 


Page I-495 





Warren, Elizabeth, 1934- 


Warren, Elizabeth, 1934- 
Cultural resources of the California 
desert, 1776-1880 : historic trails and 
wagon roads /, 82-5941 


Warren, Gouverneur K. (Gouverneur 

Kemble), 1830-1882. 

Explorer on the northern plains : Lieu- 
tenant Gouverneur K. Warren’s pre- 
liminary report of explorations in Ne- 
braska and Dakota, in the years 1855- 
*56-"57., 82-13149 


Warren, McVeigh & Griffin. 
Wisconsin Department of Transportation 
: vehicle insurance study., 82-6494 


Warren, W. John. 
Hygrothermal damage mechanisms in 
graphite-epoxy composites /, 82-731 


Warren Weil Associates. 
Federal employee energy awareness pro- 
gram guide /, 82-13320 


Washburn, Beverly W. 
Accident delineation and evaluation of 
the high-temperature gas-cooled reac- 
tor system concepts /, 82-14901 


Washington. Dept. of Ecology. 

Sediment transport by irrigation return 
flows in the lower Yakima River basin, 
Washington, 1975 and 1976 irrigation 
seasons /, 82-10781 


Washington (State). Dept. of Ecology. 
Ground-water resources of the 
Beach Peninsula, Pacific 
Washington /, 82-10746 


North 
County, 


Washington (State). Dept. of Social and 
Health Services. Health Services Division. 
Transportation of radioactive material in 

Washington State : September 1979 - 
September 1980 /, 82-4173 


Washington (State). Dept. of Transportation. 

Estimation of floods of various frequen- 

cies for the small ephemeral streams in 
eastern Washington /, 82-10788 


Washington (State). Division of Geology and 
Earth Resources. 
Geothermal resources of Washington /, 
82-9510 


Washington State University. Agriculture 
Research Center. 
Soil survey of Douglas County, Washing- 
ton., 82-12572 
Soil survey of Lincoln County, Washing- 
ton., 82-12583 


Washington State University. Chemical 
De 


Engineering Dept. 

Philadelphia oxidant enhancement study, 
hydrocarbon analysis / by H. Westberg 
and P. Sweany ; prepared for U.S. En- 
vironmental Protection Agency, Office 
of Air, Noise, and Radiation, Office of 
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Air Quality Planning and Standards., 
82-10240 


Washington University (Saint Louis, Mo.) 
Ohio River valley regional study : long 
range transport of sulfates to and from 
the Ohio River valley study area /, 
82-14681 


Washington University (Saint Louis, Mo.). 
Center for Fracture Mechanics. 
Proceedings of the U.S. Nuclear Regula- 

tory Commission CSNI Specialists 
Meeting on Plastic Tearing Instability : 
held at the Center for Fracture Me- 
chanics, Washington Univeristy, St. 
Louis, Missouri, U.S.A., September 25- 
27, 1979 /, 82-4180 


Washington University (Saint Louis, Mo.). 
School of Engineering and Applied 
Science. 

Theoretical manual and users’ guide : lon- 
gitudinal-vertical train action model /, 
82-6348 


Wasson, G. E. 
Measurements of interference betweem 
AM radios due to local oscillator radi- 
ation /, 82-4696 


Water Resources Council (U.S.) 

Reference handbook for use with the 
principles, standards, and procedures 
for water resources planning (level C)., 
82-12055 


Water resources coordination directory., 
82-12054 


Water Resources Scientific Information 
Center. 
Research reports supported by Office of 
Water Research and Technology re- 
ceived during the period ..., 82-5781 


Water Resources Support Center (U.S.) 

The Port of New Orleans, Louisiana : 
mile 81 A.H.P. to mile 115 A.H.P., 
Mississippi River /, 82-13127 

The Ports of Hampton Roads, Va. : Nor- 
folk, Portsmouth, Hampton, Chesa- 
peake, Newport News, Yorktown /, 
82-4978 

Ports of Hawaii : Honolulu, Port Allen, 
Nawiliwili, Kahului, Kaunakakai, 
Kawaihae, Hilo /, 82-4980 


United States ports on Lake Erie : Erie, 
Pa., Conneaut, Ashtabula, Fairport 
Harbor, Lorain, Huron, Sandusky, 
Ohio /, 82-4979 


Waterland, R. L. 
Terrestrial ecology protocols for environ- 
mental assessment programs : work- 
shop proceedings /, 82-13555 


Waterman, Michael E. 
Corrected and updated data for IFA-429 
from beginning of life through June 

1978 /, 82-14804 
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Fuel rod temperature and pressure re- 
sponse in Halden reactor experiment 
IFA-226 / Philip E. MacDonald, 
Dennis E. Owen, Michael E. Water- 
man., 82-2453 


Loss-of-coolant accident test series—re- 
sults of TC-1 tests /, 82-6681 


Watkins and Associates. 
Assessment of the environmental com- 
patibility of differing helicopter noise 
certification standards /, 82-14414 


Watson, Carolyn B. 
Effect of Reynolds number on stability 
characteristics of a cruciform wing- 
body at supersonic speeds /, 82-6160 


Watson, Evelyn E. 
Third International Radiopharmaceutical 
Dosimetry Symposium : proceedings of 
a conference held at Oak Ridge, Ten- 
nessee, October 7-10, 1980 /, 82- 
10621 


Watson, Thomas W. 
Job enrichment : evaluation with implica- 
tions for Air Force job redesign /, 
82-264 


Watt, Richard F. (Richard Franklin), 1921- 
Fertilization of black spruce on poor site 
peatland in Minnesota /, 82-33 


Wattenberg, Lee W. 
Selected abstracts on chemoprevention of 
carcinogensis /, 82-10593 


Watters, H. J. 
Proposed policy and procedures for dif- 
fering professional opinions : for com- 
ment /, 82-14722 


Wattleworth, Joseph A. 
Economic viability of the NW 7th 
Avenue express bus operation /, 82- 
2301 


Effect of bus priority systems operation 
on performance of traffic signal control 
equipment on NW 7th Avenue : report 
8 /, 82-2300 

Effect of the park N’ ride facility on 
usage of the NW 7th Avenue express 
bus system : report 5 /, 82-890 

Effects of NW 7th Avenue bus priority 
systems on NW 7th Avenue traffic 
stream flow and passenger movements : 
report 6 /, 82-891 

Evaluation of the I-95 express bus and 
high occupancy vehicle priority sys- 
tems : report II-1 /, 82-2302 

Evaluation of the NW 7th Avenue ex- 
press bus and bus priority systems : 
report 1 /, 82-887 

Report II-2 : evaluation of the effects of 
the I-95 exclusive bus/car pool lane 
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priority system on vehicular and pas- 
senger movements /, 82-6486 


Watts, Harold W. 
Special panel suggests changes in BLS 
family budget program /, 82-2009 


Watts, Randall R. 

Manual of analytical quality control for 
pesticides and related compounds in 
human and environmental samples : a 
compendium ‘of systematic procedures 
designed to assist in the prevention and 
control of analytical problems /, 82- 
353 


Waugh, C. B. 
Plant/site selection assessment report : 
seismic safety margins research pro- 
gram /, 82-14947 


Wave Propagation Laboratory. 
Atmospheric pressure jumps measured 
with arrays of sensitive pressure sen- 
sors in the vicinity of Chicago’s 
O’Hare International Airport /, 82- 
9496 


A dual doppler radar study of the urban 
boundary layer : a summary of ME- 
TROMEX results /, 82-4630 

Effects of large-scale intermittency of 
turbulence on scalar spectra at high 
wave numbers /, 82-12815 


The formation of elevated refractive 
layers in the oceanic boundary layer by 
offshore modificaion of land air /, 82- 
4639 


Simulation of radar-measured doppler ve- 
locity profiles in low-level wind shear : 
(phase I) /, 82-2284 


Wayland, J. R. (J. Robert) 

Impact of rainstorm and runoff modeling 
on predicted consequences of atmo- 
speric releases from nuclear reactor ac- 
cidents /, 82-14912 


Wayne County (Mich.). Dept. of Public 
Works. 
Huron Valley wastewater control system 
facilities plan, Wayne and Oakland 
Counties, Michigan /, 82-10196 


Wayne, Lowell G. 
Seasonal variations in organic emission 
for significant sources of volatile or- 
ganic compounds /, 82-10076 


Wear, Jerrold D. 
Performance of semi-transpiration cooled 
liner in high temperature-rise combus- 
tor /, 82-6166 


Weatherill, W. H. 

Further investigation of a finite difference 
procedure for analyzing the transonic 
flow about harmonically oscillating air- 
foils and wings /, 82-14176 





Weathers, Clyde. 
Pork production systems with business 
analyses : selecting the “right” system 

/, 82-12390 


Weaver, William L. 

Simulation study of a geometric shape 
factor technique for estimating earth- 
emitted radiant flux densities from 
wide-field-of-view radiation meas- 
urements /, 82-11151 


Webb, Deborah. 
Chile, a country profile /, 82-809 


Ecuador, a country profile /, 82-811 


Webb, J. W. (James Woodrow) 
Shoreline plant establishment and use of a 
wave-stilling device /, 82-3183 


Webb, John D. 
Optical transparency of inexpensive salt 
solutions for construction of density- 
gradient ponds /, 82-322 


Weber, R. (Robert) 

Determination of the effect of current 
and travel speed of gas metal-arc weld- 
ing on the mechanical properties of 
A36, A516, and A514 steels /, 82- 
1486 


Webster, D. A. 

Water-level data for wells in and near 
burial ground 3, Oak Ridge National 
Laboratory, Tennessee, 1975-1979, 82- 
13986 


Water-level data for wells in burial 
ground 6 : Oak Ridge National Labora- 
tory, Tennessee, 1975-1979 /, 82-1956 


Webster, R. D. (Ronald Dwight) 
Clearinghouse information system, de- 
scription and user instructions /, 82- 
13163 


Economic impact forecast system, ver- 
sion 2.0 : user’s manual /, 82-9832 

Interagency/Intergovernmental Coordi- 
nation for Environmental Planning 


(IICEP) : systems considerations /, 
82-13166 


Webster, Steve L. 

Investigation of beach sand trafficability 
enhancement using sand-grid confine- 
ment and membrane reinforcement 
concepts /, 82-166, 82-9799 

Investigation of construction concepts for 
pavements across soft ground /, 82- 
5006 


Webster, W. C. 
Structural tests of SL-7 ship model/, 82- 
6722 


Weeks, Joseph. 
Ipsative rankings as an indicator of job- 
worker match /, 82-1581 
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Weinstein, M. (Meyer) 


Jet engine mechanic - AFSC 426X2 : ex- 
perimental job performance tests /, 
82-265 


Weggel, J. Richard. 
A method for estimating long-term ero- 
sion rates from a long-term rise in 
water level /, 82-13137 
Weir sand-bypassing systems /, 


Wehmeyer, E. E. 
Hydrologic data for Cow Bayou Brazos 
River basin, Texas, 1975 /, 82-10726 


Wehner, Alfred P. 
Investigation of effects of prolonged in- 
halation of nickle-enriched fly ash in 
Syrian golden hamsters /, 82-10222 


Wei, Fu Shang. 
Automated dynamic analytical model im- 
provement /, 82-14218 


Weidert, Leonard L. 

Experiment data report for Semiscale 
Mod-3 Small Break Test Series : (Tests 
S-SB-P1, S-SB-P2, and S-SB-P7) /, 
82-984 


Weigel, Henry S. 

An analysis of short and mid-term U.S. 
oil imports from Venezuela /, 82- 
13442 

Weigel, Jay F. 
Hydrological data for urban studies in the 


Houston, Texas metropolitan area, 1978 
/, 82-10843 


82-5029 


Weilmuenster, K. James. 

User’s guide for vectorized code EQUIL 
for calculating equilibrium chemistry 
on Control Data STAR-100 computer 
/ Ajay Kumar, Randolph A. Graves, 
Jr., and K. James Weilmuenster., 82- 
3782 


Weinberg, Irving. 
Annealing of radiation damage in 0.1- 
and 2-ohm-centimeter silicon solar cells 
/ Irving Weinberg and Clifford K. 
Swartz., 82-6154 


Weiner, Stephen. 
Solar energy legal bibliography : second 
update /, 82-1639 


Weinman-Roberts, Lois J. 
An overview of the cultural resources of 
the Western Mojave Desert /, 82- 
1992 


Weinstein, M. (Meyer) 
Checklist for evaluating emergency pro- 
cedures used in nuclear power plants /, 
82-12006 


Development of a checklist for evaluat- 
ing maintenance, test, and calibration 
procedures used in nuclear power 
plants /, 82-14922 


Page I-497 





Weinstein, M. (Meyer) 


Procedures evaluation checklist for main- 
tenance, test, and calibration proce- 
dures /, 82-14923 


Weinstein, Sarah. 

An institutional assessment of the imple- 
mentation and enforcement of the 
Clean Air Act : Allegheny case study 
(draft) /, 82-11846 


Weir, David H. 
Evaluation of the Mullard/TRRL anti- 
lock brake system /, 82-3967 


Weir, Gordon W. 
Mineral resources of the Phipps-Death 
Hollow Instant Study Area, Garfield 
County, Utah, 82-13988 


Weir, J. E. (James E.), 1925- 

Inventory of clay-rich bedrock and meta- 
morphic derivatives in eastern Nevada, 
excluding the Nevada Test Site /, 82- 
10802 


Weis, Pat. 
Wind energy information directory /, 
82-13332 


Weisbrod, Burton Allen, 1931- 
Economics and mental health /, 82-558 


Weisel, Charles J. 
Soil survey of Kootenai County area, 
Idaho., 82-4402 


Weisman, Herman M. 
Arson control guide for volunteer fire de- 
partments /, 82-10311 


Weisman, M. L. (Morris Larry) 
Vertical motions in the equatorial middle 
atmosphere /, 82-725 


Weiss, A. J. 

Evaluation of isotope migration - land 
burial : water chemistry at commercial- 
ly operated low-level radioactive waste 
disposal sites, status report through 
September 30, 1979 /, 82-2500, 82- 
11933 

Evaluation of isotope migration—land 
burial : water chemistry at commercial- 
ly operated low-level radioactive waste 
disposal sites quarterly progress 
report, October-December 1979 /, 82- 
2501 


Weiss, David M. 

Evaluating software development by 
error analysis : the data from the Ar- 
chitecture Research Facility /, 82- 
3223 


Weiss, Richard A. 
Pavement evaluation and overlay design 
using vibratory nondestructive testing 
and layered elastic theory /, 82-14458 


Weitzenfeld, Julian. 
Improvement of skills for solving ill-de- 
fined problems /, 82-271 
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Welborn, C, T. 
Sediment yields for selected streams in 
Texas /, 82-10755 


Welch, Bruce L. (Bruce Leigh), 1943- 
Paired comparisons, a method for ranking 
mule deer preference for various 
browse species /, 82-12481 


Welch, Justine. 

Proceedings of the EPA Workshop on 
the Environmental Scoring of Chemi- 
cals, Washington, D.C., August 13-15, 
1979 /, 82-10051 


Welch, Lawrence E., 1923- 
Soil survey of Alameda County, Califor- 
nia, western part., 82-2805 


Weld County (Colo.) 
Flood plain information : Dry Creek, 
Boulder County-Weld County, Colora- 

do /, 82-1475 


Welker, Jean. 

A comparative statistical study of long- 
term agroclimatic conditions affecting 
the growth of U.S. winter wheat : dis- 
tributions of regional monthly average 
precipitation on the Great Plains and 
the State of Maryland, and the effect of 
agroclimatic conditions on yield in the 
state of Kansas., 82-11155 


Welker, R. W. 
Evaluation of a commercial vacuum 


system for the removal of asbestos /, 
82-10131 


Wells, Helen T. 
Origins of NASA names /, 82-6093 


Wells, William R. 
Inclusion of unsteady aerodynamics in 
longitudinal parameter estimation from 
flight data /, 82-3798 


Welsh, Kenneth W. 

Aeromedical implications of the x-chrom 
lens for improving color vision defi- 
ciencies /, 82-3917 

Comparative readability of enroute low 
altitude charts with and without terrain 
depiction /, 82-2272 

The optical properties of smoke-protec- 
tive devices /, 82-6450 


Visual performance assessment through 
clear and sunscreen-treated windows /, 
82-2275 


Wenk, E. 

Social and economic impacts of the 
Trojan Nuclear Power Plant : a confir- 
matory technology assessment /, 82- 
6641 


Wennberg, John E. 
Health planning and regulation : the New 
England experience /, 82-9081 
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Werner, Eberhard. 
Handbook of geophysical cavity-locating 
techniques with emphasis on electrical 
resistivity /, 82-6333 


Werner, Richard A. (Richard Allen), 1936- 
Effects on eastern larch beetle of its natu- 
ral attractant and synthetic pheromones 
in Alaska /, 82-4372 


Insects and diseases of Alaskan forests /, 
82-9124 


Wernimont, Leon. 
Guidelines for the development of a 
swine herd health calendar /, 82- 
12377 


Wertheimer, A. L. 
Modification of optical instrument for in- 
stack monitoring of respirable particle 
size /, 82-10224 


Wesley, D. A. 

Potential seismic structural failure modes 
associated with the Zion nuclear plant : 
seismic safety margins research pro- 
gram /, 82-14946 

Preliminary failure mode predictions for 
the SSMRP reference plant (Zion 1) : 
seismic safety margins research pro- 
gram /, 82-14945 


Wessman, R. H. 
NRC licensee assessments /, 82-11877 


Wesson, L, E. 
Paratransit vehicle test and evaluation /, 
82-14521 


West, C, E. 
Assessment of secondary residues, engi- 
neering and economic analysis : final 
report /, 82-9969 


West, Harold W. 

Environmental baseline descriptions for 
use in the management of Fort Carson 
natural resources. Report 2. Water- 
quality, meteorologic, and hydrologic 
data collected with automated field sta- 
tions /, 82-13129 


West Virginia. Dept. of Highways. 
State of technology for quality assurance 
of plastic concrete : phase I, feasibility 
study /, 82-14369 


West Virginia. Dept. of Highways. Materials 
Control, Soil & Testing Division. 

Snow and ice removal from pavement 

using stored earth energy /, 82-14367 


West Virginia. Division of Water Resources. 
Drainage areas of the Twelvepole Creek 
basin, West Virginia, Big Sandy River 
basin, West Virginia, Tug Fork basin, 
Virginia, Kentucky, West Virginia /, 
82-10801 
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West Virginia Geological and Economic 
Survey 


Drainage areas of the Twelvepole Creek 
basin, West Virginia, Big Sandy River 
basin, West Virginia, Tug Fork basin, 
Virginia, Kentucky, West Virginia /, 
82-10801 


West Virginia University. Agricultural 
Experiment Station. 
Soil survey of Harrison and Taylor 
Counties, West Virginia., 82-12574 
Soil survey of Kanawha County, West 
Virginia., 82-12576 


West Virginia University. Dept. of Civil 
Eagineering. 


Calibration of a 90 V-notch weir using 
parameters other than upstream head /, 
82-5260 


State of technology for quality assurance 
of plastic concrete : phase I, feasibility 
study /, 82-14369 


Westat, inc. 
National study of the incidence and se- 
verity of child abuse and neglect : 
study findings., 82-10690 


Westberg, H. 

Philadelphia oxidant enhancement study, 
hydrocarbon analysis / by H. Westberg 
and P. Sweany ; prepared for U.S. En- 
vironmental Protection Agency, Office 
of Air, Noise, and Radiation, Office of 
Air Quality Planning and Standards., 
82-10240 


Westec Services, inc. 
Cultural resources inventory of the cen- 
tral Mojave and Colorado Desert re- 
gions, California /, 82-5943 


Western Archeological Center. 

An archeological survey of the Ajo Crest 
Organ Pipe Cactus National Monument 
southwestern Arizona /, 82-5903 

Reward mine and associated sites : his- 
torical archeology on the Papago Res- 
ervation /, 82-14017 


Western Energy and Land Use Team. 
Evaluation of four instream flow method- 
ologies used on the Yampa and White 
Rivers, Colorado /, 82-1993 


Proceedings of the Uranium Mining and 
Milling Workshop /, 82-5918 
Western Energy and Land Use Team 


publications : a bibliography with ab- 
stracts., 82-5924 


Western Field Operations Center (U.S.). 
Overthrust belt study area, Montana- 
Idaho /, 82-10898 


Western Illinois University. 
Field study for remote sensing : an in- 
structors manual /, 82-11119 





Western Kansas Groundwater Management 

District No. 1. 

Geohydrology and model analysis for 
water-supply management in a small 
area of west-central Kansas /, 82- 
10723 


Western Pacific Fishery Management 

Council (U.S.) 

Environmental impact statement on the 
fishery management plan for the pre- 
cious coral fisheries (and associated 
non-precious corals) of the Western Pa- 
cific Region /, 82-12885 


Western Solar Utilization Network. 
A buyer’s guide to solar energy /, 82- 
13236, 82-13391 
Western Sun overview FY 1980 /, 82- 
9985 


Westfall, Leonard J. 

Thermal-conductivity measurements of 
tungsten-fiber-reinforced superalloy 
composites using a thermal-conductiv- 
ity comparator /, 82-741 


Westinghouse Electric Corporation. 
Evaluation of silicone fluid for replace- 
ment of PCB coolants in railway indus- 
try /, 82-6362 
Far field monitor for instrument landing 
systems /, 82-6460 


Operational consequences of literacy gap 
/, 82-5160 


Westinghouse Electric Corporation. 
Advanced Energy Systems Division. 
Feasibility study of an earth melting pen- 

etrator system for geoprospecting 
tunnel right-of-ways /, 82-5012 


Westinghouse Electric Corporation. Tampa 
Division. 
Half-bead (temper) repair welding for 
heavy-section steel technology pro- 
gram vessels /, 82-14744 


Westinghouse National Issues Center. 
Delinquency prevention, theories and 
strategies /, 82-14048 


A guide for delinquency prevention pro- 
grams based in school activities : a 
working paper /, 82-14050 


Westmacott, Richard Noble. 
A handbook for small surface coal mine 
operators /, 82-1891 
Water resources protection measures in 


land development : a handbook /, 82- 
3669 


Weston Observatory. 
Brittle deformation of the Manhattan 
Prong /, 82-2569 
Exploration of coal and anthracitic carbo- 
naceous shale resources, Narragansett 
basin, Massachusetts and Rhode Island 
/, 82-13390 
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White, Christine E. 


New England seismotectonic study : ac- 
tivities during fiscal year 1979 /, 82- 
12014 

The Penobscot lineament zone, Maine /, 
82-12019 

Seismicity, recurrence rates, and regiona- 
lization of the northeastern United 


States and adjacent southeastern 
Canada /, 82-2575 


Wetmiller, R. J. 
Canadian seismic agreement : annual 
report June 1979 - June 1980 /, 82- 
11975 


Wetstone, Gregory. 

Institutional aspects of transported pollut- 
ants : an examination of strategies for 
addressing long range air pollution 
problems /, 82-14695 

Institutional aspects of transported pollut- 
ants : an examination of transport re- 
duction strategies /, 82-2426 


Wewerka, Eugene M. 

Trace element characterization of coal 
wastes : third annual progress report, 
October 1, 1977 to September 30, 1978 
/, 82-10145 


Weyer, Douglas C, 
Evaluation of T-37 IFS syllabi in the 
ASPT /, 82-3304 
Undergraduate pilot training : visual dis- 
crimination pretraining for landing task 
/, 82-284 


Wezernak, C, T. 
Satellite remote sensing study of the 
trans-boundary movement of pollutants 

/, 82-5257 


Wheeler, Donald R. 
Improved adherence of sputtered titan- 
ium carbide coatings on nickel- and ti- 
tanium-base alloys /, 82-743 


Whitaker, Leslie A. 
Dual-task interference as a function of 
cognitive processing load /, 82-5097 
Nitrogen narcosis measured by dual-task 
performance /, 82-5100 


White, A. M. 
Improvement of mathematical models for 
simulation of vehicle handling /, 82- 
14573 


White, Amy C. 

Benthic invertebrates, periphyton, and 
bottom material and their trace-metal 
concentrations in Salmon Creek basin, 
Clark County, Washington /, 82- 
10807 


White, Christine E. 
Experiment data report for PBF-LOCA 
tests LOC-11B and 11C /, 82-2455 
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White, Christine E. 


Experiment data report for test RIA 1-1 
(Reactivity Initiated Accident test 
series) /, 82-4114 

Experiment data report for Test RIA 1-2 

(reactivity initiated accident test 
series) /, 82-14847 


White, Eston T. 
Transportation /, 82-9628 


White, Frederick A. (Frederick Andrew); 
1918- 
Diffusion and phase change characteriza- 
tion by mass Spectrometry /, 82- 
14168 


White, George M. (George Malcolm), 1920- 
The original Library of Congress : the 
history (1800-1814) of the Library of 
Congress in the United States Capitol / 
, 82-4270 


White House Conference on Aging. 
Chartbook on aging in America : the 
1981 White House Conference on 
Aging., 82-2586 
Progress report on geriatric medicine /, 
82-1842 


Progress report on senile dementia of the 
Alzheimer’s type /, 82-5748 

1981 White House Conference on Aging, 
Mini-Conference on Housing for the 
Elderly : a report /, 82-6739 


White House Conference on Aging (1981 : 
Washington, D.C.) 
The White House Conference on Aging 
community forums handbook., 82- 
12056 


White House Conference on Small Business 
(1980 : Washington, D.C.) 
The White House Conference on Small 
Business : the event, the results, the 
continuing process., 82-11369 


White, J. B. 
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Proceedings of the Workshop on Manag- 

ing Growth in Mercer County, North 
Dakota, Bismarck, North Dakota, De- 
cember 1 and 2, 1977 /, 82-5185 


Workshop on Methodology for Evaluating 
the Effectiveness of Transit Crime 
Reduction Measures in Automated 
Guideway Transit Systems (1976 : Exeter, 
N.H.) 

Proceedings of Workshop on Methodolo- 
gy for Evaluating the Effectiveness of 
Transit Crime Reduction Measures in 
Automated Guideway Transit Systems 
/, 82-2305 


Workshop on New Diagnostics Related to 
Impurity Release (1979 : Germantown, 
Md.) 

Proceedings of the Workshop on New 
Diagnostics Related to Impurity Re- 
lease Germantown, Maryland, May 31- 
June 1, 1979 /, 82-5188 


Workshop on Processes Determining the 
Input, Behavior and Fate of Radionuclides 
and Trace Elements in Continental Shelf 
Environments (1979 : Gaithersburg, Md.) 
Abstracts from a Workshop on Processes 

Determining the Input, Behavior and 
Fate of Radionuclides and Trace Ele- 
ments in Continental Shelf Environ- 
ments, March 7-9, 1979, Gaithersburg, 
Maryland /, 82-1622 


Workshop on Public Land Acquisition and 
Alternatives d (1981 : Washington, D.C.) 
Workshop on Public Land Acquisition 

and Alternatives /, 82-6795 


Workshop on “Remote sensing and Problems 
of the Hydrosphere” : (2nd : 1979 : New 
Orleans, La.) 

Remote sensing and problems of the hy- 
drosphere : a focus for future research 
/, 82-6133 


Workshop on Research in Neutron 
Radiology : Progress and Future Needs 
(1977 : Oak Ridge National Laboratory) 
Neutron radiobiology : summary of a 

workshop held at the Biology Division, 
Oak Ridge National Laboratory, Oak 
Ridge, Tennessee, June 8, 1977 /, 82- 
13237 


Workshop on Spacecraft Dynamics as 
Related to Laboratory Examinations in 
Space (1979 : Marshall Space Flight 
Center.) 

Spacecraft dynamics as related to labora- 
tory experiments in space /, 82-11120 





January — June 1982 


Workshop on Sputtering Caused By Plasma 
(Neutral Beam) Surface Interaction (1979 : 
Argonne National Laboratory) 
Proceedings of the Workshop of Sputter- 

ing Cause By Plasma (Neutral Beam) 
Surface Interaction, Argonne National 
Laboratory, July 9-10, 1979 /, 82- 
9932 


Workshop on Stratospheric and Mesopheric 
Impacts of Satellite Power System (SPS) 
(1978 : Rosemont, Ill.) 

Proceedings of the Workshop on Strato- 
spheric and Mesopheric (sic) Impacts 
of Satellite Power System (SPS), 
Sheraton O’Hare Hotel, Rosemont, IIli- 
nois, September 6-8, 1978 /, 82-13249 


Workshop on the ConnDOT Brine Deicing 
System (1980 : Hartford, Conn.) 
Proceedings of the Workshop on the 

ConnDOT Brine Deicing System: 
Hartford, Connecticut, March 11-12, 
1980 : a project in cooperation with the 
U.S. Department of Transportation, 
Federal Highway Administration, Im- 
plementation Division /, 82-6331 


Workshop on the Global Effects of Carbon 
Dioxide from Fossil Fuels (1977 : Miami 
Beach, Fla.) 

Workshop on the Global Effects of 
Carbon Dioxide from Fossil Fuels, 
Miami Beach, Fla., March 7-11, 1977 /, 
82-13238 


Workshop on the Modification of the Upper 
Atmosphere by Satellite Power System 
(SPS) Propulsion Effluents (1979 : La 
Jolla Calif.) 

Proceedings of the Workshop on the 
Modification of Upper Atmosphere by 
Satellite Power System (SPS) Propul- 
sion Effluents, La Jolla Institute, La 
Jolla, California, June 25-27, 1979 /, 
82-13251 


Workshop on the Radiation Environment of 
the Satellite Power System (1978 : 
Lawrence Berkeley Laboratory) 
Workshop on the Radiation Environment 

of the Satellite Power System (SPS), 
Lawrence Berkeley Laboratory, Berke- 
ley, California, September 15, 1978 /, 
82-9935 


Workshop on the Saturn System (1978: 
Reston, Va.) 
The Saturn system /, 82-6130 


Workshop on the Use of Solar Energy for 
the Cooling of Buildings (3rd : 1978 : San 
Francisco, Calif.) 

The Use of Solar Energy for the Cooling 
of Buildings : proceedings of work- 
shop, February 15-17, 1978, San Fran- 
cisco, California /, 82-9929 


Workshop on Time-of-day corrections to 
Aircraft Noise Metrics (1980: Langley 
Research Center.) 

Time-of-day corrections to aircraft noise 
metrics /, 82-6134 


Workshop on Urban Freight Consolidation 
(1976 : Knoxville, Tenn.) 
Proceedings of the Workshop on Urban 
Freight Consolidation, January 13-14, 
1976, Knoxville, Tennessee /, 82-5182 


World Data Center A for Rockets and 
Satellites. 
Catalog of lunar mission data /, 82-3784 
Catalog of Viking mission data /, 82- 
2084 


Report on active and planned spacecraft 
and experiments /, 82-2081, 82-2085 


A Study of inner zone electron data and 


their comparison with trapped radi- 
ation models /, 82-2086 


World Health Organization. 
Conduct disease surveillance., 82-1865 


Manage the cold chain system., 82-1867 


Proceedings of the International Confer- 
ence of Drug Registration Authorities 
/, 82-550 


Supervise performance., 82-1869 


World Health Organization. Collaborating 
Center for Training and General Tasks in 
Radiation Medicine. 

X-radiation and identification characteris- 
tics of CRT’s of foreign manufacture /, 
82-13840 


World Health Organization. Collaborating 
Centre for Reference on Smoking and 
Health. 

Bibliography on smoking and health /, 
82-10488 


World Health Organization. Expanded 
Programme on Immunization. 
Provide training : training for mid-level 
managers /, 82-10656 


World Health Organization Collaborating 
Centre for Reference on Smoking and 
Health. 

Directory, on-going research in smoking 
and health /, 82-5676 


World Intellectual Property Organization. 
Industrial property protection : agree- 
ment between the United States of 
America and the World Intellectual 
Property Organization signed at 
Geneva September 26, 1980., 82-803 


Treaties, etc.,, 82-803 


Wormley, D. N. 
Elevated guideway cost-ride quality stud- 
ies for group rapid transit systems /, 
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Wright, S. A. 


Wrenn, M. E. 
Thorium in human tissues /, 
Wrenn, Peggy. 


A buyer’s guide to solar energy /, 
13236, 82-13391 


Wright, A. L. (Anthony L.) 

Effect of energy density on aerosol yield 
and primary particle sizes produced by 
the capacitor discharge izati 
(CDV) of UO:/, 82-14749 

LMFBR aerosol release and transport 


program quarterly progress report for 
April-June 1979 /, 82-6648 


Wright, Ann Finley. 
Bibliography of geology and hydrology, 
southwestern New Mexico /, 82-5804 


Wright, D. (Donald) 
Standardized commodity transportation 
survey (CTS) data base : user’s manual 
/, 82-6368 


Wright, David (A. David F.) 
The use of drifting buoy data at NMC /, 
82-12825 


82-4139 


82- 


Wright, E. B. (Evan B.) 
Acoustic raytracing to fixed ground re- 


ceivers (program AIRRAY) /, 82- 
3287 


Wright, J. W. 

Toward global monitoring of the ionos- 
phere in real time by a modern iono- 
sonde network : the geophysical re- 
quirements and technological opportu- 
nity /, 82-12886 


Wright, James D. 
Weapons, crime, and violence in America 
: an annotated bibliography /, 82- 
14066 
Weapons, crime, and violence in America 
: executive summary /, 82-10993 


Wright, John D. 

An organic rankine cycle coupled to a 
solar pond by direct-contact heat ex- 
change : selection of a working fluid /, 
82-325 


Wright, R. Gerald. 
Glacier Bay marine ecosystem : a con- 
ceptual ecological model /, 82-3721 


Wright, Richard Newport, 1932- 
Organization of building standards : sys- 
tematic techniques for scope and ar- 
rangement /, 82-3085 


Wright, Robert L. (Robert Lewis) 1935. 
The microwave radiometer spacecraft : a 
design study /, 82-14238 


Wright, S. A. 
Topical report on fuel motion diagnostic 
systems /, 82-11923 
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Wu, K. C. 


Wa, K. C. 
Development of droplet sizing for the 
evaluation of scrubbing systems /, 82- 

13611 


Wu, K. F. 

Thermodynamic properties of liquefied 

petroleum gases /, 82-3891 
Wu, Yung-chih, 1923- 

Breath alcohol sampling simulator 
(BASS) for qualification testing of 
breath alcohol measurement devices /, 
82-4607 


Wulff, Wolfgang. 
Lumped-parameter models for transient 
conduction in nuclear reactors compo- 
nents /, 82-14932 


Wunderle, Jack A. 
Compilation of BACT/LAER deermina- 
tions /, 82-3395 


Wurtele, Morton G. 
An efficient code for the simulation of 
nonhydrostatic stratified flow over ob- 
stacles /, 82-14212 


Wyett, Roy E. 
Inferred climatology for U.S. airports : 
final report /, 82-3943 


Wyle Laboratories. Scientific Services & 
Systems Group. 
Truck design optimization project : phase 
II, interim report /, 82-11474 


Truck design optimization project : phase 
II : introductory report /, 82-14389 
Truck design optimization project, phase 
II : analytical tool assessment report /, 

82-2253 


VSS demonstration program /, 
11472 


82- 


Wyle Laboratories. Scientific Services & 

Systems Group. Colorado Springs 

Division. 

Truck design optimization project, phase 
II : analysis plan /, 82-2254 

Truck design optimization project phase 
II : friction snubber force measurement 
system field test report /, 82-2252 


Wyman, D. J. 

Handling of combustion and emission- 
abatement wastes from _ coal-fired 
power plants : implications for fish and 
wildlife resources /, 82-5909 


Wyman, June R. 
Radial keratotomy : an explanation for 
study patients /, 82-545 


Wyrick, Jim C. 
Soil survey of Roberts County, Texas., 
82-1177 
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Yackle, Tom R. 
Loss-of-coolant accident test series—re- 
sults of TC-1 tests /, 82-6681 


Yager, Thomas J. 

Wear, friction, and temperature charac- 
teristics of an aircraft tire undergoing 
braking and cornering /, 82-11143 

Yakima Tribal Council. 

Quality of surface and ground waters, 
Yakima Indian Reservation, Washing- 
ton, 1973-74 /, 82-10730 

Sediment transport by irrigation return 
flows on the Yakima Indian Reserva- 
tion, Washington 1975 and 1976 irriga- 
tion seasons /, 82-10782 


Yale Health Service. Preventive and 
Occupational Medicine. 
Sprayed asbestos-containing materials in 
buildings : a guidance document /, 
82-10099 


Yamartino, R. J. 
Impact of aircraft emissions on air quality 
in the vicinity of airports /, 82-14444 


Yancey, Robert M. 
Sampling macroinvertebrates on high- 
energy sand beaches /, 82-13138 


Yang, David. 
Nondestructive evaluation of airport 
pavements /, 82-14467 


Yang, J. W. (Jiwu W.), 1934- 
Cooling of core debris and the impact on 
containment pressure /, 82-6692 


Yasutake, Joseph Y. 
Integrated system test of the advanced 
instructional system (AIS) /, 82-5163 


Yates, Harry O. 
Nantucket pine tip moth /, 82-1158 


Yavapai County (Ariz.) 

Flood plain information : Verde River, 
vicinity of Bridgeport and Camp Verde 
and Wet Beaver Creek, vicinity of 
Lake Montezuma, Yavapai County, 
Arizona /, 82-5052 


Yavuzkurt, S. 

Full-coverage film cooling : 3-dimension- 
al measurements of turbulence struc- 
ture and prediction of recovery region 
hydrodynamics /, 82-728 


Ybarrondo, L. J. 
Quarterly technical progress report on 


water reactor safety programs /, 82- 
14868 


Quarterly technical progress report on 
water reactor safety programs spon- 
sored by the Nuclear Regulatory Com- 
mission’s Division of Reactor Safety 
Research, July-September 1979 /, 82- 
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2491, 82-2512, 82-14794, 82-14835, 
82-14990 


Yeary, R. D. 
Flight test evaluation of the high inertia 
rotor system /, 82-222 


Yeater, M.L. 
Development and testing of a model for 
fire potential in nuclear power plants /, 

82-4164 


Yee, Henry C. 
Collision avoidance radar braking sys- 
tems investigation-phase III study : 
technical report /, 82-901 


Yee, R. 

Light truck aggressivity study : test 
report 5, car-to-car rear-end impact test 
/, 82-905 

Light truck aggressivity study-test report 
2-truck-to-car 90° left side impact tests 
/, 82-4003 

Light truck aggressivity study-test report 
4 : truck-to-car rear-end impact test /, 
82-2330 


Yekovich, Frank R. 
The role of presupposed and focal infor- 
mation in integrating sentences, 82- 
9768 


Yesso, Y. D. 
Study of plutonium oxide powder emis- 
sions from simulated shipping container 
leaks /, 82-4141 


Yin, Sheng K. 
Theoretical manual and users’ guide : lon- 
gitudinal-vertical train action model /, 
82-6348 


Yoder, G. R. 
A micromechanistic interpretation of 
cyclic crack-growth behavior in a beta- 
annealed Ti-6A1-4V alloy /, 82-1528 


Yoder, R. C. 
Confirmation of conversion factors relat- 
ing exposure and dose-equivalent index 
presented in ANSI N13.11 /, 82-2489 


Yokel, Felix Y. 
Energy measurement in the standard pen- 
etration test /, 82-9485 


York, E. N. 
Expedient industrial protection against 
nuclear attack /, 82-10269 


Young, Anne McDougall. 
School and work among youth during 
the 1970's /, 82-3756 


Young, C. W. 
Technology assessment report for indus- 
trial boiler applications : fluidized-bed 
combustion /, 82-13615 
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Young, F. N. 
Fine particle emissions information 
system : annual report (1978) /, 82- 
13608 


Young, Jack F. 
Soil survey of Fremont County, Wyo- 
ming, Lander area., 82-49 


Young, Jackson. 

The Cahuilla and the Santa Rosa Moun- 
tain region : places and their Native 
American associations : a review of 
published and unpublished sources /, 
82-10964 


Young, John L. 
Surveillance, epidemiology, and end re- 
sults : incidence and mortality data, 
1973-77 /, 82-3619 


Young, Laurence R. 
Sensory mechanism modeling /, 82-286, 
82-1555 


Young, Malcolm B. 
Doing your community education evalua- 
tion: a guide /, 82-13487 


Young, Matt, 1941- 
The use of LEDS to simulate weak Yag- 
laser beams /, 82-1367 


Young, Michael F. 
Prompt burst energetics experiments : 
fresh oxide/sodium series /, 82-4103 


Young, Michael W. 
Critical heat flux tests of a simulated 
power burst facility rod bundle /, 82- 
6626 


Young, Nancy Wilson. 
Guidelines on the admission and place- 
ment of Indochinese refugee students in 
postsecondary education., 82-13774 


Young, Richard S. 
Publications of the Planetary Biology 
Program for 1977 : a special bibliogra- 
phy /, 82-6084, 82-6089 


Young, Steven B. 
The Environment of the Noatak River 
basin, Alaska /, 82-3726 


Young, V. T. (Valerie T.) 
Environmental information acquisition 
and maintenance techniques : reference 
guide /, 82-13167 


Young, W. T. 
Evaluation of highway culvert coating 
performance /, 82-6315 


Younglove, Ben. 
Thermodynamic properties of nitrogen 
gas derived from measurements of 
sound speed /, 82-754 





Youngs, R. L. (Robert Leland), 1924- 
Dimensional stabilization of wood in use 
/, 82-2796 
Younkin, Dwight E. 
Care of the sow during farrowing and 
lactation /, 82-12384 


Yousef, Yousef A. 

Urban stormwater and combined sewer 
overflow impact on receiving water 
bodies : proceedings of the national 
conference, Orlando, Florida Novem- 
ber 26-28, 1979 /, 82-13561 


Youshaw, R. 
Nondestructive inspection of longitudinal 
stiffener butt welds in commercial ves- 
sels., 82-12026 


Youth Conservation Corps (U.S.) 
YCC at work /, 82-5789 


Youth Conservation Corps ... anniversary 
report., 82-10715 


Yuan, Yuchien. 

The uranium dispersion and dosimetry 
(UDAD) code : version IX, a compre- 
hesive computer program to provide 
estimates of potential radiation expo- 
sure to individuals and to the general 
population in the vicinity of a uranium 
processing facility /, 82-2467 


Yugoslavia. 

Trade in textiles : agreement between the 
United States of America and the So- 
cialist Federal Republic of Yugoslavia 
amending the agreement of October 26 
and 27, 1978, effected by exchange of 
notes dated at Belgrade July 15 and 
September 12, 1980., 82-11325 


Treaties., 82-11325 


Yung, S. 

Evaluation of granular bed filters for 
high-temperature/high-pressure partic- 
ulate control /, 82-13580 

Mobile bed flux force/condensation 
scrubbers /, 82-13593 

Particulate control at high temperature 
and pressure using augmented granular 
bed filters /, 82-10158 


Yung, Terrance J. 
The design and costing of 911 systems : a 
technical manual /, 82-14070 


Z 


Zaidel, David M. 
Driver performance and individual differ- 
ences in attention and information 
processing /, 82-14542 


Zang, Thomas A. 
Collisionless galaxy simulations /, 82- 
11163 
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The possible mechanisms for the forma- 
tion of the observed and expected com- 
pounds during a hypothetical core dis- 
ruptive accident (HCDA) /, 82-14891 

1978 annual report : aerosol characteriza- 
tion from a simulated HCDA / W.A. 
Zanotelli ... [et al.] ; prepared for Divi- 
sion of Reactor Safety Research, Office 
of Nuclear Regulatory Reseach, U.S. 
Nuclear Regulatory Commission., 82- 
14836 


Zaret, R. 
Analysis, conclusions, and recommenda- 
tions concerning operator licensing /, 
82-6676 


Zatko, Jalna R. 


Polymeric concentration determined by 
drag reduction /, 82-5873 


Zavitkovski, J. 
Growth of hybrid poplars, white spruce, 
and jack pine under various artificial 
lights /, 82-2782 


Zehner, Harold H. 

Preliminary hydrogeologic investigation 
of the Maxey Flats radioactive waste 
burial site, Fleming County, Kentucky 
/, 82-589 


Zeldin, Melvin D. 
Use of meteorological data in air quality 
trend analysis /, 82-10066 


Zeliner, John W. 
Evaluation of the Mullard/TRRL anti- 
lock brake system /, 82-3967 


Zenkevich, V. B. 
SCMS-1 superconducting magnet system 
for an MHD generator, April 13-21, 
1977, Washington, D.C. /, 82-13239 


Zhuze, V. P. 
Physical properties of the chalcogenides 
of rare earth elements /, 82-9974 


Ziegler, Conrad L. 
A dual Doppler variational objective 
analysis as applied to studies of convec- 
tive storms /, 82-4635 


Zielen, A. J. 

The uranium dispersion and dosimetry 
(UDAD) code : version IX, a compre- 
hesive computer program to provide 
estimates of potential radiation expo- 
sure to individuals and to the general 
population in the vicinity of a uranium 
processing facility /, 82-2467 


Zima, G, E. 
An evaluation of potential chemical/me- 
chanical degradation processes affect- 
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Zima, G. E. 


ing fuel and structural materials under 
long-term water storage /, 82-2475 

On the corrosion adequacy of the 2 1/4 
Cr-1Mo steel for LMFBR steam gen- 
eration system service /, 82-2477 


Some aspects of cost/benefit analysis for 
in-service inspection of PWR steam 
generators /, 82-976 

Zimbabwe. 

Agriculture, science, and technology : 
memorandum of understanding be- 
tween the United States of America 
and Zimbabwe, signed at Salisbury 
September 25, 1980., 82-11330 


82-11330 
Zimmerlin, Timothy A. 


Data base descriptors for electro-optical 
sensor simulation /, 82-287 


Zimmerman, Denise C. 
Economic analysis procedures for ADP / 
, 82-1516 


Treaties, etc., 


Zimmerman, Harvey. 
The Rhode Island catastrophic health in- 
surance program : the first three years 
/, 82-10646 


Zimmerman, Joseph Francis, 1928- 
Measuring local discretionary authority., 
82-11826 
Pragmatic federalism : the reassignment 
of functional responsibility., 82-14667 


Zimmerman, R. M. 
Response to belted dummy and cadaver 
to side impact /, 82-11643 


Zimmerman, Robert P. 
Soil survey of Imperial County, Califor- 
nia, Imperial Valley Area., 82-12575 
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Zimmermann, Carolyn L. 
Experiment data report for test PCM-S : 
(power-cooling-mismatch test series) /, 
82-11906 


Experiment data report for test RIA-ST : 
(reactivity initiated accident test series) 
/, 82-14803 

Experiment data report for Test RIA 1-2 

(reactivity initiated accident test 
series) /, 82-14847 


Zinberg, Herbert. 

Helicopter main rotor blade ballistic 
damage tolerance /, 82-220 
Helicopter survivability model : comput- 
er programs documentation /, 82- 
1509 


Zinke, T. 
Small car driver inflatable 
system evaluation /, 82-14553 


Ziskind, R. 
Long life hydraulic brake system : final 
technical report /, 82-2209 


Zorzi, E. 
Mechanical design handbook for elas- 
tomers /, 82-14215 


Zuber, N. (Novak) 
Problems in modeling of small break 
LOCA /, 82-951 


restraint 


Zumbro, Patrick A. 
Job enrichment : evaluation with implica- 
tions for Air Force job redesign /, 
82-264 


Zurawski, Ann. 
Hydrogeology of the Gatlinburg area, 
Tennessee /, 82-10813 


Zwick, Jack 
A handbook of small business finance /, 
82-2199 
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IIT Research Institute. 
Cost and economic impact of tire reserve 
load requirements /, 82-11628 


A cost index format for BATEA achieve- 
ment by the iron and steel industry /, 
82-13549 


The Discrete address beacon system, air 
traffic control radar beacon system, 
ATCRBS IFF Mark XII system per- 
formance prediction model /, 82-6463 


EMC considerations in classification yard 
design /, 82-6363 


Evaluation of a commercial vacuum 
system for the removal of asbestos /, 
82-10131 


Evaluation of transponder antenna cover- 
age/ATCRBS performance during sim- 
ulated flights of aircraft /, 82-6459 


Federal Aviation Administration flight 
service station emergency services pro- 
gram /, 82-879 


Impact of the discrete address beacon 
systems (DABS) on air traffic control 
radar beacon system (ATCRBS) per- 
formance in selected deployments /, 
82-11558 


Implementation analysis of brake inspec- 
tability requirements /, 82-6503 

Locomotive electromagnetic compatibil- 
ity : locomotive /, 82-14397 

Microwave landing system intra-aircraft 
EMC analysis /, 82-6458 

Selected topics in railroad tank car safety 
research /, 82-11470 


Survey of fouling, foam, corrosion, and 
scaling control in iron and steel indus- 
try recycle systems /, 82-13548 


Turbine engine particulate emission char- 
acterization /, 82-3937 


IIT Research Institute. Transportation 
Division. 
Proposed rear view mirror characteristics 
and costs /, 82-11630 





A 


A.J. Wiley project, FERC no. 2845 - Idaho 
: applicant, Idaho Power Company /, 
82-13406 

AAMC longitudinal study of medical 
school graduates of 1960 /, 82-10639 

AASHTO-FHWA special product evalua- 
tion list: SPEL., 82-14362 

Abert squirrel use of ponderosa pine as feed 
trees /, 82-12493 

The ability of color defectives to judge 
signal lights at sea /, 82-5108 

Above ground gamma ray logging of Edge- 
mont, South Dakota and vicinity /, 82- 
10260 

Aboveground home shelter /, 82-10288 

Absorption and transformation of electro- 
magnetic waves in the vicinity of elec- 
tron cyclotron harmonics /, 82-3269 

Abstract interface specifications for A-7E 
device interface module /, 82-3290 

Abstracts from a Workshop on Processes 
Determining the Input, Behavior and 
Fate of Radionuclides and Trace Ele- 
ments in Continental Shelf Environments, 
March 7-9, 1979, Gaithersburg, Maryland 
/, 82-1622 

Abstracts of earthquake reports for the 
United States, 82-583, 82-13953 

Abstracts, strengthening research library re- 
sources program., 82-10033 

Abuse of older persons : hearing before the 
Subcommittee on Human Services of the 
Select Committee on Aging, House of 
Representatives, Ninety-seventh Con- 
gress, first session, March 23, 1981, Cam- 
bridge, Mass., 82-1005 

Abuse of the elderly /, 82-5669 

Academic science, scientists and engineers / 
, 82-6178 

Academic scientists and engineers increase 
3% in 1978 /, 82-2115 

Acceleration effects in momentum transfer 
modeling for dispersed-flow conditions /, 
82-14974 

Acceleration induced fragmentation of 
liquid drops /, 82-12016 

Acceptable common names and chemical 
names for the ingredient statement on 
pesticide labels /, 82-3402 

Acceptance criteria for bituminous surface 
course on civil airport pavements /, 82- 
11556 

Access for handicapped students to higher 
education : a reference handbook /, 82- 
344 
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Access to capital by small business : hearing 
before the Subcommittee on Telecommu- 
nications, Consumer Protection, and Fi- 
nance of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
July 17, 1981., 82-12146 

Accessible bus service in St. Louis., 
2311 


Accessions list, Nepal /, 82-6066, 
6067 


82- 


82- 


82- 


Accessions list, Sri Lanka /, 82-6068, 
6069 


Accident analysis : breakaway and non- 
breakaway poles including sign and light 
standards along highways /, 82-894 

Accident bulletin, 82-14404 

Accident delineation and evaluation of the 
high-temperature gas-cooled _reactor 
system concepts /, 82-14901 

Accident/incident bulletin., 82-14404 

Accidents and accident prevention., 
5614 

Accidents involving face injuries., 

Accounting and auditing., 82-5537 

Accounting manual for Federal credit 
unions., 82-3802 

Accredited higher education institutions, 
82-10036 

Accredited postsecondary institutions and 
programs., 82-10036 

Accuracy of aircraft velocities obtained 
from inertial navigation systems for appli- 
cation to airborne wind measurements /, 
82-720 

Accuracy of an information-theoretic, light- 
load approximation for the M/M/1 busy 
period probability density /, 82-3284 

Accurate analytic approximations and nu- 
merical solutions for the structure of 
quasi-static laser driven ablations layers /, 
82-13214 

Acid rain : hearing before the Committee 
on Environment and Public Works, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 1706 ... S. 
1709 ... and S. 1718, Octobor 29, 1981., 
82-15184 

ACIR, the year in review, 
14666 

Acoustic facilities for human factors re- 
search at NASA Langley Research 
Center : description and operational facil- 
ities /, 82-14161 

Acoustic high gradient experiment report 
on experiment operations HAYES 
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cruise 78-16-01, LYNCH cruise 78-07-02 
/, 82-9878 

Acoustic raytracing to fixed ground receiv- 
ers (program AIRRAY) /, 82-3287 

Acoustic signals for emergency evacuation 
/, 82-3922 

Acoustical behavior of thick, composite, 
fluid-loaded plates, calculated using Ti- 
moshenko-Mindlin plate theory /, 82- 
$127 

The Acquisition and processing of continu- 
ous data from GMCC observatories /, 
82-3100 

Acquisition management., 82-13689 

Acrylonitrile plant air pollution control /, 
82-10128 

Act Entitled the “Saccharin Study and La- 
beling Act Amendment of 1981”, 82- 
3603 

An Act to Amend the Clean Air Act to 
Provide Compliance Date Extensions for 
Steelmaking Facilities on a Case-by-Case 
Basis to Facilitate Modernization., 82- 
1809 

Act to Amend the District of Columbia 
Self-Government and Governmental Re- 
organization Act to Extend the Authority 
of the Mayor to Accept Certain Interim 
Loans from the United States and to 
extend the Authority of the Secretary of 
the Treasury to Make Such Loans, 82- 
1818 

Act to Amend the Food Stamp Act of 1977 
to Increase the Authorizatiion for Appro- 
priations for Fiscal Year 1981, and to 
Amend Public Law 93-233 to Continue, 
Through August 1, 1981, the Cash-Out 
wy 82-1806 

Act to Amend Title 38, United States Code, 
to Extend by Twelve Months the Period 
During Which Funds Appropriated for 
Grants by the Veterans Administration 
for the Establishment and Support of 
New State Medical Schools May be Ex- 
pended [i.e. Extended], 82-3596 

An Act to Amend Title 38, United States 
Code, to Improve Certain Benefit Pro- 
grams of the Veterans’ Administration for 
Veterans Who are Former Prisoner of 
War, and for Other Purposes., 82-3602 

Act to Amend Title I of the Marine Protec- 
tion, Research, and Sanctuaries Act, as 
Amended, 82-1804 

An Act to Authorize Suppplemental Ap- 
propriations for Fiscal Year 1981 for the 
Armed Forces for Procurement of Air- 
craft, Missiles, Naval Vessels, and 
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Tracked Combat Vehicles and for Re- 
search, Development, Test, and Evalua- 
tion, to Increase the Authorized Person- 
nel End Strengths for Military and Civil- 
ian Personnel of the Department of De- 
fense for Such Fiscal Year, to Authorize 
Supplemental Appropriations for Such 
Fiscal Year for Construction at Certain 
Military Installations, and for Other Pur- 
poses., 82-5662 

Act to Authorize the Generation of Electri- 
cal Power at Palo Verde Irrigration Dis- 
trict Diversion Dam, California, 82-5663 

Act to Authorize the Sergeant at Arms and 
Doorkeeper of the Senate, Subject to the 
Approval of the Committee on Rules and 
Administration, to Enter into Contracts 
which Provide for the Making of Ad- 
vance Payments for Computer Program- 
ming Services, 82-3598 

Act to Change the Name of Aubrey Lake, 
Texas, to Ray Roberts Lake, 82-536 

Act to Designate Certain Lands of the Fire 
Island National Seashore as the “Otis 
Pike Fire Island High Dune Wilderness”, 
and for Other Purposes, 82-537 

Act to Enable the Secretary of the Interior 
to Erect Permanent Improvements on 
Land Acquired for the Confederated 
Tribes of Siletz Indians of Oregon, 82- 
1817 

Act to Ensure Necessary Funds for the Im- 
plementation of the Federal Crop Insur- 
ance Act of 1980, 82-1801 

Act to Extend the Authorization for Youth 
Employment and Demonstration Pro- 
grams, and for Other Purposes, 82-3595 

Act to Extend the Time for Conducting the 
Referendum with Respect to the National 
Marketing Quota for Wheat for the Mar- 
keting Year Beginning June 1, 1981, and 
to Eliminate the Requirement that the 
Secretary of Agriculture Waive Interest 
on Loans ..., 82-1810 

Act to Permit Certain Funds Allocated for 
Official! Expenses of Senators to be Uti- 
lized to Procure Additional Office Equip- 
ment, 82-3597 

An Act to Revise the Laws Pertaining to 
the Maritime Administration., 82-1815 

Action Agency publications., 82-5632 

Action needed to resolve problem of out- 
standing supplemental security income 
checks : report to the Congress /, 82- 
478 

Action on aging legislation in the ... Con- 
gress /, 82-15004 

Actions for unacceptable performance and 
adverse actions., 82-769 

Actions needed to enhance the credibility 
of senior executive service performance 
award programs : report /, 82-10371 

Actions on budget estimates for fiscal year 
1981 /, 82-4303 

Activate communities today, organize now 
for energy /, 82-13376 
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Active charge/passive discharge solar heat- 
ing systems, thermal analysis and per- 
formance comparisons /, 82-327 

Active waste-injection systems in Florida, 
1976 /, 82-10822 

Activities and summary report of the Com- 
mittee on the District of Columbia, 
House of Representatives., 82-910 

Activities carried out under the Veterans’ 
Administration Medical School Assist- 
ance and Health Manpower Training Act 
of 1972 (Public Law 92-541) : an annual 
report prepared by the Veterans’ Admin- 
istration., 82-12290 

Activities, effects and impacts of the coal 
fuel cycle for a 1,000-MWe electric 
power generating plant /, 82-11934 

Activities in planetary geology for the 
physical and earth sciences /, 82-14162 

Activities of “friendly” foreign intelligence 
services in the United States : a case 
study : report of the Senate Select Com- 
mittee on Intelligence, United States 
Senate., 82-1073 

Activities of the American Folklife Center 
through 1980 /, 82-3771 

Activities of the Committee on Veterans’ 
Affairs, House of Representatives, 82- 
919 

Activities of the House Committee on Gov- 
ernment Operations., 82-916 

Activities of the United States in Panama : 
agreement between the United States of 
America and Panama : signed at Wash- 
ington September 7, 1977., 82-2196 

Activities report of the Committee on Vet- 
erans’ Affairs, House of Representatives., 
82-919 

Activity report of the Committee on Com- 
merce, 82-6551 

Activity report of the Committee on Edu- 
cation and Labor of the U.S. House of 
Representatives, 82-913 

Acute toxicity and bioaccuinulation of chlo- 
roform to four species of freshwater fish : 
salmo gairdneri, rainbow trout; lepomis 
macrochirus, bluegill; micropterus salmoi- 
dies, largemouth bass; ictalurus punctatus, 
channel catfish /, 82-14869 

ADAMHA prevention policy and pro- 
grams, 1979-1982., 82-13888 

Adam’s Rib ski area : draft environmental 
impact statement., 82-12535 

Adaptive mental testing : the state of the 
art /, 82-13123 

Adaptive path control of surface ships in 
restricted waters : final report /, 82- 
6475 

Adaptive performance testng system for 
surface attack tasks in the advanced simu- 
lator for pilot training /, 82-3328 

Adaptive testing without a computer /, 
82-13227 

Addendum, Historic structure report, archi- 
tectural data section : Hampton mansion, 
Hampton National Historic Site, Towson, 
Maryland /, 82-10907 
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Additional materials on the Omnibus 
Budget Reconciliation Act of 1981 (H.R. 
3982) /, 82-1029 

Address list for regional airports divisions 
and airports district/field offices. 82- 
11508 

Address list, regional and subregional li- 
braries for the blind and physically handi- 
capped /, 82-14152 

Adequacy and uniformity of federal rules 
and their implementation, 82-11190 

Adhesion and friction of iron-base binary 
alloys in contact with silicon carbide in 
vacuum /, 82-749 

Adjacent lands study, Grand Canyon Na- 
tional Park, Arizona., 82-5902 

Adjustable rate mortgages : hearings before 
the Subcommittee on Financial Institu- 
tions Supervision, Regulation, and Insur- 
ance of the Committee on Banking, Fi- 
nance, and Urban Affairs, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, July 28 and September 22, 
1981., 82-15043 

Adjustments recommended in fiscal year 
1982 ammunition procurement and mod- 
ernization programs : report to the Chair- 
man, Subcommittee on Defense, Commit- 
tee on Appropriations, House of Repre- 
sentatives /, 82-10398 

Administration & management, 82-119 

Administration of the Wild Free-Roaming 
Horse and Burro Act, 82-5788 

Administration’s proposals on immigration 
and refugee policy : joint hearing before 
the Subcommitte on Immigration, Refu- 
gees, and International Law of the House 
Committee on the Judiciary, and Sub- 
committee on Immigration and Refugee 
Policy of the Senate Committee on the 
Judiciary, Ninety-seventh Congress, first 
session, on administration’s proposals on 
immigration and refugee policy, July 30, 
1981., 82-15154 

Administration’s proposals to eliminate 
fiscal year 1982 moneys for Indian hous- 
ing : oversight hearing before the Com- 
mittee on Interior and Insular Affairs, 
House of Representatives, Ninety-seventh 
Congress, first session, on administration’s 
proposals to eliminate fiscal year 1982 
moneys for Indian housing, hearing held 
in Washington, D.C. April 3, 1981., 82- 
12207 

The administration’s proposals to help the 
U.S. auto industry : hearings before a 
subcommittee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, May 13 and 14, 1981., 82-6839 

Administration’s recommendations for a 
comprehensive Soil and Water Conserva- 
tion Act program : hearing before the 
Committee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 





January — June 1982 Agreement for cooperation between the U.S. and Indonesia concerning peaceful uses of 


seventh Congress, first session, October 
28, 1981., 82-15016 

Administrative and personnel systems man- 
agement /, 82-4958 

Administrative decisions under immigration 
& nationality laws /, 82-14051 

Administrative decisions under immigration 
and nationality laws of the United States, 
82-14051 

Administrative manual for the Hatch (Ex- 
periment Station) Act as amended., 82- 
9088 

Administrative practices supplement to the 
NIH guidelines for research involving re- 
combinant DNA molecules /, 82-10501, 
82-10502 

Administrative procedures and _ controls 
need strengthening to reduce losses to 
HUD’s mortgage insurance fund : report 
/, 82-10335 

Admissibility of illegally obtained evidence 
: @ comparative analysis of the laws of 
England, Scotland, Ireland, Canada, Aus- 
tralia, and New Zealand /, 82-710 

Admissions guide, United States Air Force 
Academy /, 82-9924 

Adolescence and stress : report of an 
NIMH conference /, 82-10669 

Adolescent marijuana abusers and their 
families /, 82-3659 

Adolescent peer pressure : theory, corre- 
lates, and program implications for drug 
abuse prevention., 82-1879 


Adoption in America, 1981 : hearing before 
the Subcommittee on Aging, Family, and 


Human Services of the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-seventh Congress, 
first session, on a bill to examine the 
progress that has been made in the adop- 
tion procedures in America, July 23, 
1981., 82-2676 

Adult education., 82-5606 

Advanced concepts, SO.removal process 
improvements /, 82-13572 

Advanced coupling development program / 
, 82-5078 

Advanced flight simulator : utilization in A- 
10 conversion and air-to-surface attack 
training /, 82-1602 

Advanced fluidic temperature studies /, 
82-3201 

Advanced low cost 
(ALCOGS) /, 82-5169 

Advanced mobile multi-processor gamma- 
ray acquisition and analysis system /, 
82-11979 

Advanced overrunning clutch technology / 
» 82-3194 

Advanced recorder design development /, 
82-3966 

Advanced simulator for pilot training 
(ASPT) : aerial refueling visual simula- 
tion-engineering development /, 82-268 

Advanced simulator for pilot training 
(ASPT) : G-seat optimization /, 82-1585 


G-cuing system 





Advanced simulator for pilot training 
(ASPT) : refinement of environmental 
‘ data base generation system /, 82-1576 

Advanced structures concepts R&M/cost 
assessments /, 82-3205 

Advanced structures maintenance concepts 
/, 82-199 

Advanced subsystem status monitor /, 82- 
197 

Advanced technology airfoil research., 
11118 

Advanced technology fuel mass flowmeter 
/, 82-209 

An advanced thermohydraulic simulation 
code for pool-type LMFBRs : (SSC-P 
code) /, 82-6675 

Advanced training features, bridging the 
gap between in-flight and simulator-based 
models of flight training /, 82-288 

Advanced two-phase flow instrumentation 
program : quarterly progress report for 
October-December 1978 /, 82-14828 

Advanced two-phase flow instrumentation 
program quarterly progress report for 
April-June 1979 /, 82-4132 

Advanced two-phase flow instrumentation 
program quarterly progress report for 
April-June 1980 /, 82-988 

Advanced two-phase flow instrumentation 
program quarterly progress report for 
January-March 1978 /, 82-4105, 82- 
6637, 82-14940 

Advanced two-phase flow instrumentation 
program quarterly progress report for 
October-December 1980 /, 82-2557 

Advanced two-phase instrumentation pro- 
gram quarterly progress report for July- 
September 1977 /, 82-14770 

Adventures in the China trade, 
82-1403, 82-4686, 82-4687 

Advisory circular checklist., 82-6376 

Advisory Commission on Intergovernmen- 
tal Relations, the year in review, 82- 
14666 

Aerial photography summary record system 
State-base graphics, 82-13992 

Aerial tanker force modernization /, 82- 
15233 

Aeroacoustic wind-tunnel tests of a light 
twin-boom general aviation airplane with 
free or shrouded-pusher propellers /, 
82-6079 

Aerodynamic characteristics at low Reyn- 
olds numbers of several heat-exchanger 
configurations for wind-tunnel use /, 82- 
2061, 82-3780 

Aerodynamic characteristics of a hyper- 
sonic research airplane concept having a 
70 swept double-delta wing at Mach 
numbers 0.80 to 1.20, with summary of 
data from 0.20 to 6.0 /, 82-11134 

Aerodynamic characteristics of forebody 
and nose strakes based on F-16 wind 
tunnel test experience ; prepared for 
Langley Research Center under contract 
NAS1-15006., 82-11087 
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Aerodynamic characteristics of wheelchairs 
/, 82-3781 

Aerodynamic coefficient derivatives of 
sonic missiles via slender body theory /, 
82-3218 

Aerodynamic performance of 1.38-pressure- 
ratio, variable-pitch fan stage /, 82-2101 

Aeroelastic addition to NASTRAN /, 82- 
11089, 82-11090, 82-14164 

Aeroelastically conformable rotor mission 
analysis /, 82-218 

Aeromagnetic map of the east-central mid- 
continent of the United States /, 82- 
11978 

Aeromedical implications of the x-chrom 
lens for improving color vision deficien- 
cies /, 82-3917 

Aerosol characterization from a simulated 
HCDA : 1979 annual report /, 82-2566 

Aerosol measurements and modeling for 
fast reactor safety : annual report for FY 
1979 /, 82-11989 

Aerosol measurements and modeling for 
fast reactor safety : quarterly progress 
report January 1 - March 31, 1979 /, 82- 
11942 

Aerosol measurements and modeling for 
fast reactor safety : quarterly progress 
report October 1 - December 31, 1978 /, 
82-11935 

AEROSOL users manual /, 82-6658 

Aerospace scientists : we’re tommorrow- 
minded people /, 82-2067 

Aerospace technicians : we're tomorrow- 
minded people /, 82-2066 

AESOP XX : summary of proceedings, 
April 24-26, 1979, Gatlinburg, Tennessee., 
82-3344 

AFDC #$standards 
13773 

Affirmative action in the 1980’s : disman- 
tling the process of discrimination : a 
statement /, 82-1417 

Afghanistan /, 82-2129, 82-6190 

Afghanistan : America’s course, March 3, 
1980 /, 82-11217 

Africa., 82-5642 

African refugees /, 82-2130 

Age of wood : extending the timber re- 
source., 82-9096 

An agenda for American Federalism 
storing confidence and competence., 
937 

An agenda for cooperation in the Western 
Hemisphere : December 4, 1981 /, 82- 
11263 

Agenda of significant regulations., 

The Agent/Distributor Service., 

Aging., 82-5535 

Agreement for cooperation between the 
United States and Indonesia concerning 
peaceful uses of nuclear energy : message 
from the president of the United States 
transmitting the text of the proposed 
agreement between the United States and 
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Indonesia concerning peaceful uses of nu- 
clear energy with accompanying agreed 
minute, pursuant to section 123d, of the 
Atomic Energy Act of 1954 as amended., 
82-14595 
Agricultural commodities : agreement be- 
tween the United States of America and 
Sierra Leone, amending the agreement of 
August 8, 1980 effected by exchange 
notes signed at Freetown September 29, 
1980., 82-11297, 82-11333 
Agricultural commodities, agreement be- 
tween the United States of America and 
Indonesia, signed at Jakarta December 2, 
1980 with agreed minutes signed at Jakar- 
ta December 3, 1980., 82-11334 
Agricultural conservation program : 45- 
year statistical summary, 1936 through 
1980., 82-1224 
Agricultural energy needs : hearings before 
the Subcommittee on Rural Develop- 
ment, Oversight, and Investigations of 
the Commmittee on Agriculture, Nutri- 
tion and Forestry, United States Senate, 
Ninety-seventh Congress, first session, 
June 16 and 18, 1981., 82-1012 
Agricultural exports : hearings before the 
Subcommittee on Department Oper- 
ations, Research, and Foreign Agricul- 
ture of the Committee on Agriculture, 
House of Representatives, Ninety-seventh 
Congress, first session : June 25, 1981, 
export market development needs , July 
8, 1981, social, economic, and environ- 
mental impact, July 28, 1981, policy 
issues and options., 82-12081 
Agricultural land availability : papers on 
the supply and demand for agricultural 
lands in the United States /, 82-1014 
Agricultural outlook chartbook, 82-8, 82- 
11 


Agricultural research, statistics, and eco- 
nomic reports., 82-5588 

Agricultural statistics., 82-4601 

Agriculture, 82-5654 

Agriculture and Food Act of 1981 : confer- 
ence report (to accompany S. 884)., 82- 
6567, 82-6595 

Agriculture, rural development, and related 
agencies appropriation bill, 1982 : report 
(to accompany H.R. 4119)., 82-2373 

Agriculture, rural development, and related 
agencies appropriations for fiscal year 
1982 : hearings before a subcommittee of 
the Committee on Appropriations, United 
States Senate, Ninety-seventh Congress, 
first session, H.R. 4119 ...., 82-2596 

Agriculture, science, and technology 
memorandum of understanding between 
the United States of America and Zim- 
babwe, signed at Salisbury September 25, 
1980., 82-11330 

Agricutural commodities : agreement be- 
tween the United States of America and 
Somalia, signed at Mogadishu January 12, 
1981., 82-11336 

AGT guideway and station technology /, 
82-14508 
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AH-1S high-survivable transmission system 
/, 82-3208 

AID and the proposed arms sales of F-16’s 
to Pakistan : hearings before the Commit- 
tee on Foreign Relations, United States 
Senate, Ninety-seventh Congress, first 
session, November 12 and 17, 1981., 82- 
12172 

AID and universities have yet to forge an 
effective partnership to combat world 
food problems : report to the Congress /, 
82-5495 

Aid for African refugees : March 19, 1981., 
82-11232 

Aid to families with dependent childrer., 
82-10469 i 

Aid to families with dependent childrer.. 
Standards for basic needs, 82-13773 

AID’s administrative and management 
froblems in providing foreign economic 
assistance : hearing before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-seventh Congress, first session, 
October 6, 1981., 82-15126 

Aids for improving vision in white-out /, 
82-5124 

AID’s role in Indonesian family planning : a 
case study with general lessons for for- 
eign assistance /, 82-3836 

Aids to navigation manual : administration 
/, 82-11568 

The Air almanac /, 82-253, 82-1550 

Air almanac (Washington (D.C.)), 82-253 

Air carrier security., 82-6403 

Air carrier subsidy : hearings before the 
Subcommittee on Aviation of the Com- 
mittee on Public Works and Transporta- 
tion, House of Representatives, Ninety- 
seventh Congress, first session, on H.R. 
3901 ... June 18 and 25, 1981., 82-1099 

Air-conditioning and refrigeration equip- 
ment, including warm air furnaces, 82- 
1349 

Air defense artillery /, 82-4951 

Air defense artillery automatic weapons 
battalion self-propelled : armored division 
or infantry division or infantry division 
(mechanized)., 82-13102 

Air defense equipment for Saudi Arabia /, 
82-2131 

Air emissions from combustion of solvent 
refined coal /, 82-13573 

Air Force and Navy plans to acquire train- 
er aircraft : report to the Congress /, 
82-5504 

Air Force and Navy Plans to acquire train- 
er aircraft : report to the Congress : sum- 
mary /, 82-5505 

Air Force audiovisual (AV) productions : 
use of copies of AV productions /, 82- 
9900 


The Air Force Communications Command 
: providing the reins of command, 1938- 
1981, an illustrated history / Thomas S. 
Snyder, general editor ; Betty A. Boyce 
... fet al.]., 82-3299 
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Air Force Conference on Families, 24-26 
September 1980 : conference report : 
family plan., 82-3298 

Air Force enlisted personnel retention-ac- 
cession model /, 82-303 

Air Force female pilots program : initial 
performance and attitudes /, 82-1579 

The Air Force has incurred numerous over 
obligations in its industrial fund : report 
to the Congress /, 82-10329 

Air Force occupational attitude inventory 
development /, 82-1577 

Air Force officer qualifying test form N : 
development and standardization /, 82- 
278 


Air Force Systems Command., 82-13223 

The Air Force, the future, and you : a 
guide to Air Force opportunity., 82- 
5140 

Air infiltration in buildings : International 
Energy Agency (IEA) draft program 
plan., 82-13302 

Air pollutants affect the relative growth 
rate of hardwood seedlings /, 82-1165 

Air pollution., 82-10402 

Air pollution control systems for boilers 
and incinerators., 82-9669 

Air quality assessment in the Ohio River 
valley region /, 82-11840 

Air quality criteria for particulate matter 
and sulfur oxides., 82-10164, 82-13657 

Air quality impacts using SRC versus con- 
ventional coal in power plants /, 82- 
13567 

Air quality management in selected coun- 
tries: a report /, 82-2696 

Air refueling director lights trainer : analy- 
sis and evaluation of training effective- 
ness /, 82-281 

Air-to-air combat skills : contribution of 
platform motion to initial training /, 82- 
280 

Air traffic activity, 82-6429 

Air traffic contollers testing and training 
program : hearing before the Subcommit- 
tee on Aviation of the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on air traffic con- 
trollers testing and training program, De- 
cember 16, 1981., 82-12121 

Air traffic control /, 82-2281 

Air traffic control (ATC) tower operator : 
soldier’s manual., 82-9675, 82-9676 

Air traffic control (ATC) tower operator : 
trainer’s guide., 82-9674 

Air traffic control en route computer mod- 
ernization : report /, 82-2703 

Air traffic control en route computer 
system : report (to accompany H. Res. 
202) (including cost estimates of the Con- 
gressional Budget Office)., 82-2404 

Air traffic control staffing standard system., 
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Air traffic controllers pay legislation : hear- 
ing before the Subcommittee on Civil 
Service, Post Office, and General Serv- 
ices of the Committee on Governmental 
Affairs, United States Senate, Ninety-sev- 
enty Congress, first session S. 1912 ... De- 
cember 4, 1981., 82-12198 

Air traffic service plans and requirements / 
Department of Transportation, Federal 
Aviation Administration., 82-11499 

Air traffic training.; 82-14423, 82-14424 

Air transport procedures, transport of M454 
atomic projectile by US Army aircraft, 
transport of M454 atomic projectile com- 
plete mission loads by US Army CH-47 
helicopter., 82-13095 

Air-water flow in hydraulic structures /, 
82-5846 

Airborne aids for coping with low-level 
wind shear : all-weather landing systems, 
engineering services support project, task 
2/, 82-2287 

Airborne determination of ground speed : a 
feasibility study /, 82-11546 

Airborne electro-optical sensor simulation 
system /, 82-277 

Airborne performance measurement meth- 
odology application and validation : F-4 
pop-up training evaluation /, 82-293 

Airborne radar approach system flight test 
experiment /, 82-3941 

Aircraft accident report : Air California 
Flight 336, Boeing 737-293,N468AC, 
John Wayne Orange County Airport, 
Santa Ana, California, February 17, 
1981., 82-11398 

Aircraft accident report : Cascade Airways, 
Inc., Beechcraft 99A, N390CA, Spokane, 
Washington, January 20, 1981 /, 82-848 

Aircraft accident report : Continental Air- 
lines/Air Micronesia, Inc., Boeing 727- 
92C, N18479, Yap Airport, Yap, Western 
Caroline Islands, November 21, 1980., 
82-14334 

Aircraft accident report : Florida Commut- 
er Airlines, Inc., Douglas DC-3, N75KW, 
Grand Bahama Island, Bahamas, Septem- 
ber 12, 1980 /, 82-3868, 82-11396 

Aircraft accident report : Georgia-Pacific 
Corporation, Cessna 500 Citation, 
NSO1GP, Mercer County Airport, Blue- 
field, West Virginia, January 21, 1981., 
82-11397 

Aircraft accident report : Japan Air Lines, 
Company, Ltd., McDonnell-Douglas DC- 
8-62F, JA 8054, Anchorage, Alaska, Jan- 
uary 13, 1977 /, 82-3865 

Aircraft accident report McDonnell 
Douglas Corporation, DC-9-80, N1002G, 
Yuma, Arizona, June 19, 1980., 82- 
11400 

Aircraft accident report : National Airlines, 
Inc., Boeing 727-235, N4744NA, Escam- 
bia Bay, Pensacola, Florida, May 8, 1978 
/, 82-3867 

Aircraft accident report : Redcoat Air 
Cargo, Ltd., Bristol Britannia 253F, regis- 





Airport and airway trust fund ... annual report (House document) 


tration G-BRAC, Billerica, Massachu- 
setts, February 16, 1980., 82-11395 

Aircraft accident report : Scenic Airlines, 
Inc., Cessna 404, N2683S, near Grand 
Canyon National Park Airport, Tusayan, 
Arizona, July 21, 1980., 82-11394 

Aircraft accident report : Southern Compa- 
ny Services, Inc., Beech-Hawker-125- 
600A, N40PC, McLean, Virginia, April 
28, 1977 /, 82-3866 

Aircraft accident report : Trans World Air- 
lines, Inc., Boeing 727-31, N840TW, near 
Saginaw, Michigan, April 4, 1979 /, 82- 
3869 

Aircraft accident report : L & J Company, 
Convair 240, NSSVM, Gillsburg, Missis- 
sippi, October 20, 1977 /, 82-3864 

Aircraft accident report : New York Air- 
ways, Inc., Sikorsky S-61L, N619PA, 
Pan Am building heliport, New York, 
New York, May 16, 1977 /, 82-847 

Aircraft, airports, and airways., 82-3527, 
82-5526 

Aircraft collision avoidance and air traffic 
safety : hearing before the Subcommittee 
on Transportation, Aviation, and Materi- 
als of the Committee on Science and 
Technology, U.S. House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, September 2, 1981., 82-12259 

Aircraft control by propeller cyclic blades 
/, 82-14184 

Aircraft crash survival design guide /, 82- 
1512 


Aircraft engine and propeller type certifi- 


cate data sheets and _ specifications. 
Volume V, Aircraft engines and propel- 
lers., 82-11514 

Aircraft Engine Diagnostics., 82-3789 

Aircraft engines and propellers, 82-11514 

Aircraft ice protection., 82-6380 

Aircraft incident report : Aeromexico, DC- 
10-30, XA-DUH, over Luxembourg, 
Europe, November 11, 1979., 82-11393 

Aircraft incident report : Eastern Airlines 
Boeing 727-25, N814ON, John F. Kenne- 
dy International Airport, Jamaica, New 
York, April 8, 1981., 82-11399 

Aircraft maintenance base materiel manage- 
ment handbook : an FAA handbook., 
82-6374 

Aircraft metal propeller blade failure., 
6387 

Aircraft organizational maintenance man- 
agement., 82-9700 

Aircraft position light and anticollision light 
installations., 82-6378 

Aircraft simulator and visual system evalua- 
tion and approval., 82-6407 

Aircraft type certificate data sheets and 
specification. Volume I, Single-engine air- 
planes., 82-11510 

Aircraft type certificate data sheets and 
specifications. Volume II, Small multien- 
gine airplanes., 82-11511 


82- 
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Aircraft type certificate data sheets and 
specifications. Volume III, Large mul- 
tiengine airplanes., 82-11512 

Aircraft type certificate data sheets and 
specifications. Volume IV, Rotorcraft, 
gliders and balloons., 82-11513 

Aircrew displays and avionics for applica- 
tion in a future national airspace system / 
, 82-2059 

Aircrew training devices : fidelity features / 
, 82-1607 

Aircrew training devices : instructional sup- 
port features /, 82-9919 

Aircrew training devices : life cycle cost 
and worth of ownership /, 82-1606 

Aircrew training devices : utilization /, 
82-3330 

Airdrop of supplies and equipment : rigging 
communications shelters and power unit., 
82-4889 

Airdrop of supplies and equipment : rigging 
the high speed aerial delivery container 
CTU-2/A., 82-1439 

Airdrop of supplies and equipment : rigging 
the 1/4-ton truck and the 1/4-ton trailer., 
82-9681 

Airdrop of supplies and equipment : rigging 
4.2-inch mortar., 82-4890 

Airfield marking paints., 82-245 

Airman’s information manual., 82-5527 

Airman’s information manual. Basic flight 
information and ATC procedures., 82- 
14433 

Airman’s information manual. Pt. 1. Basic 
flight information and ATC procedures, 
82-14433 

Airplane flight manuals (AFM), approved 
manual materials, markings, and placards 
- airplanes., 82-6392 

Airplane wing vibrations due to atmospher- 
ic turbulence /, 82-11114 

Airport and Airway Improvement Act of 
1981 : hearings before the Subcommittee 
on Aviation of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 2643 ... 
March 31, April 1 and 2, 1981., 82-2697 

Airport and airway tax measures : hearing 
before the Subcommittee on Taxation and 
Debt Management of the Committee on 
Finance, United States Senate, Ninety- 
seventh Congress, first session, on S. 1047 
and S. 1272, July 27, 1981., 82-6820 

Airport and airway trust fund ... annual 
report : communication from the Fiscal 
Assistant Secretary of the Treasury, 
transmitting the annual report on the fi- 
nancial condition and results of the oper- 
ations of the airport and airway trust 
fund, pursuant to section 208(e)(1) of the 
Airport and Airway Revenue Act of 
1970, as amended., 82-14600 

Airport and airway trust fund ... annual 
report (House document), 82-14600 
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Airport and airway trust fund, annual report 


Airport and airway trust fund, annual 
report, 82-14600 

Airport crash/fire/rescue (CFR) service 
cost and benefit analysis /, 82-11479 

Airport design standards : general aviation 
airports : basic and general transport., 
82-6415 

Airport improvement task force delay study 
: data collection, reduction and analysis /, 
82-6433 

Airport operations manual., 82-6414 

Airport quotas and peak hour pricing : 
analysis of airport network impacts., 82- 
11524 

Airport vicinity air pollution model : abbre- 
viated version : user’s guide /, 82-14464 

Airworthiness and operational approval of 
airborne systems to be used in lieu of a 

und proximity warning system(s) 

(GPWS)., 82-6384 

AK-Chin Water Supply Project : draft en- 
vironmental impact statement., 82-13945 

Ak-Chin Water Supply Project : final envi- 
ronmental impact statement., 82-13941 

Alaska accomplishments, 82-13951, 82- 
13952 

Alaska environmental quality profile /, 82- 
359 

Alaska National Interest Lands Conserva- 
tion Act : how the Alaska Lands Act 
affects Forest Service programs in 
Alaska., 82-12553 

Alaska, research for the 80’s : a decision 
report of the U.S. Fish and Wildlife Serv- 
ice /, 82-5908 

The Alaskan mineral resource assessment 
program : background information to ac- 
company folio of geologic and resource 
maps of the Chignik and Sutwik Island 
quadrangles, Alaska /, 82-1912, 82- 
5795 

Alaskan Outer Continental Shelf Seismol- 
ogy and Earthquake Engineering Work- 
shop : March 26-29, 1979, Boulder, Colo- 
rado /, 82-9492 

Albany-Schenectady-Troy, New York, met- 
ropolitan area, 82-3751 

Alcohol and highway safety 1978 : a review 
of the state of knowledge /, 82-14529 

Alcohol and tobacco summary statistics, 
82-3848 

Alcohol, drug abuse, mental health, re- 
search grant awards /, 82-1876 

Alcohol fuel loan guarantee program : hear- 
ing before the Subco mmitte on Over- 
sight and Investigations of the Committee 
on Energy and Commerce, House of 
Representatives, Ninety-seventh Con- 
gress, first session, February 6, 1981., 
82-6881 

Alcohol fuels activities at the Solar Energy 
Research Institute /, 82-3363 

Alcohol fuels bibliography : (1901-March 
1980) /, 82-9964 

Alcohol fuels process r/d newsletter., 
9982, 82-9983 
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Alcohol fuels program technical review, 
82-9983 

Alcohol production from agricultural and 
forest residues /, 82-9939, 82-13262 

Alcohol/safety public information materials 
catalog no. 3. Supplement 2 /, 82-11602 

Alcohol, tobacco, and firearms., 82-5621 

Alcohol, tobacco, and firearms summary 
statistics, 82-3848 

Alcohol use and criminal behavior : an ex- 
ecutive summary /, 82-10987 

Alcoholism., 82-1785 

Alcoholism services development program 
(ASDP), 82-10678, 82-13913 

Algae, ultraviolet light, and the production 
of trace gases /, 82-3271 

Algal nutrient studies of the Potomac estu- 
ary : (Summer 1977) /, 82-10049 

An algorithm for determining Debye tem- 
peratures /, 82-5880 

An algorithm to compute the eigenvectors 
of a symmetric matrix /, 82-4625 

An algorithm to estimate field concentra- 
tions under nonsteady meeteorological 
conditions from wind tunnel experiments 
/, 82-11965 

Algorithms for fixed-range optimal trajec- 
tories., 82-11140 

Aliased noise in radiometric measurements 
/, 82-2105 

All about HCRS., 82-10966 

Allergies : questions and answers /, 82- 
5677 

Allocation of budget authority and outlays 
for fiscal year ... in accordance with sec- 
tion 302(b)(2) of the Congressional 
Budget Act of 1974 : report of the Com- 
mittee on Banking, Finance, and Urban 
Affairs pursuant to section 302(b) of the 
Congressional Budget Act of 1974., 82- 
2351 

Allocation of budget totals by program : 
report of the Committee on Government 
Operations pursuant to section 302(b) of 
the Congressional Budget Act of 1974., 
82-2342, 82-2347, 82-2384 

Allocation of budget totals for fiscal year ... 
: report by the Committee on Agricul- 
ture, Nutrition, and Forestry pursuant to 
section 302 of the Congressional Budget 
Act of 1974., 82-2354 

Allocation of budget totals for fiscal year ... 
: report submitted pursuant to section 302 
of the Congressional Budget Act of 1974 
by the Committee on Agriculture., 82- 
2344, 82-2345 

Allocation of budget totals for fiscal year ... 
: Submitted pursuant to section 302(b) of 
the Congressional Budget Act of 1974 by 
the Committee on Science and Technol- 
ogy., 82-2346, 82-2381 

Allocation of windfall profit tax revenues 
fiscal year 1981 : communication of the 
president of the United States transmit- 
ting the proposed allocation of the net 
revenues expected under the Crude Oil 
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Windfall Profit Tax Act of 1980, pursu- 
ant to section 120(d) of the act., 82- 
14596 

Allocation to subcommittees of budget 
totals from the first concurrent resolu- 
tion, fiscal year 1982 : report., 82-6553 

Alternate Fusion Fuels Workshop spon- 
sored by U.S. Department of Energy, 
Germantown, Maryland, January 26-27, 
1981., 82-13246 

Alternate nuclear waste forms and interac- 
tions in geologic media : proceedings of a 
workshop summarizing advanced activi- 
ties and formulating requirements for the 
future, May 13-15, 1980, Gatlinburg, Ten- 
nessee /, 82-1628 

Alternative goals : 1985 Resources Planning 
Act Program., 82-12363 

Alternative sign sequences for work zones 
on rural highways /, 82-11444 

Alternatives for high-temperature/high- 
pressure particulate control /, 82-13579 

Alternatives for the protection of Jackson 
Hole’s pastoral lands : joint hearing 
before the Subcommittee on Public 
Lands and Reserved Water of the Com- 
mittee on Energy and Natural Resources 
and the Subcommittee on Energy and 
Agricultural Taxation of the Committee 
on Finance, United States Senate, Ninety- 
seventh Congress, to consider alternative 
approaches to land protection in Jackson 
Hole, Teton County, Wyo., August 28, 
1981, Jackson, Wyo., 82-12143 

Aluminum /, 82-632 

Aluminum foil converted, 82-1348 

Aluminum ingot and mill products, 82- 
3071 


An aluminum-zircaloy galvanic couple in 
reactor water /, 82-14784 

Always leave yourself an out., 82-14406 

AM and FM broadcast financial data, 82- 
140 

AM/FM financial data., 82-140 

Amateur Radio Service and Private Land 
Mobile Services Act of 1981 : report (to 
accompany S. 929)., 82-11768 

The ambassador in U.S. foreign policy : 
changing patterns in roles, selection, and 
designations /, 82-2650 

Ambulance electrical system study /, 
11603 

Ambulatory Care Research Facility at the 
National Institutes of Health., 82-1824, 
82-1825 

Amending House Rule XLVII of the Rules 
of the House of Representatives relating 
to limitation on outside earned income : 
report (to accompany H. Res. 251)., 82- 
6586 

Amending the act of October 19, 1973 (87 
STAT. 466), relating to the use or distri- 
bution of certain judgment funds awarded 
by the Indian Claims Commission or the 
Court of Claims : report (to accompany 
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January — June 1982 Analysis of proposed new standards for nursing homes participating in Medicare and 


H.R. 3731) (including cost estimate of the 
Congressional Budget Office)., 82-14646 

Amending the Federal Grant and Coopera- 
tive Agreement Act : report of the Com- 
mittee on Governmenal Affairs, United 
States Senate to accompany S. 982 ... to- 
gether with additional views., 82-2358 

Amending the Geothermal Steam Act of 
1970 : hearing before the Subcommittee 
on Energy and Mineral Resources of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on S. 669 
.- S. 1516 ...., 82-15079 

Amending the National Trails System Act 
by designating additional national scenic 
and historic trails and for other purposes 
: report together with additional views 
(to accompany H.R. 861)., 82-2401 

Amending Title 39 of the United States 
Code to require that any extension of the 
zip code be part of a voluntary service 
option with a reduced rate : report of the 
Committee on Governmental Affairs, 
United States Senate to accompany S.678 
very 82-11772 

Amendments to the Foreign Assistance Act 
of 1961 : nuclear prohibitions and certain 
human rights matters : hearings and 
markup before the Committee on Foreign 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session on 
H.R. 5015, H. Res. 286, November 20 
and December 8, 1981., 82-15113 

American air almanac, 82-253, 82-1550 

American Air Filter Kinpactor 10 x 56 ven- 
turi scrubber evaluation /, 82-13547 

American Council of Learned Societies : 
report together with dissenting views (to 
accompany H.R. 4769) (including cost es- 
timate of the Congressional Budget 
Office)., 82-2411 

American employment generally favorable 
at international financial institutions 
report to the Congress /, 82-3515 

American employment generally favorable 
at international financial institutions 
Summary : : report to the Congress /, 
82-3516 

American ephemeris and nautical almanac, 
82-3295 

American National Standard N432 : radio- 
logical safety for the design and construc- 
tion of apparatus for gamma radiography 
/, 82-12803 

American Revolution., 82-5580 

American Shrimp Industry Development 
Act : hearings before the Subcommittee 
on Fisheries and Wildlife Conservation 
and the Environment of the Committee 
on Merchant Marine and Fisheries, 
House of Representatives, Ninety-seventh 
Congress, first session, on H.R. 4041 ... 
July 17, 1981—Washington, D.C., Octo- 
ber 29, 1981—Tampa Fla., October 30, 
1981—New Orleans, La., 82-15178 

American-Soviet Symposium on Use of 
Mathematical Models to Optimize Water 





Quality Management, Kharkov and 
Rostov-on-Don, USSR, December 9-16, 
1975., 82-10133 

America’s volunteers : a report on the all- 
volunteer Armed Forces., 82-9584 

Ammonium sulfate manufacture : back- 
ground information for proposed emission 
standards /, 82-5277 

Ammunition service in the theater of oper- 
ations /, 82-1438 

Amphibious embarkation., 82-13218 

Amphibious training., 82-13217 

Amtrak authorization and rail passenger 
corridor development : hearings before 
the Subcommittee on Commerce, Trans- 
portation, and Tourism of the Committee 
on Energy and Commerce, House of 
Representatives, Ninety-seventh Con- 
gress, first session, March 10 and 25, 
1981., 82-6805 

Anaheim-Santa Ana-Garden Grove, Cali- 
fornia metropolitan area, 82-5972 

Analyses of native water and dredged mate- 
rial from southern Louisiana waterways, 
1975-76 /, 82-10743 

Analyses of native water, core material, and 
elutriate samples collected from the 
Atchafalaya River and Atchafalaya Bay / 
, 82-10752 

Analysis & summary of accident investiga- 
tions, 1973-1976., 82-14499 

Analysis aptitude test for selection of 
airmen for the radio communications 
analysis specialist course : development 
and validation /, 82-266 

Analysis, conclusions, and recommendations 
concerning operator licensing /, 82-6676 

Analysis of a phase-locked loop to suppress 
interference from a satellite power satel- 
lite /, 82-4701 

An analysis of accident data from plastic 
pipe natural gas distribution systems : 
special study., 82-6287 

The analysis of construction costs of ten 
solar industrial process heat systems /, 
82-13359 

Analysis of credible accidents for Argonaut 
reactors /, 82-4175 

An analysis of drinker diagnosis, referral 
and rehabilitation activity : section two 
analytic study VI /, 82-11616 

An analysis of DWI enforcement activity : 
section two analytic study III /, 82- 
11613 

An analysis of earthquake intensities with 
respect to attenuation, magnitude, and 
rate of recurrence /, 82-11991 

Analysis of ECC bypass data /, 82-14723 

Analysis of effect of flameholder character- 
istics on lean, premixed, partially vapor- 
ized fuel-air mixture quality and nitrogen 
oxides emissions/, 82-6172 

An analysis of electrical consumption at 
representative army installations /, 82- 
3189 
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Analysis of electrical power system disturb- 
ance and outrage in Garland and Green- 
ville, Texas, June 26, 1980., 82-13468 

An analysis of evacuation time estimates 
around 52 nuclear power plant sites /, 
82-14958 

Analysis of Federal Reserve policies as they 
effect interest rates and credit markets ; 
hearing before the Subcommittee on Do- 
mestic Monetary Policy of the Commit- 
tee on Banking, Finance, and Urban Af- 
fairs, House of Representatives, Ninety- 
seventh Congress, first session, July 28, 
1981., 82-4205 

Analysis of frontal impact test data : new 
Car assessment project /, 82-6516 

The Analysis of fuel relocation for the 
NRC/PNL Halden assemblies IFA-431, 
IFA-432, and IFA-513 /, 82-14816 

Analysis of ground water by different labo- 
ratories : a comparison -of chloride and 
nitrate data, Nassau and Suffolk Counties, 
New York /, 82-10811 

Analysis of helicopter fault isolation crite- 
ria/techniques /, 82-225 

Analysis of high NO.concentrations in Cali- 
fornia, 1975-1977 /, 82-5310 

Analysis of hydrogen mitigation for degrad- 
ed core accidents in the Sequoyah nucle- 
ar power plant /, 82-11988 

Analysis of interference caused by the solar 
power satellite to satellite earth terminals 
/, 82-4702 

Analysis of interference from the solar 
power satellite to general electronics sys- 
tems /, 82-4703 

An analysis of judicial system performance : 
section two analytic study IV /, 82- 
11624 

Analysis of low-speed helicopter flight test 
data /, 82-3206 

Analysis of manual threat evaluation and 
weapons assignment (TEWA) in the AN/ 
TSQ-73 air defense system /, 82-13122 

An analysis of mopeds as a potential safety 
problem in the United States /, 82-3990 

Analysis of national survey results. 82- 
1392 

Analysis of NPRM strobe lights on locomo- 
tives /, 82-6372 

Analysis of nuclear facilities for tornado- 
induced flow and reentrainment /, 82- 
4115 

Analysis of ORNL pipe ratchetting tests 
TTT-1 and TTT-2 /, 82-14851 

Analysis of pillar stability on steeply pitch- 
ing seam using the finite element method 
/, 82-5891 

An analysis of potential additional measures 
of fiscal capacity of South Dakota school 
districts /, 82-13783 

Analysis of proposed new standards for 
nursing homes participating in Medicare 
and Medicaid : summary : report to the 
Chairman, Select Committee on Aging, 
House of Representatives /, 82-476 
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An analysis of public information and education activity : section two analytic 


An analysis of public information and edu- 
cation activity : section two analytic 
study VII /, 82-14543 

An Analysis of refiners’ total barrel costs 
and revenues from the sale of petroleum 
products, 1976-1979., 82-13465 

Analysis of runway occupancy times at 
major airports /, 82-6435 

An analysis of short and mid-term U.S. oil 
imports from Venezuela /, 82-13442 

Analysis of six issues about nuclear capabili- 
ties of India, Iraq, Libya, and Pakistan /, 
82-12178 

An analysis of SORS : a computer program 
for analyzing fission product release from 
HTGR cores during transient tempera- 
ture excursions /, 82-2459 

Analysis of steerability of tracked vehicles : 
theoretical predictions versus field meas- 
urements /, 82-5028 

Analysis of surface displacements of Zirca- 
loy fuel cladding in the HOBBIE creep- 
down irradiation experiments /, 82- 
14954 

An Analysis of the content of specialty 
practices and their service capacities /, 
82-10626 

An analysis of the development and ration- 
ales of the United States income security 
system 1776-1980 : an analysis /, 82- 
12064 

An analysis of the free vibration of a shal- 
low spherical membrane shell /, 82-3278 

Analysis of the heat and mass transfer proc- 
esses of a UO,.bubble in sodium for the 
fuel aerosol simulant test (FAST) /, 82- 
2476 

Analysis of the HF architecture of the inte- 
grated communication system—stage 3 
(ICS-3) /, 82-3224 

An analysis of the impact of a one million 
barrel per day demand reduction on 
world oil prices /, 82-13441 

Analysis of the impact of food stamp re- 
demptions on food stores and regions : 
fiscal year 1978 /, 82-4 

Analysis of the need for intermediate and 
peaking technologies in the year 2000 /, 
82-5205 

An Analysis of the network-affiliate rela- 
tionship in television /, 82-4712 

An Analysis of the potential legal con- 
straints on the use of advanced alcohol- 
testing technology /, 82-6498 

An analysis of the President’s budgetary 
proposals for fiscal year ..., 82-12303 

Analysis of the St. Louis RAMS ambient 
particulate data /, 82-10235 

Analysis of the Three Mile Island accident 
and alternative sequences /, 82-14906 

Analysis of thermal decomposition products 
of flue gas conditioning agents /, 82- 
10151 

Analysis of trends in residential energy con- 
sumption : study /, 82-1734 


Page 1-516 





An Analysis of user cost and service trade- 
offs in transit and paratransit services., 
82-6490 

Analysis of work stoppages /, 82-14091 

Analytic rebalance technique for pressure 
calculation in two-phase flow systems /, 
82-2514 

Analytic studies on satellite detection of 
severe, two-cell tornadoes /, 82-11097 

Analytical aerial triangulation : Georgia 
project., 82-6334 

Analytical and experimental studies of a 
beam with a geometric nonlinearity /, 
82-14921 

Analytical investigation of the landing dy- 
namics of a large airplane with a load- 
control system in the main landing gear / 
, 82-11136, 82-11137 

An analytical investigation of the perform- 
ance of solar collectors as nighttime heat 
radiators in airconditioning cycles /, 82- 
11092 

Analytical study for fatigue of highway 
bridge cables /, 82-11449 

An analytical study of the longitudinal re- 
sponse of airplanes to positive wind shear 
/, 82-751 

Analytical techniques for stress analysis of 
the nuclear steam-supply system : a bib- 
liography /, 82-14823 

Analytical testing /, 82-2079, 82-6126 

Analyzing the feasibility of the administra- 
tive adjudication of traffic offenses /, 
82-2313 

Andrew W. Breidenbach Environmental 
Research Center, Cincinnati., 82-13533, 
82-13534 

Angle-of-arrival estimation error for ship- 
board monopulse radars /, 82-1537 

Annealing of radiation damage in 0.1- and 
2-ohm-centimeter silicon solar cells / 
Irving Weinberg and Clifford K. Swartz., 
82-6154 

Annotated acronyms and abbreviations of 
marine science related activities /, 82- 
3120 

An Annotated bibliography of CERC 
coastal ecology research /, 82-183, 82- 
1472 

Annotated bibliography of CERC publica- 
tion /, 82-13131 

An Annotated bibliography of literature on 
Alaska water birds /, 82-5923 

An annotated bibliography of patents relat- 
ed to coastal engineering /, 82-186 

Annotated bibliography of remote sensing 
methods for monitoring desertification /, 
82-1920 

Annotated bibliography of safety-related 
events at boiling-water nuclear power 
plants as reported in 1977 /, 82-14801 

Annotated bibliography of safety-related 
events at  pressurized-water nuclear 
power plants as reported in 1977 /, 82- 
14802 
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Annotated bibliography of the Air Force 
Human Resources Laboratory technical 
reports—1977 /, 82-5157 

Annotated bibliography of the Air Force 
Human Resources Laboratory technical 
reports, 1976 /, 82-1558 

Annotated bibliography of the Air Force 
Human Resources Laboratory technical 
reports, 1978 /, 82-1600 

Annotated bibliography of the conch genus 
Strombus (Gastropoda, Strombidae) in 
the western Atlantic Ocean /, 82-9493 

An annotated bibliography on detached 
breakwaters and artificial headlands /, 
82-184 

Annotated bibliography on the transporta- 
tion and handling of radioactive materials 
-3/, 82-14918 

Annotated bibliography, 1973-1977, Divi- 
sion of Science Information., 82-14245 

Annotated list of publications of the Pacific 
Northwest Forest and Range Experiment 
Station, 82-12436 

Announcement /, 82-10678, 82-13913 

Announcement (National Institute on Alco- 
hol Abuse and Alcoholism (U.S.)), 82- 
10678 

Announcement of programs /, 82-11859 

Announcement of 1981 courses in fallout 
shelter analysis : tuition free : texts pro- 
vided., 82-10289 

Annoyance due to mitiple airplane noise ex- 
posure /, 82-6163 

Annual awards ceremony /, 82-13932 

Annual data, data from the client oriented 
data acquisition process /, 82-10672 

Annual evaluation report., 82-13508 

Annual evaluation report - United States. 
Dept. of Education. Office of Evaluation 
and Program Management, 82-13508 

Annual evaluation report on programs ad- 
ministered by the U.S. Office of Educa- 
tion, 82-13508 

Annual fire report for the national forests, 
calendar year, 82-12422, 82-12423 

Annual housing survey, Madison, Wis., 
standard metropolitan statistical area. 
Housing characteristics for selected met- 
ropolitan areas, 82-12720 

Annual housing survey, Orlando, Fia., 
standard metropolitan statistical area. 
Housing characteristics for selected met- 
ropolitan areas, 82-12715 

Annual housing survey, Saginaw, Mich., 
standard metropolitan statistical area. 
Housing characteristics for selected met- 
ropolitan areas, 82-12716 

Annual housing survey, Salt Lake City, 
Utah, standard metropolitan statistical 
area. Housing characteristics for selected 
metropolitan areas, 82-12717 

Annual housing survey, Tacoma, Wash., 
standard metropolitan statistical area. 
Housing characteristics for selected met- 
ropolitan areas, 82-12718 
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Annual housing survey, United States and 
regions. Part A, General housing charac- 
teristics, 82-12710, 82-12713 

Annual housing survey, United States and 
regions. Part B, Indicators of housing and 
neighborhood quality by financial charac- 
teristics, 82-12711 

Annual housing survey, United States and 
regions. Part C, Financial characteristics 
of the housing inventory., 82-12714 

Annual housing survey, United States and 
regions. Part E, Urban and rural housing 
characteristics, 82-12712 

Annual housing survey, United States and 
regions. Part A. General housing charac- 
teristics, 82-12710, 82-12713 

Annual housing survey, United States and 
regions. Part C. Financial characteristics 
of the housing inventory., 82-12714 

Annual housing survey, United States and 
regions. Part E. Urban and rural housing 
characteristics, 82-12712 

Annual housing survey, Wichita, Kans., 
standard metropolitan statistical area. 
Housing characteristics for selected met- 
ropolitan areas, 82-12719 

Annual peak discharges from small drainage 
areas in Montana for stations discontin- 
ued before September 1978 /, 82-10794 

Annual peak discharges from small drainage 
areas in Montana through September, 
1977 /, 82-10761 

Annual peak discharges from small drainage 
areas in Montana through September 
1978 /, 82-10795 

Annual peak discharges from small drainage 
areas in Montana through September 
1979 /, 82-10838 

Annual report /, 82-147, 82-549, 82- 
566, 82-938, 82-939, 82-943, 82-944, 
82-1420, 82-1890, 82-2201, 82-2202, 
82-2206, 82-2343, 82-2377, 82-2427, 
82-2428, 82-3850, 82-4184, 82-5744, 
82-6606, 82-10009, 82-10030, 82- 
10031, 82-10324, 82-10325, 82-10504, 
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Arms sales package to Saudi Arabia : hear- 
ings before the Committee on Foreign 
Relations, United States Senate, Ninety- 
seventh Congress, first session, on the 
AWACS and F-15 enhancements arms 
sales package to Saudi Arabia, October 1, 
5, 6, 14, and 15, 1981., 82-2651 

The Army., 82-9702 

Army acquisition of subordination of Osage 
mineral rights : hearing before the Select 
Committee on Indian Affairs, United 
States Senate, Ninety-seventh Congress, 
first session, on S. 1370 ... November 23, 
1981, Washington, D.C., 82-15145 

Army aviation lighting., 82-9668 

The Army chaplaincy, maybe it is for you 
wy 82-9709 

Army Corps of Engineers project deauthor- 
izations : report (to accompany S. 1493)., 
82-4059 

Army health facility design., 82-9670 

Army National Guard retention program., 
82-13033 

The army needs to improve individual sol- 
dier training in its units : report to the 
Congress /, 82-5483 

The army needs to improve individual sol- 
dier training in its units : report to the 
Congress summary /, 82-5452 

Army patents., 82-9706 

Army Research Institute evaluation of 
Automated Data on Instructional Tech- 
nology (ADIT) /, 82-3171 

Army skill development programs., 
9733 

Army stock fund budget., 82-9707 

Army technical and field manuals., 
5585 

Army training and evaluation program for 
engineer equipment companies., 82- 
13098 

Army training technology transfer 
tems model /, 82-9779 

Arrest procedures for driving while intoxi- 
cated /, 82-11605 

Arsenic, nitrate, iron, and hardness in 
ground water, Chena Ridge vicinity, 
Fairbanks, Alaska /, 82-5829 

Arson control guide for volunteer fire de- 
partments /, 82-10311 

Art and artists., 82-5559 

Art and young Americans, 1974-79 : results 
from the Second National Art Assess- 
ment /, 82-13512 

Arteriosclerosis, 1981 : report of the Work- 
ing Group on Arteriosclerosis of the Na- 
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tional Heart, Lung, and Blood Institute /, 
82-10597 

The Arthritis program, 82-13813 

The Arthritis program : annual report of 
the Director, National Institute of Arthri- 
tis, Metabolism, and Digestive Diseases., 
82-13813 

Arthur J. Grauf : report (to accompany 
H.R. 4350)., 82-14660 

Articulated transbus technical specifica- 
tions., 82-11585 

Artillery engagement simulation /, 82- 
9780 

ARTS II enhancement design alternatives : 
final report /, 82-14479 

ASAP P.I. & E. countermeasure : summary 
of activities and effectiveness /, 82- 
11601 

Asbestos : worker health alert., 82-14127 

Asbestos hazards : a selected bibliography / 
, 82-10115 

ASCS publications., 82-1225 

The ASEAN energy study mission, May 
25-June 13, 1980., 82-13387 

Aseptic bone necrosis among U.S. Navy 
divers : survey of 934 nonrandomly se- 
lected personnel /, 82-5101 

ASFIS guidelines for bibliographic descrip- 
tion, guidelines for the preparation of ab- 
stracts /, 82-12838 

Asheville’s window on the weather., 
3116 

Asia, Bangladesh : selected statistical data 
by sex., 82-11345 

Asia, India : selected statistical data by sex., 
82-11348 

Asia, Indonesia : selected statistical data by 
sex., 82-11349 

Asia, Korea : selected statistical data by 
sex., 82-11352 

Asia, Nepal : selected statistical data by 
sex., 82-11355 

Asia, Pakistan : selected statistical data by 
sex., 82-11356 

Asia, Philippines : selected statistical data 
by sex., 82-11357 

Asia, Sri Lanka : selected statistical data by 
sex., 82-11341 

Asia, Thailand : selected statistical data by 
sex., 82-11359 

Asphalt roofing manufacturing industry : 
background information for proposed 
standards /, 82-13672 

Assassination Bills : hearing before the Sub- 
committee on Criminal Law of the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-seventh Congress, first 
session on S. 904 ... and S. 907 ... Septem- 
ber 22, 1981., 82-15160 

Assembler G users guide., 82-3615 

Assessing criminal justice projects : findings 
from the National Evaluation Program /, 
82-2000 

Assessing marijuana consequences : selected 
questionnaire items /, 82-1882 
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Assessing successful strategies in bilingual 
vocational training programs /, 82- 
13475 

Assessing the quality of long-term care /, 
82-13872 

Assessing therapeutic environment for 
active psychiatric treatment settings /, 
82-5773 

Assessment activities, 82-12032 

An assessment and forecast of ADP in the 
federal government /, 82-1365 

Assessment of a high-velocity fabric filtra- 
tion system used to control fly ash emis- 
sions /, 82-13598 

Assessment of augmented electronic fuel 
controls for modular engine diagnostics 
and condition monitoring /, 82-3200 

Assessment of certain European dredging 
practices and dredged material contain- 
ment and reclamation methods /, 82- 
9795 

Assessment of core penetration of a PWR 
reactor vessel and particulate debris coo- 
lability in TLMB, S2D, and ABG acci- 
dents /, 82-4156 

Assessment of corrosion products from 
once-through cooling systems with me- 
chanical antifouling devices /, 82-13637 

An Assessment of development and produc- 
tion potential of federal coal leases., 82- 
14996 

An assessment of development and produc- 
tion potential of federal coal leases : sum- 
mary., 82-12033 

Assessment of diesel particulate control : 
filters, scrubbers, and precipitators /, 
82-13631 

An assessment of DOE-sponsored lightning 
research at the University of Florida /, 
82-13372 

Assessment of factors possibly contributing 
to the susceptibility of sickle trait eryth- 
rocytes to mild hypoxia : I, design con- 
siderations and research protocol /, 82- 
2276 

Assessment of FRAPCON-1 BE/EM calcu- 
lated fission gas release in RISO fuel rods 
/, 82-2549 

An assessment of fuel melting, radial extru- 
sion, and cladding thermal failure during 
a power-cooling-mismatch event in light 
water reactors /, 82-4113 

Assessment of human exposures to atmos- 
pheric cadmium /, 82-10233 

Assessment of instrumentation for monitor- 
ing coal flowrate and composition /, 82- 
13622 

An assessment of LWR fuel-failure propa- 
gation potential : literature survey /, 82- 
4152 

Assessment of manufacturers capability to 
meet requirements for particulate controls 
on utility and industrial boilers /, 82- 
13538 
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Assessment of methods for evaluating ade- © 
quacy of physical protection systems /, 
82-6678 

Assessment of modification factors for a 
row of bolts or timber connectors / by 
Thomas Lee Wilkinson., 82-25 

Assessment of new technologies for general 
aviation aircraft /, 82-11544 

Assessment of reading competencies /, 82- 
13501 

Assessment of road carpet for control of 
fugitive emissions from unpaved roads /, 
82-13605 

Assessment of secondary residues, engineer- 
ing and economic analysis : final report /, 
82-9969 

An Assessment of state and community 
highway safety programs, FY 1975-FY 
1979 /, 82-6509 

Assessment of surface runoff from iron and 
steel mills /, 82-10127 

An assessment of terminal air traffic control 
system performance with and without 
basic metering and spacing automation /, 
82-6461 

Assessment of the development and coordi- 
nation processes for the NRC research 
program : final report /, 82-14969 

Assessment of the effects of increased truck 
size and weight limits on shippers and 
states : literature search and review : final 
report /, 82-14321 

Assessment of the environmental compati- 
bility of differing helicopter noise certifi- 
cation standards /, 82-14414 

An assessment of the U.S. mirror fusion 
program : report of the 1980 Mirror 
Senior Review Panel, February 1980 /, 
82-5197 

Assessment of the use of fugitive emission 
control devices /, 82-10140 

Assessment of three technologies for the 
treatment of cooling tower blowdown /, 
82-13629 

Assessment of treated vs. untreated oil spills 
: final report /, 82-9946 

Assessment of 1977 water quality conditions 
in the upper Potomac estuary /, 82- 
10072 

An assessment of 1980 census results in 10 
urban areas : report to the Congress /, 
82-10380 

An assessment of 1980 census results in 10 
urban areas : report to the Congress : 
summary /, 82-10381 

Asset and liability trends., 82-10321 

Assistant secretaries in the Department of 
Defense : hearings before the Subcommit- 
tee on Human Resources, of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, Ninety-seventh 
Congress, first session, on H.R. 4448 ... 
November 18, 1981., 82-4263 

Assistant secretaries in the Department of 
Defense : report to accompany H.R. 
4448)., 82-4073 
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Associate training programs in the medical 
and biological sciences at the National 
Institutes of Health., 82-10506 

The Association of Junior Leagues and 
career education /, 82-13494 

Assurance needed that import classifications 
are accurate : report to the Congress /, 
82-1745 

Assurance needed that import classifications 
are accurate : summary : report to the 
Congress /, 82-1746 

Assuring quality mental health services : 
the CHAMPUS experience /, 82-10664 

Assuring the availability of funds for de- 
commissioning nuclear facilities /, 82- 
6621 

The Astromical almanac, 82-3295 

Astronautical and aeronautical events, 82- 
11083 

Astronautics and aeronautics., 82-11083 

Astronauts and cosmonauts biographical 
and statistical date : report /, 82-1105 

The Astronomical almanac for the year ..., 
82-3295 

Astronomical ephemeris, 82-3295 

Astronomy and astrophysics., 82-10411 

At-sea incineration, evaluation of waste 
flow and combustion gas monitoring in- 
strumentation onboard the M/T Vul- 
canus /, 82-10129 

ATARS implementation tradeoff study /, 
82-6438 

ATC accommodation of fuel conservative 
turbojet operations /, 82-6436 

ATF curios and relics list., 82-3847 

ATF management information and evalua- 
tion system., 82-14420 

Atlanta wheelchair accessible bus study., 
82-2310 

Atlantic bluefin tuna stocks : hearing before 
the National Ocean Policy Study of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-seventh Congress, first session, on 
S. 1564 ... December 8, 1981., 82-12122 

Atlas of absorption lines from 0 to 17 900 
cm-1 /, 82-14240 

An atlas of basic transmission loss for 125 
MHZ-15.5 GHZ /, 82-6465 

Atlas of gull and tern colonies : North 
Carolina to Key West, Florida (including 
pelicans, cormorants and skimmers) /, 
82-5922 

Atmospheric effects on solar cell calibration 
and evaluation /, 82-13339 

Atmospheric fluidized-bed projects technol- 
ogy overview., 82-13323 

Atmospheric lidar multi-user instrument 
system definition study /, 82-2073 

Atmospheric pressure jumps measured with 
arrays of sensitive pressure sensors in the 
vicinity of Chicago’s O’Hare Internation- 
al Airport /, 82-9496 

Atoll research bulletin., 82-14289 

Atomic energy /, 82-3178 
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Atomic energy and nuclear power., 82- 

Atomic energy, cooperation for civil uses 
and nuclear safeguards : agreement be- 
tween the United States of America and 
Indonesia extending certain provisions of 
the agreement of June 8, 1960 as amend- 
ed and extended, effected by exchange of 
notes signed at Jakarta September 16 and 
19, 1980., 82-11329 

Atomic energy, peaceful uses of nuclear 
energy : agreement between the United 
States of America and Morocco, signed 
at Washington May 30, 1980., 82-11315 

Atomic energy, radioactive waste manage- 
ment, agreement between th United 
States of America and Belgium signed at 
Mol and Washington January 7 and 19, 
1981., 82-14273 

Atrazine fate and effects in a salt marsh /, 
82-13546 

Attack on hazardous waste : 
of the 1980’s /, 82-1668 

Attempts to correct swimming errors /, 
82-5112 

Attention and task complexity as indicated 
by physiological indices /, 82-5165 

Attenuation of sound in a low Mach 
number nozzle flow /, 82-6110 

An attitude predictor/target selector /, 
82-4640 

Attitudes toward cooperatives by bank trust 
and professional farm managers., 82- 
12674 

The attorney general’s asbsetos liability 
report to the Congress : pursuant to sec- 
tion 8(b) of the Asbestos School Hazard 
Detection and Control Act of 1980 /, 
82-2611 

Attorneys working for people., 82-5665 

Au Sable River : wild & scenic river final 
study report & environmental impact 
statement : a proposal., 82-12533 

Audiovisual materials catalog /, 82-1839 

Audit of the Overseas Private Investment 
Corporation, 82-14592, 82-14624 

Aurora Isidra Rullan Diaz : report (to ac- 
company H.R. 1550)., 82-4051 

Austrian incomes policy : lesson for the 
United States : hearing before the Joint 
Economic Committee, Congress of the 
United States, Ninety-seventh Congress, 
first session, June 2, 1981., 82-1037 

Authorization of coastwise trading privi- 
leges to the vessel “Capt Tom” : report 
(to accompany H.R. 1797) (including cost 
estimate of the Congressional Budget 
Office)., 82-6578 

Authorization of Law Revision Counsel to 
send franked mail : report (to accompany 
H.R. 1710) (including cost estimate of the 
Congressional Budget Office)., 82-4080 

Authorization to secretary of the Army to 
return certain works of art to the Federal 
Republic of Germany : report (to accom- 
pany H.R. 4625) (including cost estimate 
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of the Congressional Budget Office)., 
82-6585 

Authorizing appropriations to the National 
Aeronautics and Space Administration : 
conference report (to accompany S. 
1098)., 82-11815 

Authorizing expenditures by the Committee 
on Rules and Administration : report (to 
accompany S. Res. 289)., 82-14619 

Authorizing supplemental expenditures by 
the Committee on the Judiciary : report 
(to accompany S. Res. 222)., 82-2369 

Authorizing the printing of a revised edi- 
tion of the “Senate Election Law Guide- 
book” as a Senate document : report (to 
accompany S. Res. 290)., 82-14620 

Automated data processing security 
manual., 82-4465 

Automated data processing systems : hear- 
ing before the Subcommittee on Social 
Security and Subcommittee on Oversight 
of the Committee on Ways and Means, 
House of Representatives, Ninety-seventh 
Congress, first session, May 22, 1981., 
82-2737 

Automated data systems management /, 
82-1453 

Automated documentation system (ADS) 
stub generator : description and user 
instructions : comprehensive standard for 
software development /, 82-13157 

Automated dynamic analytical model im- 
provement /, 82-14218 

Automated test item banking /, 82-270 

Automatic adjustment clauses in public util- 
ity rate schedules /, 82-13398 

Automatic and continuous transducer drift 
compensator for end point detection sys- 
tems /, 82-5882 

Automatic data telecc 
operator., 82-4891 

Automatic safety belt systems : owner 
usage and attitudes in GM Chevettes and 
VW Rabbits /, 82-14534 

Automatic traffic advisory and resolution 
service (ATARS) multi-site algorithms /, 
82-6466 

The Automation of nuclear power plants /, 
82-5214 

Automobile and light-duty truck surface 
coating operations : background informa- 
tion for proposed standards /, 82-13673 

Automobile tire hydroplaning—what hap- 
pens!, 82-14222 

Automotive applications of composite mate- 
rials /, 82-6499 

Automotive crankcase oil : detection in a 
coastal wetlands environment /, 82- 
10223 

Automotive emissions control technology : 
final report /, 82-14672 

Automotive radar research /, 82-2314 

The Availability of German nuclear power 
plants in international comparison /, 82- 
5213 

Availability of nuclear power plants of the 
world in 1976 /, 82-5216 
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Available information from the Animal and 
Plant Health Inspection Service., 82- 
12661 

Average biomass of four northwest shrubs 
by fuel size class and crown cover /, 
82-12487 

Average density index for walleye pollock, 
Theragra chalcogramma, in the Bering 
Sea /, 82-12818 

Aviation /, 82-4952 

Aviation excise taxes and the airport and 
airway trust fund : hearing before the 
Committee on Ways and Means, House 
of Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 2643 and 
H.R. 2930, October 14, 1981., 82-15228 

Aviation information and training materi- 
als., 82-1766 

Aviation intensive management item pro- 
gram., 82-9743 

Aviation life support systems manual., 
14485 

Aviation mechanic powerplant written test 
guide., 82-14431 

Aviation medicine translations : annotated 
bibliography of recently translated mate- 
rial: X /, 82-3930 

Avionics and controls research and technol- 
ogy /, 82-6129 

Avionics maintenance training : relative ef- 
fectiveness of 6883 simulator and actual 
equipment : test and evaluation plan /, 
82-5159 

Avionics technician (AQ/AT/AX) 3 & 2, 
part 1 /, 82-9860 

Award of attorneys’ fees against the federal 
government : hearings before the Sub- 
committee on Courts, Civil Liberties, and 
the Administration of Justice of the Com- 
mittee on the Judiciary, House of Repre- 
sentatives, Ninety-sixth Congress, second 
session, on S. 265 ... May 20 and June 24, 
1980., 82-1076 

Award winning energy education activities 
for elementary and high school teachers., 
82-3364 

AWOL and the consequences., 
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Baby pig management : birth to weaning /, 
82-12383 

Back End of the LWR Fuel Cycle, March 
19-23, 1978/DeSoto Hilton Hotel/Savan- 
nah, Georgia /, 82-9930 

Background information for hearings on 
tax-exempt “small issue” industrial reve- 
nue bonds /, 82-1121 

Background information on national and re- 
gional hydrocarbon emission from marine 
terminal transfer operation /, 82-5244 

Background information on _ regulatory 
reform and congressional review of 
agency rules with a summary of H.R. 1 
(as introduced) /, 82-1100 

Background material on social security cov- 
erage of governmental employees and 
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employees of nonprofit organizations /, 
82-15226 

Background materials relating to Office of 
Inspector General, Department of Health 
and Human Services efforts to combat 
fraud, waste, and abuse /, 82-6732 

Background notes., 82-3542 

Background notes : Brazil /, 82-2128 

Background notes, Andorra., 82-14264 

Background notes, Burma., 82-14265 

Background notes, Colombia /, 82-3812 

Background notes, Denmark /, 82-3813 

Background notes, Dominica /, 82-11291 

Background notes, Dominican Republic /, 
82-3814 

Background notes, France., 82-14266 

Background notes, German Democratic Re- 
public /, 82-11292 

Background notes, Indonesia /, 82-3815 

Background notes, Lesotho.; 82-14267 

Background notes, Liberia., 82-14268 

Background notes, Maldives /, 82-3816 

Background notes, Nauru., 82-14269 

Background notes, Norway /, 82-3817 

Background notes, San Marino /, 82-3818 

Background notes, Senegal., 82-14270 

Background notes, Solomon Islands /, 82- 
3819 

Background notes, [South] Korea /, 82- 
11294 

Background notes, St. Lucia /, 82-11293 

Background notes, Tanzania /, 82-6218 

Background notes, Trinidad & Tobago., 
82-14271 

Background notes, U.S.S.R. /, 82-6219 

Background notes, Upper Volta /, 82-6220 

Background notes, Vatican City /, 82- 
3820 

Background notes, Venezuela /, 82-11295 

Background paper on reducing the Federal 
budget : strategies and examples /, 82- 
13743 

Background relating to the effect of racially 
discriminatory policies on the tax-exempt 
status of private schools /, 82-12271 

A Background report for the Formerly Uti- 
lized Manhattan Engineer District/ 
Atomic Energy Commission Sites Pro- 
gram., 82-13259 

Background study of the economies and in- 
ternational trade patterns of the countries 
of North America, Central America, and 
the Caribbean : report on investigation 
no. 332-119 under section 332 of the 
Tariff Act of 1930., 82-14045 

Backgrounder /, 82-14705 

Bail reform and narcotics cases : hearing 
before the Select Committee on Narcot- 
ics Abuse and Control, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, July 22, 1981., 82-2690 

Balance sheet of the farming sector, 
2748, 82-12337 
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Balancing the budget : hearing before the 
Subcommittee on the Constitution of the 
Committee on the Judiciary, United 
States Senate, Ninety-seventh Congress, 
first session, on S.J. Res. 58, Phoenix, 
Ariz., May 29, 1981., 82-6861 

Bald Eagle Creek and Littie Juniata River 
channel improvement project : hydraulic 
model investigation /, 82-5004 

Balsam poplar : an American wood., 82- 
9093 

Baltimore Canyon lease status map : (OCS 
sale no. 40 August 17, 1976, OCS sale no. 
49 February 28, 1979) proposed tracts for 
OCS sale no. 59, December 1981 sale 
date (tentative) Mid-Atlantic Outer 
Continental Shelf and slope /, 82-10707 

Bangladesh, a country profile /, 82-804 

Bank erosion control with vegetation, San 
Francisco Bay, California /, 82-185 

Bank Secrecy Act reporting requirements 
have not yet met expectations, suggesting 
need for amendment : report to the Con- 
gress /, 82-13727 

Banking offices operating on DLA-con- 
trolled installations (RCS DD- 
COMP(AR)1253) /, 82-4783 

Banks and banking., 82-5573 

Bargaining calendar /, 82-14092 

Barite, 82-605 

Baroclinic instability with variable gravity : 
a perturbation analysis /, 82-11075 

Bartram Trail map, Tuskegee National 
Forest, Alabama., 82-9103 

Baseline advanced design transit coach 
specifications : a guideline procurement 
document for new 35- and 40-foot coach 
designs /, 82-3951, 82-11579 

Baseline budget projections : fiscal years 
1982-1986 /, 82-1132 

Basic autopsy procedure, 82-9748 

Basic data on anthropometric measurements 
and angular measurements of the hip and 
knee joints, for selected age groups 1-74 
years of age, United States, 1971-1975 /, 
82-13856 

Basic data relating to the National Institutes 
of Health /, 82-1827 

Basic educational opportunity grant. Recipi- 
ent data exchange., 82-10015 

Basic educational skills project : an anno- 
tated bibliography in the areas of curricu- 
lum, parent involvement, teacher atti- 
tudes and behaviors, and continuity., 82- 
13920 

Basic flight information and ATC proce- 
dures, 82-14433 

The Basic grant formula., 

Basic grants., 82-10014 

Basic grants, end-of-year report, 82-10014 

A Basic guide to exporting., 82-12896 

Basic laws and authorities of the General 
Services Administration., 82-513 

Basic laws on housing and community de- 
velopment /, 82-15041 
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Basic mathematical computations for the 
sanitarian., 82-1870 

Basic music., 82-9746 

Basic organization and management survey 
of the Colorado Division of Employment 
/, 82-3743 

Basic (Pell) grant validation handbook., 
82-10028 

The basic skills movement : its impact on 
literacy., 82-13502 

Basic skills proficiencies of secondary voca- 
tional education students /, 82-13519 

Battalion command group performance in 
simulated combat /, 82-4943 

Batteries for energy storage., 82-5201 

Batteries, fuel cells, and related electro- 
chemistry : books, journals, periodicals, 
and other information sources, 1950- 
1979., 82-3361 

Battery explosion tests and labeling /, 82- 
14532 

Bauxite and alumina, 82-3695 

A Bayesian method for evaluating trainee 
proficiency /, 82-4937 

The BEA long-term econometric model /, 
82-12887 

Beach changes at Westhampton Beach, 
New York, 1962-73 /, 82-1470 

Beach erosion and accretion at Virginia 
Beach, Virginia and vicinity /, 82-1469 

Beam optics of the quadrupole magnet state 
selector /, 82-3227 

Bear Lake development concept plan : 
Rocky Mountain National Park, Colora- 
do /, 82-14007 

Bearing-only tracking algorithms /, 82- 
3260 


Bearingless tail rotor loads and stability /, 
82-5076 

Beckham County, Oklahoma, soil interpre- 
tive map, soil potential for sprinkler irri- 
gation, soil potential rating /, 82-2818 

Bedrock, surficial, and economic geology of 
the Sunnyside coal-mining district, 
Carbon and Emery Counties, Utah /, 
82-1924 

Beginning Farmers Assistance Act : hear- 
ings before the Subcommittee on Forests, 
Family Farms, and Energy and the Sub- 
committee on Conservation, Credit, and 
Rural Development of the Committee on 
Agriculture, House of Representatives, 
Ninety-seventh Congress, first session, on 
H.R. 2977, June 17 and 18, 1981., 82- 
2592 

Beginning-of-life date report for the instru- 
mented fuel assembly (IFA)-527 /, 82- 
2570 

Behavior and physico-chemical state of fis- 
sion products in fuel elements for pressur- 
ized water reactors., 82-4183 

Behavior of a nine-rod fuel assembly during 
power-cooling-mismatch conditions : re- 
sults of test PCM-5 /, 82-6649 

Behavior of aircraft antiskid braking sys- 
tems on dry and wet runway surfaces : a 
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slip-velocity-controlled, pressure-bias- 
modulated system /, 82-3792 

Behavior of arsenic in a static bed during 
roasting of copper smelter feed /, 82- 
5855 

Behavior of coal ash particles in water : 
trace metal leaching and ash settling /, 
82-13644 

Behavior of construction adhesives under 
long-term load /, 82-4367 

The Behavior of hydrogen during accidents 
in light water reactors /, 82-978 

Behavioral pharmacology of human drug 
dependence /, 82-1884 

Behavioral reliability program for the nu- 
clear industry /, 82-6693 

Below the bottom line : the use of contin- 
gencies and commitments by commercial 
banks /, 82-10322 

Benbrook Lake, Texas : hearing before the 
Subcommittee on Water Resurces of the 
Committee on Public Works and Trans- 
portation, House of Representatives, 
Ninety-seventh Congress, first session, on 
H.R. 779 ... May 5, 1981., 82-1098 

Bending strength of large Alaskan Sitka 
spruce and western hemlock log bridge 
Stringers., 82-12442 

Benefication of a hematitic taconite by re- 
duction roasting, magnetic separation, 
and flotation /, 82-5886 

Beneficiation of potential platinum re- 
sources from southeastern Alaska /, 82- 
5867 

Benefit-and-cost analysis of medical inter- 
ventions : the case of cimetidine and 
peptic ulcer disease /, 82-2584 

Benefit-cost guidelines : rail branch line 
continuation assistance program /, 82- 
6346 

The benefits and costs of a program to re- 
flectorize the U.S. fleet of railroad rolling 
stock /, 82-11476 

Benefits of establishing paternity /, 82- 
1889 

Benin., 82-6191 

Benin, post report /, 82-3821 

Benthic invertebrates, periphyton, and 
bottom material and their trace-metal 
concentrations in Salmon Creek basin, 
Clark County, Washington /, 82-10807 

Bentonite-bonded rammed olivine and 
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relocating mail processing operations : 
report /, 82-10374 

Better planning needed by Postal Service in 
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Force’s Global Weather Central : report 
to the Chairman, Committee on Govern- 
ment Operations, House of Representa- 
tives /, 82-1718 

Better targeting of federal funds needed to 
eliminate unsafe bridges : report to the 
Honorable James R. Sasser, United States 
Senate /, 82-10352 
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dalk Marine Terminal, Baltimore, Mary- 
land, July 23-26, 1979., 82-11435 
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Charles D. Babcock, Jr., 82-6117 

Budapest treaty on the international recog- 
nition of the deposit of microorganisms 
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The budget of the United States Govern- 
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Budget of the United States Government. 
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Budget of the United States Government. 
Appendix (Doc. ed.), 82-6571 
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Budget of the United States Government 
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Budget views and_ estimates, 
82-15224 
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mental assessment /, 82-1984 
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struction of the Mod-2 wind turbine gen- 
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to provide a new source of renewable 
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Built-up roof construction quality control /, 
82-3188 
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82-187 
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Bulletin of prosthetics research., 82-11669 
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Bureau of Indian Affairs and Indian Health 
Service budget request for fiscal year 
1982 : oversight hearing before the Com- 
mittee on Interior and Insular Affairs, 
House of Representatives, Ninety-seventh 
Congress, first session, on Bureau of 
Indian Affairs and Indian Health Service 
budget request for fiscal year 1982, hear- 
ing held in Washington, D.C., March 5, 
1981., 82-12206 

Bureau of Land Mangement publications., 
82-5624 

Bureau of Mines research., 82-3720 

Bureau of Reclamation, Concrete Labora- 
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Bureau of Reclamation publications., 
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Bureau of the Census releases 1977 data on 
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The burning of wood and plastic cribs in an 
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Burns Paiute Indian tribe allotment : hear- 
ing before the Select Committee on 
Indian Affairs, United States Senate, 
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S. 1468 ... November 18, 1981, Washing- 
ton, D.C., 82-12204 

Bus regulatory reform : hearings before the 
Subcommittee on Surface Transportation 
of the Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, on H.R. 3662 and H.R. 3663 ... May 
28 and June 3, 1981, at Washington, 
D.C., June 27, 1981, at Los Angeles, 
Calif., 82-12244 

Bus Regulatory Reform Act of 1981 : 
report (to accompany H.R. 3663) (includ- 
ing cost estimate of the Congressional 
Budget Office)., 82-6591 

Business Accounting and Foreign Trade 
Simplification Act : joint hearings before 
the Subcommittee on Securities and the 
Subcommittee on International Finance 
and Monetary Policy of the Committee 
on Banking, Housing, and Urban Afairs, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 708 ... May 
20 and 21, June 16, July 23 and 24, 1981., 
82-4209 

Business and business management., 
3525, 82-5522 

Business loans from the SBA., 
82-11363 

Business management practices and the pro- 
ductivity of the American economy : 
hearings before the Joint Economic Com- 
mittee, Congress of the United States, 
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82-2608 
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82-14188 
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U.S.-U.S.S.R. cooperative program in 
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1978, Washington, D.C. /, 82-13241 
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82-5260 
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and digital-to-analog converters /, 82- 
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Calibration tests on magnetic tape lighting 
current detectors /, 82-14204 

The California coastline, the Sacramento- 
San Joaquin Delta /, 82-13178 

The California Desert Conservation Area 
Plan., 82-14025 

California, Water and Power Resources 
Service projects., 82-596 

Call for estimates by 1983, logistics pro- 
gram (RIS: BU 2500-4)., 82-11492 

Calling for the establishment of a special 
committee on advisory opinions from the 
International Court of Justice : hearing 
before the Subcommittee on Human 
Rights and International Organizations of 
the Committee on Foreign Affairs, House 
of Representatives, Ninety-seventh Con- 
gress, first session, September 24, 1981., 
82-15116 

The Cambodian incursion /, 82-5065 

The campaign for traffic safety in Portugal 
/, 82-3997 

Can public schools meet the literacy needs 
of the handicapped? /, 82-13498 

Can we end world hunger?, 82-9140 

Canada., 82-5638 

Canadian automobile agreement : annual 
report of the President to the Congress 
on the operation of the Automotive 
Products Trade Act of 1965., 82-15099 

Canadian seismic agreement : annual report 
June 1979 - June 1980 /, 82-11975 

Cancer insurance, exploiting fear for profit : 
(an examination of dread disease insur- 
ance): report /, 82-12061 
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The canon law collection of the Library of 
Congress : a general bibliography with 
selective annotations /, 82-11072 

The capabilities and limitations of auger 
sputter profiling for studies of semicon- 
ductors /, 82-4606 

Capacity charts for the hydraulic design of 
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Cape Lookout National Seashore, North 
Carolina /, 82-1972 
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Cape Verde., 82-11196 

Cape Verde, a country profile /, 82-807 
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and Canada /, 82-1967 
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Carbon balance in northern ecosystems and 
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duced climatic change : report of a work- 
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1980 /, 82-13252 

Carbon dioxide and climate, the greenhouse 
effect : hearing before the Subcommittee 
on Natural Resources, Agriculture Re- 
search, and Environment and the Sub- 
committee on Investigations and Over- 
sight of the Committee on Science and 
Technology, U.S. House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, July 31, 1981., 82-12254 

Carbon fiber risk analysis., 82-6131 
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Conn., 82-6877 
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tion : final report /, 82-5955 
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Careers : Federal Crop Insurance Corpora- 
tion., 82-4456 

Cargo preference laws as they relate to 
Public Law 480 : hearing before the Sub- 
committee on Foreign Agricultural 
Policy of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-seventh Congress, first 
session, Friday, July 10, 1981., 82-4199 

The Caribbean Basin Policy : hearings 
before the Subcommittee on Inter-Ameri- 
can Affairs of the Committee on Foreign 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
July 14, 21, and 28, 1981., 82-2641 

Caribou National Forest (Idaho Falls, Soda 
Springs and Montpelier Ranger Dis- 
tricts), 1973 /, 82-1147 

Carrelation of data related to shock-induced 
trailing-edge separation and extrapolation 
to flight Reynolds number, 82-11105 

Carter County, Oklahoma, soil interpretive 
map, soil potential for sprinkler irrigation 
/, 82-2819 

Cartographer., 82-13037 

Case management in NLRB’s Office of the 
General Counsel /, 82-14253 

Case studies in private/public cooperation 
to revitalize America : report of the Joint 
Economic Committee, Congress of the 
United States together with supplemen- 
tary and additional views., 82-6780 

Case studies of the legal and institutional 
obstacles and incentives to the develop- 
ment of small-scale hydroelectric power 
/, 82-332 

A case study of why some Postal Rate 
Commission decisions took as long as 
they did: report /, 82-10383 

Casein glues : their manufacture, prepara- 
tion, and application., 82-12472 

Cases decided in the Court of Claims of the 
United States, 82-666 

Cases decided in the Court of Claims of the 
United States ... with report of decisions 
of the Supreme Court in Court of Claims 
cases, 82-14074, 82-14075 

Cases decided in the United States Court of 
Claims ... with report of decisions of the 
Supreme Court in Court of Claims cases 
/, 82-666, 82-14074, 82-14075 

Cases decided in United States Court of 
Customs and Patent Appeals : customs 
cases adjudged in the Court of Customs 
and Patent Appeals /, 82-14077 

Cash Discount Act, 82-3599 

Cash Discount Act : [An Act of Amend the 
Truth in Lending Act to Encourage Cash 
Discounts, and for Other Purposes]., 82- 
3599 

Cast titanium compressor casing /, 

Casualty assistance handbook., 

Catalog /, 82-13811 

Catalog (Arthritis Information Clearing- 
house (U.S.)), 82-13811 
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A catalog of directories of computer soft- 
“ware applications., 82-4620 

Catalog of educational captioned films for 
the deaf /, 82-5229 

A Catalog of federal grant-in-aid programs 
to state and local governments., 82- 
11825 

A Catalog of Federal grant-in-aid programs 
to state and local governments: grants 
funded, 82-11825 

Catalog of government patents /, 82-9491 

Catalog of information on water data, 82- 
587, 82-588 

Catalog of information on water data. Index 
to water-data acquisition., 82-587, 82- 
588 

Catalog of information on water data. Index 
to surface water stations, 82-587, 82- 
588 

Catalog of information on water data. Index 
to water quality stations, 82-587, 82- 
588 

Catalog of lunar mission data /, 82-3784 

Catalog of publications /, 82-145, 82- 
14081, 82-14083 

Catalog of publications (Federal Judicial 
Center), 82-14081 

Catalog of publications of the National 
Center for Health Statistics., 82-13861 

Catalog of publications (United States Com- 
mission on Civil Rights), 82-145 

Catalog of support services, 82-12921 

Catalog of training materials for the rail- 
road industry /, 82-14403 

Catalog of Viking mission data /, 82-2084 

Catalogue of publications of the National 
Center for Health Statistics. Supplement, 
82-13861 

Catalyst evaluation for denitrogenation of 
petroleum residua and coal liquids /, 82- 
13564 

Catalysts for the oxidation of carbon mon- 
oxide at low temperatures /, 82-3251 

Catchment areas with unusually high pro- 
portions of some “high risk” groups, 
Region X, Alaska, Idaho, Oregon, 
Washington /, 82-13909 

Catchment areas with unusually high pro- 
portions of some “high risk” groups, 
Region II : New Jersey, New York /, 
82-13901 

Catchment areas with unusually high pro- 
portions of some “high risk” groups, 
Region III : Delaware, District of Co- 
lumbia, Maryland, Pennsylvania, Virgin- 
ia, West Virginia /, 82-13902 

Catchment areas with unusually high pro- 
portions of some “high risk” groups, 
Region IV : Alabama, Florida, Georgia, 
Kentucky, Mississippi, North Carolina, 
South Carolina, Tennessee /, 82-13903 

Catchment areas with unusually high pro- 
portions of some “high risk” groups, 
Region VI : Arkansas, Louisiana, New 
Mexico, Oklahoma, Texas., 82-13905 

Catchment areas with unusually high pro- 
portions of some “high risk” groups, 





Region VII : Iowa, Kansas, Missouri, Ne- 
braska /, 82-13906 

Catchment areas with unusually high pro- 
portions of some “high risk” groups, 
Region VIII : Colorado, Montana, North 
Dakota, South Dakota, Utah, Wyoming / 
» 82-13907 

Catchment areas with unusually high pro- 
portions of some “high risk” groups, 
Region IX : Arizona, Californai, Hawaii, 
Nevada /, 82-13908 

Catchment areas with unusually high pro- 
portions of some “high risk” groups, 
Region I : Connecticut, Maine, Massa- 
chusetts, New Hampshire, Rhode Island, 
Vermont /, 82-13900 

Catchment areas with unusually high pro- 
portions of some “high risk” groups, 
Region V /, 82-13904 

A Categorical analysis of the relationship 
between vehicle weight and driver injury 
in automobile accidents /, 82-2332 

Catfish farming /, 82-9084 

Cathodic protection of civil works struc- 
tures /, 82-1485 

Cattle : final estimates for 1976-79., 

Cattle, final estimates for ..., 82-12325 

Cattle owners : you can be losing money 
because of brucellosis., 82-12659 

Cattle reports : a handbook on surveying 
and estimating procedures., 82-12669 

Cavities in trees around spring seeps in the 
maple-beech-birch forest type /, 82-2788 

CB-AIDS central control unit : technical 
manual no. 3 /, 82-3887 

CB-AIDS digital adapter : technical manual 
no. 1 /, 82-3885 

CB-AIDS remote station : technical manual 
no. 2/, 82-3886 

Ceilcote ionizing wet scrubber evaluation /, 
82-3380 

Cement, 82-3696 

Census activities and the decennial census : 
hearing before the Subcommittee on 
Census and Population of the Committee 
on Post Office and Civil Service, House 
of Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 1990 ... June 
11, 1981., 82-1095 

Census Bureau counts private educational 
services for the first time in the economic 
census., 82-1360 

Census Bureau releases count of research 
and testing organizations., 82-12796 

Census of agriculture., 82-1790 

Census of agriculture (1978), 82-12697 

Census of business., 82-511 

Census of construction., 82-512 

Census of construction industries (1977), 
82-9233 

Census of governments., 82-1782 

Census of jails, 1978., 82-14071 

Census of manufacturers (1977), 

Census of manufactures., 82-509 

Census of manufactures (1977), 82-9143 


82-2 


82-9216 
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Certain spirits from Ireland : determination of the Commission in investigation no. 


Census of mineral industries., 82-10425 

Census of mineral industries (1977), 82- 
9279 

Census of population (1980), 82-12742 

Census of retail trade (1977), 82-9357 

Census of service industries (1977), 
12795 

Census of transportation., 82-510 

Census of transportation (1977), 82-9331 

Census of wholesale trade (1977), 
12787 

Census °80, projects for students., 82-2838 

CENTO Workshop on Applications of 
Remote Sensing Data and Methods, pro- 
ceedings, Istanbul, Turkey, October 5-12, 
1976., 82-1907 

Central administrative offices and 
iaries., 82-4600 

Central America., 82-14255 

Central American review : March 5, 1981., 
82-11228 

Central Florida phosphate industry : draft 
areawide environmental impact statement 
/, 82-10194 

Central Florida phosphate industry 
areawide impact assessment program /, 
82-10058 

Central flow control management aids code 
auditor (MACA) data item dictionary /, 
82-11547, 82-11548 

Central flow control operational support 
system user’s manual HRT reduction pro- 
gram (REDUC) /, 82-11550 

Central flow control operational support 
system user’s manual timing analysis 
report program (TARP) /, 82-14476 

Central flow control test case generator/on- 
line test director components  user’s 
manual /, 82-11549 

Central legal staffs in the United States 
Courts of Appeals : a survey of internal 
operating procedures., 82-11016 

Central Virginia regional seismic network : 
crustal velocity structure in central and 
southwestern Virginia /, 82-2496 

Centralized assignment procedures 
system (CAP IIll)., 82-9730 

The centralized development center and the 
Target computer system : hearing before 
the Subcommittee on Oversight and In- 
vestigations of the Committee on Veter- 
ans’ Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
October 7, 1981., 82-6908 

Centrifugal model analysis of coal waste 
embankment stability /, 82-165 

Ceramic mold inserts for use in ferrous die- 
casting /, 82-5871 

Ceremonies of the Pawnee /, 82-6235 

Certain spirits from Ireland : determination 
of the Commission in investigation no. 
104-TAA-3 under section 104(b) of the 
Trade Agreements Act of 1979, together 
with the information obtained in the in- 
vestigation., 82-661 


82- 


82- 


auxil- 


Ill 


Page 1-529 





Certain tariff and trade bills : hearings before the Subcommittee on Trade of the 


Certain tariff and trade bills : hearings 
before the Subcommittee on Trade of the 
Committee on Ways and Means, House 
of Representatives, Ninety-seventh Con- 
gress, first session, on certain tariff and 
trade bills to provide duty-free entry, 
duty increase, duty reduction, temporary 
suspensions of duty, quantitative restric- 
tions and other bills, May 5 and June 15, 
1981., 82-2738 

Certain tobacco : report to the President on 
investigation no. 22-43 under section 22 
of the Agricultural Adjustment Act, as 
amended., 82-660 

Certification/enforcement analysis : energy 
efficiency standards for consumer prod- 
ucts /, 82-5203 

Certification, pilots and flight instructors., 
82-867, 82-6393 

Cesarean childbirth : report of a consensus 
development conference /, 82-13788 

CFR. 7, Agriculture, 82-5654 

CFR. 18, Power and water resources, 82- 
518, 82-519, 82-520 

CFR. 26, Internal revenue, 82-10431, 82- 
10432, 82-10433, 82-10434 

CFR. 28, Judicial administration, 

CFR. 29, Labor, 82-521, 82-522, 82- 
523, 82-524, 82-525, 82-526, 82-5655 

CFR. 30, Emergency management and as- 
sistance, 82-10444 

CFR. 30, Mineral resources, 82-3585 

CFR. 31, Money and finance, treasury, 82- 
527, 82-3586 

CFR. 32, National defense, 82-528, 82- 
529, 82-5656, 82-5657, 82-5658, 82- 
5659, 82-5660, 82-10435 

CFR. 33, Navigation and navigable waters, 
82-3587 

CFR. 33, Navigation, navigable waters, 
82-3588 

CFR. 34, Education, 82-10436, 82-10437 

CFR. 36, Parks, forests, and public proper- 
ty, 82-530, 82-3589 

CFR. 38, Pensions, bonuses, and veterans’ 
relief, 82-531, 82-10438 

CFR. 41, Public contracts and property 
management, 82-532, 82-533, 82-534, 
82-535, 82-1793, 82-1794, 82-3590, 
82-3591, 82-3592, 82-3593, 82-3594, 
82-10439 

CFR. 42, Public health, 82-10440, 82- 
10441, 82-13760 

CFR. 43, Public lands, interior, 
82-10442, 82-10443 

CFR. 45, Public welfare, 82-10445, 82- 
10446, 82-10447, 82-10448 

CFR. 46, Shipping, 82-1796, 82-1797, 
82-1798, 82-1799, 82-5661, 82-10449, 
82-10450, 82-10451, 82-10452, 82- 
13761 

CFR. 47, Telecc ications, 
82-13762, 82-13763, 82-13764 

CFR. 49, Transportation, 82-10454, 82- 
10455, 82-10456, 82-10457, 82-10458, 
82-13765, 82-13766, 82-13767 


82-13759 


82-1795, 
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CFR. 50, Wildlife and fisheries, 82-10459, 
82-13768 

CFTC annual report, 82-939 

CFTC databook, 82-939 

Chad, a country profile /, 82-808 

Challenge grants /, 82-2112 

Challenges of world development : Septem- 
ber 29, 1981 /, 82-11256 

Challenging careers in soil conservation., 
82-1137 

Changes in farm production and efficiency, 
82-4290 

Changes in federal water project repayment 


policies can reduce federal costs : report. 


to the Congress /, 82-13705 

Changes in infant mortality and related 
rates by health service area , 1969-73 to 
1974-77 /, 82-13864 

Changes in natural gas prices and supplies 
since passage of the Natural Gas Policy 
Act of 1978 : report to the Congress /, 
82-466 

Changes in natural gas prices and supplies 
since passage of the Natural Gas Policy 
Act of 1978 : summary : report to the 
Congress /, 82-467 

Changes in the consumer price index : hear- 
ings before the Subcommittee on Census 
and Population of the Committee on Post 
Office and Civil Service, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, November 10, 1981., 82- 
12238 

Changes in the international grain trade in 
the 1980’s /, 82-1227 

Changes in the oxygen-hemoglobin disso- 
ciation curve and time of useful function 
at hypobaric pressures in rats after chron- 
ic oral administration of propranolol /, 
82-6454 

Changes in transit operational characteris- 
tics on the NW 7th Avenue express bus 
system : report 3 /, 82-889 

Changes needed in administering relief to 
industries hurt by overseas competition : 
report to the Congress /, 82-496 

Changes needed to deter violations of Fair 
Labor Standards Act : summary : report 
to the Congress /, 82-10385 

Changing cigarette, 82-1871, 82-3653 

The changing distribution of industrial prof- 
its : the oil and gas industry within the 
Fortune 500, 1978-80 : report of the 
Committee on Energy and Commerce, 
U.S. House of Representatives., 82-2420, 
82-2623 

Changing perspectives on U.S. arms trans- 
fer policy : report /, 82-2639 

Changing public attitudes on governments 
and taxes., 82-11831 

Channel erosion and sediment transport in 
Pheasant Branch basin near Middleton, 
Wisconsin : a preliminary report /, 82- 
13973 


Chapel activities specialist, 82-1442, 82- 
13087 
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Characteristics, control, and treatment of 
leachate at military installations /, 82- 
13172 

Characteristics of admissions to selected 
mental health facilities, 1975 : an anno- 
tated book of charts and tables /, 82-557 

Characteristics of Air Force accessions : 
January 1975 to June 1977 /, 82-1583 

Characteristics of four urbanized basins in 
south Florida /, 82-10799 

Characteristics of loaded fan rotor blade 
wakes /, 82-14173 

Characteristics of medical students in the 
National Health Service Corps (NHSC) 
scholarship program, 1973 through 1980 : 
final report /, 82-10624 

Characteristics of medically disqualified 
airman applicants in calendar years 1977 
and 1978 /, 82-3928 

Characteristics of nursing home residents, 
health status, and care received : national 
nursing home survey, United States, 
May-December 1977., 82-13857 

Characteristics of scaled quail loafing co- 
verts in northwest Texas /, 82-12499 

Characteristics of state plans for AFDC, 
82-10469 

Characteristics of state plans for aid to fam- 
ilies with dependent children under the 
Social security act, Title IV-A, 82- 
10469 

Characteristics of the housing stock and 
households : preliminary findings from 
the national interim energy consumption 
survey., 82-13429 

Characteristics of the parole population, 
1978., 82-5959 

Characteristics of urban transportation 
demand : appendix /, 82-14507 

Characteristics of vehicle repair and mainte- 
nance problems for current vehicles-in- 
use /, 82-4010 

Characterization and beneficiation of phos- 
phate-bearing rocks from northern Michi- 
gan /, 82-5876 

Characterization of coal pile drainage /, 
82-13585 

Characterization of current tower cab envi- 
ronments /, 82-11517 

Characterization of large 2219 aluminum 
alloy hand forgings for the space shuttle 
solid rocket booster / M.W. Brennecke., 
82-3794 

The characterization of optical fiber wave- 
guides : a bibliography with abstracts, 
1970-1980 /, 82-12807 

The characterization of pollutant concentra- 
tions by a relative measure of variability 
/, 82-3270 

Characterization of solid constituents in 
blackwater effluents from coal prepara- 
tion plants /, 82-13574 

Characterization of the EPA/IERL-RTP 
pilot-scale precipitator /, 82-13586 
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Chartbook on aging in America : the 1981 
White House Conference on Aging., 82- 
2586 

Charts for determing potential minimum 
sonic-boom overpressures for supersonic 
cruise aircraft /, 82-11157 

Chassahowitzka National Wildlife refuge 
master plan., 82-3730 

Chattooga National Wild and Scenic River, 
Georgia, North Carolina, South Caroli- 
na., 82-4323 

Checking the net contents of packaged 
goods /, 82-4612 

Checklist ecology : a guide for Gila Nation- 
al Forest., 82-4362 

Checklist for evaluating emergency proce- 
dures used in nuclear power plants /, 
82-12006 

A checklist of common plants of selected 
areas in the Nantahala National Forest, 
North Carolina /, 82-4374 

Chemical /, 82-4962 

Chemical analyses of ground water related 
to geothermal investigations in the Teton 
River area, eastern Idaho /, 82-10798 

Chemical and biological quality of Lakes 
Faith, Hope, and Charity, at Maitland, 
Florida, with emphasis on the effects of 
storm runoff and bulk precipitation, 1971- 
74 /, 82-10741 

Chemical and microbiological monitoring 
of a sole-source aquifer intended for arti- 
ficial recharge, Nassau County, New 
York, 82-13976 

Chemical and physical properties of refined 
petroleum products /, 82-3103 

Chemical aspects of afterburner systems /, 
82-13600 

Chemical carcinogens in bivalves mollusks 
from Oregon estuaries /, 82-10119 

Chemical kinetic modeling of benzene and 
toluene oxidation behind shock waves /, 
82-14232 

Chemical laser computer code survey /, 
82-1543 


Chemical quality of ground water on Cape 
Cod, Massachusetts /, 82-5803 

Chemical selection methods : an annotated 
bibliography /, 82-3391 


Chemical Smoke Generator 
(TOE 3-267)., 82-13097 

Chemical warfare hearing before the 
Committee on Armed Services, United 
States Senate, Ninety-sixth Congress, 
second session, September 4, 1980., 82: 
4202 

Chemically active fluid-bed process for sul- 
phur removal during gasification of 
heavy fuel oil : fourth phase /, 82-13591 

Cherokee National Forest, Tennessee : off- 
road vehicle use map /, 82-4325 

Chesapeake Bay Plume Study : superflux 
1980 /, 82-3788 

The Chesapeake Bay Program 
summaries /, 82-3393 

Chicago Construction Commmittee., 
3742 


Company 


: project 
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Chicano aging and mental health /, 82- 
1875 

Chickens and eggs, final estimates for ..., 
82-12324 

Child abuse and neglect., 82-3577 

Child abuse and neglect curriculum in 
schools of education /, 82-1888 

Child care and family benefits : policies of 
six industrialized countries /, 82-2010 

Child health and human development : an 
evaluation and assessment of the state of 
the science /, 82-1826 

Child protection in military communities /, 
82-5776 

Child restraint systems for civil aircraft /, 
82-6449 

Child restraint systems testing /, 82-11664 

Child restraint systems testing : appendix /, 
82-3970 

Children and youth., 82-3534 

Children’s Experimental Workshop : ex- 
panding the Park experience to children 
with special needs /, 82-633 

Chile, a country profile /, 82-809 

China., 82-5647 

China, a country study /, 82-13106 

Chinese-English automation and computer 
technology dictionary., 82-1551 

Chinese knowledge of the United States : a 
preliminary survey /, 82-14044 

Chlorine minimization/optimization for 
condenser biofouling control : (phases I 
and II) /, 82-13623 

Choicecare health services : a case study of 
an IPA in Ft. Collins, Colorado /, 82- 
10493 

Choosing a slaughter hog market /, 82- 
12385 

Chromite deposits in the Seiad Valley and 
Scott Bar quadrangles, Siskiyou County, 
California /, 82-1909 

Chronic neurological sequelae of acute or- 
ganophosphate pesticide poisoning : a 
case-control study, final report., 82-5329 

Chronology of events in Iran, November 4, 
1979-January 27, 1981 /, 82-3808 

CH42 : earthquake record selection : com- 
puter analysis of structures to resist earth- 
quake effects., 82-1527 

Cibola National Forest (Mount Taylor 
Ranger District) /, 82-18 

Cigarette advertising and the HHS anti- 
smoking campaign : hearing before the 
Subcommittee on Oversight and Investi- 
gations of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
June 25, 1981., 82-12154 

Cimarron County, Oklahoma, soil interpre- 
tive map, soil potential for sprinkler irri- 
gation, soil potential rating /, 82-1220 

Circulation in the Strait of Juan de Fuca : 
recent oceanographic observations in the 
eastern basin /, 82-12816 

A citizens’ guide to maintaining neighbor- 
hood places., 82-10967 
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City employment, 82-9269 

City employment in ..., 82-9269 

City finances, 82-12703 

City government finances, 82-12703 

City government finances in ..., 82-12703 

City of Spokane combined sewer overflow 
abatement project : draft environmental 
impact statement /, 82-5286 

City of Spokane, Washington combined 
sewer overflow abatement project /, 82- 
10181 

Civil Aeronautics Board publications., 
5595 

Civil agencies should save millions by re- 
covering silver from photographic wastes 
: report to the Congress /, 82-497 

Civil agencies should save millions by re- 
covering silver from photographic wastes 
: report to the Congress : summary /, 
82-13749 

Civil & structural engineering, 
82-3576 

Civil aviation protocols : hearing before the 
Committee on Foreing Relations, United 
States Senate, Ninety-seventh Congress, 
first session, on protocol relating to an 
amendment to the international civil avi- 
ation convention (97-4), two related pro- 
tocols to the convention on international 
civil aviation, and two related protocols 
to the convention for the unification of 
certain rules relating to international car- 
riage by air, as amended (EX.B, 95-1), 
September 29, 1981., 82-15120 

Civil land remote sensing systems : joint 
hearings before the Subcommittee on 
Space Science and Applications of the 
Committee on Science and Technology, 
House of Representatives, and the Sub- 
committee on Science, Technology, and 
Space of the Committee on Commerce, 
Science and Transportation, United 
States Senate, Ninety-seventh Con 
first session, July 22, 23, 1981., 82-6901 

Civil rights : a national, not a special inter- 
est: a statement /, 82-141 

Civil rights acts of 1957, 1960, 1964, 1968 
(as amended through the end of the 96th 
Congress) : Voting Rights Act of 1965 
(as amended through the end of the 96th 
Congress) /, 82-6852 

Civil rights and equal opportunity., 
5604 


82- 


82-120, 


82- 


Civil rights issues in health care delivery : a 
consultation /, 82-1416 

Civil rights issues of Asian and Pacific 
Americans : myths and realities : May 8- 
9, 1979, Washington, D.C., : a consulta- 
tion /, 82-3135 

Civil servants and contract employees : 
who should do what for the federal gov- 
ernment? : Summary /, 82-5485 

Civil service reform after two years : some 
initial problems resolved but serious con- 
cerns remain: report /, 82-10372 
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The Civil Service retirement system., 
763 

Civilian equal employment opportunity pro- 
gram manual., 82-11565 

Cladding swelling and rupture models for 
LOCA analysis /, 82-947 

Claims for losses resulting from ban on 
Tris, S. 823 : hearings before the Sub- 
committee on Separation of Powers of 
the Committee on the Judiciary, United 
States Senate, Ninety-seventh Congress, 
first session, on S. 823 ... May 4 and 5, 
1981., 82-12215 

Clallam judgement funds : hearing before 
the Select Committee on Indian Affairs, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 1340 ... July 
30, 1981, Washington, D.C., 82-1069 

Classification of intact stability standards 
for dynamically supported craft / pre- 
pared for U.S. Department of Transpota- 
tion, United States Coast Guard, Office 
of Research and Development., 82-6476 

A classification of spruce-fir and mixed co- 
nifer habitat types of Arizona and New 
Mexico /, 82-12465 

Classification of the superfamily Sesioidea 
(Lepidoptera:Ditrysia) /, 82-6226 

Classified driver licensing in the United 
States., 82-11625 

Clays, 82-3697 

Clean Air Act., 82-2695 

The Clean Air Act as amended through 
July 1981., 82-2695 

Clean Air Act oversight : hearings before 
the Committee on Environment and 
Public Works, United States Senate, 
Ninety-seventh Congress, first session .. 
82-2693 

Clean Air Act : summary of GAO reports 
(October 1977 through January 1981) and 
ongoing reviews : report to the Congress 
/ by the Comptroller General of the 
United States., 82-10346, 82-13707 

Clean Lakes Program strategy /, 82-10052 

Clean Water Act Amendments of 1981 : 
report to (accompany S. 1716)., 82-4030 

Clearinghouse information system, descrip- 
tion and user instructions /, 82-13163 

Clearinghouse on the Handicapped., 
10465 

Climate classification analysis : technical 
support document for the proposed 
energy performance standards for new 
buildings., 82-316 

Climatological data, annual summary. Ala- 
bama., 82-125 

Climatological data, annual summary. Ari- 
zona., 82-126 

Clinical and investigative training : pro- 
grams in human oncology., 82-1831 

Clinical electives for medical students at the 
National Institutes of Health., 82-10498 

Clinical research fellowship program., 82- 
1830 

Clinical testing for safe and effective drugs., 


82- 


82- 
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Clone expansion and competition between 
quaking and bigtooth aspen suckers after 
clearcutting /, 82-12451 

A closed-form solution for noise contours /, 
82-11125 

Closed loop models for analyzing engineer- 
ing requirements for simulators /, 82- 
6103 

A closed recirculating aquarium system for 
laboratory culture of Limnoria tripunc- 
tata /, 82-3243 

Closeout costs, Clinch River breeder reac- 
tor project : hearing before the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-seventh 
Congress, first session, May 11, 1981., 
82-6894 

Clostridium perfringens in foods Clostri- 
dium perfringens en alimentos., 82-1844 

Co-sponsored second quarter Progress 
Review Conference on District Heating., 
82-13248 

Coal : amendment to Wyoming land use 
decisions : proposed : western Powder 
River basin area., 82-10965 

Coal conversion control technology /, 82- 
13630 

Coal development in rural America 
resources at risk /, 82-12644 

Coal development planning : 
Juan management 
update., 82-14026 

Coal distribution companies in the United 
States, 82-10004 

Coal liquefaction., 82-5759 

Coal production expansion : a selected bib- 
liography /, 82-1629 

Coal sulfur measurements /, 82-10146 

Coal, the refocused federal programs : key- 
note address by Roger W. A. Legassie to 
the 11th biennial Lignite Symposium : fo- 
cusing on U.S. and international technol- 
ogy and use of low-rank coals, San Anto- 
nio, Texas, June 15, 1981., 82-9927, 82- 
9928 

Coast Guard 
82-14482 

Coast Guard basic performance appraisal 
system training /, 82-11561 

Coast Guard oversight : hearings before the 
Subcommittee on Coast Guard and Navi- 
gation of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session ...., 82-15176 

Coast Guard public affairs manual /, 82- 
11570 

Coastal Engineering Research Center 
mission and capabilities., 82-9786 

Coastal flood hazards and the national flood 
insurance program /, 82-10264 

Coastal flood of February 7, 1978, in 
Maine, Massachusetts, and New Hamp- 
shire /, 82-5802 

Cobalt, 82-607 


: the 


Chaco/San 
framework plan 


: Opportunities after college., 


: its 
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Cobalt : effectiveness of alternative U.S. 
policies to reduce the costs of a supply 
disruption /, 82-567 

Cobalt project /, 82-10263 

COBRA IV-I : an IBM-compatible version 
/, %82-14809 

Cockpit displayed traffic information study 
/, 82-14434 

Code of federal regulation. 7, Agriculture., 
82-5654 

Code of federal regulations. 18, Conserva- 
tion of power and water resources., 82- 
518, 82-519, 82-520 

Code of federal regulations. 26, Internal 
revenue., 82-10431, 82-10432, 82- 
10433, 82-10434 

Code of federal regulations. 28, Judicial ad- 
ministration., 82-13759 

Code of federal regulations. 29, Labor., 
82-521, 82-522, 82-523, 82-524, 82- 
525, 82-526, 82-5655 

Code of federal regulations. 30, Mineral re- 
sources., 82-3585 

Code of federal regulations. 31, Money and 
finance, treasury., 82-527, 82-3586 

Code of federal regulations. 32, National 
defense., 82-528, 82-529, 82-5656, 
82-5657, 82-5658, 82-5659, 82-5660, 
82-10435 

Code of federal regulations. 33, Navigation 
and navigable waters., 82-3587, 82- 
3588 

Code of federal regulations. 34, Education., 
82-10436, 82-10437 

Code of federal regulations. 36, Parks, for- 
ests, and public property., 82-530, 82- 
3589 

Code of Federal regulations. 38, Pensions, 
bonuses, and veterans’ relief., 82-531, 
82-10438 

Code of federal regulations. 41, Public con- 
tracts and property management., 82- 
532, 82-533, 82-534, 82-535, 82- 
1793, 82-1794, 82-3590, 82-3591, 
3592, 82-3593, 82-3594, 82-10439 

Code of Federal regulations. 42, Public 
health., 82-10440, 82-10441, 82-13760 

Code of Federal regulations. 43, Public 
lands, interior., 82-1795, 82-10442, 
82-10443 

Code of federal regulations. 44, Emergency 
management and assistance., 82-10444 

Code of federal regulations. 45, Public wel- 
fare., 82-10445, 82-10446, 82-10447, 
82-10448 

Code of federal regulations. 46, Shipping., 
82-1796, 82-1797, 82-1798, 82-1799, 
82-5661, 82-10449, 82-10450, 82- 
10451, 82-10452, 82-13761 

Code of federal regulations. 47, Telecom- 
munications., 82-10453, 82-13762, 82- 
13763, 82-13764 

Code of federal regulations. 49, Transporta- 
tion., 82-10454, 82-10455, 82-10456, 


82- 
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82-10457, 82-10458, 82-13765, 82- 
13766, 82-13767 
Code of federal regulations. 50, Wildlife 
and fisheries., 82-10459, 82-13768 
Code of federal regulations. 42, Public 
health, 82-10440, 82-10441, 82-13760 
Code of the laws of the United States of 
America of a general and permanent 
character. Supplement, 82-6602, 82- 
6603, 82-11821, 82-14664 

Codes for Dijkstra’s shortest path algorithm 
/, 82-11891 

Codification of Presidential proclamations 
and executive orders., 82-3604 

Coding hazardous tree failures for a data 
management system /, 82-12524 

Cognitive pretraining : an aid in the transi- 
tion from instrument to composite flying 
/, 82-3305 

Cognitive styles : a bibliography and select- 
ed annotations /, 82-3320 

Cohutta Wilderness, Chattahoochee and 
Cherokee National Forests, Georgia and 
Tennessee /, 82-4324 

Coins and medals., 82-3554 

Cold leg integrity evaluation /, 82-973 

Collection and interpretation of Level 1 IR 
and LRMS data /, 82-5291 

The collection of national trend data on 
alcohol related crashes for comparison 
with alcohol safety action projects results 
/, 82-11599 

Collective bargaining in the bituminous coal 
industry., 82-14114 

Collective bargaining in the railroad indus- 
try., 82-14115 

Colleges and universities, 82-5233 

Colliding beam physics at Fermilab /, 82- 
1627 

Collision avoidance performance with 
visual sighting, radar, and collision avoid- 
ance system /, 82-1372 

Collision avoidance performance with 
visual sighting, radar and collision avoid- 
ance system : executive summary /, 82- 
1373 

Collision avoidance radar braking systems 
investigation-phase III study : technical 
report /, 82-901 

Collisionless galaxy 
11163 

Colorado, Water and Power Resources 
Service projects., 82-597 

Colorado wilderness map, National Forests, 
Colorado /, 82-4326 

Columbia Glacier stake location, mass bal- 
ance, glacier surface altitude, and ice 
radar data, 1978 measurement year /, 
82-13971 

Columbia National Fisheries Research Lab- 
oratory., 82-3727 

Columbia River fisheries development pro- 
gram., 82-9549 

Columbia River oil spill study, June/July 
1978 /, 82-9551 


simulations /, 82- 





Commodity Futures Trading Commission’s 


Columbia’s second mission-STS-2 : the first 
flight of a “used” spacecraft., 82-2088 

Columbus, Ohio, metropolitan area, 82- 
5969 

Comanche County, Oklahoma, soil interpre- 
tive map, soil potential for surface irriga- 
tion, soil potential rating /, 82-2820 

Comanche Peak Steam Electric Station, 
Units 1 and 2, auxiliary feedwater system 
reliability study evaluation /, 82-6712 

Combat area surveillance radar repairer., 
82-13089 

Combat maintenance concepts and repair 
techniques for the AH-1S helicopters /, 
82-13190 

Combat telecx 
tor., 82-1441 

Combined Hydrocarbon Leasing Act of 
1981 : hearing before the Subcommittee 
on Energy and Mineral Resources of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on S. 1575 
... September 17, 1981., 82-2619 

A Combined SAFE/SNAP approach to 
safeguards evaluation /, 82-982 

Combined statement of receipts, expendi- 
tures and balances of the United States 
government, 82-3844, 82-3849 

Combining forces against drug abuse : a 
guide to CETA linkages with community 
drug abuse programs., 82-3761 

Combustion noise prediction, entropy/vorti- 
city effects /, 82-14468 

Combustion of drops and sprays of no. 2 
diesel oil and its emulsions with water 
and methanol., 82-6276 

Combustion of porous solids at reduced 
gravitational conditions /, 82-14178 

Combustor design criteria validation /, 82- 
213 

Come on back!, 82-5083 

Command and control and communications 
structures in southeast Asia /, 82-307 

Command maintenance evaluation team 
(COMET) and maintenance assistance 
and instruction team (MAIT)., 82-13025 

Comments on the NRC safety research pro- 
gram budget for fiscal year ..., 82-11872 

Comments on the President’s February 18, 
1981, budget proposals and additional 
cost-saving measures /, 82-1758 

Commerce district offices serve business., 
82-132 

Commercial airport operations and commu- 
nity noise criteria /, 82-3933 

Commercial and industrial storage of distil- 
late and gasoline : a study required by 
section 241 of the Emergency Energy 
Conservation Act of 1979 /, 82-5225 

Commercial data sources for transportation 
planning /, 82-6478 

Commercial Photovoltaics Measurements 
Workshop proceedings, July 27-29, 1981, 
Vail Colorado /, 82-9962 
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Commercial vehicles in collisions involving 
vehicles parked or stopped on highway 
shoulders., 82-11580 

Commercial vessel safety economic benefits 
: appendix A, estimation procedures for 
benefits of marine safety regulations /, 
82-11576 

Commercial vessel safety economic costs /, 
82-883 

Commercial vessel safety economic costs : 
appendix A, estimation procedures for 
costs and costs impacts of marine safety 
regulations /, 82-11575 

Commercialization of academic biomedical 
research : hearings before the Subcom- 
mittee on Investigations and Oversight 
and the Subcommittee on Science, Re- 
search, and Technology of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-seventh 
Congress, first session, June 8, 9, 1981., 
82-15197 

Commerical Fisheries Research and Devel- 
opment Act Amendments : report (to 
acocmpany H.R. 3942) (including cost es- 
timate of the Congressional Budget 
Office)., 82-6584 

Commissary and post exchange : agreement 
between the United States of America 
and Panama effected by exchange of 
notes signed at Washington September 7, 
1977., 82-2194 

Commission on More Effective Govern- 
ment : hearings before the Committee on 
Governmental Affairs, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 10 ... April 28 and May 20, 
1981., 82-1066 

Commissioned officers — federal recogni- 
tion and related personnel activities., 82- 
9642 

Committee on Foreign Affairs administra- 
tive procedures., 82-4233 

Committee on Public Works and Transpor- 
tation, House of Representatives : sum- 
mary of activities (legislative history), 
Ninety-sixth Congress., 82-4020 

Committee on the Budget March 15 House 
report, request and supporting informa- 
tion, 82-15055 

Committee on the Judiciary program for 
the ... session., 82-15166 

Committee publications and policies gov- 
erning their distribution., 82-15071 

Committee rules and rules for investigative 
hearings conducted by subcommittees of 
the Committee on Armed Services, U.S. 
House of Representatives., 82-15034 

Commodity Futures Trading Commission’s 
pilot program in options trading for non- 
agricultural commodities : hearing before 
the Subcommittee on Agricultural Re- 
search and General Legislation of the 
Committee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
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Commodity Futures Trading Commission’s pilot program in options trading for 


seventh Congress, first session, October 
14, 1981., 82-15013 

Commodity “tax straddles” : hearing before 
the Committee on Ways and Means, 
House of Representatives, Ninety-seventh 
Congress, first session, April 30, 1981., 
82-1126 

Commodity tax straddles : hearing before 
the Subcommittee on Taxation and Debt 
Management and the Subcommittee on 
Energy and Agricultural Taxation of the 
Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 626 ... June 12, 1981., 82- 
2631 

Common digitizer-2 (CD-2) /, 82-874 

Common sense from Closer Look : a pro- 
ject of the Parents’ Campaign for Handi- 
capped Children and Youth., 82-10482 

Common sense from Closer Look 
(OCoLC)4368302, 82-10034 

Common wetland plants of southeast 
Texas., 82-4977 

Communications., 82-13219 

Communications equipment, 
12897 

Communications equipment, Turkey., 
1410 

Communications support for national flight 
data center information system /, 82- 
2240 

Communications Technical Amendments 
Act of 1981 : hearing before the Subcom- 
mittee on Telec« ications, Consumer 
Protection, and Finance of the Commit- 
tee on Energy and Commerce, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 5008 ... No- 
vember 19, 1981., 82-15093 

Communications with county governments 
/, 82-6290 

Communist interference in El Salvador : 
February 23, 1981., 82-14272 

Community activities management /, 82- 
1452 

The Community Development Block Grant 
program can be more effective in revital- 
izing the nation’s cities : report to the 
Ranking Minority Member, Committee 
on Appropriations, United States Senate., 
82-13704 

Community efforts in drug abuse preven- 
tion and early intervention : hearing 
before the Select Committee on Narcot- 
ics Abuse and Control, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, September 14, 1981., 82-12236 

Community environmental education : three 
models of organization for PSD Set II /, 
82-10232 

Community information in education : a 
handbook of standard terminology and a 
guide to its collection and use /, 82- 
13510 

COMMIX-1 : a three-dimensional transient 
single-phase component computer pro- 
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Korea., 82- 


82- 








gram for thermal-hydraulic analysis /, 
82-14853 

Compact Toriod Theory Planning Work- 
shop : a panel report to the director, Di- 
vision of Applied Plasma Physics, Office 
of Fusion Energy., 82-13281 

Comparative analyses of enlisted job satis- 
faction as measured by the occupational 
attitude inventory /, 82-9911 

A comparative analysis of LWR fuel de- 
signs /, 82-11870 

A comparative analysis of results from 
three recent non-separated concurrent- 
flow high occupancy freeway lane proj- 
ects : Boston, Santa Monica, and Miami., 
82-11596 

Comparative analysis of wage record re- 
porting and wage request reporting /, 
82-12052 

Comparative analysis of 1978 crude oil and 
natural gas production data by state., 
82-1648 

Comparative assessment of environmental 
welfare issues associated with the satellite 
power system (SPS) and alternative tech- 
nologies /, 82-13280 

Comparative assessment of residential 
energy supply systems that use fuel cells : 
(executive summary) /, 82-5264 

Comparative assessment of residential 
energy supply systems that use fuel cells : 
(technical report), 82-13602 

Comparative economics of investment in 
conventional deep and tight gas resources 
/, 82-13388 

Comparative occupational survey of civilian 
and military members in the pavements 
maintenance and construction equipment 
operator specialists /, 82-1557 

Comparative occupational survey of USAF 
civilian and military members in three 
civil engineering specialites /, 82-3309 

Comparative readability of enroute low alti- 
tude charts with and without terrain de- 
piction /, 82-2272 

A comparative statistical study of long-term 
agroclimatic conditions affecting the 
growth of U.S. winter wheat : distribu- 
tions of regional monthly average pre- 
cipitation on the Great Plains and the 
State of Maryland, and the effect of agro- 
climatic conditions on yield in the state 
of Kansas., 82-11155 

A comparative study of various types of 
vehicle detectors /, 82-2216 

Comparative summary of H.R. 4242 : Tax 
Incentive Act of 1981 as reported by the 
Ways and Means Committee and as pro- 
posed to be modified by the Conable- 
Hance and Udall substitutes /, 82-1113 

A comparative synopsis of model atmos- 
pheres for 1954, 1958, 1962, and 1976 
below 47 kilometers /, 82-4631 

Compare-MOD 1 code addendum /, 82- 
11946 

Comparing lumber yields from board-foot 
and cubically scaled logs /, 82-12439 
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A comparision of the vigilance performance 
of men and women using a simulated 
radar task /, 82-3914 


Comparision of the visual perception of a 
runway model in pilots and nonpilots 
landing ap- 


during simulated night 
proaches /, 82-3916 

Comparison and verification of dynamical 
and statistical Lake Erie storm surge 
forecasts /, 82-9506 

Comparison between the strengths of undis- 
turbed and reconstituted sands from Nii- 
gata, Japan /, 82-5007 

Comparison of analysis and experiment for 
self-acting seals for liquid-oxygen turbo- 
pumps /, 82-740 

Comparison of available methods of pre- 
dicting medium frequency sky-wave field 
strengths /, 82-12888 

Comparison of Building Loads Analysis and 
System Thermodynamics (BLAST) com- 
puter program simulations and measured 
energy use for army buildings /, 82- 
1491 

Comparison of COMPARE MOD-1 sub- 
compartment calculations with Battelle- 
Frankfurt D-series test results /, 82-4163 

Comparison of COMPARE/RELAP3 sub- 
compartment calculations with Battelle- 
Frankfurt C-Series test results /, 82- 
6701 

Comparison of compensation paid scientists 
and engineers in research and develop- 
ment : DOE national survey of compen- 
sation, 1980 data., 82-9971 

Comparison of CONTEMPT-LT contain- 
ment code calculations with Marviken, 
LOFT, and Battelle-Frankfurt blowdown 
tests /, 82-11968 

Comparison of detectors in the presence of 
sidelobe jamming /, 82-3265 

Comparison of fission-gas release and me- 
chanical behavior during transient nucle- 
ar and electrical heating of light-water- 
reactor fuels /, 82-6643 

Comparison of four leachate-generation 
procedures for solid waste characteriza- 
tion in environmental assessment pro- 
grams /, 82-13655 

A Comparison of intercontinental clock 
synchronization by VLBI and the NTS 
satellite /, 82-3257 

A Comparison of methods for evaluating 
network traffic control systems /, 82- 
6313 

Comparison of model predictions and con- 
sumptive water use of closed cycle cool- 
ing systems /, 82-13568 

Comparison of modeled and measured dep- 
osition for the Withlacoochee spray trials 
/, 82-12409 

Comparison of on-board aircraft NiCad bat- 
tery chargers /, 82-192 

A comparison of portable aluminum and 
standard wooden thermometer shelters /, 
82-12476 
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Comparison of published measures of job 
satisfaction on a taxonomy of job rewards 
/, 82-1565 

A comparison of shortest path algorithms 
applied to sparse graphs /, 82-14785 

Comparison of strategies for the develop- 
ment of process measures in emeigency 
medical services /, 82-10647 

Comparison of surface coal mine respirable 
dust concentrations measured with MRE 
and personal gravimetric sampling equip- 
ment., 82-698 

A comparison of the job attitudes and inter- 
est patterns of air traffic and airway fa- 
cility personnel /, 82-2277 

A comparison of the V/STOL handling 
qualities of the VAK-191B with require- 
ments of AGARD report 577 and MIL- 
F-83300 /, 82-6143 

A comparison of three models for determin- 
ing test fairness /, 82-3921 

Comparison of three thrust calculation 
methods using in-flight thrust data /, 82- 
11078 

Comparison of wood preservatives in stake 
tests : 1979 progress report /, 82-12470 

Compendium of HEW evaluation studies., 
82-5666 

Compendium of highway safety question- 
naire items /, 82-6511 

Compendium of research reports., 82-5778 

Compensating and rehabilitating injured 
federal workers : hearings before a sub- 
committee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, April 29 and May 6, 1981., 82-1062 

Compensating and rehabilitating injured 
federal workers : twenty-first report /, 
82-6599 

Compensation for quarantined plant loss : 
protection against plant pests : hearing 
before the Subcommittee on Department 
Operations, Research, and Foreign Agri- 
culture of the Committee on Agriculture, 
House of Representatives, Ninety-seventh 
Congress, first session, on H.R. 2159 and 
H.R. 4108, October 1, 1981., 82-12083 

Compensation of certain Tennessee Valley 
Authority employees : report (to accom- 
pany H. Con. Res. 203) (including cost 
estimate of the Congressional Budget 
Office)., 82-2416 

Competition and conditions in the financial 
system : hearings before the Committee 
on Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-seventh 
Congress, first session, to review major 
banking laws enacted in the past several 
years and to consider the competitive 
status and financial condition of institu- 
tions within the financial system., 82- 
1027 

Competition in the drug industry : hearing 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Energy and Commerce, House of Repre- 





Computer crime : expert witness manual. 


sentatives, Ninety-seventh Congress, first 

_ session, March 10, 1981., 82-6806 

Competitive Export Financing Act of 1981 
: hearing before the Subcommittee on In- 
ternational Finance and Monetary Policy 
of the Committee on Banking, Housing, 
and Urban Affairs, United States Senate, 
Ninety-seventh Con first session, on 
S. 868 ... July 20, 1981., 82-1028 

Competitive Export Financing Act of 1981 
: report of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate to acompany S. 868 togeth- 
er with additional views., 82-2363 

Competitive Export Subsidy Fund Act : 
report together with dissenting views (to 
accompany H.R. 3228) (including cost es- 
timate of the Congressional Budget 
Office)., 82-2398 

Compilation, assessment and expansion of 
the strong earthquake ground motion 
data base : seismic margins research pro- 
gram (SSMRP) /, 82-2539 

Compilation of BACT/LAER deermina- 
tions /, 82-3395 

A compilation of ground water quality data 
for Kentucky /, 82-5832 

A compilation of hydrologic data before 
and during highway construction in parts 
of Tijeras Canyon, New Mexico, 1972- 
1977 /, 82-13967, 82-13974 

Compilation of operational blast noise data 
/, 82-1488 

Compilation of reported noble gas effluent 
monitor capabilities at operating nuclear 
power plants /, 82-14724 

A Compilation of state sunset statutes with 
background information on state sunset 
laws : a staff report /, 82-12248 

Compilations of regulations., 82-14432 

Compliance and crashworthiness tests on an 
electric vehicle : 1975 metro-electric 4- 
door sedan /, 82-11622 

Compliance status of major air pollution 
facilities. 82-10106 

Component list for computer, gun direction, 
M18 (FADAC) (1220-00-448-0131)., 82- 
9672 

CompreCare : a case study of an IPA in 
Denver, Colorado /, 82-3612 

A Comprehensive evaluation of the Colora- 
do Division of Employment /, 82-3744 

A Comprehensive national plan for new ini- 
tiatives in home economics research, ex- 
tension, and higher education., 82-12352 

Comprehensive oil shale legislation : hear- 
ing before the Subcommittee on Energy 
and Mineral Resources of the Committee 
on Energy and Natural Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 1032 ... S 
1383 ... S 1484 ... July 23, 1981., 82-6797 

Comprehensive plan for the protection, 
management, development and use of the 
Appalachian National Scenic Trail /, 
82-14005 
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Comprehensive School/Community Health 
Education Project /, 82-10653 

Comprehensive standards : the power gen- 
eration case., 82-13560 

A compressible solution of the Navier- 
Stokes equations for turbulent flow about 
an airfoil /, 82-2071 

Compression of ephemerides by discrete 
Chebyshev approximations /, 82-3230 

Comptroller /, 82-4960 

Comptroller of the Currency needs authori- 
ty to dispose of property remaining from 
failed national banks : report to the Con- 
gress /, 82-1747 

Comptroller, requisitioning handbook 
(MILSTRIP/SURF) : logistics & proper- 
ty /, 82-11564 

Comptroller, standard systems handbook : 
logistics and property /, 82-11563 

Computation of longshore energy flux using 
LEO current observations /, 82-13142 

Computational methods for analyzing the 
transmission characteristics of a Beta Par- 
ticle magnetic analysis system /, 82-3779 

Computational models for the viscous/in- 
viscid analysis of jet aircraft exhaust 
plumes /, 82-14211 

Computational results for a 7-pin hexagonal 
fuel assembly during a flow rundown 
transient using the COMMIX-1A com- 
puter code /, 82-11955 

Computational techniques for solar wind 
flows past terrestrial planets : theory and 
computer programs /, 82-6102 

Computer-aided discovery of a fast matrix- 
multiplication algorithm /, 82-3282 

Computer-aided environmental impact anal- 
ysis for army real estate actions : user 
manual /, 82-13164 

Computer-aided Environmental Legislative 
Data System (CELDS) user manual /, 
82-9831 

Computer assisted area source emissions 
(CAASE) gridding procedure (revised) : 
UNIVAC 1110/EXEC 8 version user’s 
manual /, 82-5253 

Computer-assisted instruction in the context 
of the advanced instructional system : au- 
thoring support software /, 82-295 

Computer-assisted, programmed text, and 
lecture modes of instruction in three 
medical training courses : comparative 
evaluation /, 82-301 

Computer-based national information sys- 
tems technology and public policy 
issues., 82-2583 

Computer-based national information sys- 
tems : technology and public policy 
issues, summary., 82-4185 

Computer-based resource accounting model 
for generating aggregate resource impacts 
of alternative automobile technologies /, 
82-14328 

Computer crime 
82-11006 


: expert witness manual., 
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Computer crime : 


Computer crime 
manual., 82-11005 

A computer graphic-based aid for analyzing 
tactical sightings of enemy forces /, 82- 
9753 

Computer image generation : improved 
edge utilization study /, 82-5153 

Computer image generation imagery im- 
provement : circles, contours, and texture 
/, 82-5180 

Computer image generation texture study /, 
82-3325 

Computer/machine operator., 82-9686 

Computer-managed instruction : develop- 
ment and evaluation of student skill mod- 
ules to reduce training time /, 82-1587 

Computer pogram to calculate three-dimen- 
sional boundary layer over wings with 
wall mass transfer /, 82-11096 

A Computer program for simulating geohy- 
drologic systems in three dimensions /, 
82-10840 

The computer program K-FIX/MOD1 : a 
modification of the computer program K- 
FIX for applications to fluid flow simula- 
tion in LOFT system piping /, 82-2472 

A computer program to generate equations 
of motion matrices, L217 (EOM)., 82- 
6095 

Computer programs that simulate solar 
system performance., 82-3210 

Computer simulation of coal preparation 
plants /, 82-13571 

Computer simulations of occupant re- 
sponses in frontal crashes using CVS III 
/, 82-895 

Computer technology in nursing : a com- 
prehensive bibliography /, 82-3643 

Computer tracking of temperature-selected 
cloud patterns /, 82-9499 

Computer worded public weather forecasts 
/, 82-9505 

Computerized algorithms : evaluation of ca- 
pability to predict graduation from Air 
Force training /, 82-5171 

A computerized balancing technique for su- 
percritical helicopter shafting /, 82-204 

Computerized FGD byproduct production 
and marketing system : users manual /, 
82-10143 

Computerized instructional adaptive testing 
model : formulation and validation /, 
82-1589 

A computerized process control system for 
the ORR-PSF irradiation experiment /, 
82-6928 

Computerized reactor pressure vessel mate- 
rials information system /, 82-2438 

Computerized signal systems : instructor’s 
guide /, 82-11439 

A Computerized system for the reduction 
of middle atmospheric electrical conduc- 
tivity data /, 82-9843 

Computers and data processing., 82-1770 

Computers in mental health : a review and 
annotated bibliography /, 82-10667 
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CONAN : an LMFBR containment re- 
sponse computer code /, 82-6656 

Concepts of Air Force leadership /, 82- 
5142 

Conceptual and programmatic framework 
for the proposed nuclear data link /, 82- 
2519 

Conceptual design for an automatic residen- 
tial remote fire alarm system (ARRAS) /, 
82-10308 

Conceptual design of a helicopter compos- 
ite truss tail boom /, 82-13186 

Conceptual design of a regional water qual- 
ity screening model /, 82-3355 

Conceptual design of the Truscott Brine 
solar pond system /, 82-13346 

Conceptual study of handicapped facilities 
for new subway station designs : final 
report /, 82-6485 

A concern for safety : the engineer’s role in 
highway safety /, 82-2229 

Concert night : the Library of Congress /, 
82-2052 

Conclusions and recommendations on em- 
ployment security administrative financ- 
ing /, 82-6727 

Concorde air quality monitoring and analy- 
sis program at Dulles International Air- 
port /, 82-14481 

Concorde air sampling program : intercali- 
brations and collaborative measurements 
/, %2-14440 

Concurrent steam/water flow in a horizon- 
tal channel /, 82-12018 

The condition of comtemporary federalism 
: conflicting theories and collapsing con- 
straints., 82-936 

A conditional model of peak and minimum 
loads and the load duration curve for 
electricity /, 82-14913 

Conduct disease surveillance., 82-1865 

Conduct of monetary policy : (pursuant to 
the Full Employment and Balanced 
Growth Act of 1988, P.L. 95-523) : hear- 
ings before the Committee on Banking, 
Finance, and Urban Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 14, 21, 22, and 23, 
1981., 82-2600 

Conech Trail map, Conecuh National 
Forest, Alabama., 82-9097 

Confectionery, including chocolate prod- 
ucts, 82-3070 

Conference on Child Passenger Protection 
/, 82-6507 

Conference on Enrichment Services Mar- 
keting, Oak Ridge, Tennessee, March 10, 
1978 /, 82-1620 

Conference on Microbiological Processes 
Useful in Enhanced Oil Recovery : final 
report, August 29,—September 1, 1979, 
San Diego, California /, 82-5189 

Conference on Mycotoxins in Animal Feeds 
and Grains Related to Animal Health, 
June 13, 1980 /, 82-5751 

Conference on Security and Cooperation in 
Europe (CSCE), an overview /, 82-2155 
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Conference on the Economics of Federal 
Credit Activity, April 10-11, 1980 /, 82- 
12304 

Conference proceedings, seventh Ocean 
Energy Conference /, 82-13245 

Confirmation hearings on Robert P. Nimmo 
and Frank S. Sato nominations : hearing 
before the Committee on Veterans’ Af- 
fairs, United States Senate, Ninety-sev- 
enth Congress, first session, on the nomi- 
nation of Robert P. Nimmo to be admin- 
istrator of veterans’ affairs and the nomi- 
nation of Frank S. Sato to be inspector 
general, July 9, 1981., 82-2732 

Confirmation of conversion factors relating 
exposure and dose-equivalent index pre- 
sented in ANSI N13.11 /, 82-2489 

Confounding and selection bias in case con- 
trol studies /, 82-10256 

Conglomerate mergers—their effects on 
small business and local communities : 
report of the Committee on Small Busi- 
ness, House of Representatives, Ninety- 
sixth Congress, second session., 82-909 

Congress., 82-5602 

Congress and foreign policy., 82-15112 

Congress cannot rely on the military serv- 
ices’ reported real property maintenance 
and repair backlog data : report to the 
Chairman, Committee on Appropriations, 
United States Senate /, 82-5499 

The Congress should control federal credit 
programs to promote economic stabiliza- 
tion : report to the Congress /, 82-3522 

Congressional action is needed to resolve 
the Northeast Corridor cost-sharing dis- 
pute: report /, 82-13711 

The Congressional Budget Office : responsi- 
bilities and organization /, 82-1130 

Congressional budget request., 82-5207, 
82-5208, 82-5209, 82-5210, 82-5211 

Congressional directory., 82-3562 

Congressional globe, 82-907, 82-908, 
82-4019, 82-11726, 82-14578, 82- 
14588, 82-14589 

Congressional guidance and better federal 
coordination would improve marine 
mammal management : report /, 82- 
10340 

Congressional record : proceedings and de- 
bates of the Congress., 82-907, 82-908, 
82-4019, 82-11726, 82-14578, 82- 
14588, 82-14589 

Congressional record (Permanent edition), 
82-907, 82-11726 

Congressional record, daily digest of the ... 
Congress., 82-11686 

Congressional record, daily digest of the ... 
Congress (Permanent ed.), 82-11686 

Congressional record (Permanent ed.), 82- 
907, 82-908, 82-4019 

[Congressional serial set]., 82-11672, 82- 
11673, 82-11674, 82-11675, 82-11676, 
82-11677, 82-11678, 82-11679, 82- 
11680, 82-11681, 82-11682, 82-11683, 
82-11684, 82-11685, 82-11688, 82- 
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11689, 82-11690, 82-11691, 82-11692, 
82-11693, 82-11694, 82-11695, 82- 
11696, 82-11697, 82-11698, 82-11699, 
82-11700, 82-11701, 82-11702, 82- 
11703, 82-11704, 82-11705, 82-11706, 
82-11707, 82-11708, 82-11709, 82- 
11710, 82-11711, 82-11712, 82-11713, 
82-11714, 82-11715, 82-11716, 82- 
11717, 82-11718, 82-11719, 82-11720, 
82-11721, 82-11722, 82-11723, 82- 
11724, 82-11725, 82-11743, 82-11744, 
82-11745, 82-11746, 82-11747, 82- 
11748, 82-11749, 82-11750, 82-11751, 
82-11752, 82-11753, 82-11754, 82- 
11755, 82-11756, 82-11757, 82-11758, 
82-11759, 82-14581, 82-14582, 82- 
14583, 82-14584, 82-14585, 82-14586, 
82-14587, 82-14606, 82-14607, 82- 
14608 

Conrail changes and their impact on small 
business : hearings before the Subcommit- 
tee on Antitrust and Restraint of Trade 
Activities Affecting Small Business of the 
Committee on Small Business, House of 
Representatives, Ninety-seventh Con- 
gress, first session, Washington, D.C., 
June 9 and 11, 1981., 82-1110 

Consenting to an extension and renewal of 
the interstate compact to conserve oil and 
gas : hearing before the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-seventh Congress, 
first session, on S.J. Res. 111 ... Novem- 
ber 12, 1981., 82-12138 

The consequences of short-range transit im- 
provements : an overview of a research 
program /, 82-14503 

Conservation., 82-3564 

Conservation agreement between the 
United States of America and Panama : 
effected by exchange of notes signed at 
Washington September 7, 1977., 82-2195 

Conservation, Barro Colorado Nature 
Monument agreement between the 
United States of America and Panama, 
effected by exchange of notes signed at 
Washington September 7, 1977., 82- 
11323 

Conservation equations for finite control 
volume containing single-phase fluid with 
fixed, dispersed heat generating (or ab- 
sorbing) solids /, 82-11927 

Conservation of power and water 
sources, 82-518, 82-519, 82-520 

Conservation tillage : the farmer’s edge in 
today’s economy., 82-4387 

Conserve 0 gram., 82-14018 

Considerations on nuclear data link imple- 
mentation in relation to the technical sup- 
port center, emergency operations facility 
and safety parameter display system /, 
82-981 

Considerations relative to the use of canes 
by blind travelers in air carrier aircraft 
cabins /, 82-3925 

Consistency of initial disability decisions 
among & within states /, 82-13771 


re- 





Consolidated federal supply catalog identifi- 
cation list. FSC 1000. Weapons, 82-4785 

Consolidated federal supply catalog identifi- 
cation list. FSC 1200. Fire control equip- 
ment, 82-4786 

Consolidated federal supply catalog identifi- 
cation list. FSC 1400. Guided missiles, 
82-4787 

Consolidated federal supply catalog identifi- 
cation list. FSC 1610, 1615, 1620, 1630. 
Aircraft components and accessories, 
82-4874 

Consolidated federal supply catalog identifi- 
cation list. FSC 1650. Aircraft hydraulic, 
vacuum, and de-icing system components, 
82-4788 

Consolidated federal supply catalog identifi- 
cation list. FSC 1670. Parachutes; aerial 
pick up, delivery, recovery systems; and 
cargo tie down equipment, 82-4789 

Consolidated federal supply catalog identifi- 
cation list. FSC 1670. Parachutes; serial 
pick up, delivery, recovery systems; and 
cargo tie down equipment microform, 
82-1428 

Consolidated federal supply catalog identifi- 
cation list. FSC 1680. Miscellaneous air- 
craft accessories and components micro- 
form., 82-4790 

Consolidated federal supply catalog identifi- 
cation list. FSC 1700. Aircraft launching, 
landing, and ground handling equipment, 
82-4791 

Consolidated federal supply catalog identifi- 
cation list. FSC 1800. Space vehicles, 
82-4792 

Consolidated federal supply catalog identifi- 
cation list. FSC 1900. Ships, small craft, 
pontoons, and floating docks, 82-4793 

Consolidated federal supply catalog identifi- 
cation list. FSC 2000 Ship and marine 
equipment, 82-12934 

Consolidated federal supply catalog identifi- 
cation list. FSC 2400. Tractors, 82-4794 

Consolidated federal supply catalog identifi- 
cation list. FSC 2500. Vehicular equip- 
ment components, 82-4795 

Consolidated federal supply catalog identifi- 
cation list. FSC 2600. Tires and tubes, 
82-4796 

Consolidated federal supply catalog identifi- 
cation list. FSC 2805. Gasoline recipro- 
cating engines, except aircraft and com- 
ponents, 82-12936 

Consolidated federal supply catalog identifi- 
cation list. FSC 2810. Gasoline recipro- 
cating engines, aircraft, and components, 
82-12937 

Consolidated federal supply catalog identifi- 
cation list. FSC 2815. Diesel engines and 
components, 82-12938 

Consolidated federal supply catalog identifi- 
cation list. FSC 2820, 2825, 2830. Steam 
engines, steam turbines, and water tur- 
bines, 82-1436 

Consolidated federal supply catalog identifi- 
cation list. FSC 2835. Gas turbines and 
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jet engines, except aircraft; and compo- 
nents, 82-4797 

Consolidated federal supply catalog identifi- 
cation list. FSC 2910. Engine fuel system 
components, non-aircraft, 82-4798 

Consolidated federal supply catalog identifi- 
cation list. FSC 2915. Engine fuel system 
components, aircraft, 82-4799 

Consolidated federal supply catalog identifi- 
cation list. FSC 2920. Engine electrical 
system components, non-aircraft, 82- 
4800 

Consolidated federal supply catalog identifi- 
cation list. FSC 2925. Engine electrical 
system components, aircraft, 82-4801 

Consolidated federal supply catalog identifi- 
cation list. FSC 2930. Engine cooling 
system components, non-aircraft, 82- 
4802, 82-12939 

Consolidated federal supply catalog identifi- 
cation list. FSC 2935. Engine cooling 
system components, aircraft, 82-4803 

Consolidated federal supply catalog identifi- 
cation list. FSC 2940. Engine air and oil 
filters, strainers, and cleaners, non-air- 
craft, 82-4804, 82-12940 

Consolidated federal supply catalog identifi- 
cation list. FSC 2945. Engine air and oil 
filters, strainers and cleaners, aircraft, 
82-4805 

Consolidated federal supply catalog identifi- 
cation list. FSC 2950. Turbosuper char- 
gers, 82-4806 

Consolidated federal supply catalog identifi- 
cation list. FSC 2990. Miscellaneous 
engine accessories, non-aircraft, 82-4807, 
82-12941 

Consolidated federal supply catalog identifi- 
cation list. FSC 2995. Miscellaneous 
engine accessories, aircraft, 82-12942 

Consolidated federal supply catalog identifi- 
cation list. FSC 2995. Miscellaneous 
engine assessories, aircraft, 82-1429 

Consolidated federal supply catalog identifi- 
cation list. FSC 3010. Torque converters 
and speed changers, 82-4808 

Consolidated federal supply catalog identifi- 
cation list. FSC 3020. Gears, pulleys, 
sprockets, and transmission chain, 82- 
4809 

Consolidated federal supply catalog identifi- 
cation list. FSC 3030. Belting, drive belts, 
fan belts and accessories, 82-4810 

Consolidated federal supply catalog identifi- 
cation list. FSC 3040. Miscellaneous 
power transmission equipment, 82-4811 

Consolidated federal supply catalog identifi- 
cation list. FSC 3110. Bearings, antifric- 
tion, unmounted, 82-4812 

Consolidated federal supply catalog identifi- 
cation list. FSC 3120. Bearings, plain, un- 
mounted, 82-4813 

Consolidated federal supply catalog identifi- 
cation list. FSC 3130. Bearings, mounted, 
82-4814 
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Consolidated federal supply catalog identification list. FSC 3200. Woodworking 


Consolidated federal supply catalog identifi- 
cation list. FSC 3200. Woodworking ma- 
chinery and equipment, 82-4815 

Consolidated federal supply catalog identifi- 
cation list. FSC 3400. Metalworking ma- 
chinery, 82-4816 

Consolidated federal supply catalog identifi- 
cation list. FSC 3500. Service and trade 
equipment, 82-4817 

Consolidated federal supply catalog identifi- 
cation list. FSC 3600. Special industry 
machinery, 82-4818 

Consolidated federal supply catalog identifi- 
cation list. FSC 3700. Agricultural ma- 
chinery and equipment, 82-12944 

Consolidated federal supply catalog identifi- 
cation list. FSC 3800. Construction, 
mining, excavating, and highway mainte- 
nance equipment, 82-12945 

Consolidated federal supply catalog identifi- 
cation list. FSC 4000. Rope, cable, chain 
and fittings, 82-4819, 82-12946 

Consolidated federal supply catalog identifi- 
cation list. FSC 4100. Refrigeration, air 
conditioning, and air circulating equip- 
ment, 82-4820 

Consolidated federal supply catalog identifi- 
cation list. FSC 4200. Fire fighting, 
rescue, and safety equipment, 82-4821 

Consolidated federal supply catalog identifi- 
cation list. FSC 4300. Pumps and com- 
pressors, 82-4822, 82-4823 

Consolidated federal supply catalog identifi- 
cation list. FSC 4400. Furnance, steam 
plant, and drying equipment; and nuclear 
reactors, 82-4824 

Consolidated federal supply catalog identifi- 
cation list. FSC 4500. Plumbing, heating, 
and sanitation equipment, 82-4825, 82- 
4826 

Consolidated federal supply catalog identifi- 
cation list. FSC 4600. Water purification 
and sewage treatment, 82-4827 

Consolidated federal supply catalog identifi- 
cation list. FSC 4710. Pipe and tube, 82- 
12947 

Consolidated federal supply catalog identifi- 
cation list. FSC 4720. Hose and tubing, 
flexible, 82-4828, 82-4829 

Consolidated federal supply catalog identifi- 
cation list. FSC 4730. Fittings and speci- 
alities; hose, pipe, and tube., 82-4830 

Consolidated federal supply catalog identifi- 
cation list. FSC 4810. Valves, powered, 
82-4831 

Consolidated federal supply catalog identifi- 
cation list. FSC 4820. Valves, 
nonpowered, 82-4832 

Consolidated federal supply catalog identifi- 
cation list. FSC 4910. Motor vehicle 
maintenance and repair shops specialized 
equipment, 82-4833 - 

Consolidated federal supply catalog identifi- 
cation list. FSC 4920. Aircraft mainte- 
nance and repair shop specialized equip- 
ment, 82-4834, 82-4835 
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Consolidated federal supply catalog identifi- 
cation list. FSC 4921, 4923, 4925, 4927. 
Torpedo maintenance, depth charges and 
underwater mines, ammunition mainte- 
nance and rocket maintenance checkout 
specialized equipment, 82-4836, 82- 
4837 

Consolidated federal supply catalog identifi- 
cation list. FSC 4930. Lubrication and 
fuel dispensing equipment, 82-9638, 82- 
9639 

Consolidated federal supply catalog identifi- 
cation list. FSC 4931, 4933, 4935, 4940, 
4960. Fire control, weapons, guided mis- 
sile, miscellaneous and space vehicle 
maintenance repair specialized equipment, 
82-4838, 82-9640 

Consolidated federal supply catalog identifi- 
cation list. FSC 5110. Hand tools, edged, 
nonpowered, 82-4839 

Consolidated federal supply catalog identifi- 
cation list. FSC 5120. Hand tools, non- 
edged, nonpowered, 82-4840 

Consolidated federal supply catalog identifi- 
cation list. FSC 5130. Hand tools, power 
driven, 82-4841 

Consolidated federal supply catalog identifi- 
cation list. FSC 5133. Drill bits, counter- 
bores, and countersinks, 82-4842 

Consolidated federal supply catalog identifi- 
cation list. FSC 5136. Taps, dies, and col- 
lets, 82-4843 

Consolidated federal supply catalog identifi- 
cation list. FSC 5140, 5180. Tool and 
hardware boxes, 82-4875 

Consolidated federal supply catalog identifi- 
cation list. FSC 5200. Measuring tools, 
82-4844 

Consolidated federal supply catalog identifi- 
cation list. FSC 5305. Screws, 82-4845, 
82-4846 

Consolidated federal supply catalog identifi- 
cation list. FSC 5306. Bolts, 82-4847, 
82-4848 

Consolidated federal supply catalog identifi- 
cation list. FSC 5307. Studs, 82-4849 

Consolidated federal supply catalog identifi- 
cation list. FSC 5310. Nuts and washers, 
82-4850 

Consolidated federal supply catalog identifi- 
cation list. FSC 5315. Nails, keys, and 
pins, 82-4851, 82-4852 

Consolidated federal supply catalog identifi- 
cation list. FSC 5320. Rivets, 82-4853 

Consolidated federal supply catalog identifi- 
cation list. FSC 5325. Fastening devices, 
82-4854 

Consolidated federal supply catalog identifi- 
cation list. FSC 5330. Packing and gasket 
materials, 82-4855 

Consolidated federal supply catalog identifi- 
cation list. FSC 5335, 5340. Metal screen- 
ing : miscellaneous hardware, 82-4856, 
82-4876 

Consolidated federal supply catalog identifi- 
cation list. FSC 5360. Coil, flat, and wire 
springs, 82-4857, 82-4858 
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Consolidated federal supply catalog identifi- 
cation list. FSC 5365. Rings, shims, & 
spacers, 82-1430, 82-1431 

Consolidated federal supply catalog identifi- 
cation list. FSC 5400. Prefabricated struc- 
tures and scaffolding, 82-4859 

Consolidated federal supply catalog identifi- 
cation list. FSC 5600. Construction and 
building materials, 82-4860, 82-12949 

Consolidated federal supply catalog identifi- 
cation list. FSC 5805. Telephone and 
telegraph equipment, 82-4861 

Consolidated federal supply catalog identifi- 
cation list. FSC 5820. Radio and televi- 
sion communication equipment, except 
airborne, 82-4862 

Consolidated federal supply catalog identifi- 
cation list. FSC 5821. Radio and televi- 
sion communication equipment, airborne, 
82-4863 

Consolidated federal supply catalog identifi- 
cation list. FSC 5825. Radio navigation 
equipment, except airborne, 82-1432 

Consolidated federal supply catalog identifi- 
cation list. FSC 5826. Radio navigation 
equipment, airborne, 82-4864 

Consolidated federal supply catalog identifi- 
cation list. FSC 5830. Intercommunica- 
tion and public address systems, except 
airborne, 82-1433, 82-4865, 82-12950 

Consolidated federal supply catalog identifi- 
cation list. FSC 5831. Intercommunica- 
tion and public address systems, airborne, 
82-1434 

Consolidated federal supply catalog identifi- 
cation list. FSC 5835. Sound recording 
and reproducing equipment, 82-1435, 
82-4866 

Consolidated federal supply catalog identifi- 
cation list. FSC 5840. Radar equipment, 
except airborne, 82-4867 

Consolidated federal supply catalog identifi- 
cation list. FSC 5841. Radar equipment, 
airborne, 82-4868 

Consolidated federal supply catalog identifi- 
cation list. FSC 5845. Underwater sound 
equipment, 82-12951 

Consolidated federal supply catalog identifi- 
cation list. FSC 5850 and 5855. Visible 
and invisible light communication equip- 
ment : night vision equipment, emitted 
and reflected radiation, 82-12952 

Consolidated federal supply catalog identifi- 
cation list. FSC 5915. Filters and net- 
works, 82-12953 

Consolidated federal supply catalog identifi- 
cation list. FSC 5925. Circuit breakers, 
82-12954 

Consolidated federal supply catalog identifi- 
cation list. FSC 5945. Relays and sole- 
noids, 82-12955 

Consolidated federal supply catalog identifi- 
cation list. FSC 5950. Coils and trans- 
formers, 82-4869 
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Consolidated federal supply catalog identifi- 
cation list. FSC 5955. Piezoelectric crys- 
tals, 82-4870 

Consolidated federal supply catalog identifi- 
cation list. FSC 5960. Electron tubes and 
associated hardware, 82-4871 

Consolidated federal supply catalog identifi- 
cation list. FSC 5962. Microcircuits, elec- 
tronic, 82-4872, 82-4873 

Consolidated federal supply catalog identifi- 
cation list. FSC 5965. Headsets, handsets, 
microphones and _ speakers, 82-12956, 
82-12957 

Consolidated federal supply catalog identifi- 
cation list. FSC 5970. Electrical insula- 
tors and insulating materials, 82-12958 

Consolidated federal supply catalog identifi- 
cation list. FSC 5975. Electrical hard- 
ware and supplies, 82-12959 

Consolidated federal supply catalog identifi- 
cation list. FSC 5977. Electrical contact 
brushes and electrodes, 82-12960 

Consolidated federal supply catalog identifi- 
cation list. FSC 5985. Antennas, wave- 
guide, and related equipment, 82-12961, 
82-12962 

Consolidated federal supply catalog identifi- 
cation list. FSC 5990. Synchros and re- 
solvers, 82-12963, 82-12964 

Consolidated federal supply catalog identifi- 
cation list. FSC 5999. Miscellaneous elec- 
trical and electronic components, 82- 
12965, 82-12966 

Consolidated federal supply catalog identifi- 
cation list. FSC 6105. Motors, electrical, 
82-12967 

Consolidated federal supply catalog identifi- 
cation list. FSC 6115. Generators and 
generator sets, electrical, 82-12968, 82- 
12969 

Consolidated federal supply catalog identifi- 
cation list. FSC 6116 and 6120. Fuel cell 
power units, components, and accesso- 
ries, 82-12970 

Consolidated federal supply catalog identifi- 
cation list. FSC 6125. Converters, electri- 
cal rotating, 82-12971 

Consolidated federal supply catalog identifi- 
cation list. FSC 6150. Miscellaneous elec- 
tric power and distribution equipment, 
82-12972, 82-12973 

Consolidated federal supply catalog identifi- 
cation list. FSC 6220. Electric vehicular 
lights and fixtures, 82-12974 

Consolidated federal supply catalog identifi- 
cation list. FSC 6230. Electric portable 
and hand lighting equipment, 82-12975 

Consolidated federal supply catalog identifi- 
cation list. FSC 6240. Electric lamps, 
82-12976 

Consolidated federal supply catalog identifi- 
cation list. FSC 6250, 6260. Ballasts, lam- 
pholders and starters, nonelectrical light- 
ing fixtures, 82-12977 

Consolidated federal supply catalog identifi- 
cation list. FSC 6300. Alarm and signal 
systems, 82-12978 





Consolidated federal supply catalog identifi- 
- cation list. FSC 6605. Navigational instru- 
ments, 82-12979 

Consolidated federal supply catalog identifi- 
cation list. FSC 6610. Flight instruments, 
82-12980 

Consolidated federal supply catalog identifi- 
cation list. FSC 6620. Engine instruments, 
82-12981 

Consolidated federal supply catalog identifi- 
cation list. FSC 6625. Electrical and elec- 
tronic properties measuring and testing 
instruments, 82-12982, 82-12983 

Consolidated federal supply catalog identifi- 
cation list. FSC 6630, 6635, 6636, 6640. 
Chemical analysis instruments, physical 
properties and testing equipment, 82- 
12984 

Consolidated federal supply catalog identifi- 
cation list. FSC 6665. Hazard-detecting 
instruments and apparatus, 82-12986 

Consolidated federal supply catalog identifi- 
cation list. FSC 6670. Scales and bal- 
ances, 82-12987, 82-12988 

Consolidated federal supply catalog identifi- 
cation list. FSC 6675. Drafting, survey- 
ing, and mapping instruments, 82-12989, 
82-12990 

Consolidated federal supply catalog identifi- 
cation list. FSC 6680. Liquid and gas 
flow, liquid level, and mechanical motion 
measuring instruments, 82-12991 

Consolidated federal supply catalog identifi- 
cation list. FSC 6685. Pressure, tempera- 
ture, and humidity measuring and con- 
trolling instruments, 82-12992 

Consolidated federal supply catalog identifi- 
cation list. FSC 6695. Combination and 
miscellaneous instruments, 82-12993, 
82-12994 

Consolidated federal supply catalog identifi- 
cation list. FSC 6700. Photographic 
equipment, 82-12995, 82-12996 

Consolidated federal supply catalog identifi- 
cation list. FSC 6900. Training aids and 
devices, 82-12998 

Consolidated federal supply catalog identifi- 
cation list. FSC 7400. Office machines, 
visible record equipment, and data proc- 
essing equipment, 82-13002 

Consolidated federal supply catalog identifi- 
cation list. FSC 7500. Office supplies and 
devices, 82-13003, 82-13004 

Consolidated federal supply catalog identifi- 
cation list. FSC 7600. Books, maps and 
other publications, 82-13005 

Consolidated federal supply catalog identifi- 
cation list. FSC 8000. Brushes, paints, 
sealers, and adhesives, 82-13008 

Consolidated federal supply catalog identifi- 
cation list. FSC 8100. Containers, packag- 
ing, and packing supplies, 82-13009 

Consolidated federal supply catalog identifi- 
cation list. FSC 8300. Textiles, leather, 
furs, apparel and shoe findings, tents and 
flags, 82-13010 
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Consolidated Rail Corporation : 


Consolidated federal supply catalog identifi- 
cation list. FSC 8405/8410/8415. Outer- 
wear men’s and women’s, clothing, spe- 
cial clothing, 82-13011 

Consolidated federal supply catalog identifi- 
cation list. FSC 8420/8425. Underwear 
and nightwear men’s and women’s, 82- 
13017 

Consolidated federal supply catalog identifi- 
cation list. FSC 8460/8465/8470/8475. 
Luggage, individual equipment, armor 
personal, specialized flight clothing and 
accessories, 82-13018 

Consolidated federal supply catalog identifi- 
cation list. FSC 8500. Toiletries, 82- 
13012 

Consolidated federal supply catalog identifi- 
cation list. FSC 9300. Nonmetallic fabri- 
cated materials, 82-13015 

Consolidated federal supply catalog identifi- 
cation list. FSC’s 6655, 6660. Geophysical 
and astronimical meteorological instru- 
ments and apparatus, 82-12985 

Consolidated federal supply catalog identifi- 
cation list. FSG 1500. Aircraft and air 
frames, 82-12933 

Consolidated federal supply catalog identifi- 
cation list. FSG 2500. Vehicular equip- 
ment components, 82-12935 

Consolidated federal supply catalog identifi- 
cation list. FSG 3400. Metal working ma- 
chinery, 82-12943 

Consolidated federal supply catalog identifi- 
cation list. FSG 5200. Measuring tools, 
82-12948 

Consolidated federal supply catalog identifi- 
cation list. FSG 6800. Chemicals and 
chemical products, 82-12997 

Consolidated federal supply catalog identifi- 
cation list. FSG 7000. ADP equipment, 
82-12999 

Consolidated federal supply catalog identifi- 
cation list. FSG 7100. Furniture, 82- 
13000 

Consolidated federal supply catalog identifi- 
cation list. FSG 7300. Food preparation 
and serving equipment, 82-13001 

Consolidated federal supply catalog identifi- 
cation list. FSG 7700. Musical instru- 
ments, phonographs and home-type 
radios, 82-13006 

Consolidated federal supply catalog identifi- 
cation list. FSG 7900. Cleaning equip- 
ment and supplies, 82-13007 

Consolidated federal supply catalog identifi- 
cation list. FSG 9100. Fuels, lubricants, 
oils and waxes, 82-13013 

Consolidated federal supply catalog identifi- 
cation list. FSG 9300. Nonmetallic fabri- 
cated materials, 82-13014 

Consolidated federal supply catalog identifi- 
cation list. FSG 9600. Ores, minerals, and 
their primary products, 82-13016 

Consolidated Rail Corporation : hearings 
before the Subcommittee on Commerce, 
Transportation, and Tourism of the Com- 
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Consolidated Rail Corporation : 


mittee on Energy and Commerce, House 
of Representatives, Ninety-seventh Con- 
gress, first session, on Conrail commuter 
service in the Northeast, February 17, 
and March 18, 1981, Conrail and a coal 
port facility, February 23, 1981, future of 
Conrail and rail service problems in the 
Northeast and Midwest, March 19, and 
April 2, 1981, commuter rail service cost 
dispute between Conrail and Septa, July 
13, 1981., 82-1050 

Consolidated tribal government programs : 
oversight hearing before the Committee 
on Interior and Insular Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on consolidated tribal 
government programs, hearing held in 
Washington, D.C., Tuesday, March 31, 
1981., 82-6849 

Consolidation of an iron-base superalloy by 
powder metallurgy techniques /, 82- 
5870 

Consortium on trade research : macroecon- 
omic linkages to agricultural trade., 82- 
12668 

A constant market share analysis of U.S. 
export growth /, 82-2042 

Constituents of highway runoff /, 82-6328 

Constitutional restraints upon the judiciary : 
hearings before the Subcommittee on the 
Constitution of the Committee on the Ju- 
diciary, United States Senate, Ninety-sev- 
enth Congress, first session, oversight 
hearings to define the scope of the Sen- 
ate’s authority under Article III of the 
Constitution to regulate the jurisdiction 
of the federal courts, May 20, 21, and 
June 22, 1981., 82-15156 

The constitutions of Thailand /, 82-712 

Construct validity of leader effectiveness 
criteria /, 82-9771 

Construction : construction standards., 
3161 

Construction industry., 82-3558 

Construction progress and _ inspection 
report-airport development aid program., 
82-6424 

Consular functions of the State Department 
: oversight hearing before the Subcom- 
mittee on Immigration, Refugees, and In- 
ternational Law of the Committee on the 
Judiciary, House of Representatives, 
Ninety-seventh Congress, first session, on 
consular functions of the State Depart- 
ment, April 13, 1981., 82-6858 

Consultant Reform and Disclosure Act of 
1981 : hearing before the Subcommittee 
on Federal Expenditures, Research, and 
Rules of the Committee on Governmen- 
tal Affairs, United States Senate, Ninety- 
seventh Congress, first session, on S. 719 
.. September 18, 1981., 82-15136 

Consultative Planning Conference : new en- 
gineering & development _initiatives- 
policy & technology choices, March 22- 
23, 1978, papers and presentations., 82- 
11481 


82- 
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Consultative Planning Conference on Post- 
1980 Airport and Airway Development 
Legislation, June 1, 1978 : summary 
report., 82-14411 

Consumer acceptance of RSV features /, 
82-14554 

Consumer behavior towards fuel efficient 
vehicles /, 82-3972 

Consumer behavior towards fuel efficient 
vehicles : executive summary /, 82-3973 

Consumer bibliography /, 82-3502 

Consumer information., 82-3524 

Consumer product safety alert /, 82-14698 

Consumer Product Safety Commission : 
hearing before the Subcommittee for 
Consumers of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on oversight of 
the Consumer Product Safety Commis- 
sion, December 1, 1981., 82-15064 

Consumer Product Safety Commission pub- 
lications., 82-5641 

Consumer protection issues in energy : a 
guide for attorneys general : insulation, 
solar, automobile devices, home devices / 

82-3365 

Consumer services fact sheet : brake fluids 
/, 82-11663 

Consumerism in the 1980’s : hearings before 
the Subcommittee for Consumers of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-seventh Congress, first session, on 
consumerism in the 1980’s, June 24 and 
25, 1981., 82-1034 

Consumers tell it to the Judge : small claims 
courts and consumer complaints. 82- 
14049 

Consumption in the USSR : an international 
comparison : a study /, 82-6781 

Contact stresses on bodies with arbitrary 
geometry : applications to wheels and 
rails /, 82-3894 

Container Lift Adapter-Helicopter (CLAH) 
operational prototype (preproduction), 
militarized units for flight evaluation and 
operational testing /, 82-3193 

Container movement and handling in the 
theater of operations., 82-9698 

Containment mani steam line break analysis 
for equipment qualification /, 82-4155 

Containment response during degraded core 
accidents initiated by transients and small 
break LOCA in the ZION/Indian Point 
reactor plants /, 82-6710 

Contamination of animal feedstuffs : chemi- 
cals, mycotoxins, heavy metals., 82-3634 

Contamination of the human food chain by 
uranium mill tailings piles /, 82-14844 

Contamination studies and testing protocol 
for polyethylene bottles /, 82-10832 

Contempt of Congres : hearings before the 
Subcommittee on Oversight and Investi- 
gations and the Committee on Energy 
and Commerce, House of Representa- 
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tives, Ninety-seventh Congress, on the 
congressional proceedings against Interior 
Secretary James G. Watt for withholding 
subpenaed documents and for failure to 
answer questions relating to reciprocity 
under the Mineral Lands Leasing Act, 
October 14, November 13, 19, 1981, Feb- 
ruary 9, 25, and March 16, 1982., 82- 
15096 

Content analysis of mass media coverage of 
Concorde, May 1976-February 1977 /, 
82-6467 

The Conterminous United States mineral 
appraisal program : background informa- 
tion to accompany folio of geologic, geo- 
chemical, geophysical, and mineral re- 
source maps of the Choteau 1 x 2 quad- 
rangle, Montana /, 82-1918 

Continental shelf boundary : Canada-Green- 
land., 82-11272 

Continental shelf boundary 
Sweden., 82-11271 

Continental shelf boundary : 
82-11289 

Continental shelf boundary : Italy-Tunisia., 
82-11288 

Continental shelf boundary and joint devel- 
opment zone : Japan-Korea., 82-11274 

Continuation of emergency building tem- 
perature restrictions : message from the 
president of the United States transmit- 
ting a proclamation continuing the emer- 
gency building temperature restrictions 
originally imposed July 16, 1979 pursuant 
to section 201(b) of the Energy Policy 
and Conservation Act of 1975., 82- 
11779 

Continued examination of the Postal Serv- 
ice plan for a nine-digit zip code : hear- 
ings before a subcommittee of the Com- 
mitte on Government Operations, House 
of Representatives, Ninety-seventh Con- 
gress, first session, March 26 and Septem- 
ber 10, 1981., 82-2662 

Continuing appropriations, 1982 : report (to 
accompany H.J. Res. 325)., 82-2388 

Contract price reporting for fruits and 
vegetables /, 82-12372 

Contract services for Drug Dependent Fed- 
eral Offenders Act Amendment of 1981 : 
report (to accompany H.R. 3963) (includ- 
ing cost estimate of the Congressional 
Budget Office)., 82-2409 

Contractor’s engineering report for the de- 
velopment of effluent limitations guide- 
lines and standards for the pharmaceuti- 
cal manufacturing industry point source 
category /, 82-354 

The contribution of Navigation Technology 
Satellites to the global positioning system 
/, 82-3253 

Contributions of platform motion to simula- 
tor training effectiveness : study II - aero- 
batics /, 82-1575 


Finland- 


Italy-Spain., 





January — June 1982 


Contributions of platform motion to simula- 
tor training effectiveness : study I — 
basic contact /, 82-1560 

Control and treatment technology for the 
metal finishing industry : sulfide precipi- 
tation /, 82-5332 

Control assay development : methodology 
and laboratory verification /, 82-13634 

Control of emissions from Lurgi coal gasifi- 
cation plants /, 82-10098 

Control of government property in posses- 
sion of contractors., 82-13383 

Control of refinery vacuum producing sys- 
tems, wastewater separators and process 
unit turnarounds /, 82-10092 

Control of the occupational environment : 
instructor’s manual /, 82-1872 

Control of volatile organic compounds 
from use of cutback asphalt /, 82-10095 

Control of volatile organic emissions from 
bulk gasoline plants /, 82-10093 

Control of volatile organic emissions from 
existing stationary sources /, 82-10094 

Control of volatile organic emissions from 
manufacture of pneumatic rubber tires /, 
82-10102 

Control of volatile organic emissions from 
manufacture of synthesized pharmaceuti- 
cal products /, 82-10101 

Control of volatile organic emissions from 
petroleum liquid storage in external float- 
ing roof tanks /, 82-10104 

Control of waste, and abuse at the Depart- 
ment of Health and Human Services : 
hearing before the Subcommittee on 
Oversight and Investigation of the Com- 
mittee on Energy and Commerce, House 
of Representatives, Ninety-seventh Con- 
gress, first session, April 17, 1981., 82- 
2627 

Control strategies in response to freeway 
incidents /, 82-2234 

Control techniques for sulfur oxide emis- 
sions from stationary sources /, 82- 
10242 

Control technology evaluation for gasoline 
loading of barges /, 82-13550 

Controllers for solar domestic hot water 
systems /, 82-13364 

Controlling federal costs for coal liquefac- 
tion program hinges on management and 
contracting improvement : report to the 
Congress /, 82-13754 

Controlling federal costs for coal liquefac- 
tion program hinges on management and 
contracting improvement : report to the 
Congress : summary /, 82-10400 

Controlling particulate emissions from coal- 
fired boilers., 82-5249 

Convective rainfall estimation from digital 
GOES-1 infrared data /, 82-11162 

Convention of the International Maritime 
Satellite Organization (INMARSAT) 
(1976)., 82-2172 

Convention on the Inter-American Institute 
for Cooperation on Agriculture (1979), 
82-2176 





Convention on the Physical Protection of 
Nuclear Material report (to accompany 
Ex. H, 96-2)., 82-11777 

Convention on the prohibition of military 
or any other hostile use of environmental 
modification techniques (1977), 82-789 

Conventional arms sales : hearing before 
the Committee on Foreign Relations, 
United States Senate, Ninety-seventh 
Congress, first session, July 28, 1981., 
82-1060 

Conventional Combustion Environmental 
Assessment Program., 82-10054 

Conventional design and construction meth- 
ods are more applicable for Capitol Hill 
Construction Projects : report to the 
Congress /, 82-3523 ~ 

Conversion of Warsaw Pact grids to UTM 
grids., 82-4893 

Convey certain national forest system lands 
: hearing before the Subcommittee on 
Forests, Famiiy Farms, and Energy of 
the Committee on Agriculture, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 3021 and 
H.R. 3898, June 22, 1981., 82-12080 

Conveyance of certain national forest lands 
: hearing before the Subcommittee on 
Forestry, Water Resources, and Environ- 
ment of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 705 ... October 22, 1981., 
82-6754 

Convincing the home builder to build solar 
homes : evaluation of the passive solar 
workshop for builders /, 82-13345 

Cook Inlet circulatory survey 1973-75 /, 
82-9565 

Cook up a great future in the Air Guard., 
82-9649 

Cookbooks and recipes., 82-5544 

Cooled, laminated radial turbine demonstra- 
tion program /, 82-13193 

Cooley’s anemia : a medical review /, 
3637 

Cooling of core debris and the impact on 
containment pressure /, 82-6692 

Cooling water intake screening devices 
used to reduce entrainment and impinge- 
ment /, 82-10940 

Cooperative approach to crafts for senior 
citizens., 82-12358 

The Cooperative Extension Service should 
provide farmers with more information 
on farm credit sources : report to the 
Secretary of Agriculture /, 82-5458 

Cooperative Radiation Effects Simulation 
Program : annual progress report for the 
period 1 September 1977-31 August 1978 
/, 82-5135, 82-5136 

Cooperative Radiation Effects Simulation 
Program : semiannual progress report for 
the period 1 March 1977-31 August 1977 
/, 82-5134 

Cooperative strategy for global growth : 
October 15, 1981 /, 82-11260 


82- 
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Corrosion resistance of materials in the aqueous hydrochloric acid environments 


Cooperatives in agribusiness /, 82-12680 

Coordination directory of state and federal 
agency water and land resources offi- 
cials., 82-14711 

Copper, 82-3698 

Copper recovery from primary smelter 
dusts /, 82-5868 

COPS model estimates of LLEA availabil- 
ity near selected reactor sites /, 82- 
11943 

Copyright Office, the U.S. Patent and 
Trademark Office, and the Copyright 
Royalty Tribunal : oversight hearings 
before the Subcommittee on Courts, Civil 
Liberties, and the Administration of Jus- 
tice of the Committee on the Judiciary, 
House of Representatives, Ninety-seventh 
Congress, first session, on Copyright 
Office, the U.S. Patent and Trademark 
Office and the Copyright Royalty Tribu- 
nal, March 4 and June 11, 1981., 82- 
2672 

Copyrights., 82-1779 

Coronado National Forest off road vehicles 
travel guide & map /, 82-4310 

Corporate strategies of automotive manu- 
facturers /, 82-6513, 82-11610 

Corporate strategies of the automotive man- 
ufacturers /, 82-11609, 82-14538 

Corporations in farming /, 82-6921 

Corrected and updated data for IFA-429 
from beginning of life through June 1978 
/, 82-14804 

Correlation of asperity contact-time fraction 
with elastohydrodynamic film thickness 
in a 20-millimetr-bore ball bearing /, 82- 
11133 

Correlation of braking system defects and 
performance inspection /, 82-14536 

A Correlation of mixing noise from coannu- 
lar jets with inverted flow profiles /, 
82-2095 

The correlation of response spectral ampli- 
tudes with seismic intensity /, 82-14915 

Correlation of statistical representations of 
track geometry with physical appearance 
: final report /, 82-14395 

The correlation of two-dimensional and 
nonequilibrium effects in subcooled 
choked nozzle flow /, 82-14966 

Correlations of helicopter noise levels with 
physical and performance characteristics : 
a preliminary report., 82-11522 

Corridor parking facilities for carpoolers /, 
82-3888 

Corrosion control of pilings in seawater, 
Buzzards Bay /, 82-1487 

Corrosion of steel tendons in concrete pres- 
sure vessels : review of recent literature 
and experimental investigations /, 82- 
14737 

Corrosion resistance of materials in the 
aqueous hydrochloric acid environments 
associated with the recovery of aluminum 
from kaolinitic clays /, 82-5879 
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Cosmetics. 


Cosmetics., 82-10612 

Cost analysis for social service 
transportation 
82-6479 

Cost analysis of a helicopter transmission 
and drive train /, 82-190 

Cost analysis of Air Force on-the-job train- 
ing : development and demonstration of a 
methodology /, 82-3319 

Cost analysis of lime-based flue gas desul- 
furization systems for new 500-MW util- 
ity boilers /, 82-10234 

Cost and economic impact of tire reserve 
load requirements /, 82-11628 

Cost and engineering study : control of 
volatile organic emissions from whiskey 
warehousing /, 82-10055 

Cost and indexes for oilfield equipment and 
production operations in the United 
States., 82-9999 

Cost & schedule contrtol systems criteria 
for contract performance measurement : 
work breakdown structure guide., 82- 
13380 

Cost benefit/cost effectiveness of medical 
technologies : a case study of orthopedic 
joint implants /, 82-2585 

Cost benefits associated with the use of 
physically cleaned coal /, 82-13651 

Cost cutting measures possible if Public 
Health Service hospital system is contin- 
ued : summary : report to the Congress /, 
82-480 

Cost cutting measures possible if Public 
Health Service hospital system is to con- 
tinue : report to the Congress /, 82-479 

Cost-cutting strategies for the Park and 
Recreation Agency /, 82-14038 

A cost-effective approach to cervical 
cancer detection /, 82-13865 

Cost-effectiveness methodology for aircrew 
training devices : model development and 
users handbook /, 82-298 

The Cost effectiveness of airborne laser hy- 
drography /, 82-4643 

Cost effectiveness of influenza vaccination., 
82-12040 

Cost effectiveness of research and develop- 
ment related to railroad electrification in 
the United States /, 82-6351 

Cost evaluation for four federal motor vehi- 
cle standards task VII cost review of pe- 
destrian safety modifications : modifica- 
tion 4/, 82-3994 

Cost evaluation for three federal motor ve- 
hicle standards, FMVSS 203, 204, and 
212 /, 82-6522 

A cost index format for BATEA achieve- 
ment by the iron and steel industry /, 
82-13549 


agency 
providers /, 82-6285, 


Cost methodology evaluation panel, sum- 


mary statement of work., 82-6611 

The Cost of living allowance for federal 
employees., 82-773 

Cost-savings legislation : hearing before the 
Committee on Veterans’ Affairs, United 
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States Senate, Ninety-seventh Congress, 
first session, on S. 636 (Sec. 2 only), S. 
916, S. 918, S. 919, S. 920, S. 1058, S. 
1059, S. 1060, S. 1061, S. 1062, S. 1063, 
S. 1064, S. 1065, S. 1066, and related 
bills, May 6, 1981., 82-12287 

Cost savings potential of modifications to 
the standard light rail vehicle specifica- 
tion /, 82-14518 

Cost/schedule control systems criteria joint 
implementation guide., 82-3301 

Costs and benefits of database management 
: Federal experience /, 82-4610 

Costs and benefits of electronic fetal moni- 
toring : a review of the literature /, 82- 
13866 

The costs ard benefits of participations in 
the Treasury’s direct deposit program /, 
82-6238 

The Costs and effectiveness of neonatal in- 
tensive care /, 82-12034 

Costs for alternative grain residue collec- 
tion systems /, 82-9967 

Costs of capital and rates of return for in- 
dustrial firms and class A & B electric 
utility firms /, 82-13458 

Costs of construction time extension in nu- 
clear power plants /, 82-5215 

Costs of producing selected crops in the 
United States, 82-15014 

Costs of producing selected crops in the 
United States ... and projections for ... /, 
82-15014 

Cotton in Syria., 82-12613 

The Council on Environmental Quality, a 
tool in shaping national policy : report /, 
82-10343 

Counter-intelligence (CI)/human 
gence (HUMINT) /, 82-4956 

Counterinsurgency operations., 82-9897 

Countervailing strategy demands revision of 
strategic force acquisitions plans : report 
to the Congress/, 82-13741 

Country reports on human rights practices : 
report submitted to the Committee on 
Foreign Relations, U.S. Senate and Com- 
mittee on Foreign Affairs, U.S. House of 
Representatives by the Department of 
State in accordance with sections 116(d) 
and 502B(b) of the Foreign Assistance 
Act of 1961, as amended., 82-15114, 
82-15121 

Country reports on human rights practices 
(Washington, D.C. : 1979), 82-15114 

County business patterns, Arizona., 
4592 

County business, patterns, Colorado., 
9273 

County business patterns, Connecticut., 
82-9274 

County business patterns, Idaho., 82-4593 

County business patterns, Maine., 82-9275 

County business patterns, Massachusetts., 
82-12704 

County business patterns, Missouri., 
12705, 82-12706 


intelli- 


82- 


82- 


82- 
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County business patterns, Montana., 
4594 

County business patterns, Nebraska. 82- 
12707 

County business patterns, 
4595 

County business patterns, New Hampshire., 
82-9276 

County business patterns, New Mexico., 
82-9277 

County business patterns, North Dakota., 
82-12708 

County business patterns. Pt. 2, New Eng- 
land states, Connecticut, Maine, Massa- 
chusetts, New Hampshire, Rhode Island, 
Vermont, 82-9274, 82-9275, 82-9276, 
82-9278, 82-12704, 82-12709 

County business patterns. Pt. 5A, West 
North Central states, Iowa, Minnesota, 
Missouri, 82-12705, 82-12706 

County business patterns. Pt. 5B, West 
North Central states. Kansas, Nebraska, 
North Dakota, South Dakota, 82-12707, 
82-12708 

County business patterns. Pt. 9, Mountain 
states, Arizona, Colorado, Idaho, Mon- 
tana, Nevada, New Mexico, Utah, Wyo- 
ming, 82-4592, 82-4593, 82-4594, 82- 
4595, 82-4596, 82-4597, 82-9273, 82- 
9277 

County business patterns, Rhode Island., 
82-12709 

County business patterns, Utah., 82-4596 

County business patterns, Vermont., 82- 
9278 

County business patterns, Wyoming., 
4597 

County government employment, 82-9270 

County government employment in..., 82- 
9270 

County government finances, 82-110 

County government finances in ..., 82-110 

Coupling, 82-5174, 82-5175 

Coupling system design optimization : a 
survey and assessment of automatic cou- 
pling concepts for rail freight cars /, 82- 
14386 

Course catalog, 82-146 

Court decisions /, 82-3501, 82-13699 

Court decisions - Federal Trade Commis- 
sion, 82-3501, 82-13699 

Court decisions relating to the National 
Labor Relations Act., 82-14157, 82- 
14158 

Court intervention : pre-sentence investiga- 
tion techniques for drinking/driving of- 
fenses /, 82-2324 

Court-martial reports : holdings and deci- 
sions of the Courts of Military Review 
and United States Court of Military Ap- 
peals., 82-148 

Court-martial reports : holdings and deci- 
sions of the Judge Advocate General, 
Boards of Review, and United States 
Court of Military Appeals, 82-148 


82- 


Nevada., 82- 


82- 





January — June 1982 Cultural relations, library and museum : agreement between the U.S. of America and 


Court of Claims reports, 82-14074, 82- 
14075 

Court of Customs and Patent Appeals, 82- 
14077 

Court proceedings and actions of vital in- 
terest to the Congress, 82-6854, 82- 
15151 

Courts and correctional institutions., 
10408 

Courts of Appeals for the Federal Circuit 
Act of 1981 : report together with dis- 
senting views (to accompany H.R. 4482)., 
82-4078 

Coyote and the man who sits on top /, 82- 
13526 

Coyote and the mean mountain sheep /, 
82-13532 

Crabtree Creek, Wake County, North Caro- 
lina, interceptor sewer /, 82-5269 

Cracking and relocation of UO.fuel during 
initial nuclear operation /, 82-4151 

Crashworthiness design parameter sensitiv- 
ity analysis /, 82-5075 

Creating opportunity, 82-147 

Credit Deregulation and Availability Act of 
1981 : hearings before the Subcommittee 
on Financial Institutions of the Commit- 
tee on Banking, Housing, and Urban Af- 
fairs, United States Senate, Ninety-sev- 
enth Congress, first session, on S. 963 ... 
and S. 1406 ... July 9, 15, and 21, 1981., 
82-6771 

Credit needs and economic condition of ag- 
riculture in the Northeast : hearings 
before the Subcommittee on Conserva- 
tion, Credit, and Rural Development and 
the Subcommittee on Livestock, Dairy, 
and Poultry of the Committee on Agri- 
culture, House of Representatives, 
Ninety-seventh Congress, first session, 
August 31 and September 1, 1981, Bur- 
lington, Vt., 82-6749 

Credit unions serving Army personnel., 
82-9711 

Creepdown of zircaloy fuel cladding-initial 
tests /, 82-14772 

Creosote accumulation as a function of 
moisture content, wood species, and fire 
intensity in an airtight stove, and chim- 
ney fire experiments /, 82-13338 

Crime against the elderly in 26 cities /, 
82-14072 

Crime and criminal justice., 82-3535 

Crime and punishment in the Army /, 82- 
4949 

Crime and the elderly—what you can do : 
an information paper /, 82-1004 

Crime in the United States, 82-1998 

Crime in U.S., 82-1998 

Crime prevention through environmental 
design : an operational handbook /, 82- 
5956 

Criminal Code Reform Act of 1981 : report 
of the Committee on the Judiciary, 
United States Senate, to accompany S. 
1630., 82-14618 


82- 





Criminal justice analysis course /, 
14059 

Criminal justice evaluation course /, 
14061 

Criminal justice information policy : priva- 
cy and the private employer /, 82-11004 

Criminal justice planning and management 
series : glossary., 82-14057 

Criminal justice planning and management 
series : overview /, 82-10982 

Criminal justice planning course /, 82- 
14058 

Criminal justice program development 
course: /, 82-14060 

Criminal Justice research solicitation : clas- 
sification, prediction, methodology devel- 
opment /, 82-10983 

Criminal justice research solicitation : crime 
control theory : research on effects of 
criminal sanctions /, 82-10985 

Criminal justice research solicitation : em- 
pirical issues in performance measure- 
ment /, 82-10984 

Criminal victimization in the United States 
/, 82-5961, 82-5962 

Criminal victimization of California _resi- 
dents., 82-2003 

Criminial justice planning and management 
series : evaluation guide., 82-14056 

Criteria and test methods for certifying air- 
purifying respirators against radioiodine : 
October 1, 1976-September 30, 1978 /, 
82-961 

Criteria for assessment of environmental 
pollutants from coal cleaning processes /, 
82-13610 

Criteria for implementation of optimum in- 
tegration algorithm into the WRECKER 
program /, 82-14539 

Criteria for preparation and evaluation of 
radiological emergency response plans 
and preparedness in support of nuclear 
power plants /, 82-949 

Criteria for removing traffic signals, techni- 
cal report /, 82-6320 

Criteria for the installation of energy con- 
servation measures /, 82-9481 

Criterion development for job performance 
evaluation : proceedings from sympo- 
sium, 23 and 24 June 1977 /, 82-5154 

Criterion-referenced testing : a critical anal- 
ysis of selected models /, 82-9758 

The critical error of World War II /, 82- 
3157 


82- 


82- 


Critical excitation method for calculating 
earthquake effects on nuclear plant struc- 
tures : an assessment study /, 82-14943 


Critical experiments, measurements, and 
analyses to establish a crack-arrest meth- 
odology for nuclear-pressure-vessel steels 
/, 82-11966, 82-14963 

Critical experiments, measurements, and 
analyses to establish a crack-arrest meth- 
odology for nuclear-pressure-vessel steels 
: progress report January-March 1980 /, 
82-11971 
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Critical experiments, measurements and 
analyses to establish a crack arrest meth- 
odology for nuclear pressure vessel steels 
: quarterly report, April - June 1978 /, 
82-6634 

Critical heat flux tests of a simulated power 
burst facility rod bundle /, 82-6626 

Critical heat flux under transit conditions : 
a literature survey /, 82-14732 

Critical pathways of radionuclides to man 
from agro-ecosystems : annual progress 
report, October-September 1979 /, 82- 
965 

A critical survey on the application of plas- 
tic fracture mechanics to nuclear pressure 
vessels and piping /, 82-4177 

Criticality experiments with subcritical clus- 
ters of 2.35 wt% and 4.31 wt% 235U 
enriched UO2 rods in water at a water- 
to-fuel volume ratio of 1.6 /, 82-2531, 
82-11990 ‘ 

Cross-entropy minimization given fully-de- 
composable subset and aggregate con- 
straints /, 82-3293 

Cross-section, velocity, and bedload data at 
two erosion sites on the Tanana River 
near Fairbanks, Alaska, 1979 /, 82-3683 

Crow/Shell coal lease, Crow Indian Reser- 
vation, Montana : draft environmental 
impact statement /, 82-1893 

Crown width and foliage weight of north- 
ern Rocky Mountain conifers /, 82-2777 

CRS publications available to the public : 
for sale by the Superintendent of Docu- 
ments., 82-14151 

CRS studies in the public domain., 
82-2053 

Cryogenic wind tunnels : a selected, anno- 
tated bibliography /, 82-3775 

CSU-FDA Collaborative Radiological 
Health Laboratory annual report, 82- 
13843 

CSU-PHS~ Collaborative Radiological 
Health Laboratory annual report, 82- 
13843 

CTD/O.measurements during the Equatori- 
al Pacific Ocean Climate Study (EPOCS) 
in 1979 /, 82-12836 

Cuban chronology /, 82-11199, 82-11200 

Cultivation of macroscopic marine algae 
and fresh water aquatic weeds /, 82- 
13362 

Cultural assimilator for training army per- 
sonnel in racial understanding /, 82- 
1445 

Cultural relations, exchanges for 1981-1982 
: agreement between the United States of 
America and the People’s Republic of 
Bulgaria, signed at Washington Novem- 
ber 21, 1980 with final protocol., 82- 
11332 

Cultural relations, library and museum : 
agreement between the United States of 
America and Panama, effected by ex- 
change of notes signed at Panama Sep- 
tember 24, 1979., 82-11326 


82-707, 
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A cultural resource mgt plan for the Fossil Falls/Little Lake locality / 


A cultural resource management plan for 
the Fossil Falls/Little Lake locality /, 
82-656 

Cultural resources inventory of the central 
Mojave and Colorado Desert regions, 
California /, 82-5943 

Cultural resources of the California desert, 
1776-1880 : historic trails and wagon 
roads /, 82-5941 

A cultural resources overview of the 
Carson and Humboldt Sinks, Nevada /, 
82-5940 

A cultural resources reconnaissance for the 
Wicomico River (East) Federal Mainte- 
nance Dredging Project /, 82-4975 

CUMLIQ : evaluation of liquefaction po- 
tential : computer analysis of structures to 
resist earthquake effects., 82-5085 

Cumulated abridged index medicus, 82- 
13827 

Cumulated index medicus, 82-13828 

Cumulative annoyance due to multiple air- 
craft flyovers with differing peak noise 
levels /, 82-6121 

Cumulative bulletin, 82-3842 

Cumulative index of congressional commit- 
tee hearings (not confidential in charac- 
ter). Supplement., 82-6604 

Cumulative index of congressional commit- 
tee hearings not confidential in character. 
Quadrennial supplement, 82-6604 

Cumulative list of organizations described 
in section 170 (c) of the Internal Revenue 
Code of 1954., 82-14303 

Cumulative report on rescissions and defer- 
rals, 82-935, 82-11789, 82-11792, 82- 
11795, 82-11799, 82-11801, 82-11805, 
82-11806 

Cumulative report on rescissions and defer- 
rals : communication from the Director, 
Office of Management and Budget, Ex- 
ecutive Office of the President, transmit- 
ting a cumulative report on rescissions 
and deferrals of budget authority as of ..., 
pursuant to section 1014(e) of Public Law 
93-344., 82-935, 82-11789, 82-11792, 
82-11795, 82-11799, 82-11801, 82- 
11805, 82-11806 

The Curation and management of archeo- 
logical collections : a pilot study., 82- 
5951 

Curbside pickup and delivery operations 
and arterial traffic impacts /, 82-6311 

Curecanti National Recreation Area : gen- 
er] management plan /, 82-1970 

Curios and relics list, 82-3847 

Curios and relics list and operations by fed- 
erally licensed firearms collectors, 82- 
3847 

Current and tentative seismic design provi- 
sions for buildings : preliminary compari- 
sons /, 82-1484 

Current business reports. Series BR, Retail 
trade, annual sales, year-end inventories, 
and accounts receivable by kind of retail 
store., 82-4584 
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Current business reports. Retail trade, 
annual sales and purchases, year-end in- 
ventories, and accounts receivable by 
kind of retail store, 82-4584 

Current cancer research on animal, tissue, 
chemical and viral supply sources for 
cancer research. 82-5696, 82-10529, 
82-10575 

Current cancer research on anticancer 
drugs : preclinical pharmocology and ef- 
fectiveness., 82-10563 

Current cancer research on antiviral agents 
and procedures., 82-10546 

Current Cancer research on avian tumor 
viruses., 82-5705, 82-5723 

Current cancer research on azo dyes, aryl 
amines, aliphatics, and various other or- 
ganic and inorganic chemicals., 82- 
13794 

Current cancer research on biochemical, 
immunological, and cytological methods 
for diagnosis of cancer., 82-5697 

Current cancer research on biochemical, 
immunological, and cytological studies 
for diagnosis of cancer., 82-10530 

Current cancer research on bone and carti- 
lage tumors and soft-tissue sarcomas., 
82-10519 

Current cancer research on bone, cartilage, 
and soft tissue tumors., 82-10564 

Current cancer research on breast cancer : 
diagnosis, prognosis, and treatment., 82- 
5708 

Current cancer research on breast cancer : 
immunology and other biology, and 
breast cancer models., 82-10534 

Current cancer research on breast cancer, 
biology and related studies of endocrinol- 
ogy and immunology., 82-10551 

Current cancer research on breast cancer, 
etiology, epidemiology, and high risk fac- 
tors., 82-10538 

Current cancer research on cancer diagno- 
sis : biochemical, immunological and cy- 
tological studies., 82-10576 

Current cancer research on cancer patient 
supportive care : blood component ther- 
apy, immunological reconstitution, nutri- 
tion, and management of pain., 82-10536 

Current cancer research on cancer patient 
supportive care and pain management., 
82-10579 

Current cancer research on cancer patient 
supportive care, blood component ther- 
apy, immunological reconstitution, nutri- 
tion, and management of pain., 82-10553 

Current cancer research on carcinogenic 
substances in food and drugs, and related 
epidemiology., 82-5709 

Current cancer research on cell differenti- 
ation, tumor growth, invasion, and metas- 
tasis., 82-10573 

Current cancer research on chemical car- 
cinogenesis : azo dyes, arly amines, and 
other organic and inorganic chemicals., 
82-10577 
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Current cancer research on clinical and ex- 
perimental cancer immunotherapy., 82- 
10547, 82-10562 

Current cancer research on clinical aspects 
of leukemias, lymphomas, and lympho- 
proliferative disorders., 82-10543 

Current cancer research on clinical aspects 
of leukemias, lymphomas and other lym- 
phoproliferative disorders., 82-5691 

Current cancer research on clinical diagno- 
sis and treatment of leukemias and lym- 
phomas., 82-10557 

Current cancer research on clinical diagnos- 
tic radiology and radiation therapy., 82- 
10567 

Current cancer research on clinical, preclin- 
ical and basic studies of nervous system 
and related tumors., 82-5693, 82-10548 

Current cancer research on clinical radiolo- 
gic diagnosis and radiotherapy of cancer., 
82-10522 

Current cancer research on development 
and application of in vitro techniques., 
82-10572 

Current cancer research on diagnosis and 
treatment of cancer of the lower respira- 
tory tract., 82-5714 

Current cancer research on diagnosis and 
treatment of lung cancer., 82-5686 

Current cancer research on diagnosis, prog- 
nosis, pathology, and therapy of endo- 
crine neoplasms (excluding gonads)., 82- 
10535, 82-10552 

Current cancer research on differentiation 
and maturation of normal and neoplastic 
hematopoietic cells., 82-5706, 82-5724 

Current cancer research on effects of 
chemical carcinogens on nucleic acids, 
proteins, and chromosomes., 82-5701, 
82-5718 

Current cancer research on endocrine neo- 
plasms : diagnosis, treatment, and patho- 
physiology., 82-10578 

Current cancer research on endocrine neo- 
plasms : epidemiology, etiology and relat- 
ed biology., 82-10555 

Current cancer research on etiology, epide- 
miology, and biology of melanomas and 
other skin cancers /, 82-5702, 82-5719 

Current cancer research on etiology, epide- 
miology, and related biology of cancer of 
the lower respiratory tract., 82-5712, 
82-10540 

Current cancer research on gynecologic 
cancer : etiology, epidemiology, diagno- 
sis, and therapy., 82-10556 

Current cancer research on gynecologic 
cancer, etiology, epidemiology, clinical 
aspects and related studies., 82-5690 

Current cancer research on hepatic neo- 
plasms., 82-5711, 82-10539 

Current cancer research on humoral and 
cellular immunity to tumors : human and 
experimental cancers., 82-10537 

Current cancer research on humoral and 
cellular immunity to tumors : immune 
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cells, antibodies, and other serum factors., 
82-10520, 82-10549 

Current cancer research on interferon and 
other anticancer and antiviral agents., 
82-10561 

Current cancer research on isolation, syn- 
thesis, and screening of anticancer 
agents., 82-5721 

Current cancer research on male reproduc- 
tive system neoplasms., 82-13795 

Current cancer research on modification of 
chemical carcinogenesis in model sys- 
tems., 82-10525, 82-10550, 82-10570 

Current cancer research on molecular biol- 
ogy of DNA tumor viruses., 82-5688 

Current cancer research on molecular biol- 
ogy of DNA tumor viruses : replication 
and genetics., 82-10541 

Current cancer research on murine tumor 
viruses., 82-5707, 82-5725 

Current cancer research on myeloma pro- 
teins, other paraproteins, myelomas, and 
other monoclonal gammopathies., 82- 
5704, 82-5722 

Current cancer research on neoplasms of 
the pediatric age group., 82-10526 

Current cancer research on neoplasms of 
the urinary tract., 82-5726 

Current cancer research on nitroso com- 
pounds., 82-5710 

Current cancer research on occupational 
and environmental carcinogenesis., 82- 
10524, 82-10569 

Current cancer research on oral and head 
and neck cancer., 82-5695 

Current cancer research on oral and head 
and neck cancers., 82-10523, 82-10568 

Current cancer research on patient rehabili- 
tation and psychosocial factors of cancer 
treatment, including training programs., 
82-10558 

Current cancer research on pediatric neo- 
plasms., 82-10571 

Current cancer research on polycyclic aro- 
matic hydrocarbons., 82-5713 

Current cancer research on preclinical and 
clinical studies on diagnosis, prognosis, 
therapy, and immunology of melanomas 
and other skin cancers., 82-5727, 82- 
10533 

Current cancer research on preclinical diag- 
nostic radiology and radiation thearpy., 
82-10580 

Current cancer research on preclinical ra- 
diologic diagnosis and radiotherapy of 
cancer., 82-5716 

Current cancer research on preclinical stud- 
ies of pharmacokinetics, effectiveness and 
mechanisms of action of anticancer 
drugs., 82-5692, 82-5715 

Current cancer research on radiation car- 
cinogenesis and related radiobiology., 
82-5687, 82-10554 

Current cancer research on radiotherapy, 
nuclear medicine, radiologic diagnosis 
and related techniques., 82-5694 





Current cancer research on role of hor- 
mones in carcinogenesis and related stud- 
ies of hormone receptors., 82-5700 

Current cancer research on selected aspects 
of cancer-related nucleic acid biochemis- 
try., 82-10528, 82-10574 

Current cancer research on selected aspects 
of cancer-related protein, carbohydrate, 
lipid, and other biochemistry., 82-5717, 
82-10581 

Current cancer research on selected aspects 
of enzymes in cancer., 82-5698, 82- 
10531 

Current cancer research on statistics, epide- 
miology, and demography of human 
cancer., 82-5699, 82-10532 

Current cancer research on the epidemio- 
logy, etiology, and related biology of en- 
docrine neoplasms (excluding gonads)., 
82-10542 

Current cancer research on the relationship 
of viruses to human cancer., 82-5703, 
82-5720 

Current cancer research on tumor growth : 
kinetics, differentiation/proliferation, in- 
vasion/metastasis, non-immune _host- 
tumor interactions., 82-10527 

Current cancer research on tumor immuno- 
genetics and cancer-related transplanta- 
tion biology., 82-10521 

Current cancer research on tumor immuno- 
genetics and related transplantation biol- 
ogy., 82-10566 

Current cancer research on tumor immunol- 
ogy : function and characterization of 
immune cells and antibodies., 82-10565 

Current cancer research on tumor-related 
antigens., 82-10559 

Current cancer research on tumor-related 
antigens : their identification, isolation, 
and characterization., 82-10545 

Current cancer research on urinary tract 
cancers., 82-10560 

Current cancer research patient care, reha- 
bilitation, and psychosocial aspects of 
cancer treatment (including clinical 
cancer training programs), 82-10544 

Current condition of American federalism : 
hearings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-seventh 
Congress, first session, April 7, 8, 9, 29, 
30, May 13, 14, June 17, 18, and October 
6, 1981., 82-15129 

Current developments in the farm real 
estate market, 82-12639 

Current employment statistics state operat- 
ing manual., 82-14096 

Current estimates from the health interview 
survey, United States, 1979 : estimates of 
incidence of acute conditions, number of 
persons reporting limitation of activity, 
number of persons injured, hospital epi- 
sodes, disability days and frequency of 
dental and physician visits : based on data 
collected in the health interview survey 
during 1979., 82-10630 
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Current industrial reports. Series MA-23F, Women’s and childrens’ outerwear. 


Current estimates from the health interview 
survey, United States, 1980 /, 82-10632 

Current federal aid research. Fish. 82- 
1980 

Current federal aid research. Fish, 82- 
1981, 82-5926, 82-5927 

Current federal aid research report. Fish., 
82-1981, 82-5926, 82-5927 

Current federal aid research report. Wild- 
life., 82-1982 

Current housing reports. H-170, Annual 
housing survey, Madison, Wis., standard 
metropolitan statistical area. Housing 
characteristics for selected metropolitan 
areas., 82-12720 

Current housing reports. H-170, Annual 
housing survey, Orlando, Fla., standard 
metropolitan statistical area. Housing 
characteristics for selected metropolitan 
areas., 82-12715 

Current housing reports. H-170, Annual 
housing survey, Saginaw, Mich., standard 
metropolitan statistical area. Housing 
characteristics for selected metropolitan 
areas., 82-12716 

Current housing reports. H-170, Annual 
housing survey, Salt Lake City, Utah, 
standard metropolitan statistical area. 
Housing characteristics for selected met- 
ropolitan areas., 82-12717 

Current housing reports. H-170, Annual 
housing survey, Tacoma, Wash., standard 
metropolitan statistical area. Housing 
characteristics for selected metropolitan 
areas., 82-12718 

Current housing reports. H-170, Annual 
housing survey, Wichita, Kans., standard 
metropolitan statistical area. Housing 
characteristics for selected metropolitan 
areas., 82-12719 

Current housing reports. Series H-150, 
Annual housing survey, United States 
and regions. Part A, General housing 
characteristics, 82-12710, 82-12711, 
82-12712, 82-12713, 82-12714 

Current housing reports. Series H-150, 
Annual housing survey, United States 
and regions. Part B, Indicators of housing 
and neighborhood quality, 82-12711 

Current industrial reports. MA-22G, 
Narrow fabrics., 82-12699 

Current industrial reports. MA-30B, Rubber 
and plastics hose and belting., 82-12700 

Current industrial reports. M20C, Confec- 
tionery, including chocolate products /, 
82-3070 

Current industrial reports. M33-2, Alumi- 
num ingot and mill products /, 82-3071 

Current industrial reports. Series MA-23 A, 
Apparel., 82-1341 

Current industrial reports. Series MA-23E, 
Men’s and boys’ outerwear., 82-4586 

Current industrial reports. Series MA-23F, 
Women’s and childrens’ outerwear., 82- 
9271 
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Current industrial reports. Series MA-23G, Underwear and nightwear. 


Current industrial reports. Series MA-23G, 
Underwear and nightwear., 82-4587 

Current industrial reports. Series MA-24 F, 
Hardwood plywood., 82-1342 

Current industrial reports. Series MA-24 H, 
Softwood plywood., 82-1343 

Current industrial reports. Series MA-25 H, 
Office furniture., 82-1344 

Current industrial reports. Series MA-32 J, 
Fibrous glass., 82-1345 

Current industrial reports. Series MA-33 G, 
Magnesium mill products., 82-1346 

Current industrial reports. Series MA-34 G, 
Steel power boilers., 82-1347 

Current industrial reports. Series MA-34 P, 
Aluminum foil converted., 82-1348 

Current industrial reports. Series MA-35 M, 
Air-conditioning and refrigeration equip- 
ment, including warm air furnaces., 82- 
1349 

Current industrial reports. Series MA-35 U, 
Vending machines, coin operated., 82- 
1350 

Current industrial reports. Series MA-36 K, 
Wiring devices and supplies., 82-1351 

Current industrial reports. Series MA-36 L, 
Electric lighting fixtures., 82-1352 

Current industrial reports. Series MA-38Q, 
Selected atomic energy products., 82- 
4588 

Current industrial reports. Series MA-23A, 
Apparel, 82-4586, 82-4587, 82-9271 

Current industrial reports. Series MA-25 H, 
Manufacturers’ shipments of office furni- 
ture, 82-1344 

Current industrial reports. Series MA-35 M, 
Air-conditioning and refrigeration equip- 
ment, 82-1349 

Current international developments : Febru- 
ary 2, 1982 /, 82-11270 

Current listing and topical index to the 
Vital and health statistics series, 82- 
13861 

Current livestock industry problems : hear- 
ing before the Subcommittee on Live- 
stock, Dairy, and Poultry of the Commit- 
tee on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, June 19, 1981, Sioux City, Iowa., 
82-6750 

Current problems in stellar pulsation insta- 
bilities /, 82-6088 

Current problems of the U.S. automobile 
industry and policies to address them., 
82-4286 

Current REA electric bulletins, specifica- 
tions, and contracts., 82-12615 

Current REA telephone bulletins, manuals, 
specifications, and contracts., 82-12630 

Current research on aviation weather : bib- 
liography /, 82-6108 

Current submarine carbon monoxide and es- 
timated carboxyhemoglobin levels and in- 
terpretation of their possible effects on 
mental performance and health risk /, 
82-5111 
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Currents on generalized Yagi structures /, 
82-3229 

Customs court reports, 82-14078 

Cutter plan : FY 1981-1990 /, 82-3947 

Cyclic strength of undisturbed sands from 
Niigata, Japan /, 82-5008 

Cyclic tests of P-bulb end-seal designs for a 
shuttle-type wing-elevon cove membrane 
seal /, 82-718 

Czechoslovakian Claims Settlement Act : 
report (to accompany S. 754)., 82-4033 

Czechoslovakian Claims Settlement Act : 
report (to accompany S. 754, as amend- 
ed)., 82-2364 


D 


Daily digest, 82-11686 

Dallas-Forth Worth, Texas, metropolitan 
area, 82-11032 

Damage and repair of advanced composites 
: (a bibliography with abstracts and per- 
sonal and corporate indexes) /, 82-12912 

Dance company grants /, 82-11171 

Dance touring program /, 82-11169, 82- 
11170, 82-11171 

Dance touring program. Guidelines for 
dance companies, 82-11169, 82-11170 

Dance touring program. Guidelines for 
sponsors, 82-11169, 82-11170 

Dance touring program. Guidelines for 
state arts agencies, 82-11169, 82-11170 

Dangerous illusions and the real choices on 
AWACS : October 5, 1981 /, 82-11257 

Data and materials for the Finance Com- 
mittee report under the Congressional 
Budget Act, 82-15100 

Data and materials for the fiscal year ... : 
Finance Committee report -under the 
Congressional Budget Act /, 82-15100 

Data base descriptors for electro-optical 
sensor simulation /, 82-287 

Data base services and federal technology 
in machine-readable formats., 82-3093 

Data bases and data base systems, related to 
NASA's Aerospace Program : a bibliog- 
raphy with indexes., 82-722 

Data collection forms directory, 82-13426 

Data collection methods for sand inven- 
tory-type surveys /, 82-13143 

The data from aeromechanics test and ana- 
lytics-management and analysis package 
(DATAMAP) /, 82-13189 

Data from the client oriented data acquisi- 
tion process, 82-10671, 82-10673, 82- 
10674 

Data from the national drug and alcoholism 
treatment utiliation survey (NDATUS), 
82-10676 

Data from the national drug and alcoholism 
treatment utilization survey (NDATUS), 
82-10675 

Data Management Branch /, 82-5678 

Data on ground-water resources of the 
Spring Mountains area, Toiyabe National 
Forest, Nevada /, 82-10827 
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Data processing service manual /, 82- 
14571 

Data processing technician 3 & 2 /, 
9862 

A Data reduction system for cascade i 
pactors /, 82-10136 

Data systems of the National Center 
Health Statistics., 82-10629 

DAWN annual report /, 82-10975 

Day care., 82-1778 

A Day in boot camp, 82-13198 

Daylight savings time : hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-seventh Congress, first session, on 
S. 49 and S. 115 ... S. 879 ... June 23, 
1981., 82-2605 

Dayton, Ohio, metropolitan area, 82-11028 

DCP-FRA contract no. DOT-FR-76048 : 
architect/engineer & project management 
service for the Northeast corridor im- 
provement project., 82-11467 

DCPA national directory of fallout shelter 
analysts and their associated architectural 
and engineering firm., 82-9654 

DCRT annual report FY ..., 82-10504 

De-entrainment phenomena on_ vertical 
tubes in droplet cross flow /, 82-2513 

Debris hazards at civil airports., 82-6425 

Debt collection : hearing before the Com- 
mittee on Ways and Means, House of 
Representatives, Ninety-seventh Con- 
gress, first session on H.R. 4613 ... Octo- 
ber 15, 1981., 82-6918 

Debt Collection Act of 1981 : hearing 
before the Subcommittee on Oversight of 
the Internal Revenue Service of the 
Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 1249, July 20, 1981., 82- 
2632 

Debt Collection Act of 1981 : hearings 
before the Committee on Governmental 
Affairs, United States Senate, Ninety-sev- 
enth Congress, first session, on S. 1249 ... 
April 23 and June 17, 1981., 82-2664 

Decade of discovery : advances in cancer 
research 1971-1981 /, 82-13793 

Decay in wood bridges : inspection and 
preventive & remedial maintenance /, 
82-4319 

December 11, 1980 investigation report of 
the accident at the Princeton Plasma 
Physics Laboratory Tokamak Fusion 
Test Reactor Motor Generator Building., 
82-5199 

Decision-makers’ guide in water supply 
management : final report /, 82-10084 

Decision techniques for evaluating fire 
plans using FOCUS simulation /, 82- 
12492 

Decisions and orders of the National Labor 
Relations Board., 82-713, 82-714, 82- 
6073 
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Decisions and reports on rulings of the As- 
sistant Secretary of Labor for Labor- 
Management Relations, 82-2431 

Decisions of the Department of the Interi- 
or, 82-568, 82-10703 

Decisions of the Federal Labor Relations 
Authority., 82-2431 

Decisions of the Federal Maritime Board, 
and Maritime Administration, Depart- 
ment of Commerce, 82-13696 

Decisions of the Federal Maritime Commis- 
sion., 82-13696 

Decisions of the National Labor Relations 
Board, 82-713, 82-714, 82-6073 

Decisions of the United States Department 
of the Interior., 82-568, 82-10703 

Decisions of the United States Merit Sys- 
tems Protection Board., 82-2056, 82- 
6074, 82-11074 

Decisions to be made in charting future of 
DOD’s assault breaker : report to the 
Congress /, 82-5502, 82-5503 

Declaring that the United States holds in 
trust for the Pascua Yaqui tribe of Arizo- 
na certain land in Pima County, Arizona : 
report (to accompany H.R. 4364) includ- 
ing the cost estimate of the Congressional 
Budget Office., 82-11814 

Decomissioning of the Shippingport 
Atomic Power Station., 82-9953 

Decontamination considerations for archi- 
tects and engineers., 82-10266 

Decontamination processes for restorative 
operations and as a precursor to decom- 
missioning : a literature review /, 82-993 

Decor guide for enlisted personnel dining 
facilities /, 82-9829 

Decriminalization : administrative adjudica- 
tion /, 82-6514 

Deep seabed mining : final programmatic 
environmental impact statement /, 82- 
123 

Defense acquisition radar mechanic., 
13091, 82-13092, 82-13093 

Defense cooperation with Turkey /, 82- 
3829 


82- 


Defense Department’s failure to properly 


manage conventional ammunition : hear- 
ing before a subcommittee of the Com- 
mittee on Government Operations, House 
of Representatives, Ninety-seventh Con- 
gress, first session, November 18, 1981., 
82-15127 

Defense, EURO-NATO joint jet pilot train- 
ing : memorandum of understanding be- 
tween the United States of America and 
other governments : signed at Brussels 
December 9, 1980., 82-801 

Defense inactive item program., 82-9629 

Defense integrated data system : DIDS pro- 
cedures manual. Volume 10. Multiple ap- 
plication _references/instructions/tables 
and grids., 82-1426, 82-12923, 82- 
12924, 82-12925, 82-12926, 82-12927, 
82-12928, 82-12929, 82-12930, 82- 
12931, 82-12932 





Defense manpower policies and problems 
among member countries of NATO : 
presentation by members of the Subcom- 
mittee on Manpower and Personnel of 
the North Atlantic Assembly to the Mili- 
tary Personnel and Compensation Sub- 
committee of the Committee on Armed 
Services, House of Representatives, 
Ninety-seventh Congress, first session, 
May 5, 1981., 82-12092 

Defense needs better system for assuring 
adequate security at reasonable cost on 
U.S. bases : report to the Congress /, 
82-5514 

Defense needs better system for assuring 
adequate security at reasonable cost on 
U.S. Bases : report to the Congress : sum- 
mary /, 82-5515 

Defense of the United States /, 82-13222 

Defense Officer Personnel Management Act 
Technical Corrections Act, 82-1808 

Defense Officer Personnel Management Act 
Technical Corrections Act : [An Act to 
Make Technical Corrections in the De- 
fense Officer Personnel Management 
Act]., 82-1808 

Defense procurement policy and manage- 
ment : hearing before the Committee on 
Armed Services, United States Senate, 
Ninety-seventh Congress, first session, 
July 28, 1981., 82-12097 

Defense Production Act and the domestic 
production of cobalt : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-seventh Congress, first session, to 
consider some to the issues involved in 
the use of the Defense Production Act 
and its specific authorities to stimulate 
domestic production of cobalt, October 
26, 1981., 82-15047 

Defense resource management 
guide., 82-12917 

Defense sealift capability : hearings before 
the Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-seventh Congress, first session, on 
the capability of our merchant marine to 
supply our military and naval forces in 
the event of hostilities overseas, and to 
carry imported strategic materials to keep 
American industry going, June 3, July 9, 
1981., 82-4261 

Defense standarization and specificiation 
program policies, procedures and instruc- 
tions., 82-4784 

Defense, storage of materials : agreement 
between the United States of America 
and the Netherlands, effected by ex- 
change of notes signed at The Hague 
January 15, 1981., 82-11340 

Defense supply and logistics., 82-5623 

Defense waste processing facility Savannah 
River plant, Aiken, S.C., 82-13292 

Deficiencies in the St. Louis defense tele- 
phone service should be avoided in future 
consolidations : report to the Director of 
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Demonstration of EIC’s copper sulfate process for removal of hydrogen sulfide and 


the Office of Management and Budget 
and the Secretary of Defense /, 82-3518 

Defining death : a report on the medical, 
legal and ethical issues in the determina- 
tion of death /, 82-2121 

Definition, description, and interfaces of the 
FAA’s development programs : manage- 
ment supplement : system interface/evo- 
lution open items., 82-3904 

Definition of requirements for a perform- 
ance measurement system for C-5 aircrew 
members /, 82-5146 

Definitive designs for Marine Corps facili- 
ties., 82-9874 

Definitive SOx control process evaluations : 
limestone, double-alkali, and citrate FGD 
processes /, 82-10149 

Definitive SOx control process evaluations : 
limestone, lime, and magnesia FGD proc- 
esses /, 82-3381 

Deformation characteristics of Zircaloy 
cladding in vacuum and steam under 
transient-heating conditions : summary 
report /, 82-11901 

Deformation microstructure developed 
during fatigue crack propagation in Type 
316 stainless steel at 593C /, 82-9893 

Deinstitutionalization a cross-problem 
analysis /, 82-1878 

Delayed beta- and gamma-ray production 
due to thermal-neutron fission of 239Pu : 
tabular and graphical spectral distribu- 
tions for times after fission between 2 and 
14000 sec /, 82-14897 

Delays in disposing of former communica- 
tion sites in Alaska : millions in property 
lost, public safety jeopardized : report to 
the Secretary of the Air Force /, 82- 
10396 

Delineation conference 
mary /, 82-2241 

Delineation of ground-water contributing 
areas of streams of southwest Suffolk 
County, New York /, 82-10839 

Delinquency prevention, theories and strat- 
egies /, 82-14048 

Democracy and security in the Caribbean 
Basin : February 1982., 82-11269 

The democratic revolution and its future : 
September 13, 1981 /, 82-11252 

Demographic trends and drug abuse, 1980- 
1995 /, 82-559 

Demonstrated reserve base of coal in the 
United States, 82-13425 

Demonstrated reserve base of coal in the 
United States on January 1, ..., 82-13425 

Demonstration of a closed loop reuse 
system in a fiberglas textile plant /, 82- 
13558 

Demonstration of EIC’s copper sulfate 
process for removal of hydrogen sulfide 
and other trace contaminants from geo- 
thermal steam at turbine inlet tempera- 
tures and pressures /, 82-5204 


: executive sum- 
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A demonstration of PROMIS : the 


A demonstration of PROMIS : the Prob- 
lem-Oriented Medical Information 
System at the Medical Center Hospital of 
Vermont / William C. Stratmann., 82- 
13874 

Demonstration project 42 : highway quality 
assurance : process control and accept- 
ance plans., 82-11458 

“Demonstration training project — minor- 
ity highway business managers” /, 82- 
2230 

Densified biomass as an alternative Army 
heating and power plant fuel /, 82-1480 

Density sensitive lines from selected mem- 
bers of the sodium-like isoelectronic se- 
quence /, 82-3272 

Dental caries at the United States Naval 
Academy (1971 survey). 1. Prevalence, 
incidence and comparative analyses /, 
82-9857 

Dental specialist., 82-1437 

Dentistry., 82-3530 

Denver-Boulder, Colorado, 
area, 82-11030 

The Department of Agriculture can mini- 
mize the risk of potential crop failures : 
report to the Congress /, 82-13703 

Department of Agriculture yearbooks., 
3533 

Department of Defense appropriation bill, 
1982 : report of the Committee on Ap- 
propriations together with additional 
views (to accompany H.R. 4949)., 82- 
4083 

Department of Defense appropriation bill, 
1982 : report (to accompany S. 1857)., 
82-4062 

Department of Defense Authorization Act 
of 1982 : hearing before a Subcommittee 
of the Committee on Government Oper- 
ations, House of Representatives, Ninety- 
seventh Congress, first session on H.R. 
3519 ... June 3, 1981., 82-2660 

Department of Defense Authorization Act, 
1982 : conference report (to accompany 
S. 815)., 82-4077 

Department of Defense dependents’ schools 
: joint hearings before the Subcommittee 
on Investigations of the Committee on 
Post Office and Civil Service, and the 
Subcommittee on Elementary, Second- 
ary, and Vocational Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety-seventh 
Congress, first session, October 29, 1981., 
82-15181 

Department of Defense Supplemental Au- 
thorization Act, 1981, 82-5662 

Department of Energy authorization for 
fiscal years 1982, 1983, and 1984 : report 
/, 82-2702 

Department of Energy can improve man- 
agement of the acquisition of major proj- 
ects: report /, 82-13740 

The Department of Energy needs better 
procedures for selecting a contractor to 
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82- 


Problem-Oriented Medical Information System at the 


operate Argonne National Laboratory : 
report to the Congress /, 82-465 

Department of Energy procurement and fi- 
nancial assistance career guide., 82-9979 

Department of Energy responses to panel 
recommendations from the Open Work- 
shop on Solar Technologies, October 23- 
23, 1979, Washington, D.C. /, 82-3351 

The Department of Energy should provide 
leadership to assure near-term gasoline 
conservation opportunities are realized : 
report /, 82-1732 

Department of Justice authorization for 
fiscal year 1982 : hearing before the 
Committee on the Judiciary, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on Department of Jus- 
tice authorization for fiscal year 1982, 
March 11, 1981., 82-12213 

Department of Justice authorization request 
for fiscal year 1982 : hearing before the 
Committee on the Judiciary, United 
States Senate, Ninety-seventh Congress, 
first session, on the authorization request 
of the U.S. Department of Justice for 
fiscal year 1982, March 26, 1981., 82- 
1080 

Department of Labor, Health and Human 
Services, and Education, and related 
agencies appropriation bill, 1982 : report 
(to accompany H.R. 4560)., 82-2394 

Department of State completes 200 years., 
82-11201 

The Department of State today., 82-11202 

The Department of the Army manual., 82- 
9664 

Department of the Interior and related 
agencies appropriations for fiscal year 
1982 : hearings before a subcommittee of 
the Committee on Appropriations, United 
States Senate, Ninety-seventh Congress, 
first session, on H.R. 4035 ...., 82-12088 

Department of the Interior and related 
agencies appropriations for 1983 : hear- 
ings before a subcommittee of the Com- 
mittee on Appropriations, House of Rep- 
resentatives, Ninety-seventh Congress, 
second session., 82-15020 

Department of Transportation and related 
agencies appropriation bill, 1982 : report 
(to accompany H.R. 4209)., 82-2374 

Department of Transportation and related 
agencies appropriations for fiscal year 
1982 : hearings before a subcommittee of 
the Committee on Appropriations, United 
States Senate, Ninety-seventh Congress, 
first session., 82-15030 

Department of Transportation and related 
agencies appropriations for 1983 : hear- 
ings before a subcommittee of the Com- 
mittee on Appropriations, House of Rep- 
resentatives, Ninety-seventh Congress, 
second session, Subcommittee on the De- 
partment of Transportation and Related 
Agencies Appropriations ...., 82-15021 

Department of Transportation, Federal 





Aviation Administration engineering re- 
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quirement : discrete address beacon sys- 
tems (DABS) sensor., 82-3908 

The Department of Transportation long- 
range forecast model : final report /, 82- 
2211 

Department of Transportation physical se- 
curity manual., 82-6267 

Departments’ and agencies’ continued fail- 
ure to follow up and resolve audit find- 
ings : hearings before a subcommittee of 
the Committee on Government Oper- 
ations, House of Representatives, Ninety- 
seventh Congress, first session, February 
25, June 16, and July 23, 1981., 82-2658 

Departments of Commerce, Justice, and 
State, the Judiciary, and related agencies 
appropriation bill, 1982 : report (to ac- 
company H.R. 4169)., 82-2375, 82-6566 

Departments of Labor, Health and Human 
Services, Education, and related agencies 
appropriations bill, 1982 : report together 
with additional views (to accompany 
H.R. 4560)., 82-4057 

Departments of State, Justice, and Com- 
merce, the Judiciary, and related agencies 
appropriations for fiscal year 1982 : hear- 
ings before a subcommittee of the Com- 
mittee on Appropriations, United States 
Senate, Ninety-seventh Congress, first 
session, on H.R. 4169 ...., 82-6758 

Dependent youth activity centers., 
13126 

Dependents’ education : educational schol- 
arships, loans, and financial aids., 82- 
13105 

Depleted uranium dioxide powder flow 
through very small openings /, 82-11936 

Deplodia blight of pines /, 82-2776 

The Deposit Insurance Flexibility Act : 
hearings before the Subcommittee on Fi- 
nancial Institutions Supervision, Regula- 
tion, and Insurance of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-seventh 
Congress, first session, on H.R. 4603 ... 
September 30, October 1, 1981., 82-6770 

Deposit Insurance Flexibility Act : report 
together with supplemental and dissent- 
ing views (to accompany H.R. 4603) (in- 
cluding cost estimate of the Congression- 
al Budget Office)., 82-2405 

Depreciation rates for telephone borrow- 
ers., 82-12628 

Depressurization and two-phase flow of 
water containing high levels of dissolved 
nitrogen gas., 82-6170 

DES Task Force summary report, Septem- 
ber 21, 1978 /, 82-546 

Desalting handbook for planners /, 82- 
13940 

Describing and analyzing case processing 
time in criminal cases : suggestions for 
administrators /, 82-10991 

Description and characterization of evalua- 
tion models in FRAPCON-1, 82-2548 


82- 





January — June 1982 


Description of proposals to stimulate com- 
petition in the financing and delivery of 
health care /, 82-12298 

Description of S. 732 and present law relat- 
ing to disclosure of tax returns and return 
information for purposes of nontax crimi- 
nal law enforcement : listed for a hearing 
before the Subcommittee on Oversight of 
the Internal Revenue Service of the 
Committee on Finance on November 9, 
1981 /, 82-6906 

Description of S. 983 and S. 1688 relating 
to state taxation of interstate business and 
foreign source corporate income : sched- 
uled for a hearing before the Subcommit- 
tee on Taxation and Debt Management 
Generally of the Committee on Finance 
on June 24, 1980 /, 82-4280 

Description of tax and tariff proposals for 
domestic oil refining scheduled for a 
hearing before the Subcommittee on 
Energy and Agricultural Taxation of the 
Committee on Finance on March 27, 
1981 /, 82-1114, 82-2726 

Description of tax bills relating to certain 
business expenses of state legislators 
(H.R. 365, H.R. 858, H.R. 2067, and H.R. 
2605) : scheduled for a hearing by the 
Subcommittee on Select Revenue Meas- 
ures of the Committee on Ways and 
Means, House of Representatives, on 
June 23, 1981 /, 82-2727 

Description of tax bills (S. 12, S. 24, and S. 
243) relating to incentives to save for re- 
tirement, education, or housing : sched- 
uled for a hearing before the Subcommit- 
tee on Savings, Pensions, and Investment 
Policy of the Committee on Finance on 
February 24, 1981 /, 82-4281 

Description of tax bills (S. 31, S. 239 and S. 
452) : scheduled for a hearing before the 
Subcommittee on Taxation and Debt 
Management of the Committee on Fi- 
nance on February 23, 1981 /, 82-2720 

Description of tax bills (S. 169, S. 532, S. 
791, S. 721, S. 979, and S. 1382) : sched- 
uled for a hearing before the Subcommit- 
tee on Taxation and Debt Management of 
the Committee on Finance on June 26, 
1981 /, 82-2725 

Description of tax bills (S. 230, S. 450, S. 
644, S. 978, and S. 1039) : scheduled for a 
hearing before the Subcommittee on Tax- 
ation and Debt Management of the Com- 
mittee on Finance on May 22, 1981 /, 
82-2724 

Description of tax bills (S. 352, S. 483, S. 
502, and S. 565) : scheduled for a hearing 
before the Subcommittee on Taxation and 
Debt Management of the Committee on 
Finance on March 16, 1981 /, 82-2721 

Description of tax bills (S. 388, S. 446, S. 
464, S. 476, S. 499, S. 500, and S. 501) : 
scheduled for a hearing before the Sub- 
committee on Taxation and Debt Man- 
agement of the Committee on Finance on 
March 30, 1981 /, 82-2722 





Description of tax bills (S. 639, S. 702, and 
S. 738) : scheduled for a hearing before 
the Subcommittee on Taxation and Debt 
Management of the Committee on Fi- 
nance on May 8, 1981 /, 82-2723 

Description of the Air Force maintenance 
training device acquisition and utilization 
processes /, 82-1571 

A Description of the health financing 
model : a tool for cost estimation /, 82- 
3605 

A description of the index of active Florida 
water data collection stations and a user’s 
guide for station or site information re- 
trieval computer program FINDEX 
H578 /, 82-10749 

Description of the multiple airport demand 
allocation model /, 82-11526 

Description of the VTOL approach and 
landing technology (VALT) Ch-47 re- 
search system /, 82-14228 

Description of wells at Beale Air Force 
Base and vicinity, California /, 82-10754 

Descriptive epizootiology of an aphid my- 
cosis., 82-12346 

Design and analysis of a track compliance 
measurement system /, 82-6360 

The design and construction of a D20-mo- 
derated 252 Cf course for calibrating neu- 
tron personnel dosimeters used at nuclear 
power reactors /, 82-14902 

The design and costing of 911 systems : a 
technical manual /, 82-14070 

Design and experimental results for a Natu- 
ral-Laminar-Flow airfoil for general avi- 
ation application /, 82-6173 

Design arts /, 82-11172 

Design assessment of advanced technology 
lightweight, low-cost mission-configured 
gondola modules /, 82-1510 

Design basis neutronics calculations for 
NRU-LOCA experiments /, 82-2486 

Design criteria for dry lubricated flight 
control bearings /, 82-3204 

Design criteria for the nuclear data link 
communication subsystem /, 82-14952 

Design criteria for vault automation in spe- 
cial nuclear material storage /, 82-2462 

Design, development, and flight demonstra- 
tion of the loads and stability characteris- 
tics of a bearingless main rotor /, 82- 
1492 

The design, fabrication, and test of an elec- 
trofluidic servovalve /, 82-196 

Design, fabrication, and testing of a brass- 
board model ATCRBS based surface tri- 
lateration data acquisition subsystem /, 
82-11539 

Design for harbor entrance improvements, 
Wells Harbor, Maine : hydraulic model 
investigation /, 82-4995 

Design for the evaluation of FMVSS 208 
using police bi-level accident investiga- 
tion /, 82-11623 

Design guide for music and drama centers., 
82-13125 
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Determination of mooring load and transmitted wave height for a floating tire 


Design guide for oil spill prevention and 
control at substations., 82-12617 

Design guidelines for an optimum scrubber 
system /, 82-13578 

Design manual for a constant beamwidth 
transducer /, 82-1536 

Design methodolgy for the physical protec- 
tion upgrade rule requirements for fixed 
sites /, 82-14715 

Design of a national skills market model for 
Air Force enlisted personnel /, 82-296 

Design of passive restraint evaluation /, 
82-3996 

Design of urban streets : a training course / 
, 82-6291 

Design of VHF and UHF communications 
air/ground antennas : final report /, 82- 
14474 

Design of VHF and UHF communications 
air/ground antennas : interim report /, 
82-14471 

Design, operation, and feasibility of a small 
on-the-farm egg grading and packing 
plant., 82-1142 

Design optimization and field verification of 
an integrated residential furnace : phase 1 
/, 82-13583 

A Design procedure for minimizing propel- 
ler-induced vibration in hull structural 
elements., 82-14995 

Design, test, and acceptance criteria for he- 
licopter transparent enclosures /, 82- 
1503 

The design, testing, and analysis of a com- 
prehensive test pattern for measuring 
CMOS/SOS process performance and 
control /, 82-1363 

Designated engineering 
82-6427, 82-6428 

Designation of the General Crook Trail in 
Arizona and New Mexico for study : 
report (to accompany S. 794)., 82-2372 

Designing a health/legal system : a manual 
/, 82-11657 

Detailed design and fabrication of a Heli- 
copter Ground Mobility System (HGMS) 
/, 82-3207 

Detailed listing of real property owned by 
the United States and used by civil agen- 
cies throughout the world as of ..., 82- 
515 

Detection of holidays on coated metal sur- 
faces., 82-13202 

Deterioriation of the U.S. defense industrial 
base : hearing before the Committee on 
Small Business, United States Senate, 
Ninety-seventh Congress, first session, on 
deterioriation of the U.S. defense industri- 
al base, July 14, 1981., 82-2716 

Determinants of a strategy for international 
participation in an SPS program /, 82- 
13289 

Determination of mooring load and trans- 
mitted wave height for a floating tire 
breakwater /, 82-13139 


representatives., 
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Determination of North American datum 1983 coordinates of map corners (second 


Determination of North American datum 
1983 coordinates of map corners (second 
prediction) /, 82-1387 

Determination of percentages of vehicles 
operating in the cold start mode /, 82- 
10075 

Determination of pollutant emissions char- 
acteristics of general electric CF6-6 and 
CF6-50 model engines /, 82-1152] 

Determination of the effect of current and 
travel speed of gas metal-arc welding on 
the mechanical properties of A36, A516, 
and A514 steels /, 82-1486 

Determination of tornado wind speeds from 
tornadic sounds : final report March 1978 
- March 1979 /, 82-11994 

The determination of vehicular cold and 
hot operating fractions for estimating 
highway emissions /, 82-6299 

Determining cost-effective insulation levels 
for masonry and wood-frame walls in 
new single-family housing /, 82-12804 

Detroit water pollution control system : 
segmented facilities plan proposed by De- 
troit Water and Sewerage Department /, 
82-10167, 82-10191 

Developers & builders : soil surveys can 
help you., 82-4293 

Developing facility information for combat 
equipment group—Europe (CEGE) sites 
/, 82-1482 

Developing habitability information for the 
design of office environments /, 82-5053 

Development and application of a task tax- 
onomy for tactical flying /, 82-291 

Development and design of three monitor- 
ing instruments for spacecraft charging /, 
82-14234 

Development and testing of a model for fire 
potential in nuclear power plants /, 82- 
4164 

Development and testing of INTRAS, a mi- 
croscopic freeway simulation model /, 
82-2239 

Development and testing of techniques for 
increasing the conspicuity of motorcycles 
and motorcycle drivers /, 82-11633 

Development and validation of the Air 
Force technical training student survey /, 
82-13224 

Development cooperation programs /, 
11021 

Development document for effluent limita- 
tions guidelines, new source performance 
standards and pretreatment standards for 
the timber products processing point 
source category., 82-10091 

Development of a checklist for evaluating 
maintenance, test, and calibration proce- 
dures used in nuclear power plants /, 
82-14922 

Development of a “good” physical protec- 
tion plan— capability 73.45 (b) /, 82- 
2507 

Development of a HVDC prototype break- 
er: final report /, 82-5196 
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Development of a job-related physical per- 
formance examination for firefighters : a 
summary report /, 82-10305 

Development of a low cost anti-lock brake 
system for small motorcycles /, 82-6520 

Development of a low-cost field fix for the 
RU-21H aircraft antenna /, 82-191 

Development of a low-cost, stand-alone mi- 
croterminal for support of testing and in- 
struction /, 82-279 

Development of a mechanistic model for 
ECC penetration in a PWR downcomer : 
topical report / prepared by A. Segev, 
R.P. Collier ; prepared for Division of 
Reactor Safety Research, Office of Nu- 
clear Regulatory Research, U.S. Nuclear 
Regulatory Commission., 82-2515 

Development of a new wringer for the 
zero-relative-velocity belt skimmer /, 
82-6469 

Development of a NiCad battery interface 
unit /, 82-5079 

Development of a real-time rocketsonde 
and a real-time radiosonde computer pro- 
gram /, 82-9842 

Development of a structural design proce- 
dure for rigid airport pavements /, 82- 
14456 

Development of a system to display and 
record slack action in freight trains /, 
82-2250 

Development of a three-dimensional super- 
sonic inlet flow analysis /, 82-14186 

Development of an eddy current non con- 
tact displacement gage for monitoring 
anthropomorphic dummy chest deflec- 
tions /, 82-11604 

Development of an insolation handbook 
and instrumentation package : task IV : 
IEA program to develop and test solar 
heating and cooling systems : final annual 
progress report, January 1980 /, 82-9958 

Development of computerized emission 
projection and allocation system : phase 2 
comparison of existing systems /, 82- 
10057 

The development of convective instability, 
wind shear, and vertical motion in rela- 
tion to convective activity and synoptic 
systems in AVE IV /, 82-14213 

Development of criteria to designate routes 
for transporting hazardous materials /, 
82-6321 

Development of droplet sizing for the eval- 
uation of scrubbing systems /, 82-13611 

Development of electrophysiological indi- 
cies of neurological toxicity for organo- 
phosphate pesticides and depressant drugs 
/, 82-2279 

Development of experimental concepts for 
investigating the strength behavior of 
fine-grained cohesive soil in the spacelab/ 
space shuttle zero-G environment /, 82- 
6118 

Development of factorially based ASVAB 
high school composites /, 82-9765 
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Development of hot isostatically pressed 
Rene 95 turbine parts /, 82-214 

Development of imploding liner systems for 
the NRL LINUS program / P.J. Turchi 
.- [et al.]., 82-9882 

Development of integrated programs for 
aerospace-vehicle design (IPAD), prod- 
uct manufacture interactions with the 
design process /, 82-6104 

Development of light-attenuating devices 
(LADS) to simulate night visibility 
during daylight /, 82-9774 

Development of measurement techniques 
for fugitive emissions from process and 
effluent streams /, 82-13606 

Development of new selection tests for air 
traffic controllers /, 82-3912 

Development of performance indicators for 
the selection and promotion of corps 
managerial talent /, 82-13168 

Development of polyimide materials for use 
in solar energy systems : semi-annual 
technical progress report, August 1, 1978 
to January 31, 1979 /, 82-13312 

The development of potential thin standards 
for calibration of x-ray fluorescence spec- 
trometry /, 82-13656 

Development of recommendations to im- 
prove controls operability /, 82-6512 

Development of Sirococcus shoot blight 
following thinning in western hemlock 
regeneration /, 82-12490 

Development of specifications for passive 
belt systems /, 82-14550 

Development of the Armed Services Voca- 
tional Aptitude Battery (ASVAB) forms 
2and3/, 82-9754 

Development of the capacitor discharge va- 
porization technique to produce aerosols 
formed under conditions postulated for 
hypothetical core disruptive accidents /, 
82-4098 

Development of the LOFT prototype drag 
screen : air-water testing /, 82-2450 

Development of tunable high pressure CO2 
laser for lidar measurements of pollutants 
and wind velocities - October 1977 
through January 1979 /, 82-733, 82- 
11103 

Development of vehicle rollover maneuver 
/, 82-11644 

Development of WEB pipeline in South 
Dakota : hearing before the Subcommit- 
tee on Conservation, Credit, and Rural 
Development of the Committee on Agri- 
culture, House of Representatives, 
Ninety-seventh Congress, first session, on 
H.R. 4347, September 9, 1981., 82-6752 

Development of wind shear models and de- 
termination of wind shear hazards : all- 
weather landing systems, engineering 
services support project, task 2 /, 82- 


Developmental Disabilities Assistance and 
Bill of Rights Act, 1981 : hearing before 
the Subcommittee on the Handicapped of 





January — June 1982 Disappearance of the S.S. Poet : hearings before the Committee on Merchant Marine 


the Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on exami- 
nation of the implementation of the De- 
velopmental Disabilities Bill of Rights 
Act., 82-6866 

Developments in aging : a report of the 
Special Committee on Aging, United 
States Senate., 82-14614, 82-14621 

Devils Elbow quadrangle, Missouri, 7.5 
minute series (topographic), SE/4 
Waynesville 15’ quadrangle /, 82-10871 

Devils Lake Sioux Tribe land transactions : 
hearing before the Select Committee on 
Indian Affairs, United States Senate, 
Ninety-seventh Congress, first session, on 
S. 503 ... September 22, 1981, Washing- 
ton, D.C., 82-12205 

Devolatilization kinetics and elemental re- 
lease in the pyrolysis of pulverized coal / 
, 82-10157 

DI—a builder of a few good men, 
13221 

Diabetes and your eyes /, 82-13789 

Diablo Canyon Nuclear Power Station Unit 
1 auxilary feedwater system reliability 
study evaluation /, 82-2554 

Dictionary of American naval fighting ships 
/, 82-13207 

Diesel organic rankine cycle compound 
engine (bottoming cycle) program : pro- 
gram plan /, 82-13300 

Differential omega in the Alaska/Yukon 
region : an analytic assessment /, 82- 
11552 

Differential validity of the army aptitude 
areas for predicting army job training 
performance of blacks and whites /, 82- 
1443 

Diffusion and exhalation of radon from ura- 
nium tailings /, 82-4134 

Diffusion and phase change characterization 
by mass Spectrometry /, 82-14168 

Diffusion near buildings as determined from 
atmospheric tracer experiments /, 82- 
14925 

Digest of ambient particulate analysis and 
assessment methods /, 82-5309 

Digest of education statistics, 82-13511 

Digest of educational statistics, 82-13511 

Digest of U.S. practice in international law 
and digest of international law., 82- 
10416 

Digest of United States practice in interna- 
tional law., 82-6223 

Digest of water resources polices and au- 
thorities., 82-9819 

Digital avionics information system (DAIS) 
/, 82-13228 

Digital avionics information system (DAIS) 
: life cycle cost impact modeling system 
(LCCIM)— a managerial overview /, 
82-1596 

Digital avionics information system (DAIS) 
: life cycle cost impact modeling system, 
reliability, maintainability, and cost model 


82- 





(RMCM), description : 
82-1597 

Digital Avionics Information System 
(DAIS) : reliability and maintainability 
model users guide /, 82-3310 

Digital computer simulation model of the 
Englishtown aquifer in the northern 
Coastal Plain of New Jersey /, 82-10728 

Digital load and voltage control algorithms 
for Yellowtail powerplant /, 82-5852 

Digital model of the Bayou Bartholomew 
alluvial aquifier-stream system, Arkansas 
/, 82-10797 

Diked disposal area Monroe Harbor at Ster- 
ling State Park, Monroe County, Michi- 
gan : letter report and draft environmen- 
tal impact statement /, 82-5063 

Dimensional stabilization of wood in use /, 
82-2796 

Dingell-Johnson—Pittman-Robertson Acts : 
hearings before the Subcommittee on 
Fisheries and Wildlife Conservation and 
the Environment of the Committee on 
Merchant Marine and Fisheries, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on Dingell-Johnson 
Act amendments—H.R. 2250, July 8, 
1981 : Pittman-Robertson Act amend- 
ments—H.R. 3429, July 30, 1981., 82- 
15177 

Direct intregration of transient rotor dy- 
namics /, 82-3799 

Direct support and general support level : 
5-ton, 6X6, M39 series trucks (multifuel)., 
82-9673 

Directories and lists of persons and organi- 
zations., 82-5562 

Directory /, 82-13837 

Directory : Chattahoochee-Oconee Nation- 
al Forests recreation areas : Georgia., 
82-2760 

Directory. Federally funded community 
mental health centers, 82-10662 

Directory, fertilizer research in the U.S. /, 
82-12044 

Directory, Forest Service, 82-12424 

Directory, health suystems agencies, state 
health planning and development agen- 
cies, statewide health coordinating coun- 
cils, 82-13850 

Directory, health systems agencies, state 
health planning and development agen- 
cies, statewide health coordinating coun- 
cils, 82-13850 

Directory (National Clearinghouse for 
Poison Control Centers (U.S.)), 82- 
13837 

Directory of— personnel responsible for ra- 
diological health programs., 82-13844 

Directory of agricultural research collec- 
tions in the United States., 82-9083 

Directory of blood service establishments /, 
82-3613 

A Directory of computer software applica- 
tions. Administration & management., 
82-119 


users guide /, 


Do not order from index; see indicated entry 





A Directory of computer software applica- 
tions. Civil & structural engineering., 
82-120 

Directory of contractors supported by Di- 
vision of Nuclear Physics., 82-13287 


Directory of cooperating agencies /, 82- 
12657 

Directory of criminal justice information 
sources /, 82-11003 

Directory of education associations., 82- 
342 


Directory of energy data collection forms., 
82-13427 

Directory of Engineering and Manufactur- 
ing District offices., 82-6381 

Directory of federal regional structure, 
82-539 

Directory of federally funded community 
mental health centers, 82-10662 

Directory of grants, awards, and loans, 
82-13877 

A Directory of information resources in the 
United States : geosciences and oceanog- 
raphy /, 82-14146 

Directory of medical facilities. All regions., 
82-13917, 82-13918 

Directory of nonprofit immigration counsel- 
ing agencies /, 82-663 

Directory of on-going research in smoking 
and health, 82-5676 

Directory of poison control centers, 
13837 

Directory of public housing agencies /, 
82-10693, 82-13928 

Directory of research, development and 
demonstration projects (Washington 
(D.C.)), 82-11589 

Directory of research programs /, 82-4363 

Directory of Soviet officials : national orga- 
nizations : a reference aid., 82-11198 

Directory of STD* clinics : *sexually trans- 
mitted disease., 82-1868 

Directory, on-going research in smoking 
and health /, 82-5676 

Disability compensation and DIC program : 
hearing before the subcommittee on 
Compensation, Pension, and Insurance of 
the Committee on Veterans’ Affairs, 
House of Representatives, Ninety-seventh 
Congress, first session, October 27, 1981., 
82-6911 

Disabled American Veterans ... national 
convention : communication from the 
National Adjutant, Disabled American 
Veterans transmitting the report of the 
proceedings of the organizations’s ... na- 
tional convention, including a report of 
receipts and expenditures as of ..., pursu- 
ant to Title 44, United States Code, sec- 
tion 1332, and section 3 of Public Law 
88-504., 82-2339, 82-11796 

Disappearance of the S.S. Poet : hearings 
before the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-seventh Congress, first 


82- 
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Disappearance of the S.S. Poet : hearings before the Committee on Merchant Marine 


session, on the fate of the U.S.-flag 
freighter, the S.S. “Poet,” which disap- 
peared with all hands aboard, April 9, 
June 24, 1981., 82-2684 

Disapproval of certain coastal zone man- 
agement consistency regulations : report 
together with additional and dissenting 
views (to accompany H. Con. Res. 166)., 
82-2402 

Disarmament and arms control., 82-5572 

Disassembly phase energetics : an examina- 
tion of the impact of SIMMER models 
and assumptions /, 82-6644 

Disaster assistance : agreement between the 
United States of America and Mexico, 
signed at Mexico January 15, 1980., 82- 
11314 

Disaster planning guide for business and in- 
dustry., 82-10286 

Disaster planning guidelines for fire chiefs / 

82-10278 

Disaster preparedness : publications, films, 
and other audio-visual materials from the 
National Weather Service., 82-3113 

Disaster preparedness and civil defense., 
82-5617 

Disbursal of Lac Courte Oreilles Band trust 
funds : hearing before the Select Commit- 
tee on Indian Affairs, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 1890 ... December 9, 1981, 
Washington, D.C., 82-15144 

Discharge data at water-quality monitoring 
stations in Arkansas : 1979 water year /, 
82-591 

The Discrete address beacon system, air 
traffic control radar beacon system, 
ATCRBS IFF Mark XII system perform- 
ance prediction model /, 82-6463 

Discrete address beacon system (DABS) 
data link capacity utilization : interim 
report /, 82-14480 

Discriminant function job analysis in three 
army technical MOS /, 82-9783 

A discussion of critieria for evaluating ini- 
tial TMX experiments /, 82-9950 

Discussion series on PURPA related topics 
/, 82-10008 

Diseases in humans., 82-1764 

Dismantlement of the Community Services 
Administration : hearings before a sub- 
committee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, April 1, 2, and 28, 1981., 82-2659 

Disorientation training in FAA-certificated 
flight and ground schools : a survey /, 
82-2268 

Disparities still exist in who gets special 
education Committee on Education and 
Labor, House of Representatives : report 
to the Chairman, Subcommitteee on se- 
lected education /, 82-5496 

Dispersion of vapor from LNG spills : sim- 
ulation in a meteorological wind tunnel 
of spills at China Lake Naval Weapons 
Center, California /, 82-2292 
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Displaced employee program., 82-770 

Displacement report /, 82-13927 

Display and speech devices for simulator 
instructor/operator station applications /, 
82-261 

Disposal alternatives for contaminated 
dredged material as a management tool to 
minimize adverse environmental effects /, 
82-9796 

Disposal of by-products from nonregenera- 
ble flue gas desulfurization systems : final 
report /, 82-10141 

Disposition of Alaska north slope oil : a 
report /, 82-4253 

Disposition of federal records., 82-3581 

Disposition of public assistance cases in- 
volving questions of fraud., 82-10479 

Disproportionation reactions of small inor- 
ganic radicals in the context of intermedi- 
ate complex formation /, 82-6443 

Distortion of internal wave patterns by 
background shear : a case study /, 82- 
3255 

Distress buoy system analysis /, 82-6472 

Distribution and abundance of submerged 
aquatic vegetation in the lower Chesa- 
peake Bay, Virginia /, 82-3394 

Distribution of carbon monoxide and C,- 
C,hydrocarbons in the northeastern por- 
tion of the Bering Sea during the summer 
of 1977 /, 82-5129 

Distribution of the varieties and classes of 
wheat in the United States in ... /, 82- 
12339 

District heating and cooling hearing 
before the Subcommittee on Energy De- 
velopment and Applications of the Com- 
mittee on Science and Technology, U.S. 
House of Representatives, Ninety-seventh 
Congress, first session, July 23, 1981., 
82-6900 

District Heating/Cogeneration Symposium 
/, 82-5187 

District of Columbia appropriation bill, 
1982 : report (to accompany H.R. 4522)., 
82-2390, 82-11771 

District of Columbia appropriations for 
fiscal year 1982 : hearings before a sub- 
committee of the Committee on Appro- 
priations, United States Senate, Ninety- 
seventh Congress, first session., 82- 
15026 

District of Columbia Bond Authorization 
Act of 1981 : report together with sup- 
plemental and additional views (to ac- 
company H.R. 1807) (including cost esti- 
mate of the Congressional Budget 
Office)., 82-2386 

Diversity of information : hearings before 
the Subcommittee on Telecommunica- 
tions, Consumer Protection, and Finance 
of the Committee on Energy and Com- 
merce, House of Representatives, Ninety- 
seventh Congress, first session, September 
15, and 23, 1981., 82-12148 

A diverted plasma reversed field pinch /, 
82-3289 
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Dividends from wood research /, 82- 
12414, 82-12416 

Division/separate brigade adjutant general., 
82-9685 

Division transportation operations., 
9699 

Divisional normals and standard deviations 
of temperature (F) and precipitation 
(inches) 1931-80 (1931-60, 1941-70, 1951- 
80)., 82-3117 

Divorcement of motor fuel service stations : 
hearings before the Committee on the Ju- 
diciary, United States Senate, Ninety-sev- 
enth Congress, first session, on S. 326 ... 
July 30 and October 21, 1981., 82-15158 

Dixon quadrangle, Missouri, NE/4 Waynes- 
ville 15° quadrangle /, 82-10872 

DLA organization directory., 82-9632 

Do you speak “credit”? : when you sign a 
loan contract you may be agreeing to 
some strange things., 82-3500 

Doctor David Pass : report (to accompany 
H.R. 3171)., 82-14659 

Doctor Herman Sardjono and his wife, Er- 
landa Sardjono : report (to accompany S. 
340)., 82-4044 

Doctor Joselito Sison Almario, and his 
wife, Leticia Almario : report (to accom- 
pany S. 244)., 82-4043 

Documentary film classics, produced by the 
United States Government /, 82-13757 

Documentation and analysis of Rock Island 
underseepage data /, 82-4990 

Documentation of volume three of the 1978 
Energy Information Administration 
annual report to Congress /, 82-340 

Documents on disarmament., 82-9142 

DoD airlift system travel tips., 82-9904 

DOD-DOE Workshop on Joint Energy 
Activities, March 10-12, 1980, National 
Bureau of Standards, Gaithersburg, 
Maryland /, 82-3348 

DoD hazardous materials information 
system : hazardous item listing, 82-3158 

DOD’s industrial preparedness program 
needs national policy to effectively meet 
emergency needs : a report to the Con- 
gress of the United States /, 82-10394, 
82-10395 

DOD's productivity-enhancing incentive 
funds program /, 82-14252 

DOD’s use of remotely piloted vehicle 
technology offers opportunities for saving 
lives and dollars : report to the congress 
/, 82-13738 

DOD’s use of remotely piloted vehicle 
technology offers opportunities for saving 
lives and dollars : report to the Congress 
: summary /, 82-13739 

DOE enforcement rif's and budget reduc- 
tions : hearings before the Subcommittee 
on Oversight and Investigations of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-seventh 
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Congress, first session, March 12, April 2 

and 3, 1981., 82-12144 

The DOE program guide for universities 
and other research groups /, 82-13384 

DOE’s enforcement of alleged pricing vio- 
lations by the nation’s major oil compa- 
nies : hearing before a subcommittee of 
the Committee on Government Oper- 
ations, House of Representatives, Ninety- 
seventh Congress, first session, July 9, 
1981., 82-6841 

Doing research in federal communications 
law /, 82-709 

Doing your best on aptitude tests., 82- 
14085 


Doing your community education evalua- 
tion : a guide /, 82-13487 

Domestic and foreign coins manufactured 
by mints of the United States., 82-14310 

Domestic coin manufactured by mints of 
the United States since organization to 
include the year ..., 82-14310 

Domestic passenger automobile weight pro- 
jections : 1979-1986 GM, Ford, Chrysler, 
AMC /, 82-14551 

Domestic use of infant formula : hearing 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Energy and Commerce, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, June 17, 1981., 82-15087 

Domestic violence : hearing held in Phoe- 
nix, Arizona, February 12-13, 1980 : testi- 
mony and exhibits., 82-144 

Domestic wastewater treatment., 82-4879 

Dominican Republic, a country profile /, 
82-810 

Donovan and the CIA : a history of the 
establishment of the Central Intelligence 
Agency /, 82-2123 

Doppler acoustic vortex sensing system /, 
82-11533 

Dorsal mantle length-total weight relation- 
ships of squids Loligo pealei and Illex 
illecebrosus from the Atlantic coast of 
the United States /, 82-12819 

Douglas-fir tussock moth /, 82-1159 

The Douglas-fir tussock moth management 
system., 82-1138 

Down to the Monitor, 
12840 

Downcomer flow calculations 
1979 /, 82-14826 

Downtown people mover demonstration 
program : impact assessment plan : a 
guide to local evaluations /, 82-14509 

DPMAS utilization vehicle parameter iden- 
tification : technical report /, 82-4008 

Draft Alaska regional plan., 82-12554 

Draft Cache Creek-Bear Thrust environ- 
mental impact statement : proposed oil 
and gas drilling near Jackson, Teton 
County, Wyoming /, 82-3670 

Draft detailed project report on shore dam- 
ages at Grand Marais Harbor, Michigan., 
82-9789 


82-12839, 82- 
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Draft development concept plan : Fort Lar- 
amie National Historic Site, Wyoming /, 
82-14010 

Draft EIS/EIR Las _ Virgenes-Triunfo 
Malibu-Topanga Area Wide Facilities 
Plan /, 82-5280 

Draft environmental assessment for coal 
preference right leasing, New Mexico /, 
82-655 

Draft environmental assessment, Kelsey 
Creek proposed geothermal leasing /, 
82-654 

Draft environmental impact assessment on 
the draft 208 waste treatment manage- 
ment plan for the Androscoggin Valley 
Regional Planning Commission /, 82- 
10064 

Draft environmental impact assessment on 
the proposed 208 water quality manage- 
ment plan for the Southeastern Regional 
Planning and Economic Development 
District coastal drainage areas /, 82- 
13662, 82-13664 

Draft environmental impact statement 
Alaska regional plan., 82-12555 

Draft environmental impact statement 
Alpine Lakes Area management plan : 
Chelan, King, Kittitas, Snohomish Coun- 
ties, Washington., 82-2804 

Draft environmental impact statement 
Black Hills National Forest land and re- 
source management plan., 82-12542 

Draft environmental impact statement 
Federal Triangle master plan, Washing- 
ton, D.C. /, 82-516 

Draft environmental impact statement 
Moon Lake power plant project, units 1 
and 2/, 82-4457 

Draft environmental impact statement 
Mount St. Helens land management plan : 
Cowlitz, Lewis, and Skamania Counties, 
Washington., 82-12537 

Draft environmental impact statement : Ne- 
braska National Forest, land and resource 
management plan., 82-12545 

Draft environmental impact statement : pro- 
posed 1982 Outer Continental Shelf oil 
and gas lease sale, offshore the North At- 
lantic States : OCS sale no. 52 /, 82- 
10709 

Draft environmental impact statement : the 
northern region plan., 82-12538 

Draft environmental impact statement and 
proposed 208 water quality management 
plan for Cape Cod /, 82-13661 

Draft environmental impact statement and 
wilderness study report for wilderness 
designation of El Malpais, Cibola County 
[i.e. Valencia County], New Mexico /, 
82-1894 

Draft environmental impact statement (EIS) 
for proposed North Atlantic incineration 
site designation /, 82-5282 

Draft environmental impact statement for 
Fayette Power Project, Fayette County, 
Texas /, 82-10193 
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Draft environmental impact statement for 
Houma-Terrebonne regional sewerage 
facilities /, 82-10209 

Draft environmental impact statement for 
Lakeview, Arkansas wastewater treat- 
ment facilities /, 82-10197 

Draft environmental impact statement for 
proposed issuance of a new source na- 
tional pollutant discharge elimination 
system permit to Louisville Gas and 
Electric Company, Trimble County Gen- 
erating Station, Trimble County, Ken- 
tucky /, 82-10187 

Draft environmental impact statement for 
proposed sewerage facilities in the 
Marion County Lake Improvement Dis- 
trict, Marion County, Kansas /, 82- 
10199 

Draft environmental impact statement for 
San Antonio, Texas wastewater treatment 
system /, 82-10204 

Draft environmental impact statement for 
standards and guidelines : Pacific North- 
west regional plan : Oregon, Washington 
and portions of California and Idaho., 
82-4382 

Draft environmental impact statement for 
the proposed Lower Meramec River 
basin wastewater treatment facilities, St. 
Louis, Missouri /, 82-10200 

Draft environmental impact statement for 
the Vistron Petrochemical Complex, Cal- 
houn County, Texas /, 82-5287 

Draft environmental impact statement for 
wastewater treatment facilities, City of 
Olathe, Johnson County, Kansas /, 82- 
3390 

Draft environmental impact statement for 
Willow Bend chemical complex near 
Edgard, Louisiana /, 82-5288 

Draft environmental impact statement of 
the White River Dam project /, 82-1902 

Draft environmental impact statement on 
analysis of sludge disposal alternatives for 
South Paris, Maine /, 82-10165, 82- 
10207 

Draft environmental impact statement on 
the issuance of an NPDES new source 
permit for Kirby Forest Industries, Inc. 
pulp mill near Bon Wier, Texas /, 82- 
10188 

Draft environmental impact statement on 
the proposed areawide waste treatment 
management plan for the southern Maine 
planning area /, 82-10198 

Draft environmental impact statement on 
the proposed 208 water quality manage- 
ment plan for Martha’s Vineyard /, 82- 
5281 

Draft environmental impact statement, 
Racine Harbor, interim II : harbors be- 
tween Kenosha and Kewaunee, Wiscon- 
sin., 82-9835 

Draft-generic environmental impact state- 
ment on handling and storage of spent 
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light water power reactor fuel : executive 
summary and text., 82-2435 

Draft guideline document : control of TRS 
emissions from existing kraft pulp mills /, 
82-10096 

A draft regional plan for the Intermountain 
Region., 82-12434 

Draft regulatory analysis : energy efficiency 
standards for consumer products /, 82- 
1636 

Draft regulatory analysis : notice of pro- 
posed rulemaking for the allocation and 
pricing of gasohol /, 82-13461 

Draft regulatory analysis : notice of pro- 
posed rulemaking motor gasoline alloca- 
tion revisions /, 82-13463 

Draft regulatory analysis : technical support 
document for the proposed energy per- 
formance standards for new buildings., 
82-319 

Draft report of the Task Force on Cesarean 
Childbirth., 82-3618 

Draft Ute Mountain land exchange environ- 
mental assessment., 82-10960 

Drag devices for two-phase mass flow 
measurements /, 82-11959 

DRAIN - TABS : inelastic 3D structural 
response : computer analysis of structures 
to resist earthquake effects., 82-1526 

DRAIN - 2D : inelastic dynamic response : 
computer analysis of structure to resist 
earthquake effects., 82-5084 

Drainage and erosion control : subsurface 
drainage facilities for airfield pavements., 
82-4880 

Drainage and erosion-control structures for 
airfields and heliports., 82-4881 

Drainage areas of selected surface-water 
sites in Florida /, 82-5836, 82-13984 

Drainage areas of the Twelvepole Creek 
basin, West Virginia, Big Sandy River 
basin, West Virginia, Tug Fork basin, 
Virginia, Kentucky, West Virginia /, 
82-10801 

Drew quadrangle, Missouri-Laclede Co., 
7.5 minute series (topographic), SW/4 
Dryknob 15’ quadrangle /, 82-10873 

Drilling, construction, and testing of water- 
supply wells 21 and 22, White Sands Mis- 
sile Range, Dona Ana County, New 
Mexico /, 82-13966 

Drinking Water Disinfection ad hoc Advi- 
sory Committee., 82-3644 

DRIS catalog of support services., 
12921 

Driver licensing laws affecting handicapped 
drivers /, 82-6540 

Driver licensing laws rated /, 82-11655 

Driver performance and individual differ- 
ences in attention and information proc- 
essing /, 82-14542 

Driver visibility quality : an electro-optical 
meter for in-vehicle measurement of 
modulation transfer (MTF) /, 82-4013 

Driveshaft alignment indicator /, 82-216 

Drop-size estimates for a loss-of-coolant-ac- 
cident /, 82-2535 


82- 


Page I-554 





Drought in California : water-resources 
data for 1977 /, 82-10773 

Drug abuse and the American adolescent /, 
82-5769 

Drug abuse and trafficking in the state of 
Hawaii and the trust territory of Guam : 
a report of the Select Committee on Nar- 
cotics Abuse and Control, Ninety-fifth 
Congress, second session., 82-2686 

Drug abuse in the armed forces of the 
United States : a report of the Select 
Committee on Narcotics Abuse and Con- 
trol, Ninety-fifth Congress, second ses- 
sion., 82-2687 

Drug abuse in the military—1981 : hearing 
before the Select Committee on Narcot- 
ics Abuse and Control, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, September 17, 1981., 82-12235 

Drug allergy /, 82-10601 

Drug education., 82-3549 

Drug research methodology /, 82-14540 

Drugs and driving : a selected bibliography 
: supplement one /, 82-11619 

Drugs and driving : a selected bibliography 
: supplement three /, 82-11620 

Drugs and highway safety : 1980 /, 82- 
11612 

Dry fermentation of agricultural residues : 
annual subcontract report, 1 January 1980 
to December 1980 /, 82-13337 

Dry storage of spent nuclear fuel : a pre- 
liminary survey of existing technology 
and experience /, 82-4138 

Drydock extension : a 1980 underwater 
technology survey for extension of time 
between drydockings /, 82-11577 

Dryknob quadrangle, Missouri, 7.5 minute 
series (topographic), NW/4 Dryknob 15’ 
quadrangle /, 82-10874 

A dual doppler radar study of the urban 
boundary layer : a summary of METRO- 
MEX results /, 82-4630 

A dual Doppler variational objective analy- 
sis as applied to studies of convective 
storms /, 82-4635 

Dual-task interference as a function of cog- 
nitive processing load /, 82-5097 

Ductile fracture toughness of heavy section 
pressure vessel steel plate : a specimen- 
size study of ASTM A 533 steels /, 82- 
11926 

DUI client characteristics : an interim anal- 
ysis of the random assignment process /, 
82-11618 

Dulles control tower console design study / 
, 82-11540 

Duty modules : an approach to the identifi- 
cation and classification of personnel re- 
sources and requirements /, 82-9770 

Dwarf mistletoe-infected fir : growth after 
release /, 82-12463 

DYLOFLEX modifications 
STAB., 82-6101 

Dynamic analysis of piping using the struc- 
tural overlap method /, 82-12003 
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Dynamic behavior of a beam drag-force an- 
emometer /, 82-6161 

Dynamic centralized and decentralized con- 
trol systems /, 82-2217 

Dynamic, inelastic bucking analysis of 
Mark I torus support columns / prepared 
by Brian J. Benda ; prepared for Division 
of Operation Reactors, Office of Nuclear 
Reactor Regulation, U.S. Nuclear Regu- 
latory Commission., 82-2487 

A dynamic intragranular fission gas behav- 
ior model /, 82-2480 

A Dynamic model of the urban process., 
82-6280 

Dynamic response of a Mach 2.5 axisymme- 
tric inlet and turbojet engine with a 
poppet-valve-controled inlet-stability 
bypass system when subjected to internal 
and external airflow transients /, 82- 
2102 

Dynamic stability derivatives of space shut- 
tle orbiter from wind-tunnel and ap- 
proach and landing flight tests /, 82- 
11152 

The dynamics of unemployment /, 82- 
14087 


E 


Ear, nose and throat specialist : skill levels 
1, 2, 3, 4., 82-13042 

Early identification and classification of ju- 
venile delinquents : hearing before the 
Subcommittee on Juvenile Justice of the 
Committee on the Constitution [i.e. Judi- 
ciary], United States Senate, Ninety-sev- 
enth Congress, first session, on oversight 
hearing to fashion programs to remove 
the juvenile from a crime cycle, October 
22, 1981., 82-12222 

Early representation in public defender pro- 
grams /, 82-14067 

Early results of planting English oak in an 
Ozark clearcut /, 82-2781 

The early retirement myth : why men retire 
before age 62: areport /, 82-6744 

Early site reviews for nuclear power facili- 
ties : procedures and possible technical 
review options : draft., 82-2434 

Early sunset of the Civil Aeronautics Board 
: hearings before the Subcommittee on 
Aviation of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 1425 and S. 
1426 ... July 7, 8, and 9, 1981., 82-1035 

Earned degrees conferred., 82-10044 

Earnings and other characteristics of orga- 
nized workers /, 82-14089 

Earnings distributions in the United States., 
82-10470 

Earth sciences., 82-10413 

Earthquake and Fire Act authorization : 
hearings before the Subcommittee on Sci- 
ence, Research, and Technology of the 
Committee on Science and Technology, 
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U.S. House of Representatives, Ninety- 
seventh Congress, first session, February 
25, March 4, 11, 1981., 82-2706 

Earthquake-induced liquefaction near Lake 
Amatitlan, Guatemala /, 82-4148 

Earthquakes in the United States., 
82-13953 

East-West commercial policy : a congres- 
sional dialogue with the Reagan adminis- 
tration : a study /, 82-15070 

East/West economic relations : hearing 
before the Subcommittee on International 
Economic Policy of the Committee on 
Foreign Relations, United States Senate, 
Ninety-seventh Congress, first session, 
September 16, 1981., 82-6832 

The Easter offensive of 1972 /, 82-5066 

Eastern redcedar seed sources recommend- 
ed for North Dakota sites /, 82-12496 

Eating for better health., 82-12362 

Ecological effects of an artificial island, 
Rincon Island, Punta Gorda, California /, 
82-3184 

Ecological Research Division marine re- 
search program., 82-311 

Ecological studies of one channelized and 
two unchannelized wooded coastal 
swamp streams in North Carolina /, 82- 
5915 

Ecology of Arizona cottontop /, 82-12467 

Ecology of the Carmen Mountains white- 
tailed deer /, 82-14012 

The ecology of youth participation in work 
settings : implications for linking home, 
school, and work for facilitating commu- 
nication between youth and adults : sum- 
mary /, 82-13507 

Econometric model for the disaggregation 
of state-level electricity demand forecasts 
to the service area /, 82-14894 

An econometric model of the market for 
residual fuel oil on the East Coast /, 82- 
13447 

An econometric study of electricity demand 
by manufacturing industries /, 82-11938 

Economic analysis energy efficiency 
standards for consumer products /, 82- 
1635 

Economic analysis for the proposed revi- 
sion of steam-electric utility industry ef- 
fluent limitations guidelines., 82-355 

Economic analysis of future civil air navi- 
gation systems., 82-6432 

Economic analysis of medical malpractice : 
three reports., 82-564 

Economic analysis procedures for ADP /, 
82-1516 

The Economic and budget outlook : an 
update /, 82-6920, 82-12305 

An Economic and energy analysis of poplar 
intensive cultures in the Lake States /, 
82-2778 

Economic and federal tax factors affecting 
the choice of a legal farm business orga- 
nization /, 82-1143 

Economic and kinetic studies of the biologi- 
cal production of farm energy and chemi- 
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cals from biomass : annual progress 
report March, 1979 to August, 1980 /, 
82-9968 

Economic assessments of intermittent, grid- 
connected solar electric technologies : a 
review of methods /, 82-13340 

Economic assistance, agricultural produc- 
tion increase : agreement between the 
United States of America and India, 
signed at New Delhi June 30, 1980 and 
amending agreements signed at New 
Delhi December 15, 1980., 82-11318 

Economic assistance, fertilizer promotion : 
agreement between the United States of 
America and India, signed at New Delhi 
September 28, 1979 and amending agree- 
ments signed at New Delhi May 27, 1980 
and signed at New Delhi December 15, 
1980., 82-11317 

Economic assistance, rural vocation educa- 
tion : agreement between the United 
States of America and Portugal, signed at 
Lisbon September 30, 1977., 82-11321 

Economic assistance, school construction : 
agreement between the United States of 
America and Portugal, signed at Lisbon 
September 30, 1977., 82-11320 

Economic cooperation : memorandum of 
understanding between the United States 
of America and the Commission of the 
Cartagena Agreement : signed at Wash- 
ington November 21, 1979., 82-2179 

Economic Development Administration 
publications., 82-5633 

Economic Development Districts, a job- 
creating program., 82-1375, 82-3087 

The economic development of Korea, sui 
generis or generic? : reflections on the 
Harvard University Press studies of the 
modernization of the Republic of Korea 
1974-75 /, 82-14282 

Economic effects of terminating federal 
marketing orders for California-Arizona 
oranges /, 82-12351 

The economic future of metropolitan Mil- 
waukee : hearings before the Joint Eco- 
nomic Committee, Congress of the 
United States, Ninety-seventh Congress, 
first session, October 8 and 9, 1981., 82- 
6785 

Economic growth through energy efficien- 
cy : hearing before the Subcommittee on 
Energy Conservation and Power of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-seventh 
Congress, first session, on a study entitled 
“Building a sustainable future” by the 
Solar Energy Research Institute, May 20, 
1981., 82-6815 

Economic impact analysis of proposed ef- 
fluent standards and limitations for the 
porcelain enameling industry /, 82-1665 

Economic impact analysis of proposed test 
rule for dichloromethane 1, 1, 1-trichlor- 
oethane, and nitobenzene /, 82-13685 

Economic impact assessment of a chloro- 
fluorocarbon production cap : support 


Do not order from index; see indicated entry 





document, section 6, proposed rule, toxic 
substances control act /, 82-10254 

Economic impact forecast system, version 
2.0 : user’s manual /, 82-9832 

Economic impact of fiscal constraints on 
water project construction /, 82-10702 

The economic impact of vapor control reg- 
ulations on the bulk storage industry /, 
82-10243 

Economic impacts of arts and cultural insti- 
tutions : a model for assessment and a 
case study in Baltimore /, 82-759 

Economic impacts of ethanol fuels from 
crops /, 82-13349 

Economic impacts of 40 CFR 191 : envi- 
ronmental standards and federal radiation 
protection guidance for management and 
disposal of spent nuclear fuel, high-level 
and transuranic radioactive wastes /, 
82-10257 

Economic implications of regulating chloro- 
fluorocarbon emissions from nonaerosol 
applications : an executive briefing., 82- 
10253 

Economic indicators of the farm sector : 
state income and balance sheet statistics, 
1979., 82-3 

Economic indicators of the farm sector. 
Income and balance sheet statistics /, 
82-2748, 82-12337 

Economic indicators of the farm sector. 
Production and efficiency statistics /, 
82-4290 

The economic justification for demand lev- 
eling pricing in the rail industry /, 82- 


Economic outlook for the second budget 
resolution : hearings before the Commit- 
tee on the Budget, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, September 10, 21, 22, 23, 25, and 
October 1, 1981., 82-6773 

Economic Recovery Tax Act of 1981, 
3601 

Economic Recovery Tax Act of 1981 [An 
Act to Amend the Internal Revenue 
Code of 1954 to Encourage Economic 
Growth Through Reduction of the Tax 
Rates for Individual Taxpayers, Accelera- 
tion of Capital Cost Recovery of Invest- 
ment in Plant, Equipment, and Real 
Property, and Incentives for Savings, and 
for Other Purposes., 82-3601 

Economic report of the President, 
11778, 82-11800 

Economic report of the President to the 
Congress, 82-11188, 82-11191 

Economic report of the President transmit- 
ted to the Congress, 82-11188, 82- 
11191, 82-11778, 82-11800 

Economic report of the President transmit- 
ted to the Congress (Dept. ed.), 82- 
11188, 82-11191 

Economic report of the President transmit- 
ted to the Congress (Doc. ed.), 82- 
11778, 82-11800 


82- 


82- 
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Economic requirements analysis of civil air navigation alternatives / 


Economic requirements analysis of civil air 
navigation alternatives /, 82-14449 

An Economic study of the radionuclides 
industry /, 82-6689 

Economic viability of the NW 7th Avenue 
express bus operation /, 82-2301 

Economics and mental health /, 82-558 

Economics of disposal of lime/limestone 
scrubbing wastes : surface mine disposal 
and Dravo landfill processes /, 82-13636 

Economics of on-the-job training : anno- 
tated bibliography and literature review / 
, 82-256 

Economies of size in U.S. field crop farm- 
ing /, 82-13 

Ecuador, a country profile /, 82-811 

Eddy-current inspection for steam gener- 
ator tubing program : quarterly progress 
report for period ending June 30, 1980 /, 
82-11995 

Eddy-current inspection for steam gener- 
ator tubing program annual progress 
report for period ending ... /, 82-14986 

Eddy-current inspection for steam gener- 
ator tubing program annual progress 
report for period ending December 31, 
1979 /, 82-2533, 82-14846 

Eddy-current inspection for steam gener- 
ator tubing program quarterly progress 
report for period ending March 31, 1980 
/, 82-2550, 82-11911, 82-14758, 82- 
14810, 82-14875, 82-14979 

Edgar Springs quadrangle, Missouri, 7.5 
minute series (topographic), NE/4 Edgar 
Springs 15’ quadrangle /, 82-10875 

Education, 82-10048, 82-10436, 82- 
10437 

Education and training for older persons : a 
planning paper /, 82-13486 

Education directory. Local education agen- 
cies., 82-5234 

Education directory. State education 
agency officials., 82-10040 

Education directory, colleges & universities 
/, 82-5233 

Education directory. 
ations, 82-342 

Education directory, higher education, 
5233 

Education directory. Public school systems, 
82-5234 

Education directory. State governments, 
82-10040 

Education handbook for MACOM and 
local Basic Skills Education Program 
(BSEP) II curriculum development., 82- 
9734 

Education in the United States., 82-10038 

The education of nonmetro hispanics /, 
82-12645 

The educational effectiveness of graphic 
displays for computer assisted instruction 
/, 82-4939 ‘ 

Educational statistics, 82-5520, 82-5551 

Educational technology programs /, 82- 
13478 
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Educational volunteerism : a state of the art 
summary with implications for vocational 
education /, 82-10020 

EEOC ... report. Minorities and women in 
institutions of higher education., 82-940 

EEOC report. Minorities & women in pri- 
vate industry, 82-2430 

EEOC report. Minorities and women in pri- 
vate industry, 82-2430 

The Effect of a mandatory second opinion 
program on medicaid surgery rates : an 
analysis of the Massachusetts consultation 
program for elective surgery /, 82- 
10682 

Effect of a zero g environment on flamma- 
bility limits as determined using a stand- 
ard flammability tube apparatus /, 82- 
2072, 82-6113 

Effect of agricultural land development on 
drainage waters in the North Carolina 
Tidewater Region /, 82-5294 

Effect of bus priority systems operation on 
performance of traffic signal control 
equipment on NW 7th Avenue : report 8 
/, 82-2300 

The effect of chlorofluorocarbons on the 
ozone layer : hearing before the Subcom- 
mittee on Toxic Substances and Environ- 
mental Oversight of the Committee on 
Environment and Public Works, United 
States Senate, Ninety-seventh Congress, 
first session, July 23, 1981., 82-6888 

Effect of creep time and heating rate on 
deformation of Zircaloy-4 tubes tested in 
steam with internal heaters /, 82-11900 

Effect of deer browsing on timber produc- 
tion in Allegheny hardwood forests of 
northwestern Pennsylvania /, 82-2787 

The Effect of economic regulation on fuel- 
use efficiency in private trucking oper- 
ations., 82-6259 

The Effect of emergency medical systems 
on prehospital cardiovascular care : an 
evaluation of studies and an inventory of 
data bases., 82-14548 

Effect of energy density on aerosol yield 
and primary particle sizes produced by 
the capacitor discharge vaporization 
(CDV) of UO./, 82-14749 

Effect of fuel vaporization upon emissions 
for a premixed vaporized combustion 
system, 82-2104 

Effect of grazing flow on the acoustic im- 
pendance of Helmholty resonators con- 
sisting of single and clustered orifices /, 
82-11104 

Effect of heat treatment on high tempera- 
ture crack growth under static load in 
Alloy 718 /, 82-1546 

The effect of initial number of tree per acre 
and thinning densities on timber yields 
from red pine plantations in the Lake 
States /, 82-4369 

Effect of neutron-induced background radi- 
ations on thin imaging scintillators /, 
82-6674 
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Effect of neutron irradiation on fatigue 
crack propagation in Type 316 stainless 
steel at 649C /, 82-3281 

Effect of physical coal cleaning on sulfur, 
content and variability /, 82-13652 

Effect of pressure on structure and NOx 
formation in CO-Air diffusion flames /, 
82-14230 

Effect of primary rotor parameters on flap- 
ping dynamics /, 82-739 

Effect of rate of change of slip on the peak 
braking coefficient of passenger car tires 
/, 82-2335 

The effect of reductions in force at the De- 
partment of Energy : hearing before the 
Subcommitte on Energy Development 
and Applications of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, September 17, 1981., 
82-12256 

The Effect of reflector location on array 
criticality /, 82-2536 

Effect of Reynolds number on stability 
characteristics of a cruciform wing-body 
at supersonic speeds /, 82-6160 

Effect of several airframe/nozzle modifica- 
tions on the drag of a variable-sweep 
bomber configuration /, 82-719 

Effect of shear stress on dynamic bulk mo- 
dulus of sand /, 82-5011 

The effect of signal/noise ratio and band- 
width on vehicle indentification, using 
the acoustic sensor /, 82-4947 

The effect of structures and lake level on 
bluff and shore erosion in Berrien 
County, Michigan, 1970-74 /, 82-5030 

The effect of the June 26 OPEC price in- 
crease on the decontrol of domestic 
crude oil /, 82-4289 

Effect of the park N’ ride facility on usage 
of the NW 7th Avenue express bus 
system : report 5 /, 82-890 

The effect of throat contouring on two- 
dimensional converging-diverging nozzles 
at static conditions /, 82-6162 

The effect of tuition and financial aid on 
access and choice in postsecondary edu- 
cation /, 82-10483 

Effective training for target identification 
under degraded conditions /, 82-9764 

Effective treatments of over and under- 
crossings for use by bicyclists, pedestri- 
ans, and the handicapped : a literature 
review /, 82-14358 

Effective warning devices for parked/dis- 
abled vehicles : executive summary /, 
82-14359 

Effectiveness of adaptability screening /, 
82-275 

Effectiveness of safety belt usage laws /, 
82-6528 

Effectiveness of the Community Services 
Administration closure : hearings before a 
subcommittee of the Committee on Gov- 
ernment Operations, House of Repre- 
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first 


sentatives, Ninety-seventh 
i October 82- 


Congress, 
session, 6 and 7, 1981., 
12186 


Effectiveness of the Postal Reorganization 


Service, House of Representatives, 
Ninety-seventh Congress, first session ...., 
82-15180 

Effectiveness of U.S. forces can be in- 
creased through improved weapon 
system design : report to the Congress : 
summary /, 82-13753 

Effects and costs of day care and home- 
maker services for the chronically ill : a 
randomized experiment., 82-10642 

Effects of a ceramic coating on metal tem- 
peratures of an air-cooled turbine vane /, 
82-11145 

Effects of additives on methanation activity 
of Raney nickel catalysts /, 82-5860 

Effects of air emissions on wildlife 
sources /, 82-10941 

Effects of air quality requirements on coal 
supply., 82-602 

Effects of airline deregulation and legisla- 
tion to advance the date for sunset of the 
Civil Aeronautics Board : hearings before 
the Subcommittee on Aviation of the 
Committee on Public Works and Trans- 
portation, House of Representatives, 
Ninety-seventh Congress, first session, on 
HLR. 4065 ... July 9, 15, and 16, 1981., 
82-12245 

The effects of altitude and two deconges- 
tant-antihistamine preparations on physio- 
logical functions and performance /, 82- 
5334 

Effects of artificial-recharge experiments at 
Ship Creek alluvial fan on water levels at 
Spring Acres Subdivision, Anchorage, 
Alaska /, 82-592, 82-13980 

Effects of aspirin and dimenhydrinate 
(Dramamine) on visual processes /, 82- 
5106 

Effects of back-pressure saturation tech- 
niques on results of R triaxial compres- 
sion tests /, 82-9809 

Effects of beach replenishment on the near- 
shore sand fauna at Imperial Beach, Cali- 
fornia /, 82-13135 

Effects of budget cuts on cities : hearing 
before the Subcommittee on Housing and 
Community Development of the Commit- 
tee on Banking, Finance, and Urban Af- 
fairs, House of Representatives, Ninety- 
seventh Congress, first session, December 
15, 1981., 82-12104 

Effects of coal-ash leachate on ground 
water quality /, 82-13643 

The Effects of decreased nutrient loading 
on the limnology of Diamond Lake, 
Oregon /, 82-346 


re- 





Effects of drain wells on the ground-water 
quality of the western Snake Plain 

The effects of earplugs and earmuffs on 
pitch discrimination in noise /, 82-5114 

Effects of federal transportation funding 
policies and structures : appendix B, high- 
way matching requirements and funding 
levels : a preliminary model of state re- 
sponse /, 82-2207 

Effects of federal transportation funding 
policies and structures : appendix C, sta- 
tistical analysis of the impact of federal 
highway aid on state allocative decisions 
/, 82-3856 

Effects of federal transportation funding 
policies ‘and structures : appendix D, the 
Appalachian development highway 
system /, 82-3857 

Effects of federal transportation funding 
policies and structures : appendix E, anal- 
ysis of state highway projects by federal 
aid system and type of work /, 82-3858 

Effects of federal transportation funding 
policies and structures : appendix F, the 
airport development aid program, impli- 
cations of a changing federal aid program 
/, 82-3859 

Effects of federal transportation funding 
policies and structures : overview /, 82- 
3854 

Effects of first underlayer weight on the 
stability of stone-armored rubble-mound 
breakwater trunks subjected to nonbreak- 
ing waves with no overtopping : hydrau- 
lic model investigation /, 82-5003 

The effects of grid turbulence on nonequili- 
brium choked nozzle flow /, 82-14981 

Effects of high-frequency cue reduction on 
the comprehension of distorted speech /, 
82-5109 

The effects of highway construction on 
sediment discharge into Blockhouse 
Creek and Steam Valley Run, Pennsylva- 
nia /, 82-584 

Effects of illumination level and sense of 
direction on land navigation performance 
/, 82-9767 

Effects of large-scale intermittency of tur- 
bulence on scalar spectra at high wave 
numbers /, 82-12815 

Effects of load, inflation pressure and tire 
deflation pressure and tire deflection on 
tire noise levels /, 82-14563 

Effects of mesquite spraying on other ran- 
geland resources /, 82-1988 

The effects of motion and g-seat cues on 
pilot simulator performance of three pi- 
loting tasks /, 82-748 

Effects of mountain home developments on 
surface water quality : a case study /, 
82-12500 

The effects of multidimensionality on the 
predictive and construct validity of the 
LPC scale /, 82-9766 

Effects of NRC regulations and regulatory 
guides resulting from consideration of de- 
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graded core (class 9) accidents /, 82- 
12008 


Effects of NW 7th Avenue bus priority sys- 
tems on bus travel times and schedule 
variability : report 2 /, 82-888 

Effects of NW 7th Avenue bus priority sys- 
tems on NW 7th Avenue traffic stream 
flow and passenger movements : report 6 
/, 82-891 

Effects of oil decontrol : hearing before the 
Subcommittee on Fossil and Synthetic 
Fuels of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, on 
the effects on the economy of President 
Reagan’s elimination of price and alloca- 
tion controls on crude oil and petroleum 
products, February 18, 1981., 82-15088 

Effects of ozone (0.30 parts per million, 600 
Ug/m*) on sedentary men representative 
of airline and cockpit crew- 
members /, 82-11531 

Effects of personal control, extrinsic re- 
wards, and competence on intrinsic moti- 
vation /, 82-3314 

The Effects of photo characteristics upon 
location determination in a photogram- 
metric facility /, 82-13117 

Effects of platform motion, visual and G- 
seat factors upon experienced pilot per- 
formance in the flight simulator /, 82- 
3312 

Effects of postulated event devices on 
normal operation of piping systems in nu- 
clear power plants /, 82-6698 

Effects of prescribed fire on soil nitrogen 
levels in a cutover Douglas-fir/western 
larch forest /, 82-4368 

Effects of prescription drugs during preg- 
nancy : hearing before the Subcommittee 
on Investigations and Oversight of the 
Committee on Science and Technology, 
U.S. House of Representatives, Ninety- 
seventh Congress, first session, July 30, 
1981., 82-15205 

Effects of proposed Canadian Pacific acqui- 
sition of Hobart Corp. : hearing before 
the Committee on the Judiciary, United 
States Senate, Ninety-seventh Congress, 
first session, February 16, 1981., 82-6860 

Effects of pseudoephedrine and triprolidine 
on visual performance /, 82-5119 

Effects of retrieval term specificity on in- 
formation retrieval from computer-based 
intelligence systems /, 82-4948 

Effects of road-traffic background noise on 
judgements of individual airplane noises / 
, 82-11126 

Effects of sheep grazing on a riparian- 
stream environment /, 82-12480 

Effects of sound level fluctuations on an- 
noyance caused by aircraft-flyoter noise / 
, 82-6157 

Effects of static tensile load on the thermal 
expansion of Gr/PI composite material /, 
82-6174 
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Effects of storm runoff on water quality in 
the Mill Creek drainage basin, Willing- 
boro, New Jersey /, 82-1934 

Effects of strip mining the abandoned deep 
Anna S Mine on the hydrology of Babb 
Creek, Tioga County, Pennsylvania /, 
82-5806 

Effects of student-preferred incentives in 
university courses /, 82-1562 

The effects of tax policy on American agri- 
culture /, 82-12375 

The effects of temperature, moisture, con- 
centration, pressure, and mass transfer on 
the adsorption of krypton and xenon on 
activated carbon /, 82-950 

Effects of the proposed Prosperity Reser- 
voir on ground water and water quality 
in lower Center Creek basin, Missouri /, 
82-585 

Effects of the satellite power system on low 
earth orbit and geosynchronous satellites 
/, %82-12894 

Effects of the 1974-75 recession on health 
care for the disadvantaged., 82-10644 

Effects of timber cutting and revegetation 
on snow accumulation and melt in north 
Idaho /, 82-9111 

The effects of torus wall flexibility on 
forces in the Mark I boiling water reactor 
pressure suppression system : final report 
/, 82-14840 

Effects of tracked vehicle activity on terres- 
trial mammals, birds, and vegetation at 
Fort Knox, KY /, 82-13174 

Effects of tunnel and station size on the 
costs and service of subway transit sys- 
tems /, 82-11590 

Effects of weathering on impregnated char- 
coal performance /, 82-9879, 82-12013 

Effects of winglets on first-generation jet 
transport wing /, 82-2096 

Effects on eastern larch beetle of its natural 
attractant and synthetic pheromones in 
Alaska /, 82-4372 

The effects which ERISA and MPPRA 
have had on the competitiveness of small 
business : hearing before the Subcommit- 
tee on Productivity and Competition of 
the Committee on Small Business, United 
States Senate, Ninety-seventh Congress, 
first session, on the effects which ERISA 
and MPPRA have had on the competi- 
tiveness of small business, Seattle, 
Wash.—August 14, 1981., 82-4279 

Efficacy of a training priorities model in an 
army environment /, 82-159 

Efficiency and equity implications of alter- 
native transit fare policies /, 82-6282 

An efficient code for the simulation of non- 
hydrostatic stratified flow over obstacles 
/, %2-14212 

Efforts to improve school lunch programs : 
are they paying off? : report to the Con- 
gress /, 82-1728 

EIA data collection forms /, 
82-13427 


Page 1-558 


82-13426, 





Eight years’ experience with a second opin- 
ion elective surgery program : utilization 
and economic analyses /, 82-5772 

Eighteen prospective sites for MOD-2 2500 
kw wind turbine generator systems., 82- 
13294 

Eighth NASTRAN Users’ Colloquium : 
proceedings of a colloquium held at God- 
dard Space Flight Center, Greenbelt, 
Maryland, October 30-31, 1979., 82- 
2092, 82-3786 

El Malpais., 82-10955 

El Salvador, a country profile /, 82-824 

El Salvador, the search for peace /, 82- 
2127 

El Salvador, the search for peace : July 16, 
1981., 82-11243 

El Salvador, US policy /, 82-2139 

Elastic constants for  superplastically 
formed/diffusion bonded corrugated 
sandwich core /, 82-11138 

Election law guidebook, 82-11762 

Elective hysterectomy : costs, risks and 
benefits /, 82-12035 

Electric and gas utility marketing of resi- 
dential energy conservation case studies / 
, 82-13471 

Electric arc furnaces in ferrous foundries : 
background information for proposed 
standards /, 82-13679 

Electric/conventional vehicle comparison 
crash test /, 82-6515 

Electric flight systems /, 82-14227 

Electric heat balance calorimeter : 
report /, 82-14731 

Electric lighting fixtures, 82-1352 

Electric power: contemporary issues and 
the federal role in oversight and regula- 
tion : report to the Congress /, 82-10365 

Electric power emergency handbook /, 
82-5228 

Electric power supply and demand for the 
contiguous United States 1980-1989./, 
82-13462 

Electric program chart book., 82-99 

Electric utilities’ use of flue gas desulfuriza- 
tion technology in the United States /, 
82-13397 

Electric utility steam generating units : 
background information for promulgated 
emission standards /, 82-10168 

Electric utility steam generating units : 
background information for proposed 
particulate matter emission standards /, 
82-10192 

Electric utility steam generating units : 
background information for proposed 
SO,emission standards /, 82-5278, 82- 
5279 


final 


Electric utility value analysis methodology 
for wind energy conversion systems /, 
82-13366 

Electric vehicle test report Cutler-Hammer 
Corvette /, 82-13317 
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for EHV and UHV overhead transmis- 
sion lines /, 82-13370 

Electrical conductivity measurements in the 
stratosphere using balloon-borne blunt 
probes /, 82-13183 

Electrical design, lightning and static elec- 
tricity protection., 82-9667 

Electrical energy saving., 82-5092 

Electrical problems committee report /, 
82-13273 

Electricity and electronics., 82-1771 

Electrochemical determination of Gibbs en- 
ergies of formation of MnS and FeoS /, 
82-5859 

Electrohydraulic cystolithotripsy, 

Electrohydraulic 
6545 

Electrolytic method for recovery of lead 
from scrap batteries /, 82-5900 

Electromagnetic compatibility analysis for a 
satellite power system receiving site in 
the Mojave Desert /, 82-12895 

Electromagnetic scattering patterns from 
sinusoidal surfaces /, 82-1532 

Electron and proton absorption calculations 
for a graphite/epoxy composite model /, 
82-11142 

Electron probe microanalysis and scanning 
electron microscopy., 82-1362 

Electron spectroscopy for chemical analysis 
(ESCA) study of atmospheric particles /, 
82-14167 

An Electronic control for an electrohydrau- 
lic active control aircraft landind gear /, 
82-11094 

Electronic ore sorting tests on native 
copper ore /, 82-5862 

Electronic Tabular Display Subsystem 
(ETABS) engineering model /, 82-3907 

Electrostatic precipitator costs for large 
coal-fired steam generators /, 82-10056 

Electrostatic precipitator technology assess- 
ment : visits in Japan, November 1977 /, 
82-10135 

Electrostatic precipitators for collection of 
high resistivity ash /, 82-13619 

Elementary and secondary education, 
5235 

Elementary and Secondary Education Con- 
solidation Act of 1981 : hearings before 
the Subcommittee on Education, Arts, 
and Humanities of the Committee on 
Labor and Human Resources, United 
States Senate, first session, on S. 1103 ... 
May 7 and 8, 1981., 82-2677 ’ 

Elementary and Secondary Education Con- 
solidation Act of 1981 : joint hearing 
before the Subcommittee on Elementary, 
Secondary, and Vocational Education 
and the Subcommittee on Select Educa- 
tion of the Committee on Education and 
Labor, House of Representatives, Ninety- 
seventh Congress, first session, on H.R. 


82-6546 
nephrolithotripsy, 82- 


82- 
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3645 ... hearing held in Washington, D.C. 
on May 28, 1981., 82-2615 
Elementary education., 82-5599 


Elements of industrial hygiene 
manual /, 82-11566 

Elevated guideway cost-ride quality studies 
for group rapid transit systems /, 82- 
2218 


: training 


Eliminating contractor inspections of feder- 
al water projects could save millions : 
report to the Congress /, 82-10354 

Elimination of Federal funds for the Heber 
Project will impede full development and 
use of hydrothermal resources : report to 
the Chairman, Subcommittee on Energy 
Development and Applications, Commit- 
tee on Science and Technology, House of 
Representatives /, 82-10364 

Elimination of minimum social security 
benefit under Public Law 97-35 : hearing 
before the Subcommittee on Social Secu- 
rity of the Committee on Ways and 
Means, House of Representatives, Ninety- 
seventh Congress, first session, September 
10, 1981., 82-2739 

Elimination of social security minimum 
benefit : hearing before the Select Com- 
mittee on Aging, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, July 31, 1981., 82-12066 

Elk-aspen relationships on a prescribed burn 
/, 82-12478 

Ellington SE quadrangle, Missouri, 7.5 
minute series (topographic), SE/4 Elling- 
ton 15’ quadrangle /, 82-10887 

Ellsinore quadrangle, Missouri, 7.5 minute 
series (topographic), NW/4 Williamsville 
15’ quadrangle /, 82-10860 

EMC considerations in classification yard 
design /, 82-6363 

Emergency assessment of Mount St. Helens 
post-eruption flood hazards, Toutle and 
Cowlitz rivers, Washington /, 82-1919 

Emergency Broadcast System, the lifesav- 
ing public service program., 82-13692 

Emergency first responder., 82-10299 

Emergency fuels utilization guidebook : al- 
ternative fuels utilization program /, 82- 
13318 

Emergency interim survey : fiscal condition 
of 48 large cities : a staff study /, 82- 
12123 

Emergency management and assistance, 
82-10444 

Emergency management information and 
technology : hearings before the Subcom- 
mittee on Investigations and Oversight of 
the Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Con first session, 
September 29, 30, 1981., 82-15200 

Emergency management instruction : in- 
structor’s guide for grades 7-9 /, 82- 
10282 

Emergency medical services communica- 
tions design manual /, 82-6542 





Energy block grants : hearing before the Subcommitt 


Emergency medical services highway sign 
evaluation /, 82-6517 

Emergency Medical Services Research 
Methodology Workshop 1 held at Be- 
thesda, Maryland, April 20 and 21, 1978., 
82-13876 

Emergency medical services systems as a 
health services research setting., 82- 
13875 

Emergency medical technician performance 
evaluation /, 82-13868 

Emergency rescue training., 82-10262 

Emergency vehicle warning systems /, 
1364 

Emerging issues from new product devel- 
opment in food manufacturing industries : 
study /, 82-10353 

Emerging patterns and problems in natural 
resource administration /, 82-3728 

Emissions assessment of conventional sta- 
tionary combustion systems /, 82-13582 

Emissions assessment of conventional sta- 
tionary combustion systems : methods 
and procedures marual for sampling and 
analysis /, 82-13581 

Emissions of reactive volatile organic com- 
pounds from utility broilers /, 82-13653 

The emmissions inventory system/point 
source user’s guide /, 82-3399 

Empirical analyses of near-source ground 
motion /, 82-2563 

Empirical crash injury modeling and vehi- 
cle-size mix /, 82-14575 

An empirical investigation of the effect of 
the heteroscedasticity and heterogeneity 
variance on the analysis of covariance 
and the Johnson-Neyman technique /, 
82-9755 

An empirical model of impingement impact 
/, 82-11919 

Employers and child care : establishing 
services through the workplace /, 82- 
690 

Employment and occupations., 82-1769 

The Employment and Training Administra- 
tion (ETA) glossary of program terms 
and definitions., 82-693 

Employment and training programs in the 
United States, 1981 : hearings before the 
Subcommittee on Employment and Pro- 
ductivity of the Committee on Labor and 
Human Resources, United States Senate, 
Ninety-seventh Congress, first session, on 
examination on objectives of employment 
training policy and the relationship be- 
tween federal and state, and local govern- 
ments in the funding, design, and admin- 
istration of employment and training pro- 
grams., 82-6867 

Employment and unemployment among 
Vietnam era veterans : an analysis of the 
1979 national survey of veterans /, 82- 
11670 

Employment, arrangement between the 
United States of America and the United 
Kingdom of Great Britain and Northern 


82- 
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Ireland : effected by exchange of notes 
dated at Washington January 14 and 15, 
1981., 82-2180 

Employment opportunities in the Environ- 
mental Protection Agency /, 82-5240 

Employment outlook for ... college gradu- 
ates in New England /, 82-681, 82-682 

Employment-related services for handi- 
capped workers., 82-14136 

Employment-related services for veterans., 
82-11069 

Employment related services in drug treat- 
ment programs., 82-560 

Employment service forms preparation 
handbook., 82-14134 

Employment trends and grade controls in 
the DOD general schedule work force : 
report to Congress /, 82-13720 

Employment trends and grade controls in 
the DOD general schedule work force : 
report to the Congress : summary /, 82- 
13721 

EMS and the hearing impaired : overcom- 
ing the barrier., 82-1852 

EMS and you., 82-1853 

Emulation of an advanced G-seat on the 
advanced simulator for pilot training /, 
82-3311 

End of year report, basic grants, 82-10014 

End-stage renal disease (ESRD) program 
under Medicare /, 82-6822 

End stage renal disease program : hearing 
before the Subcommittee on Health of 
the Committee on Finance, United Stztes 
Senate, Ninety-seventh Congress, first 
session, September 28, 1981., 82-6823 

End use energy consumption data base, 
transportation sector /, 82-1650 

Endangered and threatened species of New 
Jersey : a cooperative publication /, 82- 
1174 

Endangered and threatened vertebrate ani- 
mals and vascular plants of Illinois /, 
82-5910, 82-10910 

Energy activities with Energy Ant /, 82- 
308 

Energy and labor use by rural manufactur- 
ing industries /, 82-12665 

Energy and national security : proceedings 
of a special conference /, 82-9627 

Energy and solid/hazardous waste /, 
13268 

Energy and the elderly : 
82-2620 

Energy and water resources /, 82-13269 

Energy block grants : hearing before the 
Subcommittee on Energy Conservation 
and Power of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, on consolidating existing state 
energy conservation program into state 
and local government grants, May 28, 
1981., 82-6816 


82- 


sourcebook /, 
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Energy budget levels selection : technical 
support document for the proposed 
energy performance standards for new 
buildings., 82-318 

Energy concern list /, 82-9925 

Energy conservation and research technol- 
ogy-, 82-5650 

Energy conservation calculations for night 
setback system., 82-234 

Energy Conservation Daylight Saving Act 
of 1981 : report together with additional 
views (to accompany H.R. 4437) (includ- 
ing cost estimate of the Congressional 
Budget Office), 82-2393 

Energy conservation in transportation 
hearing before the Subcommittee on 
Energy Conservation and Power of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-seventh 
Congress, first session, June 24, 1981., 
82-12155 

Energy conservation potential of land-based 
recreational motor vehicles /, 82-14545 

Energy conserving site design : case study, 
Shenandoah, Georgia /, 82-13309 

Energy conserving site design case study, 
the Woodlands, Texas /, 82-i3308 

Energy considerations in real estate apprais- 
ing /, 82-13307 

Energy cooperation : memorandum of un- 
derstanding between the United States of 
America and Italy, signed at Rome Octo- 
ber 17, 1979., 82-11312 

Energy costs for marketing fresh beef., 82- 
12369 

Energy credits for individuals., 82-6257 

Energy demand forecasting hearings 
before the Subcommittee on Investiga- 
tions and Oversight of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, June 1, 2, 1981., 82- 
2705 

Energy demand forecasting and its appro- 
priate role in planning and policy : report 
/, 82-4271 

Energy demand in the OED countries /, 
82-13321 

Energy education materials inventcry : an 
annotated bibliography of currently avail- 
able materials, K-12 /, 82-9973 

Energy efficiency labels for buildings : 
hearing before the Subcommittee on 
Energy Conservation and Power of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-seventh 
Congress, first session, July 21, 1981., 
82-12153 

Energy emergency management informa- 
tion system (EEMIS)., 82-3370 

Energy in transportation /, 82-6273 

Energy in U.S. foreign policy : June 22, 
1981., 82-11239 

Energy interpretation : a guide for Idaho 
state parks /, 82-1973 

Energy management for consumers and 
businesses., 82-3574 
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Energy management workbook for local 
governments : workbook 1, Electrical 
energy /, 82-1653 

Energy measurement in the standard pene- 
tration test /, 82-9485 

Energy policy, issues and programs., 82- 
10424 

Energy, research and development : agree- 
ment between the United States of Amer- 
ica and Venezuela, signed at Washington 
March 6, 1980., 82-11313 

Energy resource documentation in support 
of 55 MPH /, 82-3853 

Energy statistics, 82-14577 

Energy supplies, prices, and consumption., 
82-5649 

Energy technology scenarois for use in 
water resources assessments under section 
13a of the Federal Nonnuclear Energy 
Research and Development Act., 82- 
9942 

Energy use and other comparisons between 
diesel and gasoline pickup trucks /, 82- 
2215 

Energy use in freight transportation /, 82- 
15234 

Enforcement frequency, sanctions and com- 
pliance level for pedestrian safety /, 82- 
2322 

Enforcement of federal regulations : 
report /, 82-2667 

Enforcement of the national maximum 
speed limit : enforcement practices and 
procedures /, 82-11648 

Enforcement of transportation systems man- 
agement strategies : four case studies /, 
82-2222 

Engine/airframe/drive train dynamic inter- 
face documentation /, 82-1500 

Engine isolation for structural-borne interi- 
or noise reduction in a general aviation 
aircraft /, 82-11113 

Engine power-loss accident 
82-6383 

Engine rotor dynamics, synchronous and 
nonsynchronous whirl control /, 82-215 

Engineer /, 82-4953 

Engineer combat battalion (heavy)., 82- 
13099 


staff 


prevention., 


Engineered performance standards for real 
property maintenance activities : moving, 
rigging handbook., 82-9588 

Engineered performance standards, real 
property maintenance activities : janitori- 
al handbook., 82-9587 

Engineering analysis : energy efficiency 
standards for consumer products /, 82- 
1632 

Engineering and development program plan 
: aircraft safety., 82-869 

Engineering and development program plan 
: frequency spectrum management., 82- 
14439 

Engineering and development program 
plan—central flow control system /, 82- 
3905 
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Engineering and development program 
plan, Advanced Integrated Flight Sys- 
tems (AIFS)., 82-870 

Engineering and development program 
plan, Discrete Address Beacon System 
(DABS) /, 82-868 

Engineering and development 
plan, wake vortex /, 82-2263 

Engineering and scientific employment op- 
portunities : experienced professional and 
recent college graduates /, 82-4182 

Engineering data on selected high speed 
passenger trucks /, 82-6359 

Engineering evaluation of control technol- 
ogy for the H-Coal and Exxon donor sol- 
vent processes /, 82-13612 

Engineering geology and geomorphology 
of streambank erosion. Report 1. Eel 
River Basin, California /, 82-9798 

Engineering handbook for hazardous waste 
incineration : draft /, 82-10087 

Engineering handbook on the atmospheric 
environmental guidelines for use in wind 
turbine generator development /, 82- 
2097 

Engineering manpower concerns : hearings 
before the Committee on Science and 
Technology, U.S. House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, October 6, 7, 1981., 82-12257 

Engineering model of future motor vehicles 
/, 82-3979 

Engineering other than civil., 82-3547 

Engineering reference manual for coding 
NEDS and EIS/P&R forms /, 82-3398 

Engineers of independence : a documentary 
history of the Army Engineers in the 
American Revolution, 1775-1783 /, 82- 
5031 

Enhancing productivity through feedback 
and job design /, 82-3316 

Enhancing quality control in the testing of 
military applicants /, 82-9776 

Enlargements, 82-9, 82-12 

Enterprise statistics., 82-9353 

Entrainment of ichthyoplankton by irriga- 
tion withdrawal systems /, 82-5912 

The environment in swine housing /, 82- 
12380 

The Environment of the Noatak River 
basin, Alaska /, 82-3726 

Environmental analysis : energy efficiency 
standards for consumer products /, 82- 
1634 

Environmental analysis of synthetic liquid 
fuels /, 82-3354 

Environmental and resource conservation 
considerations of steel in dustry solid 
waste /, 82-13551 

Environmental assessment : Aquifer Ther- 
mal Energy Storage Program., 82-13298 

Environmental assessment : notice of pro- 
posed rulemaking for the allocation and 
pricing of gasohol /, 82-5200 
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Environmental assessment : urban waste 
technology program., 82-13301 

Environmental assessment data systems : 
terminology reference manual /, 82- 
10088 

Environmental assessment data systems user 
guide : fine particle emissions information 
system /, 82-3383 

Environmental assessment data systems user 
guide : gaseous emissions data system /, 
82-3382 

Environmental assessment data systems user 
guide : liquid effluents data system /, 
82-1673, 82-3384 

Environmental assessment data systems user 
guide : solid discharge data system /, 
82-3385 

Environmental assessment for oil and gas 
leasing program, Butte District /, 82- 
10959 

Environmental assessment of an oil-fired 
controlled utility boiler /, 82-13647 

Environmental assessment of coal cleaning 
processes : master test plan/, 82-13594 

Environmental assessment of coal cleaning 
processes : selection of test sites for 
source test program /, 82-13595 

Environmental assessment of coal cleaning 
processes : technology overview /, 82- 
13596 

An environmental assessment of cooling 
reservoirs /, 82-6631 

Environmental assessment of the Alaskan 
continental shelf : Kodiak interim synthe- 
sis report - 1980 /, 82-4685 

Environmental assessment of utility boiler 
combustion modification NOX controls /, 
82-13645 

Environmental assessment report : develop- 
ment and management of the Triangle 
Exchange Lands, Modoc County, Cali- 
fornia., 82-9095 

Environmental assessment report : Lurgi 
coal gasification systems for SNG /, 82- 
13607 

Environmental assessment, source test and 
evaluation report Lurgi (Kosovo) 
medium Btu gasification, phase 1 /, 82- 
13620 

Environmental assessment, source test and 
evauation report Wellman-Galusha 
(Glen Gery) low-Btu gasification /, 82- 
13618 

Environmental assessmental [sic], geother- 
mal energy, Heber geothermal binary- 
cycle demonstration project, Imperial 
County, California, 82-13297 

Environmental baseline descriptions for use 
in the management of Fort Carson natu- 
ral resources. Report 2. Water-quality, 
meteorologic, and hydrologic data col- 
lected with automated field stations /, 
82-13129 

Environmental chemistry and cycling proc- 
esses : proceedings of a symposium held 
at Augusta, Georgia, April 28-May 1, 
1976 /, 82-5183 





Environmental control technology for at- 
mospheric carbon dioxide, final report /, 
82-13258 

Environmental education and protection., 
82-5553 

Environmental effects of sewage sludge dis- 
posal : hearing before the Subcommittee 
on Natural Resources, Agriculture Re- 
search, and Environment of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-seventh 
Congress, first session, May 27, 1981., 
82-4274 

Environmental effects on fatigue behavior 
of metals /, 82-9896 

Environmental features, general hydrology, 
and external sources of nutrients affecting 
Wilderness Lake, King County, Washing- 
ton /, 82-10787 

Environmental, heycrystalling silicon) /, 
82-331 

Environmental impact resulting from un- 
confined animal production /, 82-1670 

Environmental impact statement and 208 
water quality management plan for Cape 
Cod /, 82-13659 

Environmental: impact statement for 
Independence Steam Electric Station, 
Independence County, Arkansas., 82- 
1675 

Environmental impact statement on the 
fishery management plan for the precious 
coral fisheries (and associated non-pre- 
cious corals) of the Western Pacific 
Region /, 82-12885 

Environmental impact statement, southern 
Appalachian region : final /, 82-13944 

Environmental impacts of airport policy al- 
ternatives /, 82-11527 

Environmental information., 82-10108 

Environmental information acquisition and 
maintenance techniques : reference guide 
/, 82-13167 

Environmental issues relating to fossil 
energy technology options /, 82-13256 

Environmental monitoring of a wastewater 
treatment plant /, 82-10132 

Environmental outlook., 82-362 

Environmental outlook (United States. En- 
vironmental Protection Agency. Office of 
Research and Development), 82-362 

Environmental overview and analysis of 
mining effects : Denali National Park and 
Preserve, Alaska., 82-14006 

Environmental perspective on the emerging 
oil shale industry /, 82-13535 

Environmental Protection Agency con- 
Struction grants urgent appropriation : 
report (to accompany H.J. Res. 390)., 
82-11819 

Environmental Protection Agency national 
emission standards for hazardous air pol- 
lutants /, 82-10105 

The Environmental Protection Agency 
needs to better control its growing paper- 
work burden on the public : report to the 
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EPA proposed rulemaking on chlorofluorocarbons (CFCs) and its impact on small 


Chairman, Joint Economic Committee : 
summary /, 82-13725 

Environmental Protection Agency over- 
sight : hearing before the Committee on 
Environment and Public Works, United 
States Senate, Ninety-seventh 
first session, October 15, 1981., 82-12241 

Environmental readiness _ document : ad- 
vanced electric : commercial- 
ization phase III planning /, 82-9947 

Environmental readiness document : build- 
ings and community systems, FY 1980., 
82-13272 

Environmental readiness document : coal 
liquefaction : commercialization phase III 
planning /, 82-9948 

Environmental readiness document : oil 
shale : commercialization phase III plan- 
ning /, 82-9949 

Environmental readiness document : trans- 
portation programs, FY 1980 : alcohol 
fuels, organic Rankine cycle system 
working fluids., 82-13271 

Environmental statement on the reauthori- 
zation of the Central Valley Project and 
the Central Valley Project—State Water 
Project coordinated operating agreement 
/, 82-13942 

Environmental trends., 82-2125 

Environmentally based siting assessment for 
synthetic liquid fuels facilities : draft final 
report /, 82-3332 

Environmentally based siting assessment for 
synthetic liquid fuels facilities worksheet : 
draft final report /, 82-13270 

EPA alkali scrubbing test facility : ad- 
vanced program, final report (October 
1974-June 1978) /, 82-13654 

EPA alkali scrubbing test facility : ad- 
vanced program, fourth progress report / 

82-13633 

EPA/DOE Symposium on High Tempera- 
ture High Pressure Particulate Control, 
September 20-21, i977, Washington, D.C. 
/, 82-3335 

EPA environmental outloook, 82-362 

EPA/IERL-RTP procedures for level 2 
sampling and analysis of organic materi- 
als / by J.C. Harris ... [et al.] ; prepared 
for U.S. Environmental Protection 
Agency, Office of Research and Devel- 
opment., 82-10139 

EPA/IERL-RTP procedures manual : level 
2 sampling and analysis of selected re- 
duced inorganic compounds /, 82-13557 

EPA proposed rulemaking on chlorofluoro- 
carbons (CFCs) and its impact on small 
business : hearing before the Subcommit- 
tee on Antitrust and Restraint of Trade , 
Activities Affecting Small Business of the 
Committee on Small Business, House of 
Representatives, Ninety-seventh Con- 
gress, first session, Washington, D.C., 
July 15, 1981., 82-4276 
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EPA slow in controlling PCB’S. : report to 
the Administrator, Environmental Protec- 
tion Agency /, 82-10356 

EPA utility FGD survey : August - Sep- 
tember 1978 /, 82-356 

EPA utility FGD survey : January - March 
1980 /, 82-361 

EPA’s final PCB ban rule : over 100 ques- 
tions & answers to help you meet these 
requirements /, 82-1682 

EPA’s new research controls: Problems 
remain report to the Administrator, Envi- 
ronmental Protection Agency /, 82- 
13713 

The Epidemiology, etiology and pathophy- 
siology of endocrine system neoplasms 
and related endocrinology (excluding 
gonads), 82-5689 

Equal employment opportunity affirmative 
action plan : fiscal years 1979 through 
1981 /, 82-3852 

Equal employment opportunity report. Job 
patterns for minorities and women in pri- 
vate industry /, 82-2430 

Equal employment opportunity report. Mi- 
norities and women in institutions of 
higher education, 82-940 

Equal employment opportunity report. Job 
patterns for minorities and women in pri- 
vate industry (Washington (D.C.) : 1979), 
82-2430 

Equal opportunity in employment /, 82- 
11184 

Equal opportunity in the Foreign Service : 
areport /, 82-142 

Equation modifying 
(EQMOD)., 82-6097 

An equation of state for fluid ethylene /, 
82-1368 

An Equilibrium analysis of selected inter- 
city freight markets : trucks with double 
trailers vs. TOFC shuttle trains as energy 
conservation alternatives /, 82-6274 

Equipment development and test program : 
1979-80 progress and plans., 82-12395 

Equipment lists : items approved, certified 
or accepted under marine inspection and 
navigation laws., 82-11574 

The equity of public subsidies for higher 
education : some thoughts on the litera- 
ture /, 82-13778 

The equivalent circuit in the mobility anal- 
ogy of a magnetostrictive transducer in 
the presence of eddy currents /, 82-3236 

ERDA headquarters reports., 82-13686 

Erosion control of scour during construc- 
tion. Report 1. Present design and con- 
struction practice /, 82-9803 

Erosion control of scour during construc- 
tion. Report 3. Experimental meas- 
urements of refraction, diffraction, and 
current patterns near jetties /, 82-9804 

ES-203, characteristics of the insured unem- 
ployed : evaluation of the survey data /, 
82-12048 

Escambia County, Florida, soil interpretive 
map of prime farmland /, 82-1193 
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Escherichia coli in food Escherichia coli en 
alimentos., 82-1845 

Establishing a cotton-ginning cooperative in 
the southeast /, 82-12678 

Establishing a Senate Placement Office : 
report (to accompany S. Res, 193)., 82- 
931 

Establishing innovative taxicab services : a 
guidebook /, 82-6491 

Establishment of a National Accident Sam- 
pling System (NASS) team in Ashley, 
Chicot, Desha, Drew, and Lincoln coun- 
ties, Arkansas /, 82-6495 

Establishment of new major public airports 
in the United States : report of the Secre- 
tary of Transportation to the United 
States Congress pursuant to section 26 of 
the Airport and Airway Development 
Act Amendments of 1976 (P.L. 94-353)., 
82-861 

Estimate of feasibility to develop acoustic 
emission—flaw relationships for inservice 
monitoring of nuclear pressure vessels /, 
82-6636 

Estimated cost of a submarine fiber cable 
system /, 82-4699 

Estimated oil and gas reserves, Gulf of 
Mexico Outer Continental Shelf, Decem- 
ber 31, 1979 /, 82-1954 

Estimated radiation doses from thorium and 
daughters contained in thoriated welding 
electrodes /, 82-2488 

Estimates of levels of tax haven use : a 
study to quantify the use of tax havens 
for a report submitted by Richard A. 
Gordon on tax havens and their use by 
United States taxpayers, an overview /, 
82-11377 

Estimating item characteristic curves /, 
82-1580 

Estimating long-range highway improve- 
ments and costs., 82-11453 

Estimating nearshore significant wave 
height for irregular waves /, 82-13140 

Estimating northern red oak crown compo- 
nent weights in the northeastern United 
States /, 82-1163 

Estimating the volume of hardwood 
crowns, stems, and the total tree /, 82- 
12503 

Estimating value and volume of ponderosa 
pine trees by equations /, 82-2794 

Estimation of attainable leading-edge thrust 
for wings at subsonic and supersonic 
speeds, 82-11132 

Estimation of fan pressure ratio require- 
ments and operating performance for the 
national transonic facility /, 82-11081 

Estimation of floods of various frequencies 
for the small ephemeral streams in eastern 
Washington /, 82-10788 

Estimation of wave transmission coefficients 
for overtopping of impermeable break- 
waters /, 82-13145 

ETABS : extended 3D building analysis : 
computer analysis of structures to resist 
earthquake effects., 82-9853 
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Ethanol fuels : use, production, & econom- 
ics /, 82-3362 

Ethics of corporate conduct., 82-1618 

Ethiopia, a country profile /, 82-812 

EURO-NATO joint jet pilot 
(ENJJPT) program (1980), 82-801 

Europe, mutual and balanced force reduc- 
tions talks /, 82-2141 

EVA manipulation and assembly of space 
structure columns /, 82-14207 

Evaluating methods for determining water 
use in the High Plains in parts of Colora- 
do, Kansas, Nebraska, New Mexico, 
Oklahoma, South Dakota, Texas, and 
Wyoming, 1979 /, 82-5810 

Evaluating software development by error 
analysis : the data from the Architecture 
Research Facility /, 82-3223 

Evaluating strength and ductility of irradi- 
ated Zircaloy, task 5/, 82-11985 

Evaluating strength and ductility of irradi- 
ated zircaloy task 5 : progress report July 
- December 1978 /, 82-14884 

Evaluating strength and ductility of irradi- 
ated zircaloy, task 5 : quarterly progress 
report, April-June 1979 /, 82-2509 

Evaluating strength and ductility of irradi- 
ated zircaloy task 5 : quarterly progress 
report January-March, 1979 /, 82-14885 

Evaluating strength and ductility of irradi- 
ated zircaloy, task 5 : quarterly progress 
report, July-September 1979 / prepared 
by L.M. Lowry ... [et al.] ; prepared for 
Division of Reactor Safety Research, 
Office of Nuclear Regulatory Research, 
U.S. Nuclear Regulatory Commission., 
82-11970 

Evaluating tax systems for financing the un- 
employment insurance program /, 82- 
12051 

Evaluating the validation of a Monte Carlo 
simulation of binary time series /, 82- 
3261 

Evaluating your firm’s injury & illness 
record, 1979 : manufacturing industries., 
82-11055 

Evaluation and auger analysis of a zinc- 
dialkyl-dithiophosphate antiwear additive 
in several diester lubricants /, 82-6151 

An Evaluation and comparison of nuclear 
powerplant siting methodologies /, 82- 
2464 


Evaluation and development of ecosystem 
models assessing environmental impact : 
third annual report /, 82-6638 

Evaluation and market testing of Corning 
code 7809 thin solar glass /, 82-13347 

Evaluation of a commercial vacuum system 


for the removal of asbestos /, 82-10131 
Evaluation of a computer-assisted battle 
simulation, CAMMS versus a CPX /, 
82-1450 
Evaluation of a drop table for consolidating 
6-in.-diameter cylindrical concrete test 
specimens /, 82-5014 
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Evaluation of a low fidelity simulator 
(LFS) for instrument training /, 82-1566 


Evaluation of a new concept for reducing 


free-stream turbulence in wind tunnels /, 

82-14177 

An evaluation of “A procedure for describ- 
ing fish and wildlife in Pennsylvania” : a 
task force report /, 82-5916 

Evaluation of a shell egg-packing plant 
layout., 82-12370 

Evaluation of a small diameter baffled cul- 
vert for passing juvenile salmonids /, 
82-4373 

Evaluation of a vest-pocket park /, 82- 
9114 

Evaluation of aircraft equipment monitoring 
devices : procedures and techniques /, 
82-3199 

Evaluation of an energy distribution system 
for helicopter landing gears during hard 
landings /, 82-1507 

Evaluation of approximate methods for the 
prediction of noise shielding by Airframe 
components /, 82-3790 

Evaluation of ASME Section XI reference 
level sensitivity for initiation of ultrasonic 
inspection examination /, 82-2555 

Evaluation of calcium sensors in fresh- and 
saltwater /, 82-13588 

Evaluation of cement borehole plug longev- 
ity, technical report /, 82-13327 

Evaluation of contribution of wind blown 
dust from the desert to levels of particu- 
late matter in desert communities /, 82- 
10231 

An evaluation of control needs for the ni- 
trogen fertilizer industry /, 82-13556 

Evaluation of control technology for the 
phosphate fertilizer industry /, 82-5258 

Evaluation of court-annexed arbitration in 
three federal district courts /, 82-670 

Evaluation of defense attempts to manage 
battlefield intelligence data : report to the 
Congress /, 82-5500 

Evaluation of defense attempts to manage 
battlefield intelligence data : report to the 
Congress : summary /, 82-5501 

Evaluation of drilled and grouted-in-place 
dowels for load transfer of Portland 
cement concrete, Tyndall Air Force 
Base, Florida /, 82-1456 

Evaluation of early human activities and re- 
mains in the California desert /, 82-1991 

Evaluation of effects of alternative western 
freight rates for coal /, 82-13450 

An evaluation of engineering control tech- 
nology for spray painting /, 82-555 

Evaluation of factors affecting the toxicity 
of chlorine to aquatic organisms /, 82- 
2503 

Evaluation of four instream flow method- 
ologies used on the Yampa and White 
Rivers, Colorado /, 82-1993 

Evaluation of freeway high occupancy ve- 
hicle lanes and ramp metering /, 82-844 





Evaluation of the feasibility of a single-beam headlighting system / 


Evaluation of freeway high occupancy ve- 
hicle lanes and ramp metering : executive 
summary /, 82-845 

Evaluation of granular bed filters for high- 
tem: igh- particulate 
control /, 82-13580 

Evaluation of highway culvert coating per- 
formance /, 82-6315 

Evaluation of highway safety projects., 
82-14345 

Evaluation of highway safety projects : 
summary., 82-6292 

Evaluation of hyperfiltration for separation 
of toxic substances in textile process 
water /, 82-13554 

Evaluation of isotope migration - land 
burial : water chemistry at commercially 
operated low-level radioactive waste dis- 
posal sites, status report through Septem- 
ber 30, 1979 /, 82-2500, 82-11933 

Evaluation of isotope migration—land 
burial : water chemistry at commercially 
operated low-level radioactive waste dis- 
posal sites : quarterly progress report, 
October-December 1979 /, 82-2501 

Evaluation of LEAA funded courts training 
programs /, 82-14053 

Evaluation of lime precipitation for treating 
boiler tube cleaning wastes /, 82-13641 

Evaluation of liquid dynamic loads in slack 
LNG cargo tanks., 82-12028 

Evaluation of materials interactions for ad- 
vanced reactor systems : annual progress 
report /, 82-14930 

Evaluation of methane production from wet 
stillage and the nutritional value of the 
residue : final report /, 82-13356 

Evaluation of new materials for rotor hub 
journal bearings /, 82-1504 

Evaluation of numerical storm surge models 
/, 82-3181 

Evaluation of particulate emission factors 
for vehicle tire wear /, 82-10244 

Evaluation of passive belts for different size 
occupants /, 82-11606 

An evaluation of polyvinyl chloride (PVC) 
single-ply membrane roofing systems /, 
82-13160 

Evaluation of portable instrument for load 
history study on bridges /, 82-2244 

Evaluation of portable recompression sys- 
tems (PRS) : life support, schedule ade- 
quacy, and human factors /, 82-9858 

An evaluation of potential chemical/me- 
chanical degradation processes affecting 
fuel and structural materials under long- 
term water storage /, 82-2475 

Evaluation of priority treatments for high 
occupancy vehicles /, 82-6316 

Evaluation of pylon focusing for reduced 
helicopter vibration /, 82-219 

An Evaluation of residential smoke detec- 
tors under actual field conditons : final 
report., 82-13693 

Evaluation of safety belt education program 
for employees /, 82-11646 
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Evaluation of safety programs with respect 
to the causes of general aviation acci- 
dents /, 82-6445 

Evaluation of sample disturbance on soils 
using the concept of “reference strain” /, 
82-163 

Evaluation of screening breath testing in 
traffic law enforcement /, 82-6504 

Evaluation of SDRC damping analysis /, 
82-14495 

Evaluation of sensitized flourescence for 
polynuclear aromatic hydrocarbon detec- 
tion /, 82-13627 

Evaluation of signal/control system equip- 
ment and technology : task 5, economic 
studies /, 82-3892 

Evaluation of silicone fluid for replacement 
of PCB coolants in railway industry /, 
82-6362 

Evaluation of simulator adequacy for the 
radiation qualification of safety-related 
equiptment /, 82-2493 

Evaluation of smoke detectors in homes : 
interim report, phase I /, 82-10309 

Evaluation of speed monitoring systems /, 
82-6297 

An evaluation of standard 214 /, 82-11649 

Evaluation of steam generator tube rupture 
events /, 82-948 

Evaluation of steel tie performance at the 
Facility for Accelerated Service Testing 
/, 82-860 

Evaluation of super-water reducers for 
highway applications /, 82-3884 

Evaluation of synthetic fluorspar in BOF 
slags /, 82-5872 

Evaluation of T-37 IFS syllabi in the ASPT 
/, 82-3304 

Evaluation of techniques for dynamic mea- 
surement of fuel motion in liquid-metal- 
cooled fast-breeder reactor safety experi- 
ments /, 82-2511 

Evaluation of the alcoholic : implications 
for research, theory, and treatment : pro- 
ceedings of a conference, October 12-13, 
1979, Farmington, Connecticut /, 82- 
563 

Evaluation of the automated adaptive flight 
training system’s air-to-air intercept per- 
formance measurement /, 82-1567 

Evaluation of the characteristics of users 
and non-users of the NW 7th Avenue 
express bus/car pool system : report 7 /, 
82-2299 

An Evaluation of the costs and benefits of 
railroad electrification., 82-11464 

Evaluation of the easyride specialized trans- 
portation service., 82-3958 

Evaluation of the effectiveness of granular 
actived carbon adsorption and aquacul- 
ture for removing toxic compounds from 
treated petroleum refinery effuents [i.e. 
effluents] /, 82-10218 

Evaluation of the feasibility of a single- 
beam headlighting system /, 82-6260 
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Evaluation of the flash desulfurization process for coal cleaning / 


Evaluation of the flash desulfurization proc- 
ess for coal cleaning /, 82-13577 

Evaluation of the general atomic codes 
TAP and RECA for HTGR accident 
analysis /, 82-14764 

Evaluation of the health risks associated 
with the treatment and disposal of munic- 
ipal wastewater and sludge /, 82-5300 

Evaluation of the I-95 express bus and high 
occupancy vehicle priority systems 
report II-1 /, 82-2302 

Evaluation of the implementation and im- 
pacts of alternative policy and develop- 
ment scenarios for the South Coast air 
basin /, 82-14674 

Evaluation of the maximum allowable cost 
(MAC) for drugs program : phase I 
report : final design report and report of 
pilot study analysis /, 82-10681 

Evaluation of the Mullard/TRRL antilock 
brake system /, 82-3967 

An evaluation of the NASA Tech House, 
including live-in test results /, 82-11139 

Evaluation of the NW 7th Avenue express 
bus and bus priority systems : report 1 /, 
82-887 

Evaluation of the performance of the 
remote area precision positioning system 
(RAPPS) /, 82-2289 

Evaluation of the plastic characteristics of 
piping products in relation to ASME 
code criteria /, 82-4101 

Evaluation of the protective efficiency of a 
new oxygen mask for aircraft passenger 
use to 40,000 feet /, 82-3927 

Evaluation of the seismic system for locat- 
ing trapped miners /, 82-5881 

An evaluation of the significance of untest- 
ed proved reserves of crude oil and natu- 
ral gas., 82-1646 

An evaluation of the State Energy Conser- 
vation Program from program initiation 
to September 1978 : final report /, 82- 
1637 

Evaluation of thermal storage concepts for 
solar cooling applications : a subcontract 
report /, 82-13357 

Evaluation of thick-film inks for solar cell 
grid metallization /, 82-13341 

Evaluation of transponder antenna cover- 
age/ATCRBS performance during simu- 
lated flights of aircraft /, 82-6459 

Evaluation of trench subsidence and stabili- 
zation at Sheffield low-level radioactive 
waste disposal facility : Sheffield, Illinois, 
final report, October 15, 1980-March 30, 
1981 /, 82-12012 

An evaluation of two Great Lakes wave 
models /, 82-13132 

An evaluation of two systems for reducing 
discipline failure in BCT /, 82-157 

An evaluation of visual search behavior on 
a cathode ray tube utilizing the window 
technique /, 82-9750 

Evaluation of wood lignin as a substitute or 
extender of asphalt /, 82-6322 
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Evaluation of 2-D anthropomorphic tem- 
plate (’Oscar”) and 3-D anthropomor- 
phic device (H-point machine) in relation 
to heights and body proportions of 
American drivers /, 82-3975 

Evaluations called for to monitor and assess 
executive appraisal systems : report to the 
Director, Office of Personnel Manage- 
ment /, 82-10370 

Evaluator rating of unit performnce in field 
exercises : a multidimensional scaling 
analysis /, 82-9781 

EVALUE, a computer program for evalu- 
ating investments in forest products in- 
dustries /, 82-12513 

Evaporation by mechanical vapor re- 
compression, technical progress report, 
September 1, 1979—December 31, 1979 / 
, 82-13314 

Everybody’s problem : hazardous waste /, 
82-5255 

Evidence custodian, duties and responsibil- 
ities, 82-9747 

Evolution of allowable stresses in shear for 
lumber /, 82-12511 

Evolving strategic realities : implications 
for US policymakers /, 82-12916 

Ex-reactor determination of thermal gap 
and contact conductance between urani- 
um dioxide, zircaloy-4 interfaces : stage I 
low gas pressure /, 82-14792 

Examenes de nutricion para ninos : algunas 
sugerencias para los padres de familia., 
82-3640 

Examination of financial statements : com- 
munication from the acting Comptroller 
General of the United States, transmitting 
a report on the review of financial state- 
ments of the Commodity Credit Corpora- 
tion, pursuant to section 106 of the Gov- 
ernment Corporation Control Act /, 82- 
14633 

Examination of financial statements, Inter- 
American Foundation : communication 
from the Comptroller General of the 
United States transmitting a report on the 
examination of financial statements of the 
Inter-American Foundation, pursuant to 
section 404(t) of Public Law 91-175, as 
amended., 82-11731 

Examination of financial statements of the 
Federal Deposit Insurance Corporation 
for the year ended ... : communication 
from the Comptroller General of the 
United States transmitting a report on the 
examination of the financial statements of 
the Federal Deposit Insurance Corpora- 
tion, pursuant to section 17(c) of the Fed- 
eral Deposit Insurance Act, as amended., 
82-14598 

Examination of financial statements, Over- 
seas Private Investment Corporation : 
communication from the Comptroller 
General of the United States transmitting 
a report on the examination of financial 
statements of the Overseas Private In- 
vestment Corporation, pursuant to sec- 
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tion 106 of the Government Corporation 
Control Act, as amended., 82-14592, 
82-14624 

Examination of financial statements, Penn- 
sylvania Avenue Development Corpora- 
tion : communication from the acting 
Comptroller General of the United 
States, transmitting a report on the exam- 
ination of financial statements of the 
Pennsylvania Avenue Development Cor- 
poration, pursuant to section 106 of the 
Government Corporation Control Act, as 
amended., 82-14594 

Examination of financial statements, Pen- 
sion Benefit Guaranty Corporation : com- 
munication from the Comptroller General 
of the United States transmitting a report 
on the examination of financial statements 
of the Pension Benefit Guaranty Corpo- 
ration, pursuant to section 106 of the 
Government Corporation Control Act., 
82-14580 

Examination of financial statements, United 
States Railway Association : communica- 
tion from the Comptroller General of the 
United States transmitting a report on the 
audit of the financial statements of the 
U.S. Railway Association, pursuant to 
section 106 of the Government Corpora- 
tion Control Act., 82-14599 

An examination of legal and administrative 
actions taken against at-fault drivers in- 
volved in fatal traffic crashes /, 82- 
11617 

Examination of service and stress data of 
three ships for development of hull girder 
load criteria /, 82-14994 

An Examination of the comfort and con- 
venience of 1979 safety belt systems /, 
82-14533 

An examination of the effects of the low- 
ered maximum speed limit and fuel short- 
ages in North Carolina /, 82-11626 

An examination of the fow of Title I and 
state compensatory aid and their effect on 
equalization in four states, Florida, New 
Jersey, New York and Texas /, 82- 
13781 

Examinations of financial institutions do not 
assure compliance with consumer credit 
laws : report to the Congress /, 82- 
10377 

Examinations of financial institutions do not 
assure compliance with consumer credit 
laws : report to the Congress : summary 
/, %2-10378, 82-10379 

Examining the nation’s immediate and long- 
term surface transportation capital needs : 
hearings before the Subcommittee on 
Surface Transportation of the Committee 
on Public Works and Transportation, 
House of Representatives, Ninety-seventh 
Congress, first session, July 8, 9, 14, 15, 
16, and 22, 1981., 82-15193 

Excerpts from Code of Federal Regulations 
: Title 30, mineral resources, parts 55, 56, 
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57, and 58 relating to metal and nonmetal 
mines., 82-14145 

Excess cancer incidence in Mesa County, 
Colorado /, 82-4120 

Exchange of medical information and shar- 
ing medical resources, 82-12291 

Excitation of surface electromagnetic waves 
on railroad rail /, 82-14510 

Executive and tabular summary of air 
field experience /, 82-6496, 82-14527 

Executive personnel /, 82-11181 


Executive privilege : legal opinions regard- 
ing claim of President Ronald Regan in 
response to a subpoena issued to James 
G. Watt, secretary of the interior /, 82- 
6802 


Executive Seminar on the Future Role of 
Risk Assessment and Reliability Engi- 
neering in Nuclear Regulation : held at 

Maryland, January 28, 1980 /, 
82-14991 

Executive strategy plan for beneficial uses 
program cesium-137 sewage sludge irra- 
diation., 82-9981 

Executive summary : agricultural land use 
water interaction : problem abatement, 
project monitoring, and monitoring strat- 
egies /, 82-5237 

Executive § summary blueprint for 
DARCOM information processing in the 
1980s : the architecture thrust., 82-13034 

Executive summary concerning the impact 
of advanced maintenance data and task 
oriented training technologies on mainte- 
nance, personnel, and training systems /, 
82-1568 

Executive summary, draft environmental 
impact statement on the upgrading of the 
Boston metropolitan area sewage system 
/, 82-10189 

Exercise and your heart., 82-10598 

Exhausted GPO sales publications reference 
file, 82-10426 

Exhibiting jurisdictions : community pro- 
files and site marketing information /, 
82-14500 

Existing and probable next-decade vehicle- 
in-use inspection standards and proce- 
dures /, 82-4009 

Expanded flood plain information study for 
the Rowlett Creek Basin, Texas. 82- 
9820 

Expanding the membership of the United 
States Holocaust Memorial Council from 
sixty to sixty-five and for other purposes : 
report (to accompany S. 1672 ... referred 
jointly to the Committee on House Ad- 
ministration, Interior and Insular Affairs, 
and Post Office and Civil Service) (in- 
cluding the cost estiamte of the Congres- 
sional Budget Office)., 82-6587 

Expansion of reserve requirements to in- 
clude other transaction accounts and 
mechanisms (money market mutual 
funds) : hearings before the Subcommit- 
tee on Domestic Monetary Policy of the 
Committee on Banking, Finance, and 





Urban Affairs. House of Representatives, 
Ninesty-seventh first session, 

on H.R. 2591 ... April 8, June 25, October 
1, 1981., 82-4208 

Expansive soils in highway subgrades : 
summary /, 82-14368 

Expedient industrial protection against nu- 
clear attack /, 82-10269 

Expenditure authorizations and require- 
ments for Senate committees., 82-15195 

Expenditure authorizations for Senate com- 
mittees, 82-15195 

Expenditures and revenues for public ele- 
mentary and secondary education, 82- 
5235 

Expenditures of the 82,666 membership or- 
ganizations with payroll totaled $12.1 bil- 
lion in 1977., 82-12797 

Experiment data for LOFT nuclear small 
break experiment L3-6 and severe core 
transient experiment L8-1 /, 82-14959 

Experiment data report for LOFT antici- 
pated transient experiment L6-5 /, 82- 
6669 ; 

Experiment data report for LOFT antici- 
pated transient experiments L6-1, L6-2, 
and L6-3 /, 82-989 

Experiment data report for LOFT lower 
ascension test L2-2 /, 82-11912 

Experiment data report for LOFT nonnu- 
clear small break experiment L3-0 /, 82- 
6640 

Experiment data report for LOFT nonnu- 
clear test L1-5 : (isothermal test with 
core | installed) /, 82-6627 

Experiment data report for LOFT nuclear 
small break experiment L3-2 /, 82-4142 

Experiment data report for LOFT nuclear 
small break experiment L3-5/L3-5A /, 
82-6672 

Experiment data report for LOFT nuclear 
small break experiment L3-7 /, 82-2534 

Experiment data report for LOFT power 
ascension experiment L2-3 /, 82-14855 

Experiment data report for PBF-LOCA 
tests LOC-11B and 11C /, 82-2455 

Experiment data report for PBT/LOFT 
Lead Rod Test Series : (tests LLR-SO, -3, 
-4, -4A, and -5) /, 82-2481 

Experiment data report for semiscale mod-1 
test S-06-3 : (LOFT counterpart test) /, 
82-11895 

Experiment data report for semiscale mod-3 
blowdown heat transfer test S-07-2 : (ba- 
seline test series) /, 82-11897, 82-11903 

Experiment data report for Semiscale mod- 
3 integral blowdown and reflood heat 
transfer test S-07-6 : (baseline test series) 
/, 82-6630 

Experiment data report for semiscale mod-3 
lower plenum injection test S-07-8 : (ba- 
seline test series) /, 82-14858, 82-14859 

Experiment data report for semiscale mod-3 
reflood heat transfer test S-07-4 : (base- 
line test series) /, 82-4100 
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Experimental installation of mast mounted sight on an OH-58C helicopter / 


Experiment data report for semiscale mod-3 
reflood heat transfer tests S-07-5 and S- 
07-5A : (baseline test series) /, 82-11908 

Experiment data report for Semiscale Mod- 
3 small break test S-07-10 : (baseline test 
series) /, 82-974 

Experiment data report for semiscale mod-3 
small break test S-07-10D (baseline test 
series) /, 82-985 

Experiment data report for Semiscale Mod- 
3 Small Break Test Series : (Tests S-SB- 
P1, S-SB-P2, and S-SB-P7) /, 82-984 

Experiment data report for Semiscale Mod- 
3 small break test series : (tests S-SB-P3 
and S-SB-P4) /, 82-14950 

Experiment data report for Semiscale Mod- 
3 Small Break Test Series : (Tests S-SB-4 
and S-SB-4A) /, 82-970 

Experiment data report for Semiscale Mod- 
3 Small Breaks Test Series : (Tests S-SB- 
2 and S-SB-2A) /, 82-975 

Experiment data report for test PCM-5 : 
(power-cooling-mismatch test series) /, 
82-11906 

Experiment data report for test RIA-ST : 
(reactivity initiated accident test series) /, 
82-14803 

Experiment data report for test RIA 1-1 
(Reactivity Initiated Accident test series) 
/, 82-4114 

Experiment data report for Test RIA 1-2 : 
(reactivity initiated accident test series) /, 
82-14847 

An experiment in database access control /, 
82-3214 

Experimental and statistical investigation of 
thermally induced failure in reactor fuel 
particles /, 82-2544 

Experimental attempts to evoke a differen- 
tial response to different stressors /, 82- 
2273 

Experimental BCAS performance results /, 
82-2285 

Experimental clean combustor program : 
phase III : engine evaluation of an FAA 
exhaust sampling rake /, 82-11553 

Experimental design plan for the downtown 
people mover demonstration projects /, 
82-3953 

An experimental evaluation of head-up dis- 
play formats / J.M. Naish and Donna L. 
Miller., 82-747 

An Experimental evaluation of selected 
rewarming therapies for the treatment of 
profound accidental hypothermia /, 82- 
3950 

An Experimental evaluation of techniques 
for measuring the dynamic compliance of 
railroad track /, 82-6357 

Experimental field test of the model ice 
cream truck ordinance in Detroit /, 82- 
11652 

Experimental installation of mast mounted 
sight on an OH-58C helicopter /, 82- 
5074 
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Experimental investigation of aerodynamic characteristics of a tracked ram air 


Experimental investigation of aerodynamic 
characteristics of a tracked ram air cush- 
ion vehicle /, 82-2224 

An experimental investigation of synergisms 
in class 1 components subjected to 
LOCA typetests /, 82-6628 

An experimental investigation of the mili- 
tary police firearms qualification course / 
, 82-1447 

Experimental salinity alleviation at Malaga 
Bend of the Pecos River, Eddy County, 
New Mexico /, 82-3677 

Experimental sea slicks in the MARSEN 
(Maritime Remote Sensing) exercise /, 
82-3267 

Experimental statistics /, 82-4611 

Experimental studies of an MHD generator 
in the presence of ash in plasma : U.S.- 
U.S.S.R. Cooperative Program in MHD 
Power Generation, April 13-21, 1977, 
Washington, D.C. /, 82-5184 

Experimental study of acoustic loads on 
upper-surface-blown STOL airplane con- 
figuration /, 82-11144 

Experimental study of low-energy charge 
transfer in nitrogen /, 82-3774 

Experimental verification of a pneumatic 
transport system for the rapid excavation 
of tunnels /, 82-14516 

Experimentation in the law : report of the 
Federal Judicial Center Advisory Com- 
mittee on Experimentation in the Law /, 
82-5965 

Experiments in sensing transient rotational 
accelaration cues on a flight simulator /, 
82-6148 

Explanation of proposed estate and gift tax 
treaty between the United States and the 
Federal Republic of Germany /, 82- 
6905 

Explanation of proposed income tax treaty ( 
and proposed protocol) between the 
United States and Israel /, 82-12273 

Explanation of proposed income tax treaty 
(and proposed protocol) between the 
United States and Jamaica /, 82-15219 

Explanation of proposed income tax treaty 
(and proposed protocol) between the 
United States and the Argentine Republic 
/, %2-12275 

Explanation of proposed income tax treaty 
between the United States and Canada /, 
82-2719 

Explanation of proposed income tax treaty 
between the United States and Egypt /, 
82-15216 

Explanation of proposed income tax treaty 
between the United States and the King- 
dom of Morocco /, 82-15218 

Explanation of proposed income tax treaty 
between the United States and the Peo- 
ple’s Republic of Bangladesh /, 82- 
15215 

Explanation of proposed income tax treaty 
between the United States and the Philip- 
pines /, 82-12274 
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Explanation of proposed income tax treaty 
between the United States and the Re- 
public of Malta /, 82-15220 

Explanation of proposed protocol to 
income tax treaty between the United 
States and the Kingdom of Norway /, 
82-15217 

Exploitation of children : hearing before the 
Subcommittee on Juvenile Justice of the 
Committee on the Judiciary, United 
States Senate, Ninety-seventh Congress, 
first session, on problems of the exploited 
children, November 5, 1981., 82-15164 

Exploiting the ecological interaction of the 
green peach aphid on peach trees., 82- 
12348 

Exploration of coal and anthracitic carbo- 
naceous shale resources, Narragansett 
basin, Massachusetts and Rhode Island /, 
82-13390 

An exploratory investigation of the skill 
qualification testing system /, 82-13121 

An exploratory investigation of various as- 
sessment instruments as correlates of 
complex visual monitoring performance / 
, 82-6455 

Exploratory studies of the cruise perform- 
ance of upper surface blown configura- 
tions : experimental program : test facili- 
ties, model design, instrumentation, and 
low-speed, high-lift tests /, 82-14174 

Exploratory studies of the cruise perform- 
ance of upper surface blown configura- 
tions : summary report /, 82-14175 

Explorer on the northern plains : Lieuten- 
ant Gouverneur K. Warren’s preliminary 
report of explorations in Nebraska and 
Dakota, in the years 1855-’56-’57., 82- 
13149 

Exploring interactions between fur seal 
populations and fisheries in the Bering 
Sea /, 82-14704 

The explosion hazard in mining., 82-3764 

Export administration bulletin, 82-138 

Export administration regulations., 82-138 

Export airworthiness approval procedures., 
82-6388 

Export control regulations, 82-138 

Export grain bank : hearing before the Sub- 
committee on Wheat, Soybeans, and 
Feed Grains of the Committee on Agri- 
culture, House of Representatives, 
Ninety-seventh Congress, first session on 
H.R. 2901, September 29, 1981., 82- 
12067 

The Export management company : your 
export department., 82-3129 

Export potential for photovoltaic systems /, 
82-3360 

Extended daylight saving time : hearing 
before the Subcommittee on Energy Con- 
servation and Power of the Committee 
on Energy and Commerce, House of 
Representatives, Ninety-seventh Con- 
gress, first session on H.R. 3951 ... June 
23, 1981., 82-12150 
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Extension of authorization for the Water 
Resources Council : hearings before the 
Subcommittee on Water Resources of the 
Committee on Public Works and Trans- 
portation, House of Representatives, 
Ninety-seventh Congress, first session, 
May 5 and 6, 1981., 82-2700 

Extension of certain international energy 
authorities : report (to accompany S. 
1475) (including cost estimate of the Con- 
gressional Budget Office)., 82-2395 

Extension of Federal Physicians Compara- 
bility Allowance Act of 1978 : report (to 
accompany H.R. 4793) (including cost es- 
timate of the Congressional Budget 
Office)., 82-4081 

Extension of the expiration date of section 
252 of the Energy Policy and Conserva- 
tion Act : hearing before the Committee 
on Energy and Natural Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 1475 ... July 
20, 1981., 82-12134 

Extension of the Older Americans Act : 
hearing before the Select Committee on 
Aging, House of Representatives, Ninety- 
seventh Congress, first session, April 28, 
1981., 82-4195 

Extension of the Voting Rights Act : hear- 
ings before the Subcommittee on Civil 
and Constitutional Rights of the Commit- 
tee on the Judiciary, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, on extension of the Voting Rights 
Act, May 6, 7, 13, 19, 20, 27, 28, June 3, 
5, 10, 12, 16, 17, 18, 23, 24, 25, and July 
13, 1981., 82-12212 
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benzene /, 82-10661 

Exterior weathering durability of some 
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for wood shingles : a five-year report /, 
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/, 82-5892 

Extradition Act of 1981 : hearing before the 
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States Senate, Ninety-seventh Congress, 
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tives, Ninety-seventh Congress, first ses- 
sion, June 16, 17, and 18, 1981., 82-1107 

FAA-Coast Guard interservice fueling and 
maintenance of aircraft., 82-11493 
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plan., 82-864 

FAA identification media., 82-11491 
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6420 
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report /, 82-13617 
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Facilitation of decommissioning light water 
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system., 82-14422 
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energy products, 82-4588 

Fading statistics on a 23 km link at 9.6 and 
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Federal assistance guide for park and recre- 
ation professionals /, 82-1994 

The Federal Assistance Improvement Act 
of 1981 : hearing before the Committee 
on Rules and Administration, United 
States Senate, Ninety-seventh Congress, 
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Federal aviation regulations. Part 121. Cer- 
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75., 82-14432 

Federal budget totals are understated be- 
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the Committee on Government Oper- 
ations, House of Representatives, Ninety- 
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82-500 
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Compensation Act., 82-692 
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Development Utilization Act” ...., 
15058 

Federal patent policy : joint hearing before 
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and Transportation, United States Senate 
and the Committee on Science and Tech- 
nology, U.S. House of Representatives, 
Ninety-seventh Congress, first session, on 
federal patent policy ..... 82-15059 

Federal payments in lieu of property taxes : 
hearings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-seventh 
Congress, first session, on H.R. 928 and 
related bills ... October 14, 20, and 27, 
1981., 82-15130 
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ices and supporting research /, 82- 
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Federal Power Commission reports 
439, 82-440, 82-441, 82-5450 

Federal preemption of state usury ceilings : 
hearings before the Subcommittee on 
Consumer Affairs and Coinage of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representatives, 
Ninety-seventy Congress, first session, on 
H.R. 2501 ... H.R. 3172 ... October 20 
and 21, 1981., 82-15042 

Federal Prevailing Rate Advisory Commit- 
tee ... annual report : message from the 
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ting the annua report of the Federal Pre- 
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Federal Prevailing Rate Advisory Commit- 
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tee ... annual report (House document), 
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Federal program evaluations, 82-501 
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Committee on Governmental Affairs, 
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Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-seventh Congress, first session, on 
oversight on the midyear monetary 
policy report to Congress pursuant to the 
Full Employment and Balanced Growth 
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Federal rulemaking : problems and possibili- 
ties /, 82-11019 

The federal rules of evidence annotated /, 
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Federal strategy for research into the bio- 
logical effects of ionizing radiation : re- 
sponding to the congressional mandate 
under the Bio Research Extension 
Act of 1978 (P.L. 95-622)., 82-5679 

The federal structure for examining finan- 
cial institutions can be improved : report 
to the Congress /, 82-5486 

Federal structure for examining finanical in- 
stitutions : hearings before the Subcom- 
mittee on General Oversight and Renego- 
tiation of the Committee on Banking, Fi- 
nance and Urban Affairs, House of Rep- 
resentatives, Ninety-seventh 
first session, June 3, and 4, and July 15, 
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mary : report to the Congress /, §82- 
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Federal women’s program : Spanish speak- 
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Subcommittee on Investigations of the 
Committee on Governmental Affairs, 
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Con, first session, July 22 and 23, 
1981., 82-4245 

Federalism, the first ten months : a report 
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research and development., 82-14372 

Federally coordinated program of research 
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tion., 82-850, 82-14352 

Federally funded programs for disabled stu- 
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grams, 1975-80 /, 82-5230 

Fees charged under the Bankruptcy Act : 
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ing cost estimate of the Congressional 
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Manalo : report (to accompany H.R. 
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FHA Revitalization Act of 1981 : hearing 
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Federal Rebublic of Germany /, 82- 
3404 
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with selectable acoustic properties for 
molding and coating applications at ultra- 
sonic frequencies /, 82-3239 

Filling and emptying system for Bay 
Springs Lock, Tennessee-Tombigbee Wa- 
terway, Mississippi : hydraulic model in- 
vestigation /, 82-170 

Filling and emptying system, New Ship 
Lock, Mississippi River-Gulf Outlet, Lou- 
isiana : hydraulic model investigation /, 
82-1458 

Filling the strategic petroleum reserve : its 
price and economic effects /, 82-13452 

Film entrainment and drop deposition for 
two-phase flow /, 82-11974 

Filter fabrics for airport drainage /, 82- 
14475 

Final areawide waste treatment manage- 
ment plan and final environmental impact 
statement for the metropolitan Boston 
area /, 82-5267 

Final cost of Cumberland Steam Plant, 
units 1 and 2/, 82-12042 

Final decision : Montana wilderness inven- 
tory, Miles City and Lewistown Bureau 
of Land Management Districts., 82- 
10944 

Final EIS/EIR Las  Virgenes-Triunfo, 
Malibu-Topanga area wide facilities plan 
/, 82-5270 

Final environmental assessment : Whitney 
Canyon—Carter Creek natural gas proc- 
essing projects in Uinta and Lincoln 
Counties, Wyoming, Rich County, Utah 
/, 82-5787 

Final environmental impact statement : 
Alpine Lakes Area management plan : 
Chelan, King, Kittitas, Snohomish Coun- 
ties, Washington., 82-1169 

Final environmental impact statement : 
Belle River power plant, St. Clair 
County, Michigan /, 82-9834 

Final environmental impact statement 
Hotchkiss to Paonia Dam, Delta and 
Gunnison Counties, Colorado /, 82-852 

Final environmental impact statement and 
comprehensive management plan : Hells 
Canyon National Recreation Area., 82- 
12530 

Final environmental impact statement and 
proposed coastal management program 
for the state of Alaska /, 82-3110 

Final environmental impact statement and 
water quality management plan for the 
Upper Housatonic River /, 82-10183 

Final environmental impact statement, coal 
line project : prepared pursuant to section 
102(2X(c) of the National Environmental 
Policy Act, 42 U.S.C. 4332(2)(c) /, 82- 
3900 

Final environmental impact statement (EIS) 
for New York Bight Acid Waste Dispos- 
al Site designation /, 82-5272 





January — June 1982 


Final environmental impact statement for 
commercial ocean thermal energy con- 
version (OTEC) licensing /, 82-9512 

Final environmental impact statement for 
Fayette Power Project, Fayette County, 
Texas /, 82-10169 

Final environmental impact statement for 
Lakeview, Arkansas wastewater treat- 
ment facilities, 82-10172 

Final environmental impact statement for 
project I 70-2(24), Wheeler Junction to 
Frisco Summit County /, 82-11454 

Final environmental impact statement for 
proposed issuance of new source national 
pollutant discharge elimination system 
permit to Louisville Gas and Electric 
Company, Trimble County Generating 
Station, Trimble County, Kentucky /, 
82-10182 

Final environmental impact statement for 
proposed sewerage facilities in the 
Marion County Lake Improvement Dis- 
trict /, 82-10174 

Final environmental impact statement for 
Sooner Generating Station units 1 and 2, 
Noble and Pawnee Counties, Oklahoma., 
82-5275 

Final environmental impact statement for 
the proposed expansion of existing 
wastewater treatment facilities at Scottsb- 
luff, Gering, and Terrytown, Scotts Bluff 
County, Nebraska /, 82-10185 

Final environmental impact statement for 
Vistron Petrochemical Complex, Calhoun 
County, Texas /, 82-5268 

Final environmental impact statement for 
wastewater treatment facilities : city of 
Lynnwood & Alderwood Water District, 
Snohomish County, Washington /, 82- 
13660 

Final environmental impact statement for 
wastewater treatment facilities, San Anto- 
nio, Texas /, 82-10179 

Final environmental impact statement of 
proposed issuance of a new source na- 
tional pollutant discharge elimination 
system permit and section 10 and section 
404 permits to Iowa Southern Utilities 
Company, Ottumwa Generating Station / 
, 82-5274 

Final environmental impact statement on 
grazing management in the Kanab/Esca- 
lante area, Utah /, 82-1897 

Final environmental impact statement on 
standards and guidelines for the northern 
regional plan., 82-12532 

Final environmental impact statement on 
the final 208 waste treatment manage- 
ment plan for the Androscoggin Valley 
Region! Planning Commission /, 82- 
13658 

Final environmental impact statement on 
the ocean dumping of sewage sludge in 
the New York Bight /, 82-5273 

Final environmental impact statement on 
the proposed 208 water quality manage- 
ment plan for Martha’s Vineyard /, 82- 
5271 





Final environmental impact statement on 
wastewater treatment facilities construc- 
tion grants for the Ramapo River basin, 
New York /, 82-10178 

Final environmental statement : West 
Contra Costa sanitary landfill project reg- 
ulatory permit application, Contra Costa 
County, California : application by Rich- 
mond Sanitary Service, Richmond, Cali- 
fornia., 82-13175 

Final environmental statement : Yellow 
Creek nuclear plant, units 1 and 2 /, 82- 
12046 

Final environmental statement related to 
operation of Three Mile Island Nuclear 
Station units 1 and 2, Metropolitan 
Edison Company, Pennsylvania Electric 
Company, Jersey Central Power and 
Light Company, docket nos. 50-289 and 
50-320., 82-14720 

Final generic environmental statement on 
the routine use of plutonium-powered 
cardiac pacemakers : update of informa- 
tion on power sources for pacemakers., 
82-4088 

The final proceedings of the second Solar 
Heating and Cooling Commercial Dem- 
onstration Program Contractors’ Review 
/, 82-9960 

The final proceedings of the Solar Export 
Issues Workshop, Linden Hill Hotel, Be- 
thesda, Maryland, August 12-14, 1979 /, 
82-13242 

The final proceedings of the Solar Power 
Satellite Program Review, April 22-25, 
1980, Lincoln, Nebraska /, 82-13244 

Final programmatic EIS, environmental 
impact statement : proposed cooperative 
gypsy moth suppression and regulatory 
program activities, 82-12529 

Final regulatory analysis for model years 
1983-85 light truck fuel economy stand- 
ards., 82-14565 

Final regulatory impact analysis : amend- 
ment to federal motor vehicle safety 
standard no. 208 occupant crash protec- 
tion., 82-902 

Final report, 82-912, 82-13769 

Final report : a survey of software tools 
usage /, 82-4609 

Final report and recommendations for the 
secretary on fair market value and mini- 
mum acceptable bids for federal coal 
leases /, 82-3675 

Final report, data from the national drug 
abuse treatment utilization survey 
(NDATUS), 82-10675 

Final report, data from the national drug 
and alcoholism treatment utilization 
survey (NDATUS) /, 82-10675 

Final report, helicopter drive system R&M 
design guide /, 82-5081 

Final report of the National Highway 
Safety Advisory Committee on alcohol 
safety adjudication., 82-11598 

Final report of the Select Commission on 
Immigration and Refugee Policy : joint 
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The financial disclosure process of the legislative branch can be improved : 


hearings before the Subcommittee on Im- 
migration and Refugee Policy of the 
Senate Committee on the Judiciary and 


Subcommittee on Immigration, 
Refugees,and International Law of the 
House Committee on the Judiciary, 
Ninety-seventh Congress, first session, on 
the final report of the Select Commission 
on Immigration and Refugee Policy, May 
5, 6, and 7, 1981., 82-6862 

Final report on development of the teenage 
self-test drinking and driving /, 82-3978 

Final report phase I systems interaction 
methodology applications program /, 
82-4145 

Final report, September 1975-September 
1978 : radiation dose to construction 
workers at operating nuclear power plant 
sites /, 82-6629 

Final standards support and environmental 
impact statement /, 82-13667 

Final supplement to the operation & main- 
tenance environmental impact statement 
for the federal facilities at Sault Ste. 
Marie, Michigan, addressing limited 
season extension of operation /, 82- 
13176 

Final Ute Mountain land exchange environ- 
mental assessment., 82-5936 

Finance /, 82-4959 

Finance Committee allocation of budget 
totals., 82-2352 

Finance, investment guaranties : agreement 
between the United States of America 
and Lebanon, effected by exchange of 
notes signed at Beirut September 17, 1980 
and February 10, 1981., 82-11339 

Finances of employee-retirement systems of 
state and local governments, 82-1354 

Finances of employee-retirement systems of 
state and local governments in ..., 82- 
1354 

Finances of public school systems, 82-1355 

Finances of public school systems in 
82-1355 

Financial administration : Army National 
Guard management structure., 82-13026 

Financial administration : fiscal accounting 
functional manual, Army National 
Guard., 82-13027 

Financial aid to students., 82-3541 

Financial assistance by geographic area. 
Region X, Seattle, Washington /, 82-541 

Financial assistance by geographic area. 
Region VIII, Denver, Colorado /, 82- 
540 

Financial characteristics of the housing in- 
ventory, 82-12714 

The financial disclosure process of the legis- 
lative branch can be improved : report to 
the Congress /, 82-473 

The financial disclosure process of the legis- 
lative branch can be improved : summary 
: report to the Congress /, 82-474 
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Financial disclosure reports of members of the U.S. House of Representatives 


Financial disclosure reports of members of 
the U.S. House of Representatives, 82- 
933 

Financial disclosure reports of members of 
the U.S. House of Representatives of the 
.. Congress from ... submitted to the 
Clerk of the House pursuant to 2 U.S.C. 
[section] 703(a)., 82-933 

Financial implications of the accident at 
Three Mile Island : oversight hearings 
before the Subcommittee on Energy and 
the Environment of the Committee on 
Interior and Insular Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on financial implica- 
tions of the accident at Three Mile 
Island, hearings held in Washington, 
D.C., May 4 and 5, 1981., 82-6850 

Financial institutions in a revolutionary era 
/, 82-2599 

Financial Institutions Restructuring and 
Services Act of 1981 : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-seventh Congress, first session, on 
S. 1686 ... S. 1703 ... S. 1720 ... S. 1721 
wey 82-4211 

Financial management information package 
/, 82-658 

Financial protection for federal employees., 
82-764 

Financial statements - Department of Hous- 
ing and Urban Development, Office of 
Finance and Accounting, 82-10698 

Financial statements as of ..., 82-10698 

Financial statistics of institutions of higher 
education. State data., 82-10043 

Financial statistics of institutions of higher 
education. Current funds revenues and 
expenditures. State data, 82-10043 

Financing community colleges : an exami- 
nation of the state and local roles /, 82- 
13775 

Financing increased coal production /, 82- 
10006 


The Financing of private small scale hydro- 
electric projects/, 82-13393 

Financing rural electric generating facilities 
: a large and growing activity : report to 
the Congress /, 82-1724, 82-1725 

Financing social security : an Oklahoma 
perspective : hearing before the Subcom- 
mittee on Retirement Income and Em- 
ployment of the Select Committee on 
Aging, House of Representatives, Ninety- 
seventh Congress, first session, June 29, 
1981, Claremore, Okla., 82-1007 

Financing the cleanup of the Three Mile 
Island nuclear powerplant : joint hearing 
before the Committee on Energy and 
Natural Resources, and the Subcommittee 
on Nuclear Regulation of the Committee 
on Environment and Public Works, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 1606 ... Oc- 
tober 20, 1981., 82-12141 
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Financing the housing needs of the 1980s : 
a preliminary report on housing finance / 
, 82-6184 

The finanical and productivity problems of 
urban public transportation : hearings 
before the Subcommittee on Investiga- 
tions and Oversight of the Committee on 
Public Works and Transportation, House 
of Representatives, Ninety-seventh Con- 
gress, first session, June 23, 24, 25, Octo- 
ber 21, 1981., 82-15190 

Find and fix the leaks : a guide to air infil- 
tration reduction and indoor air quality 
control /, 82-13392 

Finding and forestalling food stamp fraud : 
a study of the food stamp enforcement 
activities of the Office of Inspector Gen- 
eral—Investigations /, 82-1133 

Fine coal refuse slurry dewatering /, 82- 
5893 

Fine particle emissions information system : 
annual report (1978) /, 82-13608 

Fine particle emissions information system : 
annual report (1979) /, 82-13650 

Fine particle emissions information system 
user guide /, 82-10086 

The finiancial assessment of colleges and 
universities and its implication for state 
policy /, 82-13777 

FINSYS-2 subsystem EDIT-2 /, 82- 
12520 

Fire behavior in nonuniform fuels /, 82- 
12447 

Fire control simulator, 82-12313 

Fire control technician M 3 /, 82-9859, 
82-9863 

Fire danger/fire behavior computations 
with the Texas Instruments TI-59 calcula- 
tor : user’s manual /, 82-12516 

Fire development in residential basement 
rooms /, 82-4617 

Fire education for Sesame Street : a re- 
search study on mass media fire educa- 
tion for preschool children /, 82-10302 

Fire fighting, prevention, and forest fires., 
82-5548 

Fire insurance maps in the Library of Con- 
gress : plans of North American cities 
and towns produced by the Sanborn Map 
Company : a checklist /, 82-2051 

Fire Island inlet to Montauk Point, Long 
Island, New York : beach erosion control 
& hurricane protection project : supple- 
ment no. 2 to general design memoran- 
dum no. 1, Moriches to Shinnecock 
Reach., 82-9787 

Fire Island National Seashore, New York /, 
82-5905 

Fire plow performance and use, 82-12314 

Fire protection research : quarterly prog- 
ress report October-December 1977 /, 
82-11904 

Fire regimes and ecosystem properties : 
proceedings of the conference : Decem- 
ber 11-15, 1978, Honolulu, Hawaii., 82- 
39 
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Fire risk analysis for nuclear power plants / 
» 82-6713 

Fire safety of LPG in marine transportation 
/, 82-13266 

Fire safety where you live : 
conference, FEMA/USFA., 

Fire vs. fire, 82-12316 

Fire weather, 82-12315 

Firearms /, 82-13998 

Firewood in pacific northwest national for- 
ests., 82-4305 

The first “A” in NASA : hearing before the 
Subcommittee on Transportation, Avi- 
ation, and Materials of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, December 8, 1981., 
82-15204 

First American-Soviet Symposium on the 
Biological Effects of Pollution on Marine 
Organisms : symposium sponsored as part 
of the U.S.-U.S.S.R. agreement on pro- 
tection of the environment /, 82-3377 

First annual report of the National Hospital 
Rate-Setting Study a comparative 
review of nine prospective rate-setting 
programs /, 82-5771 

First field trials with sulfur-extended-asphalt 
(SEA) binders in Maine : design and con- 
struction report /, 82-2245 

First interim analysis of first offender treat- 
ment effectiveness /, 82-11637 

First interim analysis of multiple offender 
treatment effectiveness /, 82-11636 

First meeting of the Committee on Small 
Business, United States Senate, with 
members of the committee’s National Ad- 
visory Council., 82-12267 

First meeting of the High Altitude Pollu- 
tion Program Scientific Advisory Com- 
mittee, November 29-December 1, 1978, 
Washington, D.C. : executive summary., 
82-14441 

Fiscal accountability of the nation’s energy 
resources., 82-13934 

Fiscal disparities : hearing before the Sub- 
committee on Intergovernmental Rela- 
tions of the Committee on Governmental 
Affairs, United States Senate, Ninety-sev- 
enth Congress, first session ...., 82-15138 

Fiscal management of federal pass-through 
grants : the need for more uniform re- 
quirements and procedures., 82-6609 

Fiscal year 1980, Air Force technical objec- 
tive document /, 82-1584 

Fiscal year 1981 — Air Force technical ob- 
jective document /, 82-1598 

Fiscal year 1982 : Air Force technical ob- 
jective document /, 82-13225 

Fiscal year 1982 Department of Energy, au- 
thorization for national security programs 
: hearings before the Subcommittee on 
Strategic and Theater Nuclear Forces of 
the Committee on Armed Services, 
United States Senate, Ninety-seventh 


sixth annual 
82-10297 





January — June 1982 


Congress, first session, on S. 846 .... 
March 13 and May 5, 1981., 82-12098 

Fish, 82-1980, 82-1981, 82-5926, 82- 
5927 

Fish and marine life., 82-3555 

Fish and wildlife miscellaneous : hearings 
before the Subcommittee on Fisheries 
and Wildlife Conservation and the Envi- 
ronment of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session ...., 82-1089 

Fish and wildlife resources of the Great 
Lakes coastal wetlands within the United 
States /, 82-14021 

Fish meal and oil, annual summary., 
9558 

Fish sticks, fish portions, and breaded 
shrimp, annual summary., 82-12882, 
82-12883 

Fisheries, albacore tuna off the Pacific 
Coasts of the United States and Canada : 
interim arrangement between the United 
States of America and Canada, effected 
by exchange of notes dated at Washing- 
ton August 21, 1980., 82-11319 

Fisheries and wildlife research., 82-641 

The Fishermen’s contingency fund : rules 
and regulations., 82-9553 

Fishing methods and equipment of the U.S. 
west coast albacore fleet /, 82-4641 

Fission-gas release from irradiated PWR 
fuel during simulated PCM-type acci- 
dents : progress report /, 82-11884 

Fission product beta and gamma energy re- 
lease quarterly progress report for Octo- 
ber-December 1977 /, 82-14763 

Fission-product energy release for times fol- 
lowing thermal-neutron fission of **Pu 
between 2 and 14000 seconds /, 82- 
14773 

Fission-product energy release for times fol- 
lowing thermal-neutron fission of 241Pu 
between 2 and 14000 seconds /, 82- 
14760 

Fission product release from highly irradiat- 
ed LWR fuel /, 82-14833 

Fission product release from highly irradiat- 
ed LWR fuel heated to 1300-1600C in 
steam /, 82-2508 

Fission product release from LWR fuel 
failed during PCM and RIA transients /, 
82-986 

Fission product release from simulated 
LWR fuel /, 82-11896 

Fission product source terms for the LWR 
loss-of-coolant accident : summary report 
/, 82-6622 

Five year plan for highway safety research, 
development and demonstration : (section 
403 of title 23, USC), fiscal years 1980- 
1984., 82-3980 

Five year plan for motor vehicle safety and 
fuel economy rulemaking, calendar years 
1980-1984., 82-2318 

Fixed facilities energy consumption investi- 
gation— data analysis /, 82-1490 


82- 





Fixed site neutralization model program- 
mer’s manual /, 82-971 

Flag and general officer strengths : hearing 
before the Subcommittee on Manpower 
and Personnel of the Committee on 
Armed Services, United States Senate, 
Ninety-seventh Congress, first session, 
September 17, 1981., 82-15038 

Flammability, odor, and offgassing require- 
ments and test procedures for materials in 
environments that support combustion., 
82-2069 

Flashing inception in flowing liquids /, 82- 
14931 

Flat quadrangle, Missouri-Phelps Co., 7.5 
minute series (topographic), NW/4 Edgar 
Springs 15’ quadrangle /, 82-10876 

Flaw preparations for HSST program 
vessel fracture mechanics testing : me- 
chanical-cyclic pumping and electron- 
beam weld-hydrogen-charge cracking 
schemes /, 82-969 

FLEX a flexible, automated process 
design system /, 82-3250 

Flight attendant seat requirements., 
11503 

Flight of STS-1 with astronauts John W. 
Young and Captain Robert L. Crippen : 
hearing before the Committee on Science 
and Technlogy, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, May 20, 1981., 82-2707 

Flight operations coordinator : skill levels 
4/5., 82-13036 

Flight service station project professional- 
ism, 1978., 82-875 

Flight services., 82-14453 

Flight standards career planning handbook : 
an FAA handbook., 82-14425 

Flight standards field offices : serving gen- 
eral aviation., 82-14407 

Flight test evaluation of a nonlinear hub 
spring on a UH-1H helicopter /, 82- 
13188 

Flight-test evaluation of STOL control and 
flight director concepts in a powered-lift 
aircraft flying curved decelerating ap- 
proaches /, 82-2106 

Flight test evaluation of the high inertia 
rotor system /, 82-222 

Flight training simulator : surface texturing 
via pseudo random noise codes /, 82- 
1601 

Floating breakwater wave-attenuation tests 
for East Bay Marina, Olympia Harbor, 
Washington : hydraulic model investiga- 
tion /, 82-4998 

FLOE, a program for Bayesian estimation 
of flood probabilities /, 82-6714 

Flood damage report : 28 February - 6 
March 1978 on the storm and floods in 
Maricopa County, Arizona., 82-9821 

Flood elevations for the Sooes River at 
proposed fish hatchery, Clallam County, 
Washington : a surface-water site study /, 
82-10756 


82- 
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Flood insurance study : borough of Avoca, Pennsylvania, Luzerne County. 


Flood emergency evacuation, plan of study, 
Lee County, Florida /, 82-13153 

Flood hazard information : Animas River 
and Hermosa Creek, Hermosa, Colorado 
/, 82-13151 

Flood hazard information : Clover Creek, 
Stillwater Creek, and Stillwater Creek 
tributaries, Loomis Corners, California /, 
82-5040 

Flood hazard information : Sacramento 
River and Cottonwood and Battle 
Creeks, Cottonwood-Bend Area, Califor- 
nia /, 82-3185 

Flood hazard information : St. Thomas, 
U.S. Virgin Islands, Demarara (French- 
town) /, 82-9823 

Flood hazard information : Yampa River 
and tributaries, Craig, Colorado /, 82- 
5036 

Flood hazard information report, Crabtree 
Creek, Raleigh, N.C. /, 82-3186 

Flood hazard management and natural re- 
source protection : instructor’s manual /, 
82-10281 

Flood-hazard study, 100-year flood stage 
for Lucerne Lake, San _ Benardino 
County, California /, 82-10745 

Flood insurance report : borough of Avon- 
more, Pennsylvania, |§ Westmoreland 
County., 82-3472 

Flood insurance report : borough of Court- 
dale, Pennsylvania, Luzerne County., 
82-3470 

Flood insurance report : borough of Mar- 
tinsburg, Pennsylvania, Blair County., 
82-3477 

Flood insurance report : borough of Nuan- 
gola, Pennsylvania, Luzerne County., 
82-3480 

Flood insurance report : borough of Salla- 
dasburg, Pennsylvania, Lycoming 
County., 82-3471 

Flood insurance report : township of Fair- 
view, Pennsylvania, Luzerne County., 
82-3473 

Flood insurance report : township of West 
Abington, Pennsylvania, Lackawanna 
County., 82-3478 

Flood insurance study : Arlington County, 
Virginia, 82-5443 

Flood insurance study : Ascension Parish, 
Louisiana, unincorporated areas., 82-399 

Flood insurance study : Atascosa County, 
Texas., 82-427 

Flood insurance study : Bay County, Flor- 
ida, unincorporated areas., 82-3413 

Flood insurance study : Bonneville County, 
Idaho, unincorporated areas. ., 82-3423 

Flood insurance study : Borough of Abbott- 
stown, Pennsylvania, Adams County., 
82-5408 

Flood insurance study : borough of Avoca, 
Pennsylvania, Luzerne County., 82-5390 


Page I-573 





Flood insurance study : Borough of Ben Avon, Pennsylvania, Allegheny County. 


Flood insurance study : Borough of Ben 
Avon, Pennsylvania, Allegheny County., 
82-5377 

Flood insurance study : Borough of 
Brownsville, Pennsylvania, Fayette 
County., 82-5384 

Flood insurance study : Borough of Bryn 
Athyn, Pennsylvania, | Montgomery 
County., 82-5421 

Flood insurance study : borough of Califor- 
nia, Pennsylvania, Washington County., 
82-5398 

Flood insurance study : borough of Carlisle, 
Pennsylvania, Cumberland County., 82- 
5434 


Flood insurance study : borough of Center- 
ville, Pennsylvania, Washington County., 
82-5433 

Flood insurance study : borough of Charle- 
roi, Pennsylvania, Washington County., 
82-5399 

Flood insurance study : borough of Clarks- 
ville, Pennsylvania, Greene County., 82- 
5385 

Flood insurance study : borough of Coal 
Center, Pennsylvania, Washington 
County., 82-5423 

Flood insurance study : borough of Dun- 
levy, Pennsylvania, Washington County., 
82-5424 

Flood insurance study : borough of Elco, 
Pennsylvania, Washington County., 82- 
5404 

Flood insurance study : Borough of Export, 
Pennsylvania, Westmoreland County., 
82-424 

Flood insurance study : Borough of Fall- 
ston, Pennsylvania, Beaver County., £2- 
5380 

Flood insurance study : borough of Fayette 
City, Pennsylvania, Fayette County., 
82-423 

Flood insurance study : borough of Glen 
Rock, Pennsylvania, York County., 82- 
5403 

Flood insurance study : borough of Glenol- 
den, Pennsylvania, Delaware County., 
82-5382 

Flood insurance study : borough of Green 
Tree, Pennsylvania, Allegheny County., 
82-5378 

Flood insurance study : borough of Green- 
ville, Pennsylvania, Mercer County., 82- 
5395 

Flood insurance study borough of 
Hughesville, Pennsylvania, Lycoming 
County., 82-5392 

Flood insurance study : borough of Kennett 
Square, Pennsylvania, Chester County., 
82-420 

Flood insurance study : borough of Lans- 
downe, Pennsylvania, Delaware County., 
82-5383 

Flood insurance study : borough of Marcus 
Hook, Pennsylvania, Delaware County., 
82-421 
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Flood insurance study : borough of May- 
field, Pennsylvania, Lackawanna County., 
82-5386 

Flood insurance study : borough of Miller- 
stown, Pennsylvania, Perry County., 82- 
5397 

Flood insurance study 
Moscow, Pennsylvania, Lackawanna 
County., 82-5387 

Flood insurance study : borough of Mount 
Joy, Pennsylvania, Lancaster County., 
82-5389 

Flood insurance study : borough of Mount- 
ville, Pennsylvania, Lancaster County., 
82-5388 

Flood insurance study : borough of North- 
vale, New Jersey, Bergen County., 82- 
409 


borough of 


Flood insurance study : borough of Plum, 
Pennsylvania, Allegheny County., 82- 
5379 

Flood insurance study : borough of Port- 
land, Pennsylvania, Northampton 
County., 82-5396 

Flood insurance study : borough of Rices 
Landing, Pennsylvania, Greene County., 
82-10320 

Flood insurance study : borough of Ring- 
wood, New Jersey, Passaic County., 82- 
410 

Flood insurance study : borough of Roscoe, 
Pennsylvania, Washington County., 82- 
5400 


Flood insurance study : borough of Speers, 
Pennsylvania, Washington County., 82- 
3479 

Flood insurance study : borough of Stock- 
dale, Pennsylvania, Washington County., 
82-5401 

Flood insurance study : Borough of Water- 
ford, Pennsylvania, Erie County., 82- 
422 

Flood insurance study : Brooks County, 
Georgia, unincorporated areas., 82-1690 

Flood insurance study : Caldwell County, 
Texas, unincorporated areas., 82-3484 

Flood insurance study : city of Annapolis, 
Maryland, Anne Arundel County., 82- 
1694 

Flood insurance study : city of Bellevue, 
Washington, King County., 82-5449 

Flood insurance study : city of Big Spring, 
Texas, Howard County., 82-1710 

Flood insurance study : city of Billings and 
Yellowstone County, Montana, unincor- 
porated areas., 82-438 

Flood insurance study : city of Boston, 
Massachusetts, Suffolk County., 82-5366 

Flood insurance study : city of Bradford, 
Pennsylvania, McKean County., 82- 
5394 

Flood insurance study : city of Brigham 
City, Utah, Box Elder County., 82-3487 

Flood insurance study : city of Brooklyn 
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system for dismounted and mounted 
TOW positions /, 82-1483 

Fog dispersion /, 82-14200 

FOIA case list, 82-10972 

Folklife & fieldwork : a layman’s introduc- 
tion to field techniques /, 82-3772 

Following Lewis and Clark across the 
Clearwater National Forest., 82-4311 

Food consumption, prices, and expendi- 
tures, 1960-80., 82-12335 

Food, diet and nutrition., 82-3569 

Food for development program constrained 
by unresolved management and policy 
questions : report to the Congress /, 82- 
5490 

Food for development program constrained 
by unresolved management and policy 
questions : summary : report to the Con- 
gress /, 82-5491 

Food habits of coyotes in a semidesert 
grass-shrub habitat /, 82-12495 

Food of eight northwest Atlantic pleuron- 
ectiform fishes /, 82-3098 

Food problems and prospects in Sub-Sa- 
haran Africa : the decade of the 1980's /, 
82-1230 

Food processing and packaging equipment, 
Spain., 82-4709 

Foods of white-tailed deer in the Upper 
Great Lakes Region: a review /, 82- 
12519 

For merit and honesty in government : the 
role of the Special Counsel., 82-11073 

For the trees : an illustrated history of the 
Ozark-St. Francis Natonal Forests, 1908- 
1978 /, 82-2759 

For younger readers : Braille and talking 
books., 82-6071 

Force account construction, telephone bor- 
rowers’ initial systems., 82-12626 

Forced and natural convection in Laminar- 
Jet diffusion flames /, 82-6171 

Forecasting in military affairs : 
view /, 82-13230 

Foreign affairs of the United States., 82- 
10405 

Foreign area studies., 82-5590 

Foreign assistance and related programs ap- 
propriation bill, 1982 : report together 
with additional, dissenting, and separate 
views (to accompany H.R. 4559)., 82- 
11809 

Foreign assistance and related programs ap- 
propriation bill, 1982 : report together 
with additional views (to accompany S. 
1802)., 82-4055 

Foreign assistance authorization for fiscal 
year 1982 : hearings before the Commit- 
tee on Foreign Relations, United States 
Senate, Ninety-seventh Congress, first 
session, March 19, 24, 26, April 3, 10, 22, 
and May 4, 1981., 82-2652 


a Soviet 
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Foreign assistance programs for FY 1981 : 
February 5, 1980 / Secretary Vance., 
82-11214 


Foreign business practices : materials on 


practical aspects of exporting, interna- 
tional licensing, and investing /, 82-134 
Foreign construction offers profits to U.S. 
firms : U.S. Government services for 
consulting, engineering, and construction 


Foreign education., 82-5615 

Foreign investment in the US /, 82-2144 

Foreign investments., 82-5637 

Foreign languages., 82-3540 

Foreign military sales and military assist- 
ance facts., 82-9583 

Foreign Missions Act of 1982 : report to- 
gether with minority views (to accompa- 
ny S. 854)., 82-14615 

Foreign ownership of U.S. agricultural 
land, February 1, 1979, through Decem- 
ber 31, 1980 /, 82-6 

Foreign policy and the American spirit : 
May 16, 1981 /, 82-6215 

Foreign policy and the role of the secretary 
: May 7, 1980 /, 82-6205 

Foreign relations affecting U.S. textile/ap- 
parel exports., 82-4706 

Foreign’ relations of the United States /, 
82-2126, 82-3556, 82-3806 

Foreign Service assignment notebook /, 
82-3811 

A foreign student’s guide to study in the 
United States /, 82-13489 

Foreign technology and foreign marketing 
information., 82-3096 

Foreign trade and tariff., 82-5569 

The Foreign Trade Antitrust Improvements 
Act : hearing before the Committee on 
the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, on 
S. 795 ... June 17, 1981., 82-15157 

Forest area and timber resource statistics 
for State and private lands in Bernalillo, 
Sandoval, and Torrance Counties, New 
Mexico, 1978 /, 82-4375 

Forest area and timber resource statistics 
for the Bozeman Working Circle, Mon- 
tana, 1976 /, 82-12474 

A forest atlas of the South /, 82-1144 

Forest experiences of fifth-grade Chicago 
public school students /, 82-1164 

Forest fire history in the northern Rockies 
/, 82-4364 

Forest for our needs, 82-9120 

Forest habitat for mammals of the North- 
east /, 82-24 . 

Forest insect and disease conditions. Inter- 
mountain region., 82-12430, 82-12431 

Forest insect and disease conditions in 
Alaska., 82-12392 

Forest insect and disease conditions in the 
Southwest., 82-12429 

Forest meteorology : research needs for an 
energy and resource limited future : pro- 





January — June 1982 


ceedings of a workshop, August 28 
through 30, 1978 /, 82-9934 

Forest planning unit : coal unsuitability 
study /, 82-9094 

Forest planting, seeding, and silvical treat- 
ments in the United States, 82-12427, 
82-12428 

Forest planting, seeding, and silvical treat- 
ments in the United States ... report /, 
82-12427, 82-12428 

Forest Products Laboratory natural finish / 
, 82-12471 

Forest Service films available on loan to the 
public for educational purposes., 82- 
12396 

The Forest Service in Alaska /, 82-9092 

Forest Service organizational directory /, 
82-12424 

Forest Service research accomplishments, 
82-9120, 82-9121 

Forest soil biology : timber harvesting rela- 
tionships : a perspective /, 82-9118 

Forest statistics for Ohio, 1979 /, 82-4376 

Forestry help for the minority landowner., 
82-9087 

The formalin-ether concentration technique 
for stool examination /, 82-10655 

The formation of elevated refractive layers 
in the oceanic boundary layer by offshore 
modificaion of land air /, 82-4639 

Formation of non-polar organo-chloro com- 
pounds as byproducts of chlorination /, 
82-13537 

Formation of particulate contaminants 
(brown sugar) in miniature bearings /, 
82-1548 

Formatting and documenting multidisciplin- 
ary data /, 82-2797 

Former Members of Congress : report (to 
accompany H.R. 4755) (including cost es- 
timates of the Congressional Budget 
Office)., 82-2412, 82-14617 

Former Prisoner of War Benefits Act of 
1981, 82-3602 

Former Prisoners of War Benefits Act of 
1981 : hearing before the Committee on 
Veterans’ Affairs, United States Senate, 
Ninety-seventh Congress, first session, on 
S. 251, S. 468, S. 670, and related bills, 
April 22, 1981., 82-2731 

Fort Jefferson National Monument, Florida 
/, 82-5906 

Fort Point Channel, Boston Bridge : hear- 
ing before the Subcommittee on Water 
Resources of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 1855 ... July 
23, 1981., 82-2701 

FORTRAN programs for numerical and 
graphical analysis of elastic response, ra- 
diated sound pressure, and reflected 
sound pressure for plane plate structures 
with fluid on one side /, 82-3280 

Fossil and synthetic fuels miscellaneous : 
hearings before the Subcommittee on 





Fossil and Synthetic Fuels of the Com- 
mittee on Energy and Commerce, House 
of Representatives, Ninety-seventh Con- 
gress, first session ...., 82-2625 

Fossil Butte, Wyoming., 82-14032 

Fossils., 82-5579 

Foundation considerations in siting of nu- 
clear facilities in karst terrains and other 
areas susceptible to ground collapse /, 
82-6691 

Four corners prepared study : phase I, task 
6, visibility modeling (draft methodolo- 
gy)., 82-14688 

Four corners regional study : air pollution 
control costs and technology consider- 
ations /, 82-6613 

Four corners regional study : draft, impact 
of the Clean Air Act since 1970, phase I, 
task 9 /, 82-11843 

Four corners regional study : phase I, task 
7, cost impacts and technical feasiblity of 
control measures (draft methodology)., 
82-14689 

Four corners regional study : phase II, task 
1, alternative measures (draft methodolo- 
gy) : NCAQ staff summary., 82-6614 

Four decades of international social securicy 
research : a bibliography of studies by the 
Social Security Administration, 1937-80., 
82-543 

Four reference soil and rock samples for 
measuring element availability in the 
western energy regions /, 82-5796 

Four systems for controlling multiscreen or 
team training presentations /, 82-9909 

The fourth Minnesota forest inventory : 
area /, 82-35 

Fourth National Conference on Rural 
Public Transportation, June 12-15, 1979., 
82-11581 

Fractographic and microstructural analysis 
of fatigue specimens of A302 grade B 
steel tested in air at room temperature /, 
82-3285 

Fractographic and microstructural analysis 
of stress corrosion cracking of A533 
Grade B Class 1 plate and A508 Class 2 
forging in pressurized reactor-grade 
water at 93C /, 82-9884 

Franchising in the economy., 82-9575 

Francis Marion National Forest, South 
Carolina /, 82-9098 

The Franklin Delano Roosevelt Memorial : 
report (to accompany S.J. Res. 95)., 82- 
11776 

FRANTIC Il—a computer code for time 
dependent unavailability analysis /, 82- 
14971 

FRAP-S3, a computer code for steady state 
analysis of oxide fuel rods : model assess- 
ment report /, 82-14854 

FRAP-T4 best estimate sensitivty study /, 
82-14917 

FRAP-TS5 uncertainty study of five reactor 
transient and accident events /, 82-6708 
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Freight car demand information and forecasting research project : phase II, final 


FRAPCON-1, a computer code for the 
steady state analysis of oxide fuel rods /, 
82-6662 

FRAPCON-2 : a computer code for the 
calculation of steady state thermal-me- 
chanical behavior of oxide fuel rods /, 
82-11996 

Fraud, abuse, and mismanagement within 
GSA : hearing before the a subcommittee 
of the Committee on Government Oper- 
ations, House of Representatives, Ninety- 
seventh first session, April 
13,1981., 82-1061 

Fraud and abuse in boarding homes : hear- 
ing before the Select Committee on 
Aging, House of Representatives, Ninety- 
seventh Congress, first session, June 25, 
1981., 82-1008 

Fraud and abuse involving food stamps and 
other federal programs : hearing before a 
subcommittee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, October 28, 1981., 82-15131 

Fraud control, California and New York /, 
82-3609 

Fraud in federal programs : hearing before 
the Committee on Governmental Affairs, 
United States Senate, Ninety-seventh 
Congress, first session ...., 82-15139 

Fraud in food stamp program : hearing 
before the Subcommittee on Domestic 
Marketing, Consumer Relations, and Nu- 
trition of the Committee on Agriculture, 
House of Representatives, Ninety-seventh 
Congress, first session, September 22, 
1981., 82-12070 

Fraud in government programs : How ex- 
tensive is it? : How can it be controlled? : 
report to the Congress /, 82-5456 

Frauds against the elderly : Boston, Mass. : 
a briefing /, 82-12057 

Frauds against the elderly : business and 
investment schemes : hearing before the 
Select Committee on Aging, House of 
Representatives, Ninety-seventh Con- 
gress, first session, September 11, 1981., 
82-4192 

A free people capable of great deeds : the 
story of STS-1, the first space shuttle 
mission., 82-6128 

Freedom of information /, 82-6222 

Freedom of Information Act oversight : 
hearings before a Subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-seventh 
Congress, first session, July 14, 15, and 
16, 1981., 82-2661 

Freedom of information case list., 
10972 

Freight car demand information and fore- 
casting research project : industry report 
/, 82-6370 

Freight car demand information and fore- 
casting research project : phase II, final 
report /, 82-857 


82- 
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Freight transportation energy use / 


Freight transportation energy use /, 82- 
6271 

Frequencies of nodulation response alleles, 
Rjaand Rj,, in soybean plant introduction 
and breeding lines /, 82-12345 

Frequency/distance sharing criteria be- 
tween non-directional beacons (NDB) 
and travelers information stations (TIS) 
in the 525-535 kHz band /, 82-1406 

Freshwater needs of fish and wildlife re- 
sources in the Nueces-Corpus Christi Bay 
Area, Texas : a literature synthesis /, 
82-3729 

Freshwater planarians (Turbellaria) of 
North America /, 82-13540 

Freshwater resources of Big Pine Key, 
Florida /, 82-1943 

Friction and wear of iron-base binary alloys 
in sliding contract with silicon carbide in 
vacuum /, 82-11149 

Friedrich Walter Prey : report (to accom- 
pany S. 174)., 82-4037 

From hopeful greenstuff woven, 
82-2747 

Front-end analysis of the instructor’s job in 
self-paced instructuction /, 82-5143 

Frost formation on an airfoil : a mathemat- 
ical model I /, 82-11098 

Frozen fishery products, annual summary., 
82-129, 82-12884 

FSLICsafety /, 82-3498 

FTC activities concerning professionals : 
hearings before the Subcommittee for 
Consumers of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on FTC activities 
concerning professionals, July 15 and 17, 
1981., 82-2606 

FTC oversight : the JS&A case : hearing 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Energy and Commerce, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, on oversight of the Federal 
Trade Commission investigations of al- 
leged violations of the mail order rule by 
the Joseph Sugarman and Associaties 
Group, Inc., September 18, 1981., 82- 
2628 

FTC oversight : the JS&A case : report on 
oversight of the Federal Trade Commis- 
sion investigation of alleged violations of 
the mail order rule by the Joseph Sugar- 
man and Associates Group, Inc. /, 82- 
6803 

FTC used motor vehicle rule : report to- 
gether with dissenting, additional, and 
supplemental views (to accompany H. 
Con. Res. 178) (including cost estimate of 
the Congressional Budget Office)., 82- 
14654 

Fuel cost and consumption., 82-4711 

Fuel cost and consumption. All certificated 
carries, domestic and international oper- 
ation., 82-4711 
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Fuel cost and consumption. Certificated 
route and supplemental air carriers, do- 
mestic and international operations, 82- 
4711 

Fuel cycle cost projections /, 82-4129 

Fuel rod behavior during test PCM-2 /, 
82-4122 

Fuel rod behavior during test PCM-4 /, 
82-14872 

Fuel rod behavior during tests PCM 8-1 
RS, CHF scoping, and PCM 8-1 RF /, 
82-14949 

Fuel rod material behavior during test 
PCM-1 /, 82-14843 

Fuel rod temperature and pressure response 
in Halden reactor experiment IFA-226 / 
Philip E. MacDonald, Dennis E. Owen, 
Michael E. Waterman., 82-2453 

Fuel temperatures in an argonaut reactor 
core following a hypothetical design basis 
accident (DBA) /, 82-998 

Fuel Use Act Amendments : hearing before 
the Subcommittee on Energy Conserva- 
tion and Power of the Committee on 
Energy and Commerce, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, on H.R. 1765 ... June 2, 1981., 
82-4224 

Fuels and chemicals made from solar 
energy : options for the 1990’s and 
beyond /, 82-13310 

Fugitive emissions from iron foundries /, 
82-13621 

The Fulbright Program., 82-1996 

Fulfilling our promises : the United States 
and the Helsinki final aci : a status report 
/, 82-2714 

Fulfilling recreation and open space re- 
quirements in water quality management 
planning., 82-14037 

Full committee consideration of H.R. 4448 
.- H.R. 4624 ... H.R. 4625 ... H.R. 3464... 
H.R. 4792 ... H.R. 4543 ... H.R. 4591 ... 
H.R. 3502... /, 82-12094 

Full committee consideration of H. Res. 287 

. and General Services Administration 
proposed acquisition of metallurgical 
grade bauxite (Jamaican type) /, 82- 
15035 

Full committee consideration of resolution 
honoring Mr. James A. Deakins on the 
occasion of his retirement after 34 years 
of service on the staff of the House Com- 
mittee on Armed Services /, 82-12093 

Full-coverage film cooling : 3-dimensional 
measurements of turbulence structure and 
prediction of recovery region hydrodyna- 
mics /, 82-728 

Full-coverage film cooling on flat, isother- 
mal surfaces : a summary report on data 
and predictions /, 82-14187 

Full development of OTEC’s potential may 
be impeded : report to the Secretary of 
Energy /, 82-461 

Functional localization in the nucleus rotun- 
dus /, 82-2267 
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Functional requirements and new concepts 
for ammunition storage facilities /, 82- 
13162 

Fundamental economic issues in the devel- 
opment of small scale hydro /, 82-13368 

Fundamental optimization study for open 
wire transmission systems /, 82-13395 

Fundamentals and abatement of highway 
traffic noise textbook and training 
course., 82-6294 

Fundamentals of safety in Army sports and 
recreation., 82-9724 

Funding family violence programs : sources 
and potential sources for federal monies / 
, 82-3667 

Funding for K-12 career education efforts : 
examples and recommendations /, 82- 
13496 

Further actions needed to improve manage- 
ment of HUD programs : report to the 
Congress /, 82-5473 

Further actions needed to improve manage- 
ment of HUD programs : report to the 
Congress : summary /, 82-10327 

Further continuing appropriations, 1982 : 
report (to accompany H.J. Res. 357)., 
82-2415 

Further improvements are needed in Am- 
trak’s passenger service contracts, but 
they won’t come easily : report to the 
Congress /, 82-10336 

Further improvements are needed in Am- 
trak’s passenger service contracts, but 
they won’t come easily : report to the 
Congress : summary /, 82-10337 

Further improvements needed in EEOC en- 
forcement activities : report to the Con- 
gress /, 82-1749 

Further improvements needed in EEOC en- 
forcement activities : summary : report to 
the Congress /, 82-1750 

Further investigation of a finite difference 
procedure for analyzing the transonic 
flow about harmonically oscillating air- 
foils and wings /, 82-14176 

Further survey of in-service performance of 
structural details., 82-12025 

Further testing of pocket-sized electronic 
dosimeters /, 82-2520 

Furthur characterization of sorbents for en- 
vironmental sampling /, 82-13628 

The future of federalism in the 1980s : 
report and papers from the Conference 
on the Future of Federalism, Alexandria, 
Virginia, July 25-26, 1980., 82-11828 

Future of general and commuter aviation 
technology and trade : joint hearing 
before the Subcommittee on Transporta- 
tion, Aviation, and Materials of the Com- 
mittee on Science and Technology, U.S. 
House of Representatives and the Sub- 
committee on Aviation of the Committee 
on Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sev- 
enth Congress, August 27, 1981., 82- 
12252 





January — June 1982 


The future of retirement savings in America 
: hearing before the Select Committee on 
Aging, House of Representatives, Ninety- 
seventh Congress, first session, May 1, 
1981., 82-12065 

Future of the housing industry and federal 
housing policy : hearings before the Sub- 
committee on Housing and Community 
Development of the Committee on Bank- 
ing, Finance, and Urban Affairs, House 
of Representatives, Ninety-seventh Con- 
gress, first session, July 15, October 6, 7, 
14, and 15, 1981., 82-12103 

The future of the nation’s energy utilities : 
implications for federal R.D.&D. : hear- 
ings before the Subcommittee on Energy 
Development and Applications of the 
Committee on Science and Technology, 
U.S. House of Representatives, Ninety- 
seventh Congress, first session, June 23, 
24, 1981., 82-6897 

Future of water resource development in 
South Dakota : hearing before the Sub- 
committee on Water and Power of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on S. 1553 
.. Pierre, S. Dak., September 12, 1981., 
82-12136 

Future space programs, 1981 : hearings 
before the Subcommittee on Space Sci- 
ence and Applications of the Committee 
on Science and Technology, U.S. House 
of Representatives, Ninety-seventh Con- 

first session, September, 21, 22, 23, 
1981., 82-12258 

“Futures” for energy cooperatives /, 82- 
9959 

FY 1982 budget estimates aircraft and mis- 
sile procurement : statement of Lieuten- 
ant General Kelly H. Burke, DCS/Re- 
search, Development & Acquisition, HQ, 
United States Air Force, presented to the 
97th Congress 1981., 82-306 


G 


G-seat component development /, 82-1563 

Gabon., 82-6192 

Gainesville, Florida, metropolitan area, 
82-677 

Gala bicentennial summer programs : April- 
May 1981., 82-11204 

Games, 82-13111 

Gap conductance test series fuel character- 
ization data report /, 82-977 

Gap conductance test series-2 : test results 
report for tests GC 2-1, GC 2-2, and GC 
2-3 /, 82-11898 

Gardening., 82-3572 

Gary-Hammond-East Chicago, 
metropolitan area, 82-5974 

Gas sample storage /, 82-13599 

A gas scintillation proportional counter for 
measuring plutonium in humans and the 
environment /, 82-4133 

Gasnet, user guide /, 82-13440 


Indiana, 





Gazetteer of undersea features : names ap- 
proved by the United States Board on 
Geographic Names., 82-12915 

Gem stones, 82-608 

GEMPAK : an arbitrary aircraft geometry 
generator /, 82-3791 

General Accounting Office publications., 
82-3566 

General Agreement on Tariffs and Trade : 
agreement between the United States of 
America and other governments : done at 
Geneva April 12, 1979., 82-796 

General Agreement on Tariffs and Trade : 
bovine meat : arrangement between the 
United States of America and other gov- 
ernments : done at Geneva April 12, 
1979., 82-2173 

General Agreement on Tariffs and Trade : 
eleventh proces-verbal extending the dec- 
laration of November 12, 1959, on provi- 
sional accession of Tunisia to the general 

ent : done at Geneva November 
11, 1977., 82-2171 

General Agreement on Tariffs and Trade : 
Geneva (1979) protocol, and annexed 
schedules of tariff concessions, to the 
agreement of October 30, 1947 : done at 
Geneva June 30, 1979., 82-794 

General Agreement on Tariffs and Trade : 
import licensing procedures : agreement 
between the United States of America 
and other governments : done at Geneva 
April 12, 1979., 82-2174 

General Agreement on Tariffs and Trade : 
international dairy arrangement : between 
the United States of America and other 
governments : done at Geneva April 12, 
1979., 82-793 

General Agreement on Tariffs and Trade : 
interpretation and application of articles 
VI, XVI, and XXIII : agreement between 
the United States of America and other 
governments : done at Geneva April 12, 
1979., 82-791 

General Agreement on Tariffs and Trade : 
second proces-verbal extending the decla- 
ration of August 9, 1973, on provisional 
accession of the Philippines to the Gener- 
al Agreement : done at Genvea Novem- 
ber 11, 1977., 82-2170 

General Agreement on Tariffs and Trade : 
technical barriers to trade : agreement be- 
tween the United States of America and 
other governments done at Geneva April 
12, 1979., 82-790 

General Agreement on Tariffs and Trade : 
trade in civil aircraft : agreement between 
the United States of America and other 
governments done at Geneva April 12, 
1979., 82-792 

General Agreement on Tariffs and Trade 
(1947)., 82-796 

General agriculture situation in North 
Dakota : hearing before the Committee 
on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, December 4, 1981, Fargo, N. Dak., 
82-12078 
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A generalized age-dependent lung model with applications to radiation standards / 


General aviation accident prevention pro- 
gram., 82-11500 

General aviation accidents : postcrash fires 
and how to prevent or control them : 
special study., 82-11430 

General aviation activity and avionics 
survey., 82-14450 

General aviation airplane structural crash- 
worthiness programmer’s manual /, 82- 
14465 

General aviation airplane structural crash- 
worthiness user’s manual /, 82-877, 82- 
14459 

General characteristics and assessment of 
the scientific/technical feasibility of the 
next major device in the tokamak fusion 
program : summary of the U.S. contribu- 
tions to the INTOR workshop /, 82- 
1630 

The general deterrence of driving while in- 
toxicated /, 82-14541 

General explanation of the Economic Re- 
covery Tax Act of 1981 : (H.R. 4242, 
97th Congress, Public Law 97-34) /, 82- 
15214 

General housing characteristics, 82-12710, 
82-12713 

General industry standards and interpreta- 
tions /, 82-2043 

General information concerning the Patent 
Cooperation Treaty /, 82-9486 

General investigation of radionuclide reten- 
tion in migration pathways at the West 
Valley, New York low-level burial site : 
annual report, September 1, 1977-Septem- 
ber 30, 1978 /, 82-14856 

General legal considerations relevant to 
highway safety countermeasure develop- 
ment and implementation /, 82-14537 

General maintenance handbook for airway 
facilities, 82-11496 

General officers of the Army and Air Na- 
tional Guard., 82-13022, 82-13023 

General oversight on civil service agencies 
: hearing before the Subcommittee on 
Civil Service of the Committee on Post 
Office and Civil Service, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, September 22, 1981., 82- 
6884 

A general panel method for the analysis and 
design of arbitrary configuration in in- 
compressible flows /, 82-723 

General Services Administration publica- 
tions., 82-1787 

General soil map, Madison County, New 
York /, 82-2815 

General soil map, Oswego County, New 
York /, 82-1178 

General view of the U.N. system : June 5, 
1981., 82-11237 

A generalized age-dependent lung model 
with applications to radiation standards /, 
82-14978 
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Generalized sensitivity theory for systems of coupled nonlinear equations / 


Generalized sensitivity theory for systems 
of coupled nonlinear equations /, 82- 
11930 

Generation and attenuation of leachate from 
fluidized-bed combustion solid wastes : 
first year progress report /, 82-10160 

Generic alternatives analyses : final report., 
82-11591 

Generic safety evaluation report regarding 
integrity of BWR scram system piping., 
82-14727 

Genetic screening and the handling of high- 
risk groups in the workplace : hearings 
before the Subcommittee on Investiga- 
tions and Oversight of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, October 14, 15, 1981., 
82-15199 

Genetics and transplantation biology cata- 
log supplement, 82-13810 

Genital herpes /, 82-3626 

A Geochemical investigation of a known 
molybdenum-tin anomaly in southwestern 
Utah, 82-13989 

Geochemical results of 1979 coal drilling in 
the Warrior coal field, Tuscaloosa, 
Fayette, Walker, and Marion Counties, 
Alabama, 82-13991 

Geodetic leveling and the sea level slope 
along the California coast /, 82-3107 

Geographic cost-of-education differentials / 
, 82-13780 

Geographic profile of employment and un- 
employment /, 82-680, 82-14090 

Geographical descriptions of community 
mental health catchment areas in Region 
V, 1973 : Indiana, Illinois, Michigan, 
Minnesota, Ohio, Wisconsin /, 82-13894 

Geographical descriptions of community 
mental health catchment areas in Region 
X, 1973 : Alaska, Idaho, Oregon, Wash- 
ington /, 82-13899 

Geographical descriptions of community 
mental health catchment areas in Region 
II, 1973 : New Jersey, New York /, 82- 
13892 

Geographical descriptions of community 
mental health catchment areas in Region 
III, 1973 : Delaware, District of Colum- 
bia, Maryland, Pennsylvania, Virginia, 
West Virginia /, 82-3657 

Geographical descriptions of community 
mental health catchment areas in Region 
IV, 1973 : Alabama, Florida, Georgia, 
Kentucky, Méissippi, North Carolina, 
South Carolina, Tennessee /, 82-13893 

Geographical descriptions of community 
mental health catchment areas in Region 
VI, 1973 : Arkansas, Louisana, New 
Mexico, Okalahoma, Texas /, 82-13895 

Geographical descriptions of community 
mental health catchment areas in Region 
VII, 1973 : lowa, Kansas, Missouri, Ne- 
braska /, 82-13896 

Geographical descriptions of community 
mental health catchment areas in Region 
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VIII, 1973 : Colorado, Montana, North 
Dokata, South Dakota, Utah, Wyoming / 
, 82-13897 

Geographical descriptions of community 
mental health catchment areas in Region 
IX, 1973 : Arizona, California, Hawaii, 
Neveda /, 82-13898 

Geographical mobility, 
March 1980., 82-12701 

Geohydrologic setting of and seepage from 
a water-supply canal, Indianapolis, 
Marion County, Indiana /, 82-3676, 
82-10720 

Geohydrology and model analysis for 
water-supply management in a small area 
of west-central Kansas /, 82-10723 

Geohydrology of the Delta-Clearwater 
area, Alaska /, 82-1933 

Geohydrology of the glaciolacustrine 
aquifer in the Fulton area, Oswego 
County, New York /, 82-10849 

Geohydrology of the Keechi, Mount 
Sylvan, Oakwood, and Palestine salt 
domes in the northeast Texas salt-dome 
basin, 82-13982 

Geohydrology of the valley-fill aquifer in 
the Cortland-Homer-Preble area, Cort- 
land and Onondaga Counties, New York 
/, 82-10848 

Geohydrology of the valley-fill aquifer in 
the Elmira area, Chemung County, New 
York /, 82-10851 

Geohydrology of the valley-fill aquifer in 
the Schenectady area, Schenectady 
County, New York /, 82-10850 

Geologic and hydrologic data from a test- 
monitor well at Fernandina Beach, Flor- 
ida /, 82-5831 

Geologic application of thermal inertia 
using HCMM data /, 82-6077 

The geologic character of some coal wants 
at the Westland Mine in southwestern 
Pennsylvania /, 82-5869 

Geologic factors in predicting coal mine 
roof-rock stability in the upper Kittan- 
ning coalbed, Somerset County, Pa. /, 
82-5889 

Geologic mapping of Kentucky : a history 
and evaluation of the Kentucky Geologi- 
cal Survey—U.S. Geological Survey 
mapping program, 1960-1978 /, 82-5794 

Geologic names of the United States 
through 1975 : a computer list of geolog- 
ic names in use in the United States and 
the major elements necessary for their 
definition /, 82-13950 

Geological studies of the COST no. B-3 
well, United States Mid-Atlantic Conti- 
nental slope area /, 82-1913 

Geology and hydrology for environmental 
planning in Washtenaw County, Michi- 
gan /, 82-1940 

Geophysical investigations of the Anna, 
Ohio earthquake zone : annual progress 
report July 1978 - July 1979 /, 82-4130 

Geophysical monitoring for climatic 
change, 82-9569 


March 1975 to 
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Geophysical Monitoring for Climatic 
Change. Summary report., 82-9569 

Geophysical reconnaissance of Lemmon 
Valley, Washoe County, Nevada /, 82- 
5838 

Geophysical survey of cavernous areas, 
Patoka Dam, Indiana /, 82-9811 

Georgia water resources information ex- 
change, Atlanta, Georgia, September 11- 
12, 1980 /, 82-1905 

Geotechnical properties of oil shale retorted 
by the PARAHO and TOSCO processes 
/, 82-1457 

Geothermal demonstration program : 50 
MW power plant, Baca Ranch, Sandoval 
and Rio Arriba Counties, New Mexico : 
final environmental impact statement., 
82-9952 

Geothermal energy geopressure subpro- 
gram : DOE Sweet Lake no. 1, Cameron 
Parish, Louisiana : environmental assess- 
ment., 82-9954 

Geothermal energy geopressure subpro- 
gram : Gladys McCall Well site, Ca- 
meron Parish, Louisiana : environmental 
assessment., 82-9955 

Geothermal resources of California /, 82- 
9507 

Geothermal resources of Montana /, 82- 
9508 

Geothermal resources of North Dakota /, 
82-9509 

Geothermal resources of Washington /, 
82-9510 

German trade fairs : a handbook for Ameri- 
can exporters /, 82-136 ~ 

GIM code user’s manual for the STAR-100 
computer /, 82-11099 

Glacier Bay marine ecosystem : a conceptu- 
al ecological model /, 82-3721 

Glacier View Ranger District, Flathead 
National Forest /, 82-2764 

Gladstone-Dale constant for CF4 / Alpheus 
W. Burner, Jr., and William K. Goad., 
82-6081 

Gladys Belleville Schultz : report (to ac- 
company H.R. 1785)., 82-4052 

Glamis/Dunes competitive and non-com- 
petitive leases for geothermal explora- 
tion/development : draft environmental 
assessment record /, 82-653 

Glass manufacturing plants : background in- 
formation, proposed standards of per- 
formance /, 82-13680 

A global ionospheric model /, 82-13211 

The Global marketing program., 82-3125 

Glyphosate is highly effective for tree in-. 
jection /, 82-12469 

GNMaA annual report /, 82-1890 

Goals of the Committee on Commerce, 
82-15057 

The goals of the Committee on Commerce, 
Science, and Transportation for the ... 
session of the ... Congress., 82-15057 

Gold, 82-609 





January — June 1982 


The gold standard : its history and record 
against inflation : a study /, 82-1039 

Goldstone validation survey—phase 1/, 
82-1386 

Governance of nuclear power /, 82-778 

Governing international fishery agreement 
with Denmark and the Faroe Islands : 
message from the president of the United 
States transmitting a governing interna- 
tional fishery agreement between the 
United States and Denmark and the 
Faroe Islands, pursuant to section 203(a) 
of the Fishery Conservation and Manage- 
ment Act of 1976., 82-11728 

Government competition with small busi- 
ness : hearings before the Subcommittee 
on Advocacy and the Future of Small 
Business of the Committee on Small Busi- 
ness, United States Senate, Ninety-sev- 
enth Congress, first session, on govern- 
ment competition with small business, 
Washington, D.C.—June 24, 1981, Los 
Angeles, Calif.—August 27, 1981, Wash- 
ington, D.C.—November 4, 1981., 82- 
12266 

Government Contractors Product Liability 
Act : hearing before the Subcommittee 
on Administrative Law and Governmen- 
tal Relations of the Committee on the 
Judiciary, House of Representatives, 
Ninety-seventh Congress, first session, on 
H.R. 1504 ... March 19, 1981., 82-2669 

Government Cost Reduction Act : hearings 
before the Subcommittee on Civil Service 
of the Committee on Post Office and 
Civil Service, House of Representatives, 
Ninety-seventh Congress, first session, on 
H.R. 3116 ... June 2, 12, 23, 1981., 82- 
6883 

Government depositories, memorandum rel- 
ative to the present law governing desig- 
nated depository libraries, 82-6885 

Government depository libraries., 82-6885 

Government development assistance for 
Thailand’s rural poor : a social impact 
assessment of the provincial program : a 
report prepared under USDA contract 
no. 53-319R-9-138 for the Office of Rural 
Development and Administration, Bureau 
of Development Support, USAID/Wash- 
ington and USAID/Thailand /, 82- 
11342 

Government development incentives availa- 
ble to foreign investors in the United 
States., 82-1408 

Government organization for trade : hear- 
ing before the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-seventh Congress, first session, on 
S. 970 ... June 4, 1981., 82-4247 

Government paper specification standards., 
82-4264 

Government responses to oil supply disrup- 
tions : hearings before the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-seventh Congress, 
first session, on S. 409 ... S. 445 ... S. 1354 





«- S. 1476 ... S. 1503 ... July 28 and 30, 
1981., 82-4218 

Government waste, fraud, and abuse : hear- 
ing before the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-seventh Con first session, on 
S. 1120 ... June 9, 1981., 82-2666 

Government-wide guidelines and manage- 
ment assistance center needed to improve 
ADP systems development : report /, 
82-446, 82-5455 

Governmental finances (Washington), 
109 

Governmental finances in ..., 82-109 

Governmental finances in the United States, 
82-109, 82-1354 

The government’s classification of private 
ideas : hearings before a subcommittee of 
the Committee on Government Oper- 
ations, House of Representatives, Ninety- 
sixth Congress, second session, February 
28, March 20, and August 21, 1980., 82- 
12189 

The government’s classification of private 
ideas : thirty-fourth report /, 82-911 

GPS NAVSTAR-4 and NTS-2 long term 
frequency stability and time transfer anal- 
ysis /, 82-3259 

GPSS computer simulation of aircraft pas- 
senger emergency evacuations /, 82- 
3918 

Graduate medical education and clinical 
clerkship training programs., 82-9837 

Grain dust : problems and utilization /, 
82-12667 

Grand Canyon National Park., 
82-10901, 82-10902 

Grand Junction remedial action program : 
analysis of currently approved and pro- 
posed procedures for establishing eligibil- 
ity for remedial action /, 82-13264 

Grand Teton, Wyoming., 82-14031 

Grandin quadrangle, Missouri, 7.5 minute 
series (topographic), SE/4 Grandin 15’ 
quadrangle /, 82-10877 

Grandma rides in the parade : a Crow story 
/, 82-13525 

Grant awards /, 82-14332 

Grant awards - U.S. Department of Trans- 
portation, 82-14332 

Granting the consent of Congress to the 
agreement between the states of North 
Carolina and South Carolina establishing 
their lateral seaward boundary : report 
(to accompany H.R. 2896)., 82-2391 

Granting the status of permanent residence 
to Ivan Cemlier : report (to accompany 
S. Con. Res. 43)., 82-11816 

Grants and awards., 82-5626 

Grants and loans for municipal water 
supply and watewater [i.e. wastewater] 
treatment systems : water conservation 
provisions : final report of Task Force 11 
/, 82-10059 

Grants awarded by the National Center for 
the Prevention and Control of Rape : 
short summaries., 82-5764 


82- 


82-10900, 
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Ground temperature measurements. 


Grants for research and demonstrations., 
82-10683 

Grants for research on desegregation., 
5236 

Grants for training, construction, cancer 
control, medical libraries, 82-10505 

Grants for training, construction, medical 
libraries, 82-10505 

Grants to dance companies, 82-11171 

GRASS-SST : a comprehensive, mechanis- 
tic model for the prediction of fission-gas 
behavior in UO2-base fuel during steady- 
State and transient conditions /, 82- 
14775 

Grassroots hearings on the economy : hear- 
ings before the Committee on Banking, 
Finance, and Urban Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session., 82-6768 

Gravimetric tidal loading computed from 
integated Green, 82-1390 

The gravity-capillary wave interaction ap- 
plied to wind-generated, short-gravity 
waves /, 82-3235 

Grazing management : McGregor Eis Area, 
New Mexico., 82-1898 

Grazing management, McGregor EIS area, 
New Mexico., 82-5784 

Great Lakes, America., 82-1661 

Great Smoky Mountains National Park., 
82-634 

GREAT II : executive summary., 82-1454 

GREAT II channel maintenance handbook 
: “supplement to the GREAT II main 
report” : upper Mississippi River (Gutten- 
berg to Saverton, Missouri)., 82-9790 

Greater commitment needed to solve con- 
tinuing problems at Three Mile Island : 
report to the Congress /, 82-468 

Greater coordination required in defense 
planning for intratheater airlift needs : 
report to the secretary of Defense /, 82- 
13748 

Greensboro-Guilford County, North Caroli- 
na 201 wastewater treatment system /, 
82-10170, 82-10195 

Greensboro-Winston-Salem-High Point, 
North Carolina, metropolitan area, 82- 
675 

Greenville quadrangle, Missouri-Wayne 
Co., 7.5 minute series (topographic), 
NW/4 Greenville 15’ quadrangle /, 82- 
10856 

Greenville SW quadrangle, Missouri-Wayne 
Co., 7.5 minute series (topographic), /, 
82-10890 

Grizzly, grizzly, grizzly, grizzly., 82-4306 

Gros Ventre Slide Geological Area / U.S. 
Department of Agriculture, Forest Serv- 
ice, Intermountain Region., 82-1145 

Ground run-up noise control facilities for 
civil aircraft : a survey /, 82-14473 

Ground temperature measurements., 
5799 


82- 


82- 
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Ground-water appraisal of the Fishkill-Beacon Area, Dutchess County, New York / 


Ground-water appraisal of the Fishkill- 
Beacon Area, Dutchess County, New 
York /, 82-13975 

Ground-water availability in carbonate 
rocks of the Dandridge area, Jefferson 
County, Tennessee /, 82-10818 

Ground-water data for Michigan 1978 /, 
82-10828 

Ground-water depletion, in feet, allowed in 
a part of Curry County, New Mexico, by 
U.S. Internal Revenue Service for calen- 
dar year 1979 /, 82-13993 

Ground-water depletion, in feet, allowed in 
central Lea County, New Mexico, by 
U.S. Internal Revenue Service for calen- 
dar year 1979 /, 82-13994 

Ground-water depletion, in feet, allowed in 
northern Lea County, New Mexico, by 
U.S. Internal Revenue Service for calen- 
dar year 1979 /, 82-13995 

Ground-water depletion, in feet, allowed in 
Portales Valley, Roosevelt County, New 
Mexico, by U.S. Internal Revenue Serv- 
ice for calendar year 1979 /, 82-13996 

Ground water in the Springfield-Salem pla- 
teaus of southern Missouri and northern 
Arkansas /, 82-5808 

Ground-water levels and quality data for 
Georgia, 1977 /, 82-10790 

Ground-water levels and quality data for 
Georgia, 1978 /, 82-10819 

Ground-water levels in Arkansas, spring 
1981 /, 82-5843 

Ground-water levels in observation wells in 
Oklahoma, 1975 /, 82-10734 

Ground water of coal deposits, 
County, Michigan /, 82-1945 

Ground-water potential of the glacial de- 
posits near Logansport, Cass County, In- 
diana /, 82-1938 

Ground-water quality along the Mojave 
River near Barstow, California, 1974-79 / 
, 82-5809 

Ground water quality and quantity issues : 
hearing before the Subcommittee on De- 
partment Operations, Research, and For- 
eign Agriculture of the Committee on 
Agriculture, House of Representatives, 
Ninety-seventh Congress, first session, 
July 23, 1981., 82-6753 

Ground-water records for eastern Oklaho- 
ma : part 2-water-quality records for 
wells, test-holes, and springs /, 82-10766 

Ground-water resources of the North 
Beach Peninsula, Pacific County, Wash- 
ington /, 82-10746 

Groundline treatments of southern pine 
posts /, 82-31 

Group skills for alcoholism counselors : 
GFTP participant manual; an adaptation 
of Group Facilitator Training Package 
participant’s manual /, 82-3661 

GROW : a computer subroutine that proj- 
ects the growth of trees in Lake States’ 
forests /, 82-2783 

Grewing camellias /, 82-1140 
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Growing cauliflower and broccoli /, 82- 
2744 

Growing peonies /, 82-2758 

Growing tomatoes in the home garden /, 
82-1141 

Growth and mortality of thinned knobcone 
Monterey pine saplings affected by en- 
graver beetles and a hard freeze /, 82- 
12459 

Growth and population dynamics of Espe- 
letia (Compositae) in the Venezuelan 
Andes /, 82-6231 

Growth of hybrid poplars, white spruce, 
and jack pine under various artificial 
lights /, 82-2782 

Growth response of speckled alder and 
willow to depth of flooding /, 82-2779 

GSA’s cleaning costs are needlessly higher 
than in the private sector : report to the 
Congress /, 82-453 

Guaranteed loans by private lenders : hear- 
ing before the Subcommittee on Wheat, 
Soybeans, and Feed Grains of the Com- 
mittee on Agriculture, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session on H.R. 4179, September 17, 
1981., 82-12076 

Guatemala, a country profile /, 82-814 

Guayule project /, 82-10270 

Guidance document for the control of 
water pollution in the photographic proc- 
essing industry., 82-351 

A guidance document on airport noise con- 
trol /, 82-2264 

Guidance for collection of ambient non- 
methane organic compound (NMOC) 
data for use in 1982 ozone SIP develop- 
ment, and network and siting criteria for 
the NMOC and NOx monitors /, 82- 
13670 

Guidance for selecting TSP episode moni- 
toring methods /, 82-10103 

Guidance for the collection and use of am- 
bient hydrocarbon species data in devel- 
opment of ozone control strategies : final 
report /, 82-13669 

Guide for audits of National Direct Student 
Loan Program (NDSL), College Work- 
Study Program (CWS), Supplemental 
Educational Opportunity Grants Program 
(SEOG) /, 82-10023 

A guide for delinquency prevention pro- 
grams based in school activities : a work- 
ing paper /, 82-14050 

Guide for developing and evaluating repair 
station inspection procedures manuals., 
82-11507 

A guide for estimating longshore transport 
rate using four SPM methods /, 82- 
13144 

Guide for estimating urban vehicle classifi- 
cation and occupancy., 82-2233 

Guide for interpretation of nondestructive 
tests of ordinary-, medium-, and high- 
strength, low-alloy steel weldments in 
ship hull structures : final technical report 
on project SR-197 /, 82-2581 
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Guide for medical research contracts /, 
82-9838 

A guide for predicting sheet and rill erosion 
on forest land /, 82-9105 

Guide for preparation of proposals, and 
project, and award management : pre-col- 
lege teacher development in science pro- 
gram : for the continuing education of 
middle and secondary school teachers 
(grade 5-12) of mathematics and the natu- 
ral and social sciences., 82-14246 

A Guide for the conduct of management 
studies., 82-2259 

Guide for the preparation of proposals for 
faculty development projects in energy 
education - 1982 : summer and academic 
year workshops for high school and ele- 
mentary school teachers., 82-13285 

A Guide for the submission of initial re- 
ports on diagnostic x-ray systems and 
their major components., 82-10619 

A guide for the survivors of deceased 
Army members., 82-13108 

Guide for uprating REA transmission struc- 
tures for higher operating voltages., 82- 
12616 

A guide for using beetle-killed southern 
pine based on tree appearance : southern 
pine beetle handbook., 82-2755 

Guide to civilian personnel management for 
key military personnel., 82-9740 

Guide to Department of Education pro- 
grams /, 82-10029 

A guide to designing accessible outdoor 
recreation facilities /, 82-5949 

A guide to evaluating your firm’s injury 
and illness experience, 1975 : services in- 
dustries., 82-14111 

Guide to Federal Aviation Administration 
publications., 82-11515 

A Guide to individual retirement accounts 
(IRA’s) : an information paper /, 82- 
6735 

A guide to obtaining information from the 
USGS, 1981 /, 82-582 

Guide to Office of Education programs 
(OCoLC)5766467, 82-10029 

Guide to record retention requirements., 
82-3584 

Guide to records in the National Archives 
of the United States relating to American 
Indians /, 82-13756 

Guide to the bound publications of the 
Committee on Human Resources, United 
States Senate, 82-12231 

A guide to the bound publications of the 
Committee on Labor and Human Re- 
sources, United States Senate for the ... 
Congress., 82-12231 

A guide to the bound publications of the 
Special Committee on Aging, United 
States Senate for the ... Congress., 82- 
12059 

Guide to the McClellan-Kerr Arkansas 
River navigation system., 82-4976 





January — June 1982 


Guide to the National Power Plant Team’s 
bibliographic data base /, 82-5921 

A Guide to the performance of the stand- 
ardized diagnostic complement fixation 
method and adaptation to micro test., 
82-3650 

Guide to the records of the Smolensk 
Oblast of the All-Union Communist Party 
of the Soviet Union, 1917-41., 82-517 

Guide to the Service Contract Act., 
14129 

A guide to the use of technology in basic 
skills education /, 82-13493 

A guide to world insolation data and moni- 
toring networks : final report /, 82- 
13358 

A Guided to budgeting for the young 
couple /, 82-2757 

Guideline for the interpretation of ozone air 
quality standards /, 82-1667 

Guideline for use of city-specific EKMA in 
preparing ozone SIPs : draft /, 82-3397 

Guideline no. 1 under the Public Utility 
Regulatory Policies Act of 1978 : proce- 
dures for termination of electric service 
and gas service /, 82-341 

Guideline on air quality models., 82-1666 

Guidelines for acquiring environmental ba- 
seline data on federal geothermal leases /, 
82-1923 

Guidelines for blood-material interactions /, 
82-1836 

Guidelines for choosing replacement fe- 
males /, 82-12376 

Guidelines for designing, operating and 
managing dredged material containment 
areas /, 82-4983 

Guidelines for documentation of computer 
programs and automated data systems., 
82-13690 

Guidelines for employee associations over- 
seas., 82-11206 

Guidelines for media production /, 82-352 

Guidelines for NOx control by combustion 
modification for coal-fired utility boilers : 
procedures for reduction of NO emissions 
and maximization of boiler efficiency., 
82-10083 

Guidelines for packaging frozen edible offal 
for export., 82-4300 

Guidelines for physicochemical character- 
ization of biomaterials, April 1979 /, 82- 
5741, 82-10600 

Guidelines for research involving recombin- 
ant DNA molecules /, 82-10502 

Guidelines for research involving recombin- 
ant DNA molecules (OCoLC)3472908, 
82-10501 

Guidelines for safe geologic fieldwork in 
Alaska., 82-13955 

Guidelines for selecting seismic detectors 
for high resolution applications /, 82- 
5899 

Guidelines for terrestrial ecosystem survey 
/, 82-1489 


82- 





Handbook of agricultural charts. Enlargements 


Guidelines for the clinical evaluation of ra- 
diopharmaceutical drugs /, 82-5750 

Guidelines for the development of a swine 
herd health calendar /, 82-12377 

Guidelines for use of fabrics in construction 
and maintenance of low-volume roads /, 
82-6329 

A guidelines handbook on federal loan 
guarantee programs : staff study /, 82- 
6765 

Guidelines manval, vehicle theft counter- 
measures in the issuance of certificates of 
vehicle title /, 82-4017 

Guidélines no. 2 under the Public Utility 
Regulatory Policies Act of 1978 : solar 
energy and renewable resources in rela- 
tion to the 11 Purpa standards., 82- 
13459, 82-13460 

Guidelines on the admission and placement 
of Indochinese refugee students in post- 
secondary education., 82-13774 

Guild theory development as a mechanism 
for assessing environmental impact /, 
82-13170 

Guinea., 82-6193 

Gum spots in black cherry caused by natu- 
ral attacks of peach bark beetle /, 82- 
2786 

Guns versus butter : how the military 
budget affects aging Americans : hearing 
before the Subcommittee on Retirement 
Income and Employment of the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, July 24, 1981., 82-12063 

Gust load estimation using a simplified 
power spectral technique /, 82-11543 

Gust response analyses for ten general avi- 
ation aircraft using a two-degree-of-free- 
dom power spectral technique /, 82- 
11542 

Gypsum, 82-3700 

The gypsy moth., 82-1161 

Gypsy moth : a major pest of trees., 
4292 

Gyratory shear apparatus : design, testing 
procedures, and test results on undrained 
sand /, 82-5010 


82- 


H 


H.R. 1918—to provide a service pension for 
veterans of World War I : hearing before 
the Subcommittee on Compensation, Pen- 
sion, and Insurance of the Committee on 
Veterans’ Affairs, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, July 21, 1981., 82-2728 

H.R. 3137, the Information Sciene and 
Technology Act : hearings before the 
Subcommittee on Science, Research, and 
Technology of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, May 27, 28, June 9, 1981., 82- 
2711 
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H.R. 4326—Small Business Innovation Act 
of 1981 : hearing before the Subcommit- 
tee on Hospitals and Health Care of the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-seventh Con- 
gress, second session, January 27, 1982., 
82-15222 

H.R. 4882, to amend the Congressional 
Budget Act of 1974 : hearings before the 
Committee on Rules, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, on a bill to include tax expendi- 
ture ceilings in the congressional budget 
resolutions, December 9 and 10, 1981., 
82-15194 

H.R. 8076, disability insurance amendments 
of 1977 : bill text and explanatory materi- 
al /, 82-1120 

Habitability improvements for aircraft carri- 
er messdecks /, 82-1479 

Habitat management for non game birds in 
Kansas., 82-12557 

Habitat management 
Kansas., 82-12560 

Hagel nomination : hearing before the 
Committee on Veterans’ Affairs, United 
States Senate, Ninety-seventh Congress, 
first session, on the nomination of Charles 
T. Hagel, of Washington, D.C., to be 
deputy administrator of veterans’ affairs, 
and appendix, followup questions and an- 
swers from confirmation hearing on 
nomination of Robert P. Nimmo to be 
administrator of veterans’ affairs, Novem- 
ber 25, 1981., 82-15225 

Haiti, a country profile /, 82-815 

Half-bead (temper) repair welding for 
heavy-section steel technology program 
vessels /, 82-14744 

Hampshire County, West Virginia impor- 
tant farmlands /, 82-4426 

Handbook for implementing improved vo- 
cational agriculture/agribusiness _pro- 
grams in urban areas /, 82-10022 

Handbook for industrial noise control., 
3783 

Handbook for motor vehicle noise enforce- 
ment /, 82-10090 

Handbook for radiological monitors., 
10283 

Handbook for recreation planning & action 
: a UPARR action program development 
guide /, 82-5950 

Handbook for small business : a survey of 
small business programs of the federal 
government /, 82-923 

A handbook for small surface coal mine 
operators /, 82-1891 

Handbook of agricultural charts /, 82-8, 
82-9, 82-11, 82-12 

Handbook of agricultural charts. Enlarge- 
ments /, 82-9, 82-12 

Handbook of agricultural charts. Enlarge- 
ments, 82-8, 82-11 


for squirrels in 


82- 


82- 
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Handbook of geophysical cavity-locating techniques with emphasis on electrical 


Handbook of geophysical cavity-locating 
techniques with emphasis on electrical re- 
sistivity /, 82-6333 

A Handbook of heart terms /, 82-10599 

A handbook of small business finance /, 
82-2199 

Handbook on procedures for implementing 
the National Environmental Policy Act /, 
82-1892 

The handicaped., 82-5534 

The handicapped offender : a selected bib- 
liography /, 82-14064 

Handling and transportation of injured 
aboard ship, 82-1519, 82-1520 

Handling of combustion and emission-abate- 
ment wastes from coal-fired power plants 
: implications for fish and wildlife re- 
sources /, 82-5909 

Handtools for wildfire, 82-12317 

Handy reference guide to the Fair Labor 
Standards Act., 82-691 

Hanife Frantz : report (to accompany H.R. 
2185)., 82-6560 

Hardening existing strategic nuclear materi- 
al storage facilities /, 82-14924 

Hardin Ridge Recreation Area, Hoosier 
National Forest /, 82-2761 

Hardwood log grades and lumber grade 
yields for factory lumber logs /, 82-4371 

Hardwood plywood, 82-1342 

Harmony., 82-13209 

Harris, Stearns, and Richards nominations : 
hearing before the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-seventh Congress, (first 
session, on nominations of James R. 
Harris to be director, Office of Surface 
Mining Reclamation and Enforcement, 
Department of the Interior, James G. 
Stearns to be director, Office of Alcohol, 
Fuels, Department of Energy, and James 
R. Richards to be inspector general, De- 
partment of Energy, July 9, 1981., 82- 
1047 


The HAVAGO three-dimensional adjust- 
ment program /, 82-1388 
Hazardous Materials Transportation Act au- 


thorization, fiscal year 1982 : hearing 
before the Subcommittee on Commerce, 
Transportation, and Tourism of the Com- 
mittee on Energy and Commerce, House 
of Representatives, Ninety-seventh Con- 
gress, first session, March 12, 1981., 82- 
6814 

Hazardous waste generation and commer- 
cial hazardous waste management capac- 
ity : an assessment., 82-10111 

Hazardous waste matters : a case study of 
landfill sites : hearing before the Subcom- 
mittee on Oversight and Investigations of 
the Committee on Energy and Com- 
merce, House of Representatives, Ninety- 
seventh Congress, first session, June 9, 
1981., 82-6810 

Hazards of rotating propeller and helicopter 
rotor blades., 82-6398 
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Hazards of waste water ice accumulation 
separating from aircraft in flight., 82- 
11506 

HCRS Annual Awards Day Program., 
14035 

Headquarters and headquarters company, 
combat aviation group and headquarters 
and headquarters detachment, combat 
aviation battalion (nondivisional)., 82- 
13096 

Headwater locations of U.S. streams tribu- 
tary to the St. Lawrence River basin be- 
tween western Ohio and eastern New 
York, excluding Lake Champlain basin /, 
82-10791 

Health : agreement between the United 
States of America and Panama, effected 
by exchange of notes signed at Washing- 
ton September 7, 1977., 82-14277 

Health and educational effects of marijuana 
on youth : hearing before the Subcom- 
mittee on Alcoholism and Drug Abuse of 
the Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session on exami- 
nation of the health and educational ef- 
fects of marijuana on youth, October 21, 
1981., 82-12226 

Health and safety : preliminary comparative 
assessment of the Satellite Power System 
(SPS) and other energy alternatives /, 
82-13279 

Health and safety deficiencies found at 
water recreation areas : report to the 
chairman, Committee on Appropriations, 
United States Senate /, 82-13708 

Health care financing. Grants for research 
and demonstrations, 82-10683 

Health characteristics of persons with 
chronic activity limitation : United States, 
1979., 82-10631 

Health consequences of smoking, 
82-3653 

The health consequences of smoking : a 
report of the Surgeon General., 82-1871, 
82-3653 

Health effects of residential wood combus- 
tion : survey of knowledge and research., 
82-9943 

Health hazard alert : 2-nitropropane (2-np)., 
82-3757 

Health information for international travel., 
82-3652 

Health information systems hearings 
before the Subcommittee on Science, Re- 
search, and Technology and the Subcom- 
mittee on Natural Resources, Agriculture 
Research, and Environment of the Com- 
mittee on Science and Technology, U.S. 
House of Representatives, Ninety-seventh 
Congress, first session, June 2, 3, 4, July 
23, 1981., 82-12260 

Health planning : an annotated bibliography 
/, 82-1857 

Health planning and regulation : the New 
England experience /, 82-9081 


82- 


82-1871, 
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Health planning related to environmental 
factors : preliminary technical guidelines 
/, 82-553 

Health planning reports abstracts., 
13851 

Health planning reports subject index., 
13852 

Health planning review of medical informa- 
tion systems /, 82-13869 

Health professions education/nurse training 
and National Health Service Corps, 1981 
: hearing before the Committee on Labor 
and Human Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 799 ... S. 801 ... April 8, 
1981., 82-6870 

Health service support in a communications 
zone., 82-4888 

Health services and preventive health block 
grants, 1981 : hearings before the Com- 
mittee on Labor and Human Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on examination to 
consider a fundamental change in the ad- 
ministration of certain public health pro- 
grams, April 2 and 10, 1981., 82-2678 

Health systems agencies, state health plan- 
ning and development agencies, and 
statewide health coordinating councils., 
82-13856 

Health systems plans : a poor framework 
for promoting health care improvements : 
report to the Congress /, 82-484, 82- 
485 

Health, United States., 82-10490 

Health, United States ... with prevention 
profile, 82-10490 

Hearing and hearing disability, 82-3531 

Hearing no. H.R. 3464, to amend title 10 ... 
before the Seapower and Strategic and 
Critical Materials Subcommittee of the 
Committee on Armed Services, House of 
Representatives, Ninety-seventh Con- 
gress, first session, September 24, 1981., 
82-6762 

Hearing on Black Lung Benefits Act, part 
B of title IV : hearing before the Sub- 
committee on Labor Standards of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sixth 
Congress, second session, on HR. 5785 ... 
hearing held in Williamson, W. Va., on 
October 13, 1980., 82-1043 

Hearing on H.R. 2038 and H.R. 2039 : hear- 
ing before the Subcommittee on Housing 
and Memorial Affairs of the Committee 
on Veterans’ Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, April 9, 1981., 82-1117 

Hearing on H.R. 2985, to amend title 10, 
United States Code ... before the Investi- 
gations Subcommittee of th Committee 
on Armed Services, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, September 23, 1981., 82-2598 


82- 


82- 
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Hearing on H.R. 2990, to amend the miner- 
al leasing ... before the Military Installa- 
tions and Facilities Subcommittee of the 
Committee on Armed Services, House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 16, 1981., 82- 
1020 

Hearing on H.R. 3502, Veterans’ Adminis- 
tration ... before the Military Installations 
and Facilities Subcommittee of the Com- 
mittee on Armed Services, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, June 25, 1981., 82-1019 

Hearing on H.R. 3555, to authorize the Sec- 
retary ... before the Investigations Sub- 
committee on the Commmittte on Armed 
Services, House of Representatives, 
Ninety-seventh Congress, first session, 
July 16, 1981., 82-1023 

Hearing on H.R. 3711, to provide for the 
sharing of timber ... before the Military 
Installations and Facilities Subcommittee 
of the Committee on Armed Services, 
House of Representatives, Ninety-seventh 
Congress, first session, July 15, 1981., 
82-1022 

Hearing on H.R. 4689, to amend the Uni- 
form Code of Military Justice before the 
Military Personnel and Compensation 
Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, October 14, 1981., 82-12095 

Hearing on H.R. 4977, to direct the presi- 
dent ... before the Seapower and Strate- 
gic and Critical Materials Subcommittee 
of the Committee on Armed Services, 
House of Representatives, Ninety-seventh 
Congress, second session, February 2, 
1982., 82-15036 

Hearings before and special reports made 
by Committee on Armed Services of the 
House of Representatives on subjects af- 
fecting the naval and military establish- 
ments., 82-15033 

Hearings on the administration’s fiscal year 
1982 budget authorization for child nutri- 
tion : hearings before the Subcommittee 
on Elementary, Secondary, and Voca- 
tional Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, hearings held in Washington, 
D.C. on March 10, 11, 12, 18, and 19, 
1981., 82-2613 

Hearings on the black lung trust fund : 
hearings before the Subcommittee on 
Labor Standards of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-sixth Congress, second 
session, on H.R. 7745 ... hearings held in 
Washington, D.C., on August 27 and 
September 4, 1980., 82-2612 

Heart and circulatory system., 82-5558 

Heart Mountain, Wyoming., 82-5934 

Heat content of bark, twigs, and foliage of 
nine species of western conifers /, 82- 
12477 





High-resolution atmospheric-transmission spectra from 5 to 3 [mu] m / 


Heat flux profile modifications to COBRA 
IV /, 82-14807 

Heat generation of spent bed materials from 
atmospheric fluidized-bed combustion of 
coal /, 82-10154 

Heat removal characteristics of volume 
heated boiling pools with inclined bound- 
aries /, 82-6657 

Heat transfer to a full-coverage, film-cooled 
surface with compound-angle (30 and 45) 
hole injection /, 82-727 

Heavy lift helicopter—advanced technol- 
Ogy component program—hub and upper 
controls /, 82-1497 

Heavy lift helicopter—advanced technol- 
Ogy component program—rotor blade /, 
82-1498 

Heavy-section steel technology program 
quarterly progress report for ... /, 82- 
14973, 82-14985 

Heavy-section steel technology program 
quarterly progress report for April-June 
1978 /, 82-11899 

Heavy-section steel technology 
quarterly progress report for 
March 1978 /, 82-14741 

Heavy-section steel technology 
quarterly progress report for 
March 1980 /, 82-2524 

Heavy-section steel technology 
quarterly progress report for 
tember 1979 /, 82-14900 

Heavy-section steel technology 
quarterly progress report for 
tember 1980 /, 82-2546 

Heavy-section steel technology 
quarterly progress report for 
December 1979 /, 82-6651 

Heavy-section steel technology program 
quaterly progress report for April-June 
1979 /, 82-14883 

Heavy-section technology program quarter- 
ly progress report for January-March 
1979 /, 82-14861 

Hector Land Use Area, Schuyler Co- 
Seneca Co, New York /, 82-1148 

Helicopter canopy internal reflection inves- 
tigation /, 82-224 

Helicopter drive system R&M design guide 
/, 82-5080 

Helicopter electro-optical system display re- 
quirements /, 82-9782 

Helicopter external cargo sling apex fitting 
— development and testing /, 82-9844 

Helicopter external load acquisition tech- 
nology investigation /, 82-201 

Helicopter flow field analysis /, 82-217 

Helicopter main rotor blade ballistic 
damage tolerance /, 82-220 

Helicopter noise contour development tech- 
niques and directivity analysis : a prelimi- 
nary report /, 82-14446 

Helicopter obstacle strike tolerance con- 
cepts analysis /, 82-1508 

Helicopter survivability model : computer 
programs documentation /, 82-1509 
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Helicopter terminal instrument procedures 
(TERPS) development program : final 
report /, 82-880 

Helium-Energy Act of 1981 hearing 
before the Subcommittee on Energy Con- 
servation and Power of the Committee 
on Energy and Commerce, House of 
Representatives, Ninety-seventh Con- 
gress, first session on H.R. 3877, June 18, 
1981., 82-12147 

Helpers /, 82-13520 

Hematologic changes after two exposures 
to 6.7 ATA air at three-day intervals /, 
82-5093 

Hendrickson quadrangle, Missouri, 7.5 
minute series (topographic), NW/4 
Poplar Bluff 15’ quadrangle /, 82-10853 

Henrico County, Virginia wastewater treat- 
ment facilities final environmental 
impact statement /, 82-10171 

Here’s to your health : alcohol facts for 
women., 82-10679 

Heterodyne systems and technology : pro- 
ceedings of an international conference 
held at Williamsburg, Virginia, March 25- 
27, 1980., 82-6175 

HEW fellows program, 82-10464 

Hey, we’re in business, 82-14308 

The HHS fellows program., 82-10464 

Hiawatha National Forest /, 82-19 

HIER-GRP, a computer program for the 
hierarchical grouping of regression equa- 
tions /, 82-1559 

High altitude pollution program strato- 
spheric measurement system laboratory 
performance capability report chemical 
conversion techniques /, 82-14445 

High chairs., 82-11856 

High cycle fatigue behavior of incoloy 
800H in a simulated high-temperature 
gas-cooled reactor helium environment /, 
82-2505 

High-flow frequencies for selected streams 
in Oklahoma /, 82-10758 

High-gradient magnetic separation for re- 
moval of sulfur from coal /, 82-13569 

High interest rates : hearing before the 
Joint Economic Committee, Congress of 
the United States, Ninety-seventh Con- 
gress, first session, September 25, 1981., 
82-12125 

High interest rates and their impact on 
small business : hearings before the Sub- 
committee on Antitrust and Restraint of 
Trade Activities Affecting Small Business 
of the Committee on Small Business, 
House of Representatives, Ninety-seventh 
Congress, first session, Cincinnati, Ohio, 
October 3, Youngstown, Ohio, October 
5, and Omaha, Nebr., October 8, 1981., 
82-15207 

High resistivity behavior of hot-side elec- 
trostatic precipitators /, 82-13646 

High-resolution atmospheric-transmission 
spectra from 5 to 3 [mu] m /, 82-3237 
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High resolution, high brightness color television projector : analysis, 


High resolution, high brightness color tele- 
vision projector : analysis, investigations, 
design, performance of baseline projector 
/, 82-257 

High Reynolds number research,, 

High-risk areas., 82-10291 

High school and beyond : a national longi- 
tudinal study for the 1980’s : a capsule 
description of high school students /, 
82-343 

A high-speed passenger rail system for the 
United States : hearing before the Joint 
Econmic Committee, Congress of the 
United States, Ninety-seventh Congress, 
first session, July 23, 1981., 82-6787 

High survivability flight controls design /, 
82-206 

High-temperature gas-cooled reactor safety 
studies for the Division of Reactor Safety 
Research quarterly progress report, Octo- 
ber 1-December 31, 1979 /, 82-2504, 
82-2543, 82-14766, 82-14965, 82- 
14983 

High-temperature gas-cooled reactor safety 
studies for the Division of Reactor Safety 
Research quarterly progress report : Oc- 
tober 1-December 31, 1978 /, 82-14832 

High-temperature gas-cooled reactor safety 
studies for the Divison of Reactor Safety 
Research quarterly progress report July 
1-September 30, 1979 /, 82-14892 

High-temperature radial turbine demonstra- 
tion /, 82-198 

Higher education., 82-3559, 82-10044 

Higher Education Act, title II-C, 82-10033 

Higher education and the handicapped ... 
resource directory /, 82-10017 

Higher education finance issues in a period 
of transition /, 82-13776 

Highlights : survey of recent college gradu- 
ates, 1978., 82-10037 

Highlights from Wave I of the National 
survey of personal health practices and 
consequences : United States, 1979 /, 
82-13860 

Highlights of Fire in the United States : 
deaths, injuries, dollar loss and incidents 
at the national, state, and local levels in 
1978 /, 82-10301 

Highway accident report : B&J Trucking 
Company truck tractor/Coachella Valley 
unified schoolbus collision, state route 86, 
near Coachella, California, April 23, 
1980., 82-11423 

Highway accident report : Central Texas 
Bus Lines, Inc., charter bus, State Route 
7 near Jasper, Arkansas, June 5, 1980., 
82-11424 

Highway accident report Continental 
Trailways, Inc. scheduled intercity bus/ 
multiple-vehicle collision and fire, Inter- 
state Route 95 near Beltsville, Maryland, 
April 20, 1981., 82-11425 

Highway accident report : D&J Transporta- 
tion Co. commuter bus run-off-roadway, 
1-95 near Triangle, Virginia, February 18, 
1981., 82-11426 
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Highway accident report : Direct Transit 
Lines, Inc., tractor-semitrailer/multiple- 
vehicle collision and fire, U.S. Route 40, 
Frostburg, Maryland, February 18, 1981., 
82-14338 

Highway accident report East side 
Church of Christ bus skid and overturn 
U.S. route 183, near Luling, Texas, No- 
vember 16, 1980 /, 82-3878 

Highway accident report : Long Transpor- 
tation Company, tractor-semitrailer colli- 
sion with multiple vehicles, Valley View, 
Ohio, August 29, 1976., 82-11421 

Highway accident report : multiple-vehicle 
collisions and fire in fog, Interstate 15 
near San Bernardino, California, Novem- 
ber 10, 1980 /, 82-3877 

Highway accident report : tractor-semi- 
trailer/schoolbus collision and overturn, 
Rustburg, Virginia, March 8, 1977., 82- 
11422 

Highway accident reports. Summary format 
/, 82-14339 

Highway advisory radio system design 
guidelines /, 82-14365 

Highway beautification program reassess- 
ment : methodology for cataloging com- 
ments., 82-11432 

Highway construction, safety, and traffic., 
82-504 

Highway engineering economy : a work- 
book /, 82-11434 

Highway improvements to support down- 
town revitalization : report of the Secre- 
tary of Transportation to the Congress of 
the United States in compliance with sec- 
tion 159 of Public Law 95-599, the Sur- 
face Transportation Assistance Act of 
1978., 82-14347 

Highway investment analysis package., 
14370 

Highway performance monitoring system : 
field manual for the continuing analytical 
and statistical data base., 82-14354 

Highway safety engineering studies proce- 
dural guide /, 82-2232 

Highway safety improvement programs, 
82-14373 

Highway safety literature supplement., 82- 
11661 


82- 


Highway safety management process evalu- 
ation manual., 82-4015 

Highway safety programs effectiveness 
model : final technical report /, 82-3981 

The ... Highway safety stewardship report : 
report of the Secretary of Transportation 
to the United States Congress., 82-14373 

Highway statistics /, 82-11440 

Highway subdrainage design /, 82-14366 

Highway traffic noise., 82-14349 

Highway traffic safety management orienta- 
tion module development administrative 
evaluation : technical report /, 82-2320 

Highway travel demand forecasts /, 82- 
14357 


Highway travel trends during the 1970's /, 
82-14346 
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Highway trust fund ... annual report : com- 
munication from the Fiscal Assistant Sec- 
retary of the Treasury transmitting the 
annual report on the financial condition 
and results of the operations of the high- 
way trust fund, pursuant to section 
209(e)(1) of the Highway Revenue Act of 
1956, as amended., 82-14626 

Highway Vehicle Systems Contractors Co- 
ordination Meeting, October 23, 24, 25, 
1979, Dearborn, Mich. : seventeenth sum- 
mary report /, 82-3346 

Highways and wetlands /, 82-11457 

Hired farmworkers : background and trends 
for the eighties /, 82-12646 

Hispanic health services research : confer- 
ence held September 5-7, 1979, Albuquer- 
que, New Mexico., 82-1863 

Hispanic immigration and Select Commis- 
sion on Immigration’s final report : hear- 
ings before the Subcommittee on Census 
and Population of the Committee on Post 
Office and Civil Service, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, April 27, 28, 1981., 82-1094 

Hispanic youth employment : establishing a 
knowledge base /, 82-695 

Histopathology of histiocytic sarcoma in a 
colony of Sprague-Dawley rats : report / 
, 82-3631 

Historic and archeological preservation : an 
orientation guide., 82-6300 

Historic furnishing study : enlisted men’s 
barracks and post hospital, HS-2, Fort 
Larned National Historic Site, * ansas /, 
82-10908 

Historic resource study : Friendship Hill 
National Historic Site, Pennsylvania : 
package no. 100., 82-10904 

Historic resource study, Fort Hancock 
1895-1948, Gateway National Recreation 
Area, New York/New Jersey /, 82-638 

Historic structure and grounds report, Bel- 
lefield mansion and estate : Home of 
Franklin D. Roosevelt National Historic 
Site, Hyde Park, New York/, 82-14016 

Historic structure report, architectural data 
section : Hampton mansion, Hampton 
National Historic Site, Towson, Mary- 
land / c prepared by Jean Carlton 
Parker., 82-10906 

Historic structure report, courthouse and 
jail wing, architectural data section, Fort 
Smith National Historic Site, Fort Smith, 
Arkansas /, 82-639 

Historic structure report, historical data and 
historical base map, Springfield Armory 
National Historic Site, Massachusetts /, 
82-14015 

Historic structure report, historical data, Au 
Sable Light Station, Pictured Rocks Na- 
tional Lakeshore, Michigan /, 82-14014 

Historic structure report, historical data 
section, Old City Hall, Lowell National 
Historical Park, Lowell, Massachusetts : 
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82- 


package no. 105 (project type 35) /, 
14013 


Historical and forecasted energy prices by 
DOE region and fuel types for three ma- 
croeconomic scenarios /, 82-13449 

Historical antecedents of Soviet terrorism : 
hearings before the Subcommittee on Se- 
curity and Terrorism of the Committee 
on the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, on 
the historical antecedents of Soviet ter- 
rorism, June 11 and 12, 1981., 82-6863 

Historical considerations in evaluating 
timber structures /, 82-12510 

The Historical evolution of the commercial 
network broadcast system /, 82-12899 

Historical handbook series., 82-3529 

Historical review : Bird Creek Basin from 
1800 /, 82-4969 

A history of flying and photography in the 
Photogrammetry Division of the National 
Ocean Survey, 1919-79 /, 82-1400 

A history of sunshine data in the United 
States, 1891-1980 /, 82-9548 

History of the Committee on Labor and 
Human Resources, United States Senate, 
1869-1979 /, 82-4021 

History of the Tariff schedules of the 
United States annotated /, 82-1997 

History of white pine blister rust control : a 
personal account /, 82-12408 

The Hitch case - saving ampoules for a 
defendant from a chemical test for alco- 
holic intoxication /, 82-3983 

HLH drive system /, 82-3198 

HLH rotor blade manufacturing technology 
development report /, 82-205 

HMO of Pennsylvania : a case study of an 
IPA in Willow Grove, Pennsylvania /, 
82-10494 

HMO, Office of Health Maintenance Orga- 
nizations ... annual report to the Con- 
gress, 82-10489 

HOACOS : a program for adjusting hori- 
zontal networks in three dimensions /, 
82-1389 

Hogan Hollow quadrangle, Missouri, 7.5 
minute series (topographic), SW/4 Wil- 
liamsville 15’ quadrangle /, 82-10878 

Hogs and pigs, final estimates for ..., 82- 
12321 

Hollerith punched card code : category, 
Hardware standard; subcategory, inter- 
change codes and media., 82-1369 

Holographic volume-phase, 17-inch aper- 
ture, on-axis, spherical beamsplitter 
mirror : development of /, 82-5145 

The home., 82-3536 

Home economics., 82-3568 

Home fire protection : fire sprinkler sys- 
tems., 82-13695 

Home health care fraud and abuse : report 
of the Committee on Governmental Af- 
fairs, United States Senate /, 82-4032 

Home shelter : outside concrete shelter /, 
82-10287 





Human genetics, informational and educational materials. 


Home-to-work trips and travel /, 

Homes for birds /, 82-13935 

Honduras, a country profile /, 82-816 

Honey production, final estimates for ..., 
82-12336 

The honor law graduate program /, 82- 
11864 

Horn of Africa : February 25, 1980., 
11215 

The Horse Protection Act and you : for 
horse show managers and exhibitors., 
82-12660 

Hospitals., 82-5566 

Hot environments /, 82-687 

Hotel-motel fire safety., 82-10304 

HOTSED : a discrete element model for 
simulating hydrodynamic conditions and 
adsorbed and dissolved radioisotope con- 
centrations in estuaries /, 82-14800 

Hourly airport activity profiles : 30 airports 
by user, 3 airports by user and equipment 
type : selected days in June, July, and 
August 1978 /, 82-14447 

Hours worked by trade : Chicago area con- 
struction industry., 82-3741 

House journal, . 82-925 

Household Goods Transportation Act 
hearing before the Subcommittee on Sur- 
face Transportation of the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on oversight of 
the Household Goods Transportation 
Act, October 20, 1981., 82-12117 

Household vehicle ownership /, 82-6332 

Housing the elderly : present problems and 
future considerations : hearing before the 
Subcommittee on Housing and Consumer 
Interests of the Select Committee on 
Aging, House of Representatives, Ninety- 
seventh Congress, first session, July 29, 
1981., 82-12062 

Housing, urban and rural development., 
82-5639 

How can the U.S. elementary and second- 
ary education systems best be improved? 
: national debate topic for high schools, 
1981-1982, pursuant to Public law 88-246 
/, 82-4023 

How current occupational supply and 
demand information can be used to in- 
crease local office placements in Utah /, 
82-694 

How Interior should handle congressionally 
authorized federal coal lease exchange : 
report to the Congress /, 82-10360 

How ridesharing can help your company : 
a manual for employers : draft /, 82- 
11389 

How should reading fit into the preschool 
curriculum?, 82-13500 

How the Farm Credit Administration can 
improve its use of auditing : report to the 
Governor, Farm Credit Administration /, 
82-13722 

How to acquire federal real property : a 
guide for the public’s use /, 82-10428 
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How to cope with arthritis /, 82-5742 

How to estimate recoverable heat energy in 
wood or bark fuels., 82-12512 

How to get a job in the federal government 
/, 82-3616 

How to get the most from overseas exhibi- 
tions., 82-133 

How to identify and control Marssonina 
leaf spot of poplars., 82-4377 

How to identify and control pales weevil in 
Christmas tree plantations., 82-4379 

How to identify and control phomopsis 
blight of junipers., 82-4384 

How to identify and control septoria leaf 
spot and canker of poplar., 82-4378 

How to mobilize voluntary organizations in 
support of 55 /, 82-6518 

How to save money with large cuts of 
meat., 82-12391 

How to save truck fuel., 82-14322 

How to sell to government agencies., 
10414 

How to sell to the Department of Defense., 
82-5541 

How U.S. cotton is sold for export., 
12612 

How WIC helps : eating for you & your 
baby., 82-12359 

HTGR safety : review of current issues and 
bibliography of literature (1960-1977) /, 
82-11892 

HUD management’s responsiveness to in- 
spector general reports : hearings before 
a subscommittee of the Committee on 
Government Operations, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, March 11 and 12, 1981., 82-4241 

HUD’s support of local public housing au- 
thorities : hearings before a subcommittee 
of the Committee on Government Oper- 
ations, House of Representatives, Ninety- 
seventh Congress, first session, May 19 
and 20, 1981., 82-4242 

Human engineering design criteria for mili- 
tary systems, equipment and facilities., 
82-9637 

Human engineering guide to control room 
evaluation /, 82-4158 

The human factor in innovation and pro- 
ductivity : hearings (including the record 
of a seminar sponsored by the American 
Association for the Advancement of Sci- 
ence on July 28, 1981) before the Sub- 
committee on Science, Research, and 
Technology of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, September 9, 10, 11, 15, 16, 17, 
1981., 82-15198 

The Human genetic mutant cell repository, 
82-10605 

Human genetics (Rockville), 82-13848 

Human genetics, informational and educa- 
tional materials., 82-13848, 82-13849 
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Human genetics, informational and educa- 
tional materials. Supplement., 82-13849 
Human genetics, informational and educa- 
tional materials. Supplement, 82-13848 
Human genetics. Supplement (Rockville), 
82-13849 

Human information processing in naviga- 
tional displays /, 82-5098 

Human learning and behavior : research 
programs of the National Institute of 
Child Health and Human Development, 
1981 /, 82-13814 

The human life bill : hearings before the 
Subcommittee on Separation of Powers 
of the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 158 ... April 
23, 24, May 20, 21, June 1, 10, 12, and 
18., 82-12214 

The Human Life Bill—S. 158 : report, to- 
gether with additional and minority 
views to the Committee on the Judiciary, 
United States Senate /, 82-6859 

A human operator simulator model of the 
NASA Terminal Configured Vehicle 
(TCV) /, 82-6123 

Human parotid gland alpha-amylase secre- 
tion as a function of chronic hyperbaric 
exposure /, 82-5103 

Human resources data in weapon system 
design : an initial plan for development of 
a unified data base /, 82-1603 

Human resources for scientific activities at 
universities and colleges, 82-6178 

Human resources, logistics and cost factors 
in weapon system development /, 82- 
9918 

Human resources, logistics, and cost factors 
in weapon system development : method- 
ology and data requirements /, 82-3327 

Human respiratory considerations for civil 
transport aircraft system /, 82-3913 

Human rights—Ukraine and the Soviet 
Union : hearing and markup before the 
Committee on Foreign Affairs and its 
Subcommittee on Human Rights and In- 
ternational Organizations, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, on H. Con. Res. 111, H. Res. 
152, H. Res. 193, July 28, July 30, and 
September 17, 1981., 82-12158 

Human rights and U.S. policy in the multi- 
lateral development banks hearings 
before the Subcommittee on International 
Development Institutions and Finance of 
the Committee on Banking, Finance, and 
Urban Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
July 21 and 23, 1981., 82-4206 

Human rights in Guatemala : hearing before 
the Subcommittees on Human Rights and 
on International Organizations and Inter- 
American Affairs of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, July 30, 1981., 82-1059 
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Hun Sik Sanderson : report (to accompany 
S. 278)., 82-4035 

Hunter quadrangle, Missouri-Carter Co., 7.5 
minute series (topographic), NE/4 Gran- 
din 15’ quadrangle /, 82-10879 

Huntington’s disease /, 82-13820 

Huron Valley wastewater control system 
facilities plan, Wayne and Oakland Coun- 
ties, Michigan /, 82-10196 

Hurricane-floods : safety tips for coastal 
and inland flooding., 82-10292 

Hydraulic sediment model study for pro- 
posed Blanco Diversion Dam modifica- 
tion /, 82-5850 

Hydrides versus competing options for stor- 
ing hydrogen in energy systems /, 82- 
13243 

Hydrodynamics and heat transfer character- 
istics of liquid pools with bubble agitation 
/, 82-14880 

Hydroelectric development in New Eng- 
land : hearing before the Subcommittee 
on Energy Regulation of the Committee 
on Energy and Natural Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on the Federal 
Energy Regulatory Commission licensing 
procedures affecting hydroelectric devel- 
opment, in New England, Concord, 
N.H., August 7, 1981., 82-6798 

Hydrogen distribution after a loss-of-cool- 
ant accident in the subdivided contain- 
ment of light water reactors : NRC trans- 
lation /, 82-6682 

Hydrogen mixing in a closed containment 
compartment based on a one-dimensional 
model with convective effects /, 82- 
14936 

Hydrogeologic data for Eureka Springs 
landfill and adjacent area, north-central 
Hillsborough County, Florida, 1969-73 /, 
82-10831 

Hydrogeologic data for south central Con- 
necticut /, 82-13947 

Hydrogeology of the Buffalo aquifer, Clay 
and Wilkin Counties, West-Central Min- 
nesota /, 82-1937, 82-5813 

Hydrogeology of the Gatlinburg area, Ten- 
nessee /, 82-10813 

Hydrogeology of the Seldovia area, Alaska 
/, 82-5835 

Hydrolgic reconnaissance of the eastern 
North Slope, Alaska, 1975 /, 82-10742 

Hydrologic analysis of the proposed 
Badger-Beaver Creeks artificial-recharge 
project, Morgan County, Colorado /, 
82-3678 

Hydrologic appraisal of the water resources 
of the Homer-Preble Valley, New York / 

82-1928 

Hydrologic considerations in dewatering 
and refilling Lake Carlton, Orange and 
Lake Counties, Florida /, 82-10718 

Hydrologic data for Cow Bayou Brazos 
River basin, Texas, 1975 /, 82-10726 


Do not order from index; see indicated entry 





Title Index 


Hydrologic data for experimental agricul- 
tural watersheds in the United States /, 
82-5 

Hydrologic data for Little Elm Creek, 
Trinity River basin, Texas, 1975 /, 82- 
10729 

Hydrologic data for Mountain Creek, Trin- 
ity River basin Texas, 1975 /, 82-10727 

Hydrologic data for North Creek Trinity 
River basin, Texas, 1977 /, 82-5827 

Hydrologic data for the Antlers aquifer, 
southeastern Oklahoma /, 82-10785 

Hydrologic data for the southwest subsur- 
face-injection test site, St. Petersburg, 
Florida /, 82-10777 

Hydrologic data for the Vamoosa aquifer, 
east-central Oklahoma /, 82-10740 

Hydrologic data for urban studies in the 
Fort Worth, Texas metropolitan area /, 
82-10716 

Hydrologic data for urban studies in the 
San Antonio, Texas metropolitan area, 
1975 /, 82-10733 

Hydrologic data from Upper Grange Hall 
Creek basin : Northglenn, Adams 
County, Colorado /, 82-1944 

Hydrologic data of the coastal drainage 
basins of northeastern Massachusetts, 
from Castle Neck River, Ipswich, to 
Mystic River, Boston /, 82-13949 

Hydrologic data of the coastal drainage 
basins of southeastern Massachusetts, 
northwest shore of Buzzards Bay /, 82- 
13948 

Hydrologic data on channel adjustments 
1970 to 1975, on the Rio Grande down- 
stream from Cochiti Dam New Mexico 
before and after closure /, 82-10719 

Hydrologic environment of the Silurian salt 
deposits in parts of Michigan, Ohio, and 
New York /, 82-10774 

Hydrologic information for land-use plan- 
ning, Fairbanks vicinity, Alaska /, 82- 
10783 

Hydrologic maps and data in the Mimbres 
basin, New Mexico /, 82-1906 

Hydrologic monitoring of a waste-injection 
well near Milton, Florida, June 1975-De- 
cember 1976 /, 82-10737 

Hydrologic monitoring program in El- 
dridge-Wilde and East Lake Road well- 
field areas, Pinellas and Hillsborough 
Counties, Florida, 1977 water year /, 
82-3682 

Hydrologic reconnaissance near Fourth of 
July Creek, Seward, Alaska /, 82-1939 

Hydrologic reconnaissance of western 
Arctic Alaska, 1976 and 1977 /, 82- 
10800 

Hydrologic setting of wetlands in the Cot- 
tonwood Lake area, Stutsman County, 
North Dakota /, 82-1935 

Hydrologic studies of the U.S. Geological 
Survey in major coal-resource areas of 
Utah through 1980 /, 82-5841 
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Hydrological data for urban studies in the 
Houston, Texas metropolitan area, 1978 / 
, 82-10843 

Hydrology of Jumper Creek Canal basin, 
Sumter County, Florida /, 82-10834 

Hydrophone phase stability analysis at fre- 
quencies below 100 Hz /, 82-1535 

Hygrothermal damage mechanisms in 
graphite-epoxy composites /, 82-731 

Hyong Cha Kim Kay : report (to accompa- 
ny S. 235)., 82-4034 

Hyperfiltration processes for treatment and 
renovation of textile wastewater /, 82- 
5259 

Hypertension-related mortality by health 
service area 1968-72 /, 82-13863 

Hypothermia, a preventable tragedy : a 
cold weather guide for the elderly /, 
82-6740 


I 


IAEA programs of safeguards : hearing 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety-sev- 
enth Congress, first session, December 2, 
1981., 82-15122 

ICC needs to eliminate improper leasing 
practices by certificated motor carriers : 
report to the Chairman, Committee on 
the Judiciary, United States Senate /, 
82-10334 

Ice conditions in the eastern Bering Sea 
from NOAA and LANDSAT imagery : 
winter conditions 1974, 1976, 1977, 1979 
/, 82-9495 

Icing on structures /, 82-9818 

Icing tests of a UH-1H helicopter with an 
electrothermal ice protection system 
under simulated and natural icing condi- 
tions /, 82-210 

Idaho environmental quality profile /, 82- 
1676 

Idaho Panhandle national forests (Kaniksu, 
Coeur d’Alene and St. Joe National For- 
ests) Washington, Idaho and Montana : 
forest travel plan /, 82-1149 

The Idea book : sharing nutrition education 
experiences /, 82-12656 

Identification and assessment of the social 
impacts of transportation of radioactive 
materials in urban environments /, 82- 
14839 

Identification and evaluation of deepwater 
port hose inspection methods /, 82-2291 

Identification and evaluation of off-track 
train detection systems for grade crossing 
applications /, 82-6365 

Identification and evaluation of operational 
alternatives for materials data bank /, 
82-3960 

The identification and recovery of stolen 
property using automated information 
systems : an investigator’s handbook /, 
82-10981 

Identification of approaches for the control 
of health, environmental, and safety haz- 





ards associated with air bag use and dis- 
posal /, 82-6497 

Identification of fuzzy sets with a class of 
canonically induced random sets and 
some applications /, 82-3258 

Identification of new unresolved safety 
issues relating to nuclear power plants : 
special report to Congress., 82-14726 

Identification of pathological conditions in 
human skeletal remains /, 82-6236 

Identification of scenarios for Ohio River 
valley region /, 82-11839 

Identification of some primary systemic my- 
cotic agents /, 82-13885 

Identification of specific effects of Title VI 
restrictions on selected hospitals and im- 
plications for health manpower /, 82- 
10649 

Identification of specific problems and 
countermeasures targets for reducing al- 
cohol related casualties /, 82-11600 

Identifying retrofit projects for buildings., 
82-13303 

IERL-RTP procedures manual : level 1 en- 
vironmental assessment /, 82-13566 

Illegal tax protesters threaten tax system : 
report /, 82-13728 

Image interpreter screening performance as 
affected by resolution, presentation rate, 
and scale /, 82-9760 

Image sampling and interpolation /, 82- 
9875 

Immigration and Nationality Act Amend- 
ments of 1981 : report (to accompany 
H.R. 4327) (including cost estimate of the 
Congressional Budget Office)., 82-2399 

Immigration and refugee issues in Southern 
California : an investigative trip /, 82- 
6855 ; 

Immigration, naturalization, 
ship., 82-1776 

The Impact of a child passenger restraint 
law and a public information and educa- 
tion program on chilfi passenger safety in 
Tennessee /, 82-3971 

Impact of brograms bnde economic pro- 


and citizen- 


posals on programs tinder the jurisdiction 
of the Education and Labor Committee : 
hearings before the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, hearings held in Washington, D.C. 
on March 24-26, 31, April 1, 2, 6, 29, 
May 19, 20, 1981., 82-12129 

Impact of administration’s social security 
proposals on the elderly : hearing before 
the Select Committee on Aging, House 
of Representatives, Ninety-seventh Con- 
gress, first session, May 21, 1981., 82- 
4194 

Impact of advanced maintenance data and 
task oriented training technologies on 
maintenance, personnel, and training sys- 
tems /, 82-1569 

Impact of air pollutants on agriculture pro- 
ductivity : joint hearing before the Sub- 
committee on Natural Resources, Agri- 
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Impact of federal budget proposals on older Americans : hearing before the Special 


culture Research, and Environment of 
the Committee on Science and Technol- 
ogy, and the Subcommittee on Depart- 
ment Operations, Research, and Foreign 
Agriculture of the Committee on Agri- 
culture, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
July 9, 1981., 82-15203 

Impact of aircraft emissions on air quality 
in the vicinity of airports /, 82-14444 

Impact of ammonia utilization by NOx flue 
gas treatment processes /, 82-13576 

Impact of area navigation on controller 
productivity and ATC system capacity /, 
82-3934 

The impact of automotive fuel economy 
standards on competition in the auto- 
motive industry /, 82-2319, 82-3855 

Impact of Canadian investment and energy 
policies on U.S. commerce : hearings 
before the Subcommittee on Oversight 
and Investigations and the Subcommittee 
on Telecc ications, Consumer Pro- 
tection, and Finance of the Committee on 
Energy and Commerce, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, June 19, July 9, and August 6, 
1981., 82-6809 

The impact of deer on forest vegetation in 
Pennsylvania /, 82-2803 

The impact of Department of Defense pro- 
curement on competition in commercial 
markets : case studies of the electronics 
and helicopter industries /, 82-442 

Impact of discontinuing Idaho’s periodic 
motor vehicle inspection program : (a 
before and after outage rate study) /, 
82-3984 

Impact of dispersion parameters on calcu- 
lated reactor accident consequences /, 
82-14895 

Impact of estate and gift taxation on capital 
formation : hearings before the Subcom- 
mittee on Tax, Access to Equity Capital, 
and Business Opportunities of the Com- 
mittee on Small Business, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, Washington, D.C., June 16 
and 17, 1981., 82-2715 

Impact of federal budget cuts on local nar- 
cotics law enforcement : hearing before 
the Select Committee on Narcotics 
Abuse and Control, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, June 5, 1981., 82-1092 

Impact of federal budget cuts on Pennsyl- 
vania schools : hearing before a subcom- 
mittee of the Committee on Appropri- 
ations, United States Senate, Ninety-sev- 
enth Congress, first session, special hear- 
ing, Departments of Labor, Health and 
Human Services, and Education., 82- 
15028 

Impact of federal budget proposals on older 
Americans : hearing before the Special 
Committee on Aging, United States 
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Senate, Ninety-seventh Congress, first 
session ..., 82-2587 

Impact of gasoline constraints should be 
considered in managing federal recreation 
facilities : report to the Secretaries of the 
Interior, Defense, and Agriculture /, 82- 
10349 

Impact of high interest rates on small busi- 
ness capitol formation : hearing before 
the Subcommittee on Tax, Access to 
Equity Capital, and Business Opportuni- 
ties of the Committee on Small Business, 
House of Representatives, Ninety-seventh 
Congress, first session, Washington, D.C., 
October 15, 1981., 82-15208 

The Impact of labor-management relations 
on productivity and efficiency in urban 
mass transit : employee attitudes, with- 
drawal behavior, and bargaining unit 
structure., 82-6277 

Impact of learning styles on Air Force 
technical training : relationships among 
cognitive style factors and perceptual 
types /, 82-3321 

The Impact of microcomputers on aviation 
: a technology of forecasting and assess- 
ment study /, 82-14413 

Impact of motorcycle helmet usage in 
Colorado : a three year study /, 82-898 

Impact of motorcycle helmet usage in 
Colorado : a three year study executive 
summary /, 82-3992 

Impact of motorcycle helmet usage in 
Colorado : a three year study : technical 
appendix /, 82-899 


Impact of motorcycle helmet usage in 


Colorado : 
6519 

Impact of motorcycle helmet usage in Okla- 
homa /, 82-3993 

Impact of Perillus bioculatus on the Colora- 
do potato beetle and plant damage /, 
82-12344 

Impact of rainstorm and runoff modeling on 
predicted consequences of atmosperic re- 
leases from nuclear reactor accidents /, 
82-14912 

Impact of SIMMER-II model uncertainties 
on predicted postassembly dynamics /, 
82-2490 

The Impact of technological change in 
transportation networks on regional pro- 
ductivity and development., 82-6279 

Impact of technology on military manpow- 
er requirements, readiness, and operations 
: hearing before the Subcommittee on 
Manpower and Personnel of the Commit- 
tee on Armed Services, United States 
Senate, Ninety-sixth Congress, second 
session, December 4, 1980., 82-1025 

The impact of the Circuit Executive Act /, 
82-11018 

Impact of the discrete address beacon sys- 
tems (DABS) on air traffic control radar 
beacon system (ATCRBS) performance 
in selected deployments /, 82-11558 
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executive summary /, 82- 





Impact of the fiscal year 1982 budget on 
programs for the elderly in Memphis : a 
briefing /, 82-2591 

Impact of the Reagan economic program 
on small business : hearing before the 
Subcommittee on General Oversight of 
the Committee on Small Business, House 
of Representatives, Ninety-seventh Con- 
gress, first session, Washington, D.C. 
May 19, 1981., 82-4277 

The impact of trucking deregulation on 
small communities : a review of recent 
studies., 82-12308 

The impact of word processing and elec- 
tronic mail on United States Courts of 
Appeals /, 82-11013 

The impact of 1980 scheduled capacity ad- 
ditions on electric utility oil consumption 
: analysis report /, 82-10005 

Impact on health costs of NCHCT recom- 
mendations for nonreimbursement for 
medical procedures /, 82-13786 

Impact on Small Business Administration’s 
section 8(a) program of federal ADP and 
other high technology procurements : 
hearings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-seventh 
Congress, first session, April 7 and 29, 
1981., 82-6845 

Impact tests on inclined stainless steel fins / 

82-2463 

Impacts of financial constraints on the elec- 
tric utility industry /, 82-13428 

Impacts of motorcycle helmet law repeal in 
South Dakota /, 82-11632, 82-14549 

Impacts of navigational dredging on fish 
and wildlife : a literature review /, 82- 
5914 

Impacts of “proposed standby gasoline con- 
servation plan no. 1” on general aviation 
fuel consumption final report., 82- 
14412 

Imperial’ Carolina poplar., 82-4296 

Implementation analysis of brake inspectabi- 
lity requirements /, 82-6503 

Implementation and enforcement of the 
Clean Air Act : summary statement of 
work., 82-14693 

Implementation and enforcement of the 
Clean Air Act, Niagara frontier : a study 
conducted in-house /, 82-14669 

Implementation issues in K-12 career educa- 
tion /, 82-1655 

Implementation manual for DUI enforce- 
ment /, 82-11658 

Implementation of Federal Crop Insurance 
Act of 1980 : hearing before the Subcom- 
mittee on Conservation, Credit, and 
Rural Development of the Committee on 
Agriculture, House of Representatives, 
Ninety-seventh Congress, first session, 
September 16, 1981., 82-12072 

Implementation of special pay for physi- 
cians and dentists in the Department of 
Medicine and Surgery : a report /, 82- 
4283 
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Implementation of the Comprehensive En- 
vironmental Response, Compensation, 
and Liability Act of 1981 : hearing before 
the Subcommittee on Environmental Pol- 
lution of the Committee on Environment 
and Public Works, United States Senate, 
Ninety-seventh Congress, first session, 
July 8 and 20, 1981., 82-12242 

Implementation of the Federal Water Pollu- 
tion Control Act, (performance of feder- 
ally assisted wastewater treatment sys- 
tems) : hearing before the Subcommittee 
on Investigations and Oversight of the 
Committee on Public Works and Trans- 
portation, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
March 19, 1981., 82-15192 

Implementation of the officer personnel 
management system for the Army Na- 
tional Guard., 82-13032 

Implementation of the Post-Vietnam Era 
Veterans’ Educational Assistance Act of 
1977 /, 82-12280, 82-12292 

Implementation of the Post-Vietnam Era 
Veterans’ Educational Assistance Act of 
1977 (Senate committee print), 82-12292 

Implementation of the Surface Mining Con- 
trol and Reclamation Act of 1977 : over- 
sight hearings before the Subcommittee 
on Energy and the Environment of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
seventh Congress, first session, on Imple- 
mentation of the Surface Mining Control 
and Reclamation Act of 1977 (Public 
Law 95-87), hearings held in Washington, 
D.C., August 5 and September 22, 1981., 
82-15148 

Implementation of the Uranium Mill Tail- 
ings Radiation Control Act of 1978 : 
hearing before the Subcommittee on Nu- 
clear Regulation of the Committee on 
Environment and Public Works, United 
States Senate, Ninety-seventh Congress, 
first session, June 16, 1981., 82-6887 

Implementation of the World Health Orga- 
nization (WHO) code on infant formula 
marketing practices : hearings before the 
Subcommittees on International Econom- 
ic Policy and Trade, and on Human 
Rights and International Organizations of 
the Committee on Foreign Affairs, House 
of Representatives, Ninety-seventh Con- 
gress, first session, June 16 and 17, 1981., 
82-15119 

Implementation of Title IV of Public Law 
95-202, relating to WASPS and similarly 
situated groups : hearing before the Sub- 
committee on Oversight and Investiga- 
tions of the Committee on Veterans’ Af- 
fairs, House of Representatives, Ninety- 
seventh Congress, first session, September 
29, 1981., 82-12281 

Implementation of Title I of the Natural 
Gas Policy Act of 1978 : hearings before 
the Committee on Energy and Natural 
Resources, United States Senate, Ninety- 
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seventh Congress, first session, on the im- 
plementation of Title I of the Natural 
Gas Policy Act of 1978, November 5 and 
6, 1981., 82-12140 

Implementation of transportation engineer- 
ing technician certification program /, 
82-14343 

Implementation of transportation engineer- 
ing technician certification program : a 
program /, 82-11483 

Implementation plan for a national nutrition 
status monitoring system : joint hearing 
before the Subcommittee on Science, Re- 
search, and Technology of the Commit- 
tee on Science and Technology and the 
Subcommittee on Department Oper- 
ations, Research, and Foreign Agricul- 
ture of the Committee on Agriculture, 
U.S. House of Representatives, Ninety- 
seventh Congress, first session, June 24, 
1981., 82-2710 

An Implementation plan for suspended par- 
ticulate matter in the Phoenix area /, 
82-10117 

Implementation studies via simulation of the 
computer-based model for optimal freight 
car distribution /, 82-3899 

Implementation: the missing link in plan- 
ning reorgizations : report to the Com- 
mittee on Governmental Affairs. United 
States Senate /, 82-13726 

Implementing hostage agreements : March 
4, 1981., 82-11229 

Implementing the End-Stage Renal Disease 
Program of Medicare., 82-5777 

Implications of electronic mail for the 
Postal Service’s work force : report /, 
82-13724 

The implications of establishing a U.S. 
wheat board /, 82-12662 

The implications of natural hazard evacua- 
tion warning studies for crisis relocation 
planning : final report /, 82-10268 

The Implications of U.S. China military co- 
operation : a workshop /, 82-12175 

Import passenger automobile weight projec- 
tions, 1979-1986 : Mercedes-Benz, BMW, 
Volvo, BL Ltd. /, 82-14547 

The importance of agriculture to the U.S. 
economy : hearings before the Subcom- 
mittee on Agriculture and Transportation 
of the Joint Economic Committee, 
Ninety-seventh Congress, first session ...., 
82-15069 

Important farmland in Grainger County, 
Tennessee /, 82-12605 

Important farmland in Lake County, Ten- 
nessee /, 82-12606 

Important farmland in Rhea County, Ten- 
nessee /, 82-12609 

Important farmland in Warren County, 
Tennessee /, 82-12610 

Important farmland in Williamson County, 
Tennessee /, 82-12611 

Important farmlands, Ada County, Idaho /, 
82-4410 





Important farmlands, Oldham County, Kentucky / 


Important farmlands, Ascension Parish, 
Louisiana /, 82-68 

Important farmlands, Barnwell County, 
South Carolina /, 82-70 

Important farmlands, Barren County, Ken- 
tucky /, 82-1180 

Important farmlands, Berkeley County, 
South Carolina /, 82-1181 

Important farmlands, Calhoun County, 
South Carolina /, 82-72 

Important farmlands, Carroll County, New 
Hampshire /, 82-73 

Important farmlands, Columbia County, 
Wisconsin /, 82-76 

Important farmlands, Delta County, Michi- 
gan /, 82-78 

Important farmlands, Desha County, Ar- 
kansas /, 82-1191 

Important farmlands, Douglas Co., Kans. /, 
82-79 

Important farmlands, Dunn County, Wis- 
consin /, 82-9131 

Important farmlands, Eaton County, Michi- 
gan /, 82-4420 

Important farmlands, Ellis Co., Kansas., 
82-80 . 

Important farmlands, Gem County, Idaho / 
, 82-4423 

Important farmlands, Grant County, Wis- 
consin /, 82-1199 

Important farmlands, Green County, Wis- 
consin /, 82-2812 

Important farmlands, Greenup County, 
Kentucky /, 82-1201 

Important farmlands, Hidalgo County, New 
Mexico /, 82-82 

Important farmlands, Iberia Parish, Louisi- 
ana /, 82-1202 

Important farmlands, Jackson Co., Kan. /, 
82-4432 

Important farmlands, Jefferson Co., Kans. / 

82-1207 

Important farmlands, 
Wisconsin /, 82-1205 

Important farmlands, Johnson Co., Kans. /, 
82-83 

Important farmlands Josephine County, 
Oregon /, 82-2813 

Important farmlands, 
Maine /, 82-2814 

Important farmlands, Klamath County area, 
Oregon /, 82-9132 

Important farmlands, 
Michigan /, 82-1208 

Important farmlands map, Anderson 
County, South Carolina /, 82-1179 

Important farmlands map, Bamberg 
County, South Carolina /, 82-69 

Important farmlands map, Beaufort County, 
South Carolina /, 82-71 

Important farmlands map, Charleston 
County, South Carolina /, 82-1183 

Important farmlands map, Cherokee 
County, South Carolina /, 82-74 

Important farmlands map, Claiborne 
County, Mississippi /, 82-4418 
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Jefferson County, 


Kennebec County, 


Leelanau County, 





Important farmlands map, 
County, South Carolina /, 82-1184 

Important farmlands map, Clarke County, 
Mississippi /, 82-1185 

Important farmlands map, Darlington 
County, South Carolina /, 82-1189 

Important farmlands map, Dillon County, 
South Carolina /, 82-1192 

Important farmlands map, Florence County, 
South Carolina /, 82-1196 

Important farmlands map, Greenville 
County, South Carolina /, 82-1200 

Important farmlands map, Haskell County, 
Oklahoma /, 82-4427 

Important farmlands map, Humphreys 
County, Mississippi /, 82-4429 

Important farmlands map, 
County, Mississippi /, 82-4431 

Important farmlands map, Jasper County, 
Mississippi /, 82-1204 

Important farmlands map, Jasper County, 
South Carolina /, 82-1203 

Important farmlands map, Jefferson Davis 
County, Mississippi /, 82-1206 

Important farmlands map, Lee County, 
South Carolina /, 82-9134 

Important farmlands map, Lincoln County, 
Mississippi /, 82-12607 

Important farmlands map, 
County, Mississippi /, 82-4433 

Important farmlands map, Montgomery 
County, Mississippi /, 82-87 

Important farmlands map, Newton County, 
Mississippi /, 82-12608 

Important farmlands map, 
County, Oklahoma /, 82-89 

Important farmlands map, Osage County, 
Oklahoma /, 82-1211 

Important farmlands map, Pickens County, 
South Carolina /, 82-4443 

Important farmlands map, Spartanburg 
County, South Carolina /, 82-1212 

Important farmlands map, Union County, 
Mississippi /, 82-1216 

Important farmlands map, Union County, 
South Carolina /, 82-1215 

Important farmlands map, Warren County, 
Mississippi /, 82-4450 

Important farmlands map, 
County, Mississippi /, 82-1219 

Important farmlands, Marion 
Oregon /, 82-85 

Important farmlands, Mineral Co., West 
Virginia /, 82-4435 

Important farmlands, 
Idaho /, 82-4436 

Important farmlands, Montcalm County, 
Michigan /, 82-4438 

Important farmlands, Morgan County, West 
Virginia /, 82-4439 

Important farmlands, Multnomah County, 
Oregon /, 82-88 

Important farmlands, Oldham County, Ken- 
tucky /, 82-2817 


Itawamba 


Lowndes 


Okmulgee 


Yalobusha 


County, 


Minidoka County, 
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Important farmlands, Ouachita County, Arkansas / 


Important farmlands, Ouachita County, Ar- 
kansas /, 82-2816 

Important farmlands, Polk County, Oregon 
/, 82-90 

Important farmlands, Providence and Bris- 
tol Counties, Rhode Island /, 82-91 

Important farmlands, Sedgwick Co., 
Kansas., 82-93 

Important farmlands, Sherman County, 
Oregon /, 82-94 

Important farmiands, St. Croix County, 
Wisconsin /, 82-4446 

Important farmlands, Stark County, North 
Dakota /, 82-1213 

Important farmlands, Steuben County, New 
York /, 82-4447 

Important farmlands, Washington County, 
Oregon /, 82-1217 

Important resource problem source docu- 
ment /, 82-5913 

Improved adherence of sputtered titanium 
carbide coatings on nickel- and titanium- 
base alloys /, 82-743 

Improved Hawk continuous wave radar re- 
pairer : MOS 24K : trainer’s guide., 82- 
13047 

Improved Hawk continuous wave radar re- 
pairer : skill levels 1, 2 and 3, MOS 24K., 
82-13046 

Improved hawk fire control repairer : MOS 
24H., 82-13043 

Improved hawk launcher/mechanical sys- 
tems repairer : MOS 24L., 82-13049 

Improved Hawk launcher/mechanical sys- 
tems repairer : skill levels 1, 3 and 3, 
MOS 24L., 82-13048 

Improved Hawk maintenance chief : MOS 
24V : trainer’s guide., 82-9680 

Improved hawk maintenance chief : skill 
levels 4 and 5, MOS 24V., 82-13050 

Improved hawk pulse radar repairer : MOS 
24J., 82-13045 

Improved hawk pulse radar repairer : skill 
levels 1, 2, and 3, MOS 24J., 82-13044 

Improved low-cost inorganic organic sepa- 
rators for rechargeable silver-zinc batter- 
ies /, 82-2100 

Improved maneuver criteria evaluation pro- 
gram /, 82-1511 

Improved mnagement of fleet supplies and 
spare parts can save millions without af- 
fecting readiness : report to the Congress 
/, 82-498 

Improved motorcyclist licensing and testing 
project /, 82-900 

Improved motorcyclist licensing and testing 
project : executive summary /, 82-6521 

An improved numerical method for coun- 
terformal contact stress problems /, 82- 
6358 

Improved passenger car braking perform- 
ance : appendices /, 82-6502 

Improved passenger car braking perform- 
ance : final summary report /, 82-14535 
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Improved passenger equipment evaluation 
program : technology review /, 82- 
6352, 82-14388 

Improved passenger equipment evaluation 
program : train system review report /, 
82-11473 

Improved St. Clair River dynamics flow 
models and comparison analysis /, 82- 
3102 

Improved visibility for school buses during 
adverse weather /, 82-4012, 82-14569 

Improved visibility for school buses during 
adverse weather : summary report /, 
82-11653 

An improved Woodward’s panel method 
for calculating leading-edge and side-edge 
suction forces at subsonic and supersonic 
speed /, 82-14179 

Improvement in federal court reporting 
procedures : hearing before the Subcom- 
mittee on Courts of the Committee on 
the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, on 
improvements in federal court reporting 
procedures, June 26, 1981., 82-2673 

An improvement in the calculation of tur- 
bulent friction in smooth concentric 
annuli /, 82-14879 

Improvement of mathematical models for 
simulation of vehicle handling /, 82- 
6544, 82-14573 

Improvement of overload capability of air 
carrier aircraft tires /, 82-14466 

Improvement of skills for solving ill-defined 
problems /, 82-271 

Improvements needed in the Nuclear Regu- 
latory Commission’s Office of Inspector 
and Auditor : report to the Congress /, 
82-1733 

Improvements needed in the Nuclear Regu- 
latory Commission’s Office of Inspector 
and Auditor : report to the Congress : 
summary /, 82-10359 

Improving barrier insertion loss., 82-697 

Improving independent evaluation systems 
in the multilateral development banks : 
report to the Congress /, 82-492 

Improving independent evaluation systems 
in the multilateral development banks : 
summary : report to the Congress /, 82- 
493 

Improving military educational benefits : ef- 
fects on costs, recruiting, and retention /, 
82-15235 

Improving productivity on forests and 
rangelands, 82-9121 

Improving sanitation and federal inspection 
at slaughter plants : how to get better 
results for the inspection dollar : report 
to the Congress /, 82-454 

Improving sanitation and federal inspection 
at slaughter plants: how to get better re- 
sults for the inspection dollar : report to 
the Congress: /, 82-10351 

Improving services for the rural elderly : 
summary report and recommendations of 
the National Strategy Conference on Im- 
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proving Service Delivery to the Rural 
Elderly, Des Moines, Iowa, January 28- 
February 2, 1979., 82-9139 

Improving the administration of the Civil 
Service disability retirement program : 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-seventh 
Congress, first session, September 16, 
1981., 82-12185 

Improving the administration of the civil 
service disability retirement program : 
twenty-second report by the Committee 
on Government Operations together with 
additional and separate views., 82-14652 

Improving the distribution and reducing the 
magnitude of pavement damage /, 82- 
6312 

Improving the federal court library system 
/, 82-11015 

Improving the management and coordina- 
tion of reviews, inspections, and evalua- 
tions in the U.N. System : report /, 82- 
487 

Improving the management and coordina- 
tion of reviews, inspections, and evalua- 
tions in the U.N. System : summary : 
report /, 82-488 

Improving the rate of progress in the imple- 
mentation of section 906 of the Railroad 
Revitalization and Regulatory Reform 
Act., 82-6341 

Improving the residential street environ- 
ment /, 82-6327 

Improving the traffic operations and safety 
of ramps and speed change lanes : a 
review of state design practices /, 82- 
851 

Improving youth employment prospects : 
issues and options /, 82-15236 

In-pile calorimetry in the joint Sandia/KfK 
equation-of-state experiments on nuclear 
fuels /, 82-6679 

In situ and laboratory determinations of 
shear and Young’s moduli for the Ports- 
mouth, Ohio, gaseous diffusion add-on 
site /, 82-5027 

In situ determination of the chloride con- 
tent of portland cement concrete bridge 
decks / prepared for Federal Highway 
Administration, Offices of Research & 
Development Materials Division. 82- 
2237 

In-stack plume opacity from electrostatic 
precipitator/scrubber system at Harring- 
ton unit 1 /, 82-10144 

In support of the U.S. Eastern Mediterra- 
nean policy., 82-11208 

In vitro dissolution of respirable aerosols of 
industrial uranium and plutonium mixed- 
oxide nuclear fuels /, 82-997 

Inactive or discontinued items from the 
1950 revision of the classified list., 82- 
10427 

Inadequate control over government mate- 
rial furnished to DOD contractors : hear- 





January — June 1982 


ing before a subcommittee of the Com- 
mittee on Government Operations, House 
of Representatives, Ninety-seventh Con- 
gress, first session, October 1, 1981., 82- 
12187 

INCAP : a finite element program for one- 
dimensional nonlinear inverse heat con- 
duction analysis /, 82-14864 

The Incentive awards program., 
82-762 

Inclusion of electric and hybrid vehicles in 
corporate average fuel economy stand- 
ards., 82-13296 

Inclusion of unsteady aerodynamics in lon- 
gitudinal parameter estimation from flight 
data /, 82-3798 

Income and balance sheet statistics, 82- 
2748, 82-12337 

Income and price effects on petroleum con- 
sumption : an international comparison /, 
82-13445 

Income & resources of the aged, 1978., 
5671 

Income of the population, 55 and over, 
1978 /, 82-13772 

Income tax benefits for U.S. citizens who 
go overseas., 82-11384 

Income tax credits for hiring hard-to- 
employ workers /, 82-2046 

The incomplete lower-upper conjugate gra- 
dient (ILUCG) method for solving large, 
sparse linear systems /, 82-14975 

The incorporation of plotting capability 
into the “unified subsonic supersonic 
aerodynamic analysis program”, version 
B / Octavio A. Winter ; prepared for 
Langley Research Center under contract 
NAS1-14900., 82-14193 

Increase in hospital costs and the effect of 
the voluntary effort : hearing before the 
Subcommittee on Health and the Envi- 
ronment of the Committee Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
December 15, 1981., 82-12157 

Increased D.U.I. enforcement program, 
Stockton, California /, 82-6531 

Increasing the earnings of disadvantaged 
women /, 82-2429 

Increment cores : how to collect, handle, 
and use them /, 82-9117 

Independent assessment of the steady state 
fuel rod analysis code FRAPCON-1! /, 
82-6654 

Independent regulatory agencies can reduce 
paperwork burden on industry : report to 
the director, Office of Management and 
Budget /, 82-3505 

Index and description of Army training de- 
vices., 82-9714 

Index for Social security bulletin annual sta- 
tistical supplement /, 82-10473 

Index of articles (materials, parts, processes, 
and appliances) certified under the tech- 
nical standard order system., 82-11501, 
82-11502 


82-761, 


82- 





Infiltration of particulate matter into buildings / 


Index of congressional committee hearings, 
82-6604 

Index of doctrinal, training, and organiza- 
tional publications., 82-9712 

Index of FAA national and WA orders., 
82-11487 

Index of Headquarters USAF controlled re- 
ports as of 30 September 1978., 82-9906 

Index of patents issued from the United 
States Patent and Trademark Offfice., 
82-1371, 82-4618 

Index of patents issued from the United 
States Patent Office, 82-1371, 82-4618 

Index of publications on biological effects 
of electromagnetic radiation (0-100 GHz) 
/, 82-10116 

Index of published surface-water-quality 
data for Oklahoma 1946-1975 /, 82- 
10732 

Index of risk exposure and risk acceptance 
criteria /, 82-14972 

Index of signs and symptoms of industrial 
diseases /, 82-10660 

Index of specifications and standards /, 
82-1427 

Index of streamflow and water-quality re- 
cords to September 30, 1978, south-cen- 
tral Alaska, 82-13977 

Index of streamflow and water-quality re- 
cords to September 30, 1978, southeast 
Alaska, 82-13978 

Index to classification, 82-9487 

Index to FAA Office of Aviation Medicine 
reports : 1961 through 1980 /, 82-14451 

Index to publications referenced in guide 
specifications for civil works and military 
construction., 82-13148 

Index to research grants and contracts, 
13821 

Index to the U.S. patent classification., 
9487 

Index to witness and organization appear- 
ances before the House Select Committee 
on Aging during the ... Congress /, 82- 
15007, 82-15008 

Indexed legislative history of the “Juvenile 
Justice Amendments of 1980.”, 82-5953 

The Indian Act of 1972 : answers to your 
questions., 82-10018 

Indian Education Act, part A : annotated 
regulations : general provisions, LEA en- 
titlement /, 82-13490 

Indian Education Act, part A : entitlement 
programs for public schools ; a handbook 
for parent committees and project direc- 
tors /, 82-13491 

The Indian reading series ;, 
13528 

Indianapolis, 
82-5971 

Indicators of housing and neighborhood 
quality by financial characteristics, 82- 
12711 

Individual income tax returns, 
82-14305, 82-14306 

Indochinese refugees /, 82-2142, 82-3825 


Do not order from index; see indicated entry 


82- 


82- 


82-13523, 82- 


Indiana, metropolitan area, 


82-2204, 





The Indochinese refugees : a status report., 
82-11209 

Indonesia, a country profile /, 82-817 

Industrial and commerical energy tax cred- 
its : hearing before the Subcommittee on 
Taxation and Debt Management, and 
Subcommittee on Energy and Agricultur- 
al Taxation of the Committee on Finance, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 750 and S. 
1288, October 19, 1981., 82-15101 

Industrial application of fluidized-bed com- 
bustion : quarterly technical progress 
report for the period July-September, 
1980 /, 82-13326 

Industrial boiler costs : a comparison of 
recent studies /, 82-13444 

Industrial development in the TVA area 
during ... /, 82-14999, 82-15000 

Industrial Environmental Research Labora- 
tory, Research Triangle Park, North 
Carolina /, 82-5245 

Industrial fishery products, annual sum- 
mary., 82-9556, 82-9563 

Industrial noise (581) /, 82-554 

Industrial property protection : agreement 
between the United States of America 
and the World Intellectual Property Or- 
ganization signed at Geneva September 
26, 1980., 82-803 

The industrial sector /, 82-150 

Industrial security manual for safeguarding 
classified information., 82-9591 

Industrial security regulation., 82-9585 

Industrial surface coating, appliances : back- 
ground information for proposed stand- 
ards /, 82-13671 

Industry tests of NASA ceramic thermal 
barrier coating /, 82-737 

Industry views on the ability of the U.S. 
photovoltaics industry to compete in for- 
eign markets : report /, 82-13736 

Ineractive debug program for evaluation 
and modification of assembley language 
software /, 82-14229 

Inertially augmented approach couplers : 
all-weather landing systems, engineering 
services support project, task 5 /, 82- 
3944 

Inexpensive thermographic techniques for 
determining reliable solar collector array 
performance /, 82-9966 

Infant falls., 82-14699 

Infant feeding practices : hearing before the 
Subcommittee on Domestic Marketing, 
Consumer Relations, and Nutrition of the 
Committee on Agriculture, House of 
Representatives, Ninety-seventh Con- 
gress, first session, June 22, 1981., 82- 
6747 

Inferred climatology for U.S. airports : final 
report /, 82-3943 

Infiltration of particulate matter into build- 
ings /, 82-11939 
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The influence of air power upon historians / 


The influence of air power upon historians 
/, 82-1617 

Influence of coolant tube curvature on film 
cooling effectiveness as detected by in- 
frared imagery /, 82-2103 

The Influence of ectotropic mycorrhizal 
fungi on the resistance of pine roots to 
pathogenic infections., 82-12432 

Influence of shallow structure, and a clay- 
filled Mississippi River channel on details 
of the gravity field at the Reelfoot Scarp, 
Lake County, Tennessee /, 82-6697 

Influence of some environmental factors on 
initial establishment and growth of pon- 
derosa pine seedlings /, 82-9112 

Influence of the external labor market on 
the Air Force manpower and personnel 
system : a review of selected research /, 
82-9908 

Influences of logging and weather on elk 
distribution in western Montana /, 82- 
12450 

Information and telecc ications : an 
overview of issues, technologies, and ap- 
plications : report for the Subcommittee 
on Science, Research, and Technology of 
the Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session /, 
82-1104 

Information available from USDA’s Agri- 
cultural Marketing Service., 82-12634 

Information concerning employment and 
training opportunities in the U.S. Mer- 
chant Marine., 82-1374 

Information for married applicants /, 82- 
6197 

An Information guide : university/DOE 
laboratory cooperative program for pro- 
fessional manpower development, faculty 
and student research participation, other 
assistance., 82-3356 

Information on mission and functions of the 
National Bureau of Standards : report /, 
82-5471 

Information on mission and functions of the 
National Bureau of Standards : report : 
summary /, 82-5472 

Information pamphlet for the career devel- 
opment of enlisted members of the 
United States Army Reserve., 82-13104 

Information summarization in a corps-level 
scenario /, 82-4950 

An Information systems guide for commu- 
nity action agencies /, 82-1419 

The informational load of highway guide 
signs., 82-14364 

Informing the public about food : a strategy 
is needed for improving communication / 

82-10355 

Infrared measurements of a scramjet ex- 
haust /, 82-14195 

The inhibitory effects of some Cinnamyl- 
phenols on the marine fungi Dendry- 
phiella salina and Corollospora maritima 
/, 82-3246 
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Initial conceptual design study of self-criti- 
cal nuclear pumped laser systems /, 82- 
14166 

Initial design for NTS time transfer receiver 
/, 82-3242 

Initial public offerings of common stock : 
the role of the regional broker-dealers in 
the capital formation process, phase I., 
82-3837 

Injuries related to servicing equipment /, 
82-2008 

Injury compensation process delays prompt 
payment of benefits to federal workers : 
report to the Congress /, 82-1754 

Injury compensation process delays prompt 
payment of benefits to federal workers : 
report to the Congress : summary /, 82- 
13733 

Injury experience in metallic 
mining /, 82-702, 82-3769 

Injury experience in nonmetallic mineral 
mining (except stone and coal) /, 82- 
700, 82-3767 

Injury experience in quarrying, 
82-3766 

Injury experience in sand and gravel mining 
/, 82-701, 82-3768 

Injury experience in stone mining., 
82-3766 

Injury experience in the metallic mineral 
industries, 82-702, 82-3769 

Injury experience in the sand and gravel 
industry, 82-701, 82-3768 

Inkomi and the buffalo : an Assiniboine 
story /, 82-13530 

Innovation in public transportation /, 82- 
11589 

Innovation in public transportation (Wash- 
ington (D.C.)), 82-11589 

Innovation in the basic materials industries : 
proceedings of the sixth annual Engineer- 
ing Foundation Conference on Materials 
Policy, 1980 : report to the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-seventy Con- 
gress, first session /, 82-1103 

Innovative/alternative technology program 
: case studies /, 82-10228 

Innovative concepts and technology for 
railroad-highway grade crossing motorist 
warning systems /, 82-14381 

Innovative destruction of complex industry 
wastes : auto oxidation of tannery beam- 
house wastewater /, 82-5302 

Inorganic cement for mine roof-bolt grout- 
ing /, 82-5864 

INREM II : a computer implementation of 
recent models for estimating the dose 
equivalent to organs of man from an in- 
haled or ingested radionuclide /, 82- 
14745 

Insect allergy /, 82-1837 

Insects., 82-5533 

Insects and diseases of Alaskan forests /, 
82-9124 


mineral 


82-699, 


82-699, 
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Insertion loss of earplugs and earmuffs on 
an artificial head as a function of azimuth 
of the sound source /, 82-5113 

The insider threat to secure facilities : date 
analysis /, 82-14908 

Insolation at Carterville, Illinois /, 82-2798 

Inspection/maintenance program options 
for Iowa, Kansas and Nebraska : execu- 
tive summary /, 82-10062 

Inspection/maintenance program options 
for Iowa, Kansas and Nebraska : final 
report /, 82-10061 

Inspection methods for physical protection 
project : quarterly report, September-No- 
vember, 1979 /, 82-14914 

Inspection of nuclear reactor welding by 
acoustic emission /, 82-11961 

Inspection of painting., 82-248 

Inspector General Act Amendments of 
1981 : hearing before a subcommittee of 
the Committee on Government Oper- 
tions, House of Representatives, Ninety- 
seventh Congress, first session, on H.R. 
2098 ... April 8, 1981., 82-12190 

Inspectors general legislation hearing 
before the Committee on Governmental 
Affairs, United States Senate, Ninety-sev- 
enth Congress, first session., 82-12201 

Installation and field testing of a large ex- 
perimental wind turbine generator system 
near Kahuku Point on the Island of 
Oahu, Hawaii : environmental assess- 
ment., 82-13295 

Installation details and maintenance stand- 
ards for reflective markers for airport 
runway and taxiway centerlines., 82- 
6417 

Installation veterinary food inspection—the 
commissary, 82-3168, 82-3169 

Installations : training site general informa- 
tion summary., 82-9644 

Institutional aspects of transported pollut- 
ants : an examination of strategies for ad- 
dressing long range air pollution prob- 
lems /, 82-14695 

Institutional aspects of transported pollut- 
ants : an examination of transport reduc- 
tion strategies /, 82-2426 

An institutional assessment of the imple- 
mentation and enforcement of the Clean 
Air Act : Allegheny case study (draft) /, 
82-11846 

An institutional assessment of the imple- 
mentation and enforcement of the Clean 
Air Act : Eastern Tennessee Valley case 
study /, 82-2425 

An institutional assessment of the imple- 
mentation and enforcement of the Clean 
Air Act : Florida case study (draft) /, 
82-11845 

An institutional assessment of the imple- 
mentation and enforcement of the Clean 
Air Act : Houston case study (draft) /, 
82-6615 
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An institutional assessment of the imple- 
mentation and enforcement of the Clean 
Air Act : summary report /, 82-11848 

Institutional constraints on alternative water 
for energy : a guidebook for regional as- 
sessments /, 82-9945 

Instream flow requirements of the lower 
North Fork, South Fork and mainstream 
Skokomish River /, 82-1979 

Instructional materials for improved job 
performance /, 82-290 

Instructional System Development., 
1553 

Instructional systems development (ISD) in 
Air Force flying training /, 82-5147 

Instructions for completing financial disclo- 
sure statement required by Ethics in 
Government Act of 1978 for use by 
members, officers, and employees of the 
Legislative branch /, 82-6601 

Instructions for filing applications for alien 
employment ceriification for permanent 
employment in the United States., 82- 
3758 

Instructions for testing livestock and animal 
scales., 82-12648 

Instructions for testing monorail scales., 
82-12653 

Instructions for testing vehicle scales and 
weighing live poultry., 82-12654 

Instructions for weighing livestock., 
12650, 82-12651 

Instructor/operator 
methods /, 82-299 

Instructor training institute for NHTSA 
curriculum package : emergency medical 
technician, dispatcher /, 82-14544 

Instrumentation for measuring pavement- 
vehicle interaction /, 82-14360 

Instrumentation observations from the U- 
frame lock of the Arkansas River Lock 
and Dam 5 /, 82-5026 

Instrumentation package for field energy 
surveys., 82-13205 

Instrumented impact properties of zircaloy- 
oxygen and zircaloy-hydrogen alloys /, 
82-6660 

Insulation deficiencies and their effects on 
heat loss in Navy housing., 82-242 

Insurance., 82-5644 

Insurance agent commission deregulation : 
hearing before the Subcommittee on 
General Oversight of the Committee on 
Small Business, House of Representatives, 
Ninety-seventh Congress, first session, 
Washington, D.C., September 21, 1981., 
82-12262 

Insurance on grain losses in bankrupt public 
warehouses : hearing before the Subcom- 
mittee on Wheat, Soybeans, and Feed 
Grains of the Committee on Agriculture, 
House of Representatives, Ninety-seventh 
Congress, first session on H.R. 2523, De- 
cember 10, 1981., 82-15011 

Insured unemployment, a time-series chart- 
book : draft final report /, 82-15001 


82- 


82- 


display evaluation 





Integral decay-heat measurements and com- 
parisons to ENDF/B-IV and V /, 82- 
14789 

Integrated application of active controls 
(IACC) technology to an advanced sub- 
sonic transport : project plan /, 82-2074 

An integrated geophysical and geological 
study of the tectonic framework of the 
38th parallel lineament in the vicinity of 
its intersection with the extension of the 
New Madrid fault zone : annual progress 
report-fiscal year 1979 /, 82-2485 

Integrated logistic support management 
model and glossary., 82-9742 

Integrated logistics support, 82-9921, 
9922 

Integrated safe driving information system 
development /, 82-14556 

Integrated system test of the advanced in- 
structional system (AIS) /, 82-5163 

Integrated traffic simulation model, phase I 
/ prepared for Federal Highway Admin- 
istration, Office of Research & Develop- 
ment, Traffic Systems Division., 82-6318 

Integrated urban health guidance : program 
quidance for development of urban health 
delivery systems., 82-13847 

The Integrating model of the Project 
Independence Evaluation System /, 82- 
1647 

Integration and application of human re- 
source technologies in weapon system 
design /, 82-9910 

Integration of photovoltaic units into elec- 
tric utility grids : experiment information 
requirements and selected issues /, 82- 
13374 

Intelligence., 82-5138 

Intelligence Authorizaton Act for fiscal 
year 1982 : conference report (to accom- 
pany H.R. 3454)., 82-2419 

Intelligence handbook., 82-9665 

Intelligence Identities Protection Act 
report together with separate views (to 
accompany H.R. 4)., 82-2387 

Intelligence Identities Protection Act of 
1981 : report (to accompany S. 391)., 
82-2370 

Intelligence Reform Act of 1981 : hearing 
before the Select Committee on Intelli- 
gence of the United States Senate, 
Ninety-seventh Congress, first session, on 
Intelligence Reform Act of 1981, July 21, 
1981., 82-4255 

Intensive wilderness inventory : analysis of 
public comment and final wilderness 
study areas., 82-10950 

Inter-American Development Bank loans to 
Guatemala : hearing before the Subcom- 
mittee on International Development In- 
stitutions and Finance of the Committee 
on Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-seventh 
Congress, first session, December 8, 
1981., 82-15045 

Inter-American Institute for Cooperation on 
Agriculture : convention between the 
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United States of America and other gov- 
ernments : opened for signature at Wash- 
ington March 6, 1979., 82-2176 

Interactions between energy supply and 
transportation-related energy use /, 82- 
6278 

Interactive design program for impulse 
loads (IDPIL) /, 82-6711 

Interactive Fortran IV computer programs 
for the thermodynamic and transport 
properties of selected cryogens (fluids 
pack) /, 82-12805 

Interactive roles regulating wood accumula- 
tion and soil development in the northern 
Rocky Mountains /, 82-9115 

Interagency/Intergovernmental Coordina- 
tion for Environmental Planning (IICEP) 
: Systems considerations /, 82-13166 

Interagency urban initiatives anti-crime pro- 
gram, 82-10700 

Interest rates and business credit needs : 
hearings before the Committee on Small 
Business, United States Senate, Ninety- 
seventh Congress, first session, on interest 
rates and business credit needs ...., 82- 
15211 

Interest rates and credit availability : hear- 
ing before the Subcommittee on Conser- 
vation, Credit, and Rural Development of 
the Committee on Agriculture, House of 
Representatives, Ninety-seventh Con- 
gress, first session, June 23, 1981., 82- 
6748 

Interface control document (ICD) for the 
remote maintenance monitoring systems 
(RMMS) /, 82-11484 

The Intergovernmental mobility program., 
82-774 

Intergovernmental relations., 82-5605 ~ 

Interim analysis of STR performance and 
effectiveness : 12 month analyses /, 82- 
11639 

Interim federal standard 
manual /, 82-4695 

Interim regulations guide 
regulations., 82-10688 

Interim regulations implementing the Natu- 
ral Gas Policy Act of 1978., 82-336 

Interim report /, 82-2122 

Interim report of the activities of the House 
Committee on Government Operations., 
82-12184 

Interim report of the Interagency Coal 
Export Task Force : draft for public 
comment /, 82-9984 

Interim report of the Subpanel on Long 
Range Planning for the U.S. High 
Energy Physics Program of the High 
Energy Physics Advisory Panel., 82- 
13286 

Interim report on nuclear weapons in 
Europe : a report to the Committee on 
Foreign Relations, United States Senate / 
, 82-12177 
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Interim report on systematic errors in nuclear power plants : seismic safety 


Interim report on systematic errors in nu- 
clear power plants : seismic safety mar- 
gins research program /, 82-4159 

Interim report on the conflict monitoring 
analysis of parallel route spacing in the 
high altitude conus airspace /, 82-6439 

Interim technical report on the performance 
of blended cements in concrete viewed in 
relation to the potential offered by these 
cements for reducing energy consumption 
in cement manufacture., 82-13299 

Interior’s report of shut-in or flaring wells 
unnecessary, but oversight should contin- 
ue : report to the Congress /, 82-462 

Interior’s report of shut-in or flaring wells 
unnecessary, but oversight should contin- 
ue : summary : report to the Congress /, 
82-463 

Interlaboratory comparison : 
set /, 82-10225 

An Interm guide for health education in a 
health care system., 82-13846 

Intermodal management information system 
: phase II, task 2, interim report /, 82- 
14401 

Internal combustion engines for alcohol 
motor fuels : a compilation of back- 
ground technical information : draft., 
82-13386 

Internal control weaknesses contributed to 
the mismanagement and misuse of federal 
funds at selected community action agen- 
cies : report to the Congress : summary /, 
82-10330 

Internal defects associated with pruned and 
nonpruned branch stubs in black walnut / 
by Alex L. Shigo ... fet al.]., 82-12453 

Internal mixer investigation for JT8D 
engine jet noise reduction /, 82-14457 

Internal parasites of swine : natural history 
and control /, 82-12378 

Internal revenue, 82-10431, 
82-10433, 82-10434 

Internal revenue bulletin. Cumulative bulle- 
tin, 82-3842 

Internal revenue cumulative bulletin., 82- 
3842 

Internal Revenue cumulative bulletins., 
82-1774 

Internally sealed concrete : guide to con- 
struction and heat treatment., 82-11456 

International agreements : communication 
from the president of the United States 
transmitting a report on international 
agreements transmitted to Congress after 
the expiration of the sixty-day period 
specified by law, pursuant to 1 U.S.C. 
112b(b)., 82-14641 

International broadcasting : direct broadcast 
satellites : hearing before a subcommittee 
on the Committee on Government Oper- 
ations, House of Representatives, Ninety- 
seventh Congress, first session, October 
23, 1981., 82-6840 

International coal trade : hearings before 
the Subcommittee on International Eco- 
nomic Policy of the Committee on For- 
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eign Relations, United States Senate, 
Ninety-seventh Congress, first session, on 
U.S. competitiveness in international coal 
trade, April 28, 1981., 82-6831 

International communication policy : Octo- 
ber 6, 1980., 82-11223 

International Convention on the Simplifica- 
tion and Harmonization of Customs Pro- 
cedures., 82-11766 

International Convention on the Simplifica- 
tion and Harmonization of Customs Pro- 
cedures : message from the president of 
the United States transmitting the Inter- 
national Convention on the Simplification 
and Harmonization of Customs Proce- 
dures ("Convention”), which entered into 
force on September 25, 1974, with an- 
nexes and reservations to the annexes., 
82-11766 

International economic policy : hearing 
before the Joint Economic Committee, 
Congress of the United States, Ninety- 
seventh Congress, first session, May 4, 
1981., 82-2609 

International economic policy priorities : 
May 19, 1981., 82-11233 

International energy annual., 82-13435 

International expositions : protocol between 
the United States of America and other 
governments revising the convention of 
November 22, 1918, as amended : done at 
Paris November 30, 1972., 82-802 

International expositions (1928)., 82-802 

International Field Year for the Great 
Lakes (IFYGL) data catalog : United 
States data archive /, 82-1380 

International flight information manual., 
82-14454 

International Institute for Cotton : amend- 
ment to the articles of agreement of the 
International Cotton Institute : resolution 
adopted by the general assembly of the 
International Cotton Institute, at Wash- 
ington, July 31, 1979., 82-788 

International Institute for the Unification of 
Private Law (UNIDROIT) : amendment 
to articles 5, 11, and 16 of the Institute 
statute adopted at the nineteenth session 
of the UNIDROIT general assembly, 
Rome, February 18, 1969., 82-787 

International mail manual., 82-6181 

International Maritime Satellite Organiza- 
tion (INMARSAT) : convention between 
the United States of America and other 
governments and operating agreement : 
done at London September 3, 1976 with 
proces-verbal of rectification dated at 
London February 15, 1979., 82-2172 

International military education and training 
(IMET) : agreement between the United 
States of America and Dominica, effected 
by exchange of notes dated at Bridge- 
town and Roseau December 11, 1980 and 
February 4, 1981., 82-11338 

International narcotics control /, 82-2145 

International organization headquarters site 
: report (to accompany H.R. 4716) (in- 
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cluding cost estimate of the Congression- 
al Budget Office)., 82-6588 

International pocket guide to space availa- 
ble travel : DoD airlift system., 82-9905 

International Poplar Commission : amend- 
ments to the convention : adopted at the 
third special session of the International 
Poplar Commission, Rome, November 
15, 1977., 82-783 

The International Rule of Law Act : hear- 
ing before the Subcommittee on Criminal 
Law of the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 1434 ... Sep- 
tember 14, 1981., 82-12220 

International security policy hearings 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety-sev- 
enth Congress, first session, July 27, 
1981., 82-2653 

International shortwave broadcasting and 
direct broadcast satellites : Voice of 
America, Radio Free Europe/Radio Lib- 
erty, Radio Marti : twentieth report /, 
82-6598 

International sugar agreement, (1977) : be- 
tween the United States of America and 
other governments : done at Geneva Oc- 
tober 7, 1977., 82-797 


International Sugar Agreement (1977), 82- 
97 


International Symposium on Military Oper- 
ations in Built-Up Areas : report /, 82- 
3164 

International terrorism /, 82-2156, 82- 
2157 

International trade : July 28, 1981 /, 82- 
11245 

International Wheat Agreement : hearing 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety-sev- 
enth Congress, first session, on Treaty 
Document 97-9—two protocols for the 
extension of the International Wheat 
Agreement, November 24, 1981., 82- 
12182 

Interplanetary medium data book /, 82- 
2082 

Interplanetary medium data book : appen- 
dix /, 82-2083 

Interplanetary monitoring platform : engi- 
neering history and achievements., 82- 
2063 

Interpretation of environmental assessment 
data /, 82-10155 

Interpretation of geophysical well-log meas- 
urements in drill hole UE25a-1, Nevada 
Test Site, radioactive waste program /, 
82-10842 . 

An interpretative review of existing capa- 
bilities for measuring and forecasting se- 
lected weather variables (emphasizing 
remote means) /, 82-13180 

Interpreting dynamic surface deflections in 
the granular base layer of the pavement 
structure., 82-6324 
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Interstate Commerce Commission decisions 
and reports., 82-1786 

Interstate Commerce Commission notice., 
82-1995 

Interstate Commerce Commission reports : 
decisions of the Interstate Commerce 
Commission of the United States /, 82- 
10969, 82-10970 

Interstate Commerce Commission reports. 
Motor carrier cases /, 82-14041, 82- 
14042, 82-14043 

Interstate commerce reports, 82-10969, 
82-10970 

Interstate Conference of Employment Secu- 
rity Agencies, Inc., 82-12049 

Interstimulus interval as it affects temporary 
threshold shift in serial presentations of 
loud tones /, 82-3924 

Intertitle transfers, a way for states to in- 
crease federal funding for social services : 
report to the Secretary of Health and 
Human Services /, 82-486 

Interview on “Face the nation” : December 
20, 1981 /, 82-11264 

Interview on “Face the nation” : June 28, 
1981 /, 82-11240 

Interview on “Issues and answers” : August 
23, 1981 /, 82-11248 

Interview on “Issues and answers” 
19, 1981 /, 82-11244 

Interview on “Issues and answers” : Sep- 
tember 20, 1981 /, 82-11254 

Interview on “Meet the press” : March 29, 
1981 /, 82-6212 

Interview on “Meet the press” : October 
11, 1981 /, 82-11259 

Interviewing guides for specific disabilities : 
arthritis and other rheumatic diseases., 
82-14135 

Intramural research, 82-13808 

The introduced pine sawfly, a defoliator of 
white pine new to North Carolina /, 82- 
12502 

Introducing SHARE., 82-5948 

Introducing the U.S. Department of Educa- 
tion., 82-10011 

An Introduction to art & other ideas., 
3694 

Introduction to military personnel manage- 
ment., 82-9741 

An Introduction to the environmental lit- 
erature of the Mississippi deltaic plain 
region /, 82-14022 

An introduction to the industrial analysis 
and productivity research of the Bureau 
of Industrial Economics /, 82-9574 

Inventory management : b Army National 
Guard supply procedures for the aviation 
intensive management items program, 
82-9646 

Inventory of clay-rich bedrock and meta- 
morphic derivatives in eastern Nevada, 
excluding the Nevada Test Site /, 82- 
10802 

Inventory of power plants in the United 
States, 82-13453 


: July 


82- 





Investment yields in NSLI and USGLI trust funds as of ... 


Inventory report on real property owned 
by the United States throughout the 
world, 82-514 

Invertebrates of the H.J. Andrews Experi- 
mental Forest, Western Cascades, 
Oregon. I. An annotated checklist of fleas 
/, 82-12488 

Investigation and evaluation of cracking in- 
cidents in piping in pressurized water re- 
actors /, 82-2439 

An Investigation into the noise interference 
problems at Logan Airport, Boston /, 
82-14477 

Investigation of a low-cost servoactuator 
for HYSAS /, 82-9846 

Investigation of advanced prognastic analy- 
sis techniques /, 82-223 

Investigation of air solubility in Jet A fuel 
at high pressures /, 82-736 

Investigation of artificial recharge of 
aquifers in Nebraska /, 82-586 

Investigation of beach sand trafficability en- 
hancement using sand-grid confinement 
and membrane reinforcement concepts /, 
82-166, 82-9799 

Investigation of coannular nozzles with 
conventional and inverted velocity pro- 
files /, 82-11537 

Investigation of construction concepts for 
pavements across soft ground /, 82-5006 

Investigation of effects of background 
water on upwelled reflectance spectra 
and techniques for analysis of dilute pri- 
mary-treated sewage sludge /, 82-742 

Investigation of effects of prolonged inhala- 
tion of nickle-enriched fly ash in Syrian 
golden hamsters /, 82-10222 

Investigation of factors controlling engine 
scheduled overhaul —T53/T55 /, 82- 
9845 

Investigation of helicopter wire strike pro- 
tection concepts /, 82-194 

An Investigation of ice clogged channels in 
the St. Marys River /, 82-2294 

Investigation of motor vehicle/bicycle colli- 
sion parameters /, 82-14315 

An Investigation of prevention of signifi- 
cant deterioration (PSD) and emission 
offset permitting processes /, 82-11833 

Investigation of proprietary admixtures. 
Report 2. 1977-1978 tests /, 82-9794 

Investigation of Senator Harrison A. Wil- 
liams, Jr. : government brief in opposition 
to Senator Williams’ motion to dismiss 
and for a new trial., 82-6819 

Investigation of Senator Harrison A. Wil- 
liams, Jr. : opinion of Judge George C. 
Pratt denying Senator Williams’ motions 
to dismiss his indictment, for judgment of 
acquittal, and for a new trial., 82-15097 

Investigation of Senator Harrison A. Wil- 
liams, Jr. : Senator Williams’ reply to 
government brief in opposition to Senator 
Williams’ motion to dismiss and for a 
new trial., 82-2630 

Investigation of Senator Harrison S. Wil- 
liams, Jr. : response of Senator Williams 
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to report of the Select Committee on 
Ethics, on S. Res. 204., 82-6818 

Investigation of springing responses on the 
Great Lakes ore carrier, M/V Stewart J. 
Cort : final report /, 82-2293 

Investigation of steels for improved welda- 
bility in ship construction : phase 1., 82- 
12029 

An investigation of techniques for valida- 
tion of railcar dynamic analyses /, 82- 
854 

Investigation of the basic forces involved in 
the adhesion of ice to highway surfaces /, 
82-6275 

Investigation of the crash-impact character- 
istics of advanced airframe structures /, 
82-5082 

Investigation of the effects of inlet shapes 
on fan noise radiation /, 82-6120 

An Investigation of the gaseous character 
of the atmosphere at the high energy 
laser test facility (HELSTF) at the White 
Sands Missile Range (WSMR) /, 82- 
13182 

An investigation of the impact behavior of 
vacuum-formed tetracore /, 82-193 

Investigation of the influence of simulated 
steam generator tube ruptures during 
loss-of-coolant experiments in the semis- 
cale mod-1 system /, 82-14762 

Investigation of the minimum deployment 
time of a foam/fabric composite material 
/, 82-13158 

Investigation of the multiple model adaptive 
control (MMAC) method for flight con- 
trol systems /, 82-6112 

Investigation of the strength of association 
between graphic symbology and military 
information /, 82-4938 

Investigation of the use of coal refuse-fly 
ash compositions as highway base course 
material /, 82-6323 

An investigation of two-phase flow regimes 
in LOFT piping during loss-of-coolant 
experiments /, 82-4118 

Investigation of warm prestress for the case 
of small [delta]T during a reactor loss-of- 
coolant accident /, 82-3216 

Investigations into the state of stress in the 
crust under northeastern United States /, 
82-2562 

Investigations of CARS and laser-induced 
saturated fluorescence for practical com- 
bustion diagnosis /, 82-13648, 82-13649 

Investment of the social security trust funds 
: hearing before the Subcommittee on 
Social Security of the Committee on 
Ways and Means, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, October 16, 1981., 82-15231 

Investment opportunity : the FPL EGAR 
lumber manufacturing system., 82-12437 

Investment yields in NSLI and USGLI 
trust funds as of ..., 82-12278 
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Ionizing radiation category of the suggested 
state regulations for control of radiation / 
, 82-6617 

Ionospheric observation of enhanced con- 
vection-initiated gravity waves during 
tornadic storms /, 82-11112 

IPA projects for improved state & local 
management /, 82-14247 

Ipsative rankings as an indicator of job- 
worker match /, 82-1581 

Iron and steel scrap, 82-610 

Iron ore, 82-3701 

Ironside grazing management program : 
Department of the Interior, final environ- 
mental impact statement /, 82-1895, 
82-1896 

Irradiation of samples for “Ar/**Ar dating 
using the Geological Survey TRIGA re- 
actor /, 82-1925 

Irrigation and drainage., 82-5555 

Irrigation tailwater management /, 82- 
10219 

IRS regulations increasing imputed interest 
rates and interpreting estate tax law con- 
cerning valuation of family farm and 
other business properties : hearing before 
the Subcommittee on Oversight of the 
Internal Revenue Service of the Commit- 
tee on Finance, United States Senate, 
Ninety-seventh Congress, first session, 
April 27, 1981., 82-2635 

IRS response to the illegal tax protester 
movement : hearing before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-seventh Congress, first session, 
June 10, 1981., 82-1063 

Is the military postal system a conduit for 
drugs and other contraband? : hearing 
before a subcommittee of the Committee 
on Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session ...., 82-15133 

Is the wind a practical source of energy for 
you?., 82-13234 

Isabelita Clima Portilla : report (to accom- 
pany H.R. 1841)., 82-6582 

Isolation and identification of mycobacter- 
ium tuberculosis : a guide for the Level 
II Laboratory /, 82-13881 

Israel study of socialization for medicine /, 
82-10641 

The Israeli air strike : hearings before the 
Committee on Foreign Relations, United 
States Senate, Ninety-seventh Congress, 
first session , on the Israeli air strike and 
related issues, June 18, 19, and 25, 1981., 
82-6834 

Israeli attack on Iraqi nuclear facilities : 
hearings before the Subcommittees on In- 
ternational Security and Scientific Af- 
fairs, on Europe and the Middle East and 
on International Economic Policy and 
Trade of the Committee on Foreign Af- 
fairs, House of Representatives, Ninety- 
seventh Congress, first session, June 17 
and 25, 1981., 82-2642 
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Issues and options in flood hazards manage- 
ment., 82-4187 

Issues concerning Vietnam veterans : hear- 
ing before the Select Subcommittee of 
the Committee on Veterans’ Affairs, 
House of Representatives, Ninety-seventh 
Congress, first session, July 16, 1981., 
82-4282 

Issues in leasing offshore lands for oil and 
gas development : report to the Congress 
/, 82-459 

Issues in leasing offshore lands for oil and 
gas development : summary : report to 
the Congress /, 82-460 

Issues in the measurement of victimization / 
, 82-5960 

Issues in United States-Canadian economic 
relations : hearing before the Subcommit- 
tees on International Economic Policy 
and Trade and on Inter-American Affairs 
of the Committee on Foreign Affairs, 
House of Representatives, Ninety-seventh 
Congress, first session, October 21, 1981., 
82-12165 

Issues relating to financing the railroad re- 
tirement account : hearing before the 
Committee on Ways and Means, House 
of Representatives, Ninety-seventh Con- 
gress, first session, July 13, 1981., 82- 
2740 

Issues relating to the reauthorization of the 
Older Americans Act : hearing before the 
Subcommittee on Human Resources of 
the Committee on Education and Labor, 
House of Representatives, Ninety-seventh 
Congress, first session, hearings held in 
St. Joseph, Mo., on April 3, 1981., 82- 
6792 

It may even save your life, 
11529 

Italian-American War Veterans of the 
United States : hearing before the Sub- 
committee on Administrative Law and 
Governmental Relations of the Commit- 
tee on the Judiciary, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, on H.R. 33 ... June 11, 1981., 
82-1077 

Italian American War Veterans of the 
United States : report (to accompany 
H.R. 4734) (including cost estimate of the 
Congressional Budget Office)., 82-2413 

Item characteristic curve parameters : ef- 
fects of sample size on linear equating /, 
82-1599 

“It’s academic” for healthy people, 
1822 

It’s alarming— : each year residential fires 
claim 6,000 lives., 82-10295 

“It’s elementary” for healthy people, 
1823 

It’s your move., 

ITV/AIFV/CFV 
3166, 82-3167 


82-11528, 82- 


82- 


82- 


82-3143 


system mechanic., 82- 
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Jacksonville, Florida, metropolitan area, 
82-11026 

Jacobo Cosio-Franco : report (to accompa- 
ny H.R. 1796)., 82-14642 

James Madison and the search for nation- 
hood /, 82-3770 

January 1979 water levels, and data related 
to water-level changes, western and 
south-central Kansas /, 82-10804 

January 1980 water levels, and data related 
to water-level changes, western and 
south-central Kansas /, 82-1948 

January 1981 water levels, and data related 
to water-level changes, western and 
south-central Kansas /, 82-10847 

Japan-United States Friendship Commission 
: announcement of programs 1980-81., 
82-14703 

Japanese and American economic policies 
and U.S. productivity : hearings before 
the Subcommittee on Monetary and 
Fiscal Policy and the Subcommittee on 
Trade, Productivity, and Economic 
Growth of the Joint Economic Commit- 
tee, Congress of the United States, 
Ninety-seventh Congress, first session, 
June 23 and July 28, 1981., 82-6783 

Japan’s rice policy /, 82-100 

Jazz /, 82-11173 

Jazz/folk music, 82-11173 

Jazz (Washington, D.C.), 82-11173 

Jefferson County Mental Health Center, 
Inc. : report (to accompany H.R. 1635)., 
82-2392 

The Jefferson Island Mine inundation : 
report of mine inundation, Jefferson 
Island Mine, Diamond Crystal Salt Com- 
pany, New Iberia, Iberia Parish, Louisi- 
ana, November 20, 1980 /, 82-14144 

Jet engine mechanic - AFSC 426X2 : ex- 
perimental job performance tests /, 82- 
265 

Jet transport performance in thunderstorm 
wind shear conditions /, 82-14181 

Jewish curriculum and resource guide for 
the Armed Forces /, 82-3140 

The Job activities description questionnaire 
: an analysis of time spent on and impor- 
tance of managerial duties /, 82-9833 

Job attitudes of airway facilities personnel / 
, 82-2266 

Job creation and the revitalization of small 
business : a report of the Committee on 
Small Business, House of Representatives, 
Ninety-seventh Congress, second session., 
82-14656 

Job creation and the revitalization of small 
business : hearings before the Subcommit- 
tee on Tax, Access to Equity Capital, and 
Business Opportunities of the Committee 
on Small Business, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
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sion, Washington, D.C., September 15, 
22, and October 14, 1981., 82-15206 

Job enrichment : evaluation with implica- 
tions for Air Force job redesign /, 82- 
264 

Job-grading system manual for nonappro- 
priated fund instrumentalities., 82-9586 

Job patterns for minorities and women in 
private industry, 82-2430 

Job performance appraisal system training 
program /, 82-1609 

Job rights for reservists and members of the 
National Guard., 82-11022 

Job safety and health : answers to some 
common questions., 82-686 

Job service : the federal-state employment 
service system., 82-14138 

A Job with the Forest Service : a guide to 
career opportunities in technical support 
positions., 82-4291 

John Day Fossil Beds Nation! Monument, 
Oregon /, 82-5907 

John Jarvie of Brown’s Park /, 82-1990 

Joint agency reports on silver markets : 
hearing before the Subcommittee on Con- 
servation, Credit, and Rural Develop- 
ment of the Committee on Agriculture, 
House of Representatives, Ninety-seventh 
Congress, first session, October 1, 1981., 
82-12071 

Joint development : making the real estate- 
transit connection /, 82-6481 

The joint economic report : report of the 
Joint Economic Committee on the Eco- 
nomic report of the President together 
with additional views., 82-11820 

The Joint Industry-Government Voluntary 
Truck and Bus Fuel Economy Program., 
82-14318 

Joint Resolution Authorizing and Request- 
ing the President to Issue a Proclamation 
Designating the Period from October 4, 
1981, through October 10, 1981, as “Na- 
tional Schoolbus Safety Week”, 82-1816 

Joint Resolution Designating August 8, 
1982, as “National Children’s Day”, 82- 
1814 

Joint Resolution Designating August 13, 
1981, as “National Blinded Veterans Rec- 
ognition Day”, 82-3600 

Joint Resolution Designating July 17, 1981, 
as “National P.O.W.-M.I.A, Recognition 
Day”, 82-1803 

Joint Resolution Designating the Week Be- 
ginning March 7, 1982, as “Women’s His- 
tory Week”, 82-1813 

Joint Resolution Designating the Week of 
October 4 through October 10, 1918, as 
“National Diabetes Week”, 82-1812 

Joint Resolution Making an Urgent Supple- 
mental Appropriation for the Department 
of Health and Human Services for the 
Fiscal Year Ending September 1981., 
82-1811 

Joint Resolution to Approve a Constitution 
for the United States Virgin Islands, 82- 
1807 





Joint Resolution to Authorize and Request 
the President to Designate September 13, 
1981, as “Commodore John Barry Day.”, 
82-5664 

Joint Resolution to Authorize and Request 
the President to Issue a Proclamation 
Designating May 3 Through May 10, 
1981, as “Jewish Heritage Week”, 82- 
1800 

Joint Resolution to Correct Public Law 97- 
12 Due to an Error in the Enrollment of 
H.R. 3512, 82-1805 

Joint travel regulations. Volume 1. Mem- 
bers of the uniformed services : Army, 
Navy, Marine Corps, Air Force, Coast 
Guard, National Oceanic and Atmospher- 
ic Administration Corps, Public Health 
Service., 82-3142 

Joint travel regulations. Volume 2. Depart- 
ment of Defense civilian personnel., 82- 
4715 

Journal of the executive proceedings of the 
Senate of the United States of America., 
82-14665 

Journal of the House of Representatives of 
the United States., 82-925 

Journal of the Senate of the United States 
of America., 82-926, 82-14609 

Juan Esteban Ramirez : report (to accompa- 
ny S. 167)., 82-6556 

The Judge Advocate General’s School, US 
Army, correspondence course catalog., 
82-9722 

Judicial administration, 82-13759 

Judicial controls and the civil litigative 
process : discovery /, 82-11017 

Junior Edmund Moncrieffe : report (to ac- 
company H.R. 688)., 82-6558 

Juror usage and management : 
handbook /, 82-10995 

Justice agencies in the United States : sum- 
mary report 1980 /, 82-14069 

Juvenile court alcohol school evaluation in- 
terim report /, 82-3986 

Juvenile criminal behavior and its relation 
to neighborhood characteristics /, 82- 
5954 

Juvenile delinquency., 82-3539 

Juvenile justice : before and after the onset 
of delinquency : United States discussion 
paper for the sixth United Nations Con- 
gress on the Prevention of Crime and the 
Treatment of Offenders /, 82-10977 

Juvenile Justice Amendments of 1980., 
5953 

Juvenile Justice Standards Symposium : a 
summary /, 82-10978 


K 


trainer’s 


82- 


Kai-Mee Chen : report (to accompany H.R. 
2010)., 82-6559 

Kaintuck Hollow quadrangle, Missouri- 
Phelps Co., 7.5 minute series (topo- 
graphic), SW/4 Rolla 15’ quadrangle /, 
82-10862 
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Kampuchean relief : May 26, 1980., 
6207 

Kansas City, Missouri-Kansas, metropolitan 
area, 82-3749 

Kansas [meteorological stations]., 82-12829 

Kansas stream and river fishery resource 
evaluation /, 82-1976 

The Kansas test track /, 82-14393 

Kaskaskia River grade-control structure 
and navigation channel, Fayetteville, Illi- 
nois : hydraulic model investigation /, 
82-9806 

Kealia Pond National Wildlife Refuge : 
final environmental impact statement /, 
82-572 

Keep on top of fire literature : subscribe 
now to Fire technology abstracts., 82- 
10293 

Keep our lakes alive., 82-4297 

Khmer relief /, 82-2146 

The Khmer Republic at war and the final 
collapse /, 82-5067 

Kidney & urinary tract diseases and treat- 
ment /, 82-13812 

Kimball Creek Trail /, 82-1151 

Kinematic properties of the helicopter in 
coordinated turns /, 82-6164 

Kinetic energy budgets in areas of convec- 
tion /, 82-11102 

Kinetics of sulfur dioxide oxidation in aque- 
ous solution /, 82-10138 

Kisatchie National Forest /, 82-2766 

A Knowledge development plan for the 
Youth Employment and Demonstration 
Projects Act of 1977., 82-14133 

The Knoxville, Tennessee transportation 
brokerage demonstration : an evaluation., 
82-3962 

Kraft pulping : control of TRS emissions 
from existing mills /, 82-10097 


82- 


L 


Labor, 82-521, 82-522, 82-523, 
82-525, 82-526, 82-5655 

Labor and material requirements for ele- 
mentary and secondary school construc- 
tion., 82-3747 

Labor certifications., 82-2047 

Labor literature, index of periodical articles 
/, 82-5968 

Labor-management relations., 82-1773 

Labor-management relations : program pro- 
visions and technical guidance., 82-3139 

The labor market in the 1930s : implications 
for policy today /, 82-14086 

Labor market information program., 
14139 

Labor needs to better manage migrant 
grants in Virginia and improve the proc- 
ess for selecting grantees : report to the 
Honorable William C. Wampler, House 
of Representatives /, 82-1752 

Labor relations training °78-’79., 


82-524, 


82- 


82-1418 
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Laboratory analysis of pozzolan (fly ash) concrete / 


Laboratory analysis of pozzolan (fly ash) 
concrete /, 82-5895 

Laboratory effects in beach studies /, 82- 
1468 

Laboratory evaluation of existing break- 
away structures /, 82-6310 

Laboratory evaluation of RACAL “air- 
stream” helmet., 82-703 

Laboratory instruments, France., 82-1412 

Laboratory of Statistical and Mathematical 
Methodology., 82-3614 

Laboratory procedures : analysis of sodium- 
based dual-alkali process streams /, 82- 
3376 

Laboratory study of annoyance to com- 
bined airplane and road-traffic noise /, 
82-6140 

Laboratory tank studies of single species of 
phytoplankton using a remote sensing 
fluorosensor /, 82-11158 

Lacey Act Amendments of 1981 : report (to 
accompany H.R. 1638) (including cost es- 
timate of the Congressional Budget 
Office)., 82-4069 

Lake Barkley /, 82-188 

Lake Chicot pumping plant outlet structure, 
Arkansas : hydraulic model investigation 
/, 82-173 

Lake Greeson, Little Missouri River, Ar- 
kansas /, 82-1477 

Lake Tahoe Basin Management Unit, Cali- 
fornia and Nevada /, 82-2772 

Lakes Region water quality management 
plan : final plan/EIS /, 82-10173 

Lam Son 719 /, 82-5068 

Lamb meat from New Zealand : determina- 
tion of the Commission in investigation 
no. 701-TA-80 (preliminary) under sec- 
tion 703(a) of the Tariff act of 1930, to- 
gether with the information obtained in 
the investigation., 82-14046 

Land acquistion and relocation assistance 
for airport development projects., 82- 
11495 

Land classification series., 82-12397 

Land conveyance in the Gallatin National 
Forest, Montana : report (to accompany 
S. 188)., 82-4031 

Land conveyance near Miles City, Mont. : 
report (to accompany S. 187)., 82-2359 

Land conveyance to the city of American 
Falls : report (to accompany S. 763)., 
82-4027 

Land conveyance to the city of Angels, 
California : report (to accompany H.R. 
618)., 82-4028 

Land conveyance to the state of Nevada : 
report (to accompany H.R. 2218)., 82- 
2362 

Land exchange in Idaho and Wyoming : 
report (to accompany S. 634)., 82-2360 

Land ownership, Michigan /, 82-1986 

Land ownership, Minnesota /, 82-1987 

Land-surface subsidence in the Texas coast- 
al region /, 82-1950 
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Land use planning, management, and con- 
trol : issues and problems : study /, 82- 
3503, 82-3507 

Landfill and surface impoundment perform- 
ance evaluation manual /, 82-3379 

Landing approach airframe noise measure- 
ment and analysis /, 82-11147 

A landscape inventory framework : scenic 
analyses of the Northern Great Plains /, 
82-12456 

Landside transportation at ports : a prelimi- 
nary assessment of transportation connec- 
tivity problems at U.S. ports /, 82-6261 

Langmuir research site : report (to accom- 
pany S. 2364)., 82-11742 

Large LOCA-earthquake combination 
probability assessment : load combination 
program project 1, summary report /, 
82-4168 

Large multiengine airplanes, 82-11512 

Large-scale wind-tunnel tests of inverting 
flaps on a STOL utility aircraft model /, 
82-11122 

Large Space Systems/Low-Thrust Propul- 
sion Technology : an Industry-Govern- 
ment information exchange., 82-3787 

Larval exclusion systems for power plant 
cooling water intakes : proceedings of the 
workshop held at Shelter Island Inn, San 
Diego, California, February 7-8, 1978 /, 
82-2576 

Laser-extinction and high-resolution atmos- 
pheric transmission measurements con- 
ducted at White Sands Missle Range, 
New Mexico, March 1979 /, 82-3263 

Laser induced damage in optical materials, 
1980 : proceedings of a symposium spon- 
sored by National Bureau of Standards ... 
[et al.], September 30-October 1, 1980, 
NBS, Boulder, Colorado /, 82-9484 

A laser method of observing surface pres- 
sure and pressure-altitude and tempera- 
ture profiles of the troposphere from sat- 
ellites /, 82-9497 

Laser velocimetry technique applied to the 
Langley 0.3-Meter transonic cryogenic 
tunnel /, 82-11082 

A last look at adult welfare recipients prior 
to SSI /, 82-10472 

Laszlo Revesz : report (to accompany H.R. 
1352)., 82-6574 

Late Jurassic ammonites from Alaska /, 
82-13956 

Lateral rollover protection concepts /, 82- 
195 

Latin America and the Caribbean., 82- 
10422 

Latin America, Bolivia : selected statistical 
data by sex., 82-14283 

Latin America, Ecuador : selected statistical 
data by sex., 82-14284 

Latin America, El Salvador : selected statis- 
tical data by sex., 82-14286 

Latin American, Peru : selected statistical 
data by sex., 82-14285 


Laundry and bath specialist., 82-13065 
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Laundry and dry cleaning wage survey, 
Baltimore, Md. /, 82-6032 

Laundry and dry cleaning wage survey, 
Cleveland, Ohio /, 82-6033 

Laundry and dry cleaning wage survey, 
Harrisburg-Lebanon, Pa. /, 82-11065 

Laundry and dry cleaning wage survey, 
New Hampshire /, 82-6034 

Laundry and dry cleaning wage survey, 
North Dakota /, 82-6035 

Laundry and dry cleaning wage survey, 
Providence-Warwick-Pawtucket, R.L- 
Mass. /, 82-6036 

Laundry and dry cleaning wage survey, 
southeastern Massachusetts /, 82-6038 

Laundry and dry cleaning wage survey, 
southwest Virginia /, 82-6037 

Laundry and dry cleaning wage survey, 
Vermont /, 82-6039 

Law enforcement., 82-5564 

Law Enforcement Assistance Administra- 
tion two year evaluation plan, FY ’79-FY 
*80., 82-14054 

Law of the sea : seabed resources, Decem- 
ber 9, 1980., 82-11226 

Law of the sea negotiations : hearings 
before the Subcommittee on Arms Con- 
trol, Oceans, International Operations, 
and Environment of the Committee on 
Foreign Relations, United States Senate, 
Ninety-seventh Congress, first session, 
June 4 and September 30, 1981., 82- 
12180 

Laws enforced by the U.S. Food and Drug 
Administration., 82-13838 

[Laws, etc.], 82-6602, 82-6603, 
82-10460, 82-10461, 82-10462, 82- 
11821, 82-13838, 82-14663, 82-14664 

Laws, etc. Code of the laws of the United 
States of America of a general and per- 
manent character. Supplement, 82-14663 

Laws, etc. Statutes at large of the United 
States of America, 82-10460, 82-10461, 
82-10462 

Laws, etc. United States code, 82-14663 

LEA/prime sponsor relationships : practi- 
tioner suggestions for successful solutions 
/, 82-13497 

Leaching of radioactive 
waste solids /, 82-10258 

Lead, 82-3702 

Leading a back country outing., 82-4307 

Leading the way through the ’80’s ... and 
beyond /, 82-1552 

Learning and retention of basic skills in al- 
ternative environments : preliminary in- 
vestigation of the learning and retention 
of selected reading and mathematical 
concepts resulting from student enroll- 
ment in a traditional learning environ- 
ment and in a learning-in-work environ- 
ment :@echnical information and appendi- 
ces /, 82-13503 

Learning and retention of basic skills 
through work : preliminary investigation 


82-6885, 


isotopes from 





January — June 1982 


of the learning and retention of selected 
reading and mathematical concepts result- 
ing from student enrollment in a tradi- 
tional learning environment and in a 
learning-in-work environment ; summary 
and discussion /, 82-13504 

Learning strategy training materials : a se- 
lected subset /, 82-5150 

Lebanon, US policy /, 82-2147 

Legal clerk : MOS 71D, soldier’s manual, 
skill level 1/2/3., 82-13085, 82-13086 

Legal opinions of the Office of General 
Counsel., 82-10701, 82-13929, 82- 
13930 

The legibility of highway guide signs with 
special reference to cardinal direction in- 
dications /, 82-11445 

Legislation on foreign relations through ... / 
, 82-15123 

Legislation on foreign relations, with ex- 
planatory notes, 82-15123 

Legislative activities report of the Commit- 
tee on Foreign Relations, United States 
Senate., 82-930 

Legislative and administrative changes to 
improve verification of welfare recipients’ 
income and assets could save hundreds of 
millions : report to the Congress /, 82- 
10387 

Legislative and oversight activities during 
the ... Congress by the Senate Committee 
on Veterans’ Affairs : report of the Com- 
mittee on Veterans’ Affairs, United States 
Senate., 82-11767 

Legislative and regulatory actions needed 
to deal with a changing domestic tele- 
communications industry : report to the 
Congress /, 82-1729 

Legislative and review activities of the 
Committee on Interior and Insular Affairs 
of the House of Representatives, 82- 
6549 

Legislative history of the Fair Labor Stand- 
ards Amendments of 1977 /, 82-6868 

Legislative history of titles I-XX of the 
Social security act /, 82-10471 

Legislative history of titles II, XVI, and 
XVIII of the Social security act 
(OCoLC)8006171, 82-10471 

Legislative history titles I-XX of the Social 
security act, 82-1047] 

Legislative presentation of the Military 
Order of the Purple Heart and AMVETS 
: hearing before the Committee on Veter- 
ans’ Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
April 2, 1981., 82-1116 

Legislative priorities of the American 
Legion : hearing before the Committee 
on Veterans’ Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, September 22, 1981., 82-2730 

Legislative proposals relating to section 
280A and other minor tax bills : hearing 
before the Subcommittee on Select Reve- 
nue Measures of the Committee on Ways 
and Means, House of Representatives, 





Light-water-reactor safety research program : quarterly progress report, 


Ninety-seventh Congress, first session, 
October 19, 1981., 82-15229 © 

Legislative record of the Committee on 
Ways and Means, U.S. House of Repre- 
sentatives along with brief historical and 
other pertinent information concerning 
the Committee., 82-6914 

Legislative review activity : report of the 
Committee on Finance, United States 
Senate pursuant to paragraph 8 of rule 
XXVI of the standing rules of the 
Senate., 82-14613 

Legislative review by the Committee on 
Post Office and Civil Service, House of 
Representatives., 82-11734 

Legislative veto proposals : hearing before 
the Subcommittee on Agency Adminis- 
tration of the Committee on the Judici- 
ary, United States Senate, Ninety-seventh 
Congress, first session, on S. 890 ... and S. 
684 ... April 23, 1981., 82-1083 

Lehigh River intensive /, 82-10063 

Lenient rules abet the occupancy of low 
income housing by ineligible tenants : 
report /, 82-13702 

Lesotho., 82-2834 

Less costly ways to budget and provision 
spares for new weapon systems should be 
used : report to the Congress /, 82-499 

Less costly ways to budget and provision 
spares for new weapon systems should be 
used : report to the Congress : summary 
/, 82-13751 

Lessons to be learned from offsetting the 
impact of the Soviet grain sales suspen- 
sion : report /, 82-10348 

Letter from the Secretary of the Treasury, 
transmitting his annual report on the state 
of the finances, 82-3839 

Letters of delegates to Congress, 1774-1789 
/, 82-14147, 82-14148, 82-14149 

Leukocyte morphology in healthy and dis- 
eased state /, 82-13884 

Level of benefits study : pension coding 
manual., 82-14095 

Level 2 chemical analysis of fluidized-bed 
combustor samples /, 82-13589 

Liaison conservation directory for endan- 
gered and threatened species /, 82- 
14020 

Liberia, post report /, 82-6221 

Libraries and library collections., 

Library collection development 
82-1134 

Library programs /, 82-13479 

Library statistics of colleges and universi- 
ties. Institutional data /, 82-10486 

Library statistics of colleges and universi- 
ties. Data for individual institutions, 82- 
10486 

Libyan activities : hearing before the Sub- 
committee on African Affairs and the 
Subcommittee on Near Eastern and 
South Asian Affairs of the Committee on 
Foreign Relations, United States Senate, 
Ninety-seventh Congress, first session, on 


82-10412 
policy., 
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Libya’s role in Sub-Saharan Africa and 
the Near East, July 8, 1981., 82-12174 

License plates /, 82-2226 2 

Licensed fuel facility status report. 82- 
12020, 82-12021 

Licensing requirements for pending applica- 
tions for construction permits and manu- 
facturing license /, 82-2440 

Licensing speedup, safety delay : 
oversight : ninth report /, 82-4070 

Life and design considerations of helicopter 
transmission components after loss of lu- 
bricant /, 82-1493 

Life-cycle cost procurement procedures for 
advanced-design buses (development and 
test application) /, 82-14524 

Life-cycle costing manual for the federal 
energy management programs : a guide 
for evaluating the cost effectiveness of 
energy conservation and renewable 
energy projects for new and existing fed- 
erally owned and leased buildings and 
facilities /, 82-12802 

Life cycle costs of quieter truck tires /, 
82-4001 

The Life-saving benefits of the 55 mph na- 
tional speed limit report of the 
NHTSA/FHWA task force /, 82-11627 

Life tables, 82-1861 

Lift performance indicator system feasibility 
study / W.J. Harris ; prepared for Ap- 
plied Technology Laboratory, U.S. Army 
Research and Technology Laboratories 
(AVRADCOM),., 82-13195 

Lifting date affects black walnut planting 
stock quality /, 82-12452 

Light airplane crash tests at three pitch 
angles /, 82-6141 

Light airplane crash tests at three rolls 
angles /, 82-6139 

Light depolarization as a measure of pave- 
ment surface texture /, 82-11450 

Light distribution near the line focus in a 
HSURIA laser resonater /, 82-1539 

Light list /, 82-11573, 82-14488, 82- 
14489, 82-14490, 82-14491, 82-14492, 
82-14493, 82-14494 

Light truck aggressivity study : test report 
5, car-to-car rear-end impact test /, 82- 
905 

Light truck aggressivity study-test report 2- 
truck-to-car 90° left side impact tests /, 
82-4003 

Light truck aggressivity study-test report 4 
: truck-to-car rear-end impact test /, 82- 
2330 

Light-water-reactor safety research pro- 
gram : quarterly progress report, April- 
June 1980 /, 82-2545 

Light-water-reactor safety research pro- 
gram : quarterly progress report, January 
- March 1979 /, 82-6646 

Light-water-reactor safety research pro- 
gram : quarterly progress report, July- 
September 1978 /, 82-4117 


NRC 
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Light-water-reactor safety research program : quarterly progress report, 


Light-water-reactor safety research pro- 
gram : quarterly progress report, Octo- 
ber-December 1979 /, 82-2522 

Light water reactor safety research pro- 
gram : quarterly report January-March 
1980 /, 82-6668 

Light-water-reactor safety research pro- 
gram. Quarterly progress report /, 82- 
14735, 82-14774, 82-14798, 82-14862, 
82-14896, 82-14944, 82-14980, 82- 
14989 

Light water reactor safety research pro- 

. Quarterly report /, 82-14790, 
82-14791, 82-14797, 82-14898, 82- 
14928, 82-14987 

Light water reactor safety research pro- 
gram quarterly report April-June 1977 /, 
82-14778 

Light wheel vehicle/power generation 
equipment mechanic., 82-13055 

Lighting & marking of exit taxiways /, 82- 
11541 

A lightning damage assessment of the 
United States : January 1968 - December 
1977 /, 82-6685 

Lightning safety., 82-124 

Lightning technology : proceedings of a 
technical symposium sponsored by the 
National Aeronautics and Space Adminis- 
tration, the Florida Institute of Technol- 
ogy, and the Department of Transporta- 
tion and held at NASA Langley Re- 
search Center, Hampton, Virginia, April 
22-24, 1980., 82-3785 

Likelihood function estimation (LIFE) 
model : utility in the development of an 
enlistment standard /, 82-13226 

Lime, 82-3703 

Lime FGD systems data book /, 82-10065 

Lime in ..., 82-603, 82-604 

Lime plants in the United States in... 82- 
603, 82-604 

Lime stabilization on Friant-Kern Canal /, 
82-1962 

Limit nonquota tobacco in quota areas : 
hearing before the Subcommittee on To- 
bacco and Peanuts of the Committee on 
Agriculture, House of Representatives, 
Ninety-seventh Congress, first session, on 
H.R. 3179 and H.R. 3277, July 15, 1981., 
82-4198 

Limitations of the CH-47 helicopter in per- 
forming terrain flying with external loads 
/, 82-3195 

Limited progress made in consolidating 
grants to insular areas : report to the 
Congress /, 82-10382 

Line-oriented flight training programs., 
82-6405 

Linear stability of self-similar flow. 1. Isoth- 
ermal cylindrical implosion and expansion 
/, 82-3276 

Linear systems analysis 
L224QR)., 82-6100 

The lipid research clinics population studies 
data book /, 82-1834 


program, 
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Liquefaction potential of dams and founda- 
tions. Report 5. Development of a consti- 
tutive relation for simulating the response 
of saturated cohesionless soil /, 82-9812 

Liquefaction potential of dams and founda- 
tions. Report 6. Laboratory strength of 
sands under static and cyclic loadings /, 
82-9813 

Liquefaction potential of dams and founda- 
tions. Report 7. Geotechnical earthquake 
engineering, state of the art, 1980 /, 82- 
9814 

Liquefied gaseous fuels safety and environ- 
mental control assessment program 
second status report., 82-5194 

List of Bureau of Mines publications and 
articles ... with subject and author index., 
82-1966 

List of certificated U.S. air carriers., 82- 

List of chemical compounds authorized for 
use under USDA inspection and grading 
programs /, 82-2751 

List of chemical compounds authorized for 
use under USDA meat, poultry, rabbit, 
and egg products inspection programs, 
82-2751 

List of classes of United States government 
publications available for selection by de- 
pository libraries, 82-10427 

List of contents of bound volumes /, 82- 
15115 

List of journal articles by Bureau of Mines 
authors with subject index, 82-1966 

List of journals indexed in Index medicus /, 
82-1841, 82-13829 

List of materials acceptable for use on sys- 
tems of REA electrification borrowers /, 
82-12629 

List of periodicals monitored for the ASFIS 
bibliographic database /, 82-12837 

List of publications /, 82-1002, 82-6725 

List of publications annotated, 82-12508 

List of publications issued by the Bureau of 
Mines, with subject and author index, 
82-1966 

List of publications of interest to teachers 
of industrial arts and vocational educa- 
tion., 82-12413 

List of publications on fire performance of 
wood., 82-12415 

List of publications (United States. Con- 
gress. Office of Technology Assessment), 
82-1002 

List of research publications, 1940-1980 /, 
82-13113 

List of serials and monographs indexed for 
online users., 82-13826 

[List of the defect notofication and recall 
campaigns]., 82-14484 

List of U.S. air carriers, 82-139 

Listening to compressed speech : the effects 
of instructions, experience, and prefer- 
ence /, 82-9772 

A literature survey on the collision and 
grounding protection of ships final 
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report on Project SR-1246 “Surveillance 
of ship collision/stranding research stud- 
ies” /, 82-12022 z 

Lithium, 82-611 

Little Annie proposed ski area, Aspen, 
Colorado : draft environmental impact 
statement., 82-12550 

Little Annie proposed ski area, Aspen, 
Colorado : final environmental impact 
statement., 82-12534 

Livestock and poultry., 82-1765 

Living and fossil brachiopod genera, 1775- 
1979 : lists and bibliography /, 82-6234 

Living and working around high-voltage 
power lines., 82-13473 

LMFBR accident delineation study : phase 
I final report /, 82-6667 

LMFBR aerosol release and transport pro- 
gram quarterly progress report for ... /, 
82-14984, 82-14988 

LMFBR aerosol release and transport pro- 
gram quarterly progress report for April- 
June 1978 /, 82-2457 

LMFBR aerosoi release and transport pro- 
gram quarterly progress report for April- 
June 1979 /, 82-6648 

LMFBR aerosol release and transport pro- 
gram quarterly progress report for April- 
June 1980 /, 82-2541 

LMFBR aerosol release and transport pro- 
gram quarterly progress report for Janu- 
ary-March 1978 /, 82-14747 

LMFBR aerosol release and transport pro- 
gram quarterly progress report for July- 
September 1979 /, 82-14920 

LMFBR arerosol release and transport pro- 
gram : quarterly progress report for Oc- 
tober-December 1978 /, 82-14842 

Load combination methodology develop- 
ment : load combination program Project 
Il, final report /, 82-2560 

Load concentration due to missing members 
in planar faces of a large space truss /, 
82-6147 

Load management programs., 82-12622 

Load up for the future in the Air Guard., 
82-9652 

Loaded voltage dividers, 
5179 

Local climatic and hydrologic conse- 
quences of creating openings in climax 
timber of north Idaho /, 82-9110 

Local climatological data. Aberdeen, South 
Dakota, annual summary with compara- 
tive data., 82-127 

Local climatological data. Akron, Ohio, 
annual summary with comparative data., 
82-12866 

Local climatological data. Albany, New 
York, annual summary with comparative 
data., 82-12865 

Local climatological data. Albuquerque, 
New Mexico, annual summary with com- 
parative data., 82-9522 


82-5178, 82- 





January — June 1982 Local climatological data. North Platte, Nebraska, annual summary with comparative 


Local climatological data. Allentown, 
Pennsylvania, annual summary with com- 
parative data., 82-12868 

Local climatological data. Anchorage, 
Alaska, annual summary with compara- 
tive data., 82-12848 

Local climatological data. Annette, Alaska, 
annual summary with comparative data., 
82-12849 

Local climatological data. Asheville, North 
Carolina, annual summary with compara- 
tive data., 82-9525 

Local climatological data. Astoria, Oregon, 
annual summary with comparative data., 
82-9546 

Local climatological data. Avoca, Pennsyl- 
vania, annual summary with comparative 
data., 82-12869 

Local climatological data. Barrow, Alaska, 
annual summary with comparative data., 
82-12850 

Local climatological data. Barter Island, 
Alaska, annual summary with compara- 
tive data., 82-12851 

Local climatological data. Bethel, Alaska, 
annual summary with comparative data., 
82-12852 

Local climatological data. Bettles, Alaska, 
annual summary with comparative data., 
82-12853 

Local climatological data. Big Delta, 
Alaska, annual summary with compara- 
tive data., 82-12854 

Local climatological data. Binghamton, 
New York, annual summary with com- 
parative data., 82-4679 

Local climatological data. Bismarck, North 
Dakota, annual summary with compara- 
tive data., 82-9531 

Local climatological data. Block Island, 
Rhode Island, annual summary with com- 
parative data., 82-12875 

Local climatological data. Buffalo, New 
York, annual summary with comparative 
data., 82-4680 

Local climatological data. Burns, Oregon, 
annual summary with comparative data., 
82-9542 

Local climatological data. Cape Hatteras, 
North Carolina, annual summary with 
comparative data., 82-9526 

Local climatological data. Charleston, 
South Carolina, annual summary with 
comparative data., 82-12877 

Local climatological data. Charlotte, North 
Carolina, annual summary with compara- 
tive data., 82-9527 

Local climatological data. Clayton, New 
Mexico, annual summary with compara- 
tive data., 82-4678 

Local climatological data. Cleveland, Ohio, 
annual summary with comparative data., 
82-9534 


Local climatological data. Cold Bay, 
Alaska, annual summary with compara- 
tive data., 82-12855 





Local climatological data. Columbia, South 
Carolina, annual summary with compara- 
tive data., 82-12878 

Local climatological data. Columbus, Ohio, 
annual summary with comparative data., 
82-9535 

Local climatological data. Concord, New 
Hampshire, annual summary with com- 
parative data., 82-4675 

Local climatological data. Dayton, Ohio, 
annual summary with comparative data., 
82-9536 

Local climatological data. Des Moines, 
Iowa, annual summary with comparative 
data., 82-4662 

Local climatological data. Dubuque, Iowa, 
annual summary with comparative data., 
82-1394 

Local climatological data. Elko, Nevada, 
annual summary with comparative data., 
82-4670 

Local climatological data. Ely, Nevada, 
annual summary with comparative data., 
82-4671 

Local climatological data. Erie, Pennsylva- 
nia, annual ‘summary with comparative 
re 9 Magee 

Local climatological data. Eugene, Oregon, 
annual summary with comparative data., 
82-9543 

Local climatological data. Evansville, Indi- 
ana, annual summary with comparative 
data., 82-4660 

Local climatological data. Fairbanks, 
Alaska, annual summary with compara- 
tive data., 82-12856 

Local climatological data. Fargo, North 
Dakota, annual summary with compara- 
tive data. 82-9532 

Local climatological data. Fort Smith, Ar- 
kansas, annual summary with compara- 
tive data., 82-3119 

Local climatological data. Fort Wayne, In- 
diana, annual summary with comparative 
data., 82-4661 

Local climatological data. Grand Island, 
Nebraska, annual summary with com- 
parative data., 82-4664 

Local climatological data. Greensboro, 
North Carolina, annual summary with 
comparative data., 82-9528 

Local climatological data. Greenville-Spar- 
tanburg Airport, Greer, South Carolina, 
annual summary with comparative data., 
82-12879 

Local climatological data. Gulkana, Alaska, 
annual summary with comparative data., 
82-12857 

Local climatological data. Harrisburg, 
Pennsylvania, annual summary with com- 
parative data., 82-12871 

Local climatological data. Homer, Alaska, 
annual summary with comparative data., 
82-12858 

Local climatological data. Huntsville, Ala- 
bama, annual summary with comparative 
data., 82-12845 
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Local climatological data. Juneau, Alaska, 
annual summary with comparative data., 
82-12859 

Local climatological data. Kalispell, Mon- 
tana, annual summary with comparative 
data., 82-1397 

Local climatological data. King Salmon, 
Alaska, annual summary with compara- 
tive data., 82-12860 

Local climatological data. Kodiak, Alaska, 
annual summary with comparative data., 
82-12861 

Local climatological data. Kotzebue, 
Alaska, annual summary with compara- 
tive data., 82-12862 

Local climatological data. Las Vegas, 
Nevada, annual summary with compara- 
tive data., 82-4674 

Local climatological data. Lexington, Ken- 
tucky, annual summary with comparative 
data., 82-1395 

Local climatological data. Lincoln, Nebras- 
ka, annual summary with comparative 
data., 82-4665 

Local climatological data. Mansfield, Ohio, 
annual summary with comparative data., 
82-9537 

Local climatological data. McGrath, 
Alaska, annual summary with compara- 
tive data., 82-12863 

Local climatological data. Medford, 
Oregon, annual summary with compara- 
tive data., 82-9547 

Local climatological data. Miles City, Mon- 
tana, annual summary with comparative 
data., 82-1398 

Local climatological data. Missoula, Mon- 
tana, annual summary with comparative 
data., 82-1399 

Local climatological data. Mobile, Ala- 
bama, annual summary with comparative 
data., 82-12847 

Local climatological data. Montgomery, 
Alabama, annual summary with compara- 
tive data., 82-12846 

Local climatological data. Mount Washing- 
ton Observatory, Gorham, New Hamp- 
shire, annual summary with comparative 
data., 82-9521 

Local climatological data. New Orleans, 
Louisiana, annual summary with com- 
parative data., 82-1396 

Local climatological data. Newark, New 
Jersey, annual summary with compara- 
tive data., 82-4676 

Local climatological data. Nome, Alaska, 
annual summary with comparative data., 
82-12864 

Local climatological data. Norfolk, Nebras- 
ka, annual summary with comparative 
data., 82-4666 

Local climatological data. North Platte, Ne- 
braska, annual summary with compara- 
tive data., 82-4667 
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Local climatological data. Oklahoma City, Oklahoma, annual summary with comparative 


Local climatological data. Oklahoma City, 
Oklahoma, annual summary with com- 
parative data., 82-9540 

Local climatological data. Omaha, Nebras- 
ka, annuzl summary with comparative 
data., 82-9520 

Local climatological data. Pendleton, 
Oregon, annual summary with compara- 
tive data., 82-9544 

Local climatological data. Philadelphia, 
Pennsylvania, annual summary with com- 
parative data., 82-12872 

Local climatological data. Portland, 
Oregon, annual summary with compara- 
tive data., 82-12867 

Local climatological data. Providence, 
Rhode Island, annual summary with com- 
parative data., 82-12876 

Local climatological data. Raleigh, North 
Carolina, annual summary with compara- 
tive data., 82-9529 

Local climatological data. Reno, Nevada, 
annual summary with comparative data., 
82-4672 

Local climatological data. Rochester, New 
York, annual summary with comparative 
data., 82-9524 

Local climatological data. Roswell, New 
Mexico, annual summary with compara- 
tive data., 82-9523 

Local climatological data. Salem, Oregon, 
annual summary with comparative data., 
82-9545 

Local climatological data. San Juan, Puerto 
Rico, annual summary with comparative 
data., 82-12874 

Local climatological data. Santa Maria, 
California, annual summary with com- 
parative data., 82-4657 

Local climatological data. Savannah, Geor- 
gia, annual summary with comparative 
data., 82-4659 

Local climatological data. Scottsbluff, Ne- 
braska, annual summary with compara- 
tive data., 82-4668 

Local climatological data. Shreveport, Lou- 
isiana, annual summary with comparative 
data., 82-4663 

Local climatological data. Syracuse, New 
York, annual summary with comparative 
data., 82-4681 

Local climatological data. Tallahassee, 
Florida, annual summary with compara- 
tive data., 82-4658 

Local climatological data. Toledo, Ohio, 
annual summary with comparative data., 
82-9538 

Local climatological data. Trenton, New 
Jersey, annual summary with compara- 
tive data., 82-4677 

Local climatological data. Tulsa, Oklahoma, 
annual summary with comparative data., 
82-9541 

Local climatological data. Valentine, Ne- 
braska, annual summary with compara- 
tive data., 82-4669 
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Local climatological data. Washington, 
D.C., Dulles International Airport, 
annual summary with comparative data., 
82-12844 

Local climatological data. Washington, 
D.C., National Airport, annual 
with comparative data., 82-12843 

Local climatological data. Williamsport, 
Pennsylvania, annual summary with com- 
parative data., 82-12873 

Local climatological data. Williston, North 
Dakota, annual summary with compara- 
tive data., 82-9533 

Local climatological data. Wilmington, 
North Carolina, annual summary with 
comparative data., 82-9530 

Local climatological data. Winnemucca, 
Nevada, annual summary with compara- 
tive data., 82-4673 

Local climatological data. Youngstown, 
Ohio, annual summary with comparative 
data., 82-9539 

Local climatological data. Yuma, Arizona, 
annual summary with comparative data., 
82-3118 

Local education agencies, 82-5234 

Local government and petroleum develop- 
ment /, 82-13235 

Local government fiscal assistance amend- 
ments of 1980 : message from the presi- 
dent of the United States transmitting a 
draft of proposed legislation to authorize 
an extension and amendment of the reve- 
nue sharing program to provide general 
purpose fiscal assistance to local govern- 
ments, and for other purposes., 82-14591 

Local Rail Services Assistance Act authori- 
zation : hearing before the Subcommittee 
on Commerce, Transportation, and Tour- 
ism of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
March 17, 1981., 82-1052 

Local volume-time averaged equations of 
motion for dispersed, turbulent, multi- 
phase flows /, 82-2527 

Local wastewater management program, 
North Branford, Connecticut /, 82- 
10201 

Lock approach canal surge and tow squat 
at Lock and Dam 17, Arkansas River 
Project : mathematical model investiga- 
tion /, 82-1465 

Lock design, bottom longitudinal filling and 
emptying system /, 82-5024 

Locomotive electromagnetic compatibility : 
locomotive /, 82-14397 

LOFT experimental measurements uncer- 
tainty analyses /, 82-955 

LOFT transient (blowdown) critical heat 
flux tests /, 82-6623 

Logic tree troubleshooting aids : organiza- 
tional and intermediate maintenance /, 
82-5166 

Logistics concerns over Navy’s guided mis- 
sile frigate FFG-7 class : report to the 
Congress /, 82-5517 
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Logistics concerns over Navy’s guided mis- 
sile frigate FFG-7 class : report to the 
Congress : summary /, 82-5518 

Logistics functional systems requirements, 
supply accounting and management infor- 
mation system (SAMIS)., 82-9647 

Logistics maintenance management., 
9691 

Logistics management : the Army Mainte- 
nance Management System (TAMMS)., 
82-3159 

Logistics managers need to consider oper- 
ational readiness in setting safety level 
stocks : report to the Secretary of De- 
fense /, 82-10399 

Lolo Forest plan, draft environmental 
impact statement., 82-12536 

Lolo National Forest, Idaho and Montana, 
1975 : forest visitors map /, 82-12417 

Long life hydraulic brake system : final 
technical report /, 82-2209 

Long-term care and the Older Americans 
Act : impact of administration-proposed 
budget cuts : hearing before the Subcom- 
mittee on Health and Long-Term Care of 
the Select Committee on Aging, House 
of Representatives, Ninety-seventh Con- 
gress, first session, April 29, 1981., 82- 
6743 

Long-term economic planning needed in 
oil- and gas-producing States : report to 
the Congress /, 82-5510 

Long-term economic planning needed in 
oil- and gas-producing States : report to 
the Congress : summary /, 82-10389 

Long-term management of liquid high-level 
radioactive wastes stored at the Western 
New York Service Center, West Valley., 
82-13291 

A Long-term study of produce transporta- 
tion /, 82-6369 

Longitudinal aerodynamic characteristics of 
a vectored-engine-over-wing configura- 
tion at subsonic speeds /, 82-746 

Longshoremen’s and Harbor Workers’ 
Compensation Act Amendments of 1981 : 
hearings before the Subcommittee on 
Labor of the Committee on Labor and 
Human Resources, United States Senate, 
Ninety-seventh Congress,first session, on 
S. 1182 ... June 16, 17, 23, and October 5, 
1981., 82-6872 

Loran-C correction table : east coast, 5930 
/, 82-4720 

Loran-C correction table 
8970 /, 82-4722 

Loran-C correction table 
U.S.A. 9960 /, 82-4721 

Loran-C correction table 
U.S.A. 7980 /, 82-4723 

Loran-C correction table 
Canada 5990 /, 82-4725 

Loran-C correction table : 
U.S.A. 9940 /, 82-4724 

Loran-C Rho-Rho secondary phase correc- 
tion table : Gulf of Alaska /, 82-9594 


82- 


: Great Lakes 


Northeast, 


Southeast, 
: west coast, 


West Coast, 





January — June 1982 


Loran-C table : Canadian east coast /, 82- 
4718, 82-4719 

Loran-C table : Central Pacific /, 82-1423, 
82-12914 

Los Angeles and Long Beach Harbors 
model study /, 82-168 

Los Angeles-Long Beach, California, met- 
ropolitan area, 82-11029 

Loss-of-coolant accident test series—results 
of TC-1 tests /, 82-6681 

Losses from decay in 40- to 120-year old 
Oregon and Washington western hem- 
lock stands /, 82-12407 

Lottery initiative : hearing and markup 
before the Committee on the District of 
Columbia, House of Representatives, 
Ninety-seventh Congress, first session on 
H. Con. Res. 41 ... H. Res. 53 ... March 4, 
1981., 82-1036 

Louisiana [meteorological stations]., 82- 
12830 

Louisville, Kentucky-Indiana, metropolitan 
area, 82-5975 

Lourie Ann Eder : report (to accompany S. 
215)., 82-4041 

Low-cost bus-tunnels to the central business 
district /, 82-3952 

Low-cost computer-aided instruction/com- 
puter-managed instruction (CAI/CMI) 
system : feasibility study /, 82-5164 

Low cost shore protection : a report on the 
Shoreline Erosion Control Demonstration 
Program (Section 54 Program) /, 82- 
9792 

Low-cost terminal alternative for learning 
center managers /, 82-302 

A low energy electron magnetometer /, 
82-3778 

Low-flow characteristics of Oklahoma 
streams /, 82-10759 

Low-flow characteristics of streams in the 
Lake Superior Basin, Wisconsin /, 82- 
1929 

Low-flow characteristics of streams in the 
Menominee-Oconto-Peshtigo River basin, 
Wisconsin /, 82-10841 

Low-flow characteristics of streams in the 
upper Wisconsin River basin, Wisconsin / 
» 82-1946 

Low frequency acoustic detection research 
in support of human detection range pre- 
diction /, 82-1514 

A low-frequency limitation of FACT /, 
82-3215 

Low-income energy assistance : hearing 
before the Subcommittee on Aging, 
Family, and Human Services of the Com- 
mittee on Labor and Human Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on examination on 
the ability of existing energy assistance 
programs to provide help for the needs of 
low-income individuals, March 24, 1981., 
82-1085 

Low-income energy assistance programs : a 
profile of need and policy options. 82- 
13464 





Low intensity conflict., 82-9703 

Low-speed wind-tunnel investigation of 
wing fins as trailings-vortex-alleviation 
devices on a transport airplane model/, 
82-2099 

Lowell National Historical Park, Lowell 
Heritage State Park /, 82-1971 

Lower Gila North Planning/EIS Area : 
grazing allotments /, 82-5930 

Lower Monumental Lock & Dam, Lake 
Herbert G. West, Snake River, Washing- 
ton /, 82-4973 

Lowndes quadrangle, Missouri-Wayne Co., 
7.5 minute series (topographic), NE/4 
Greenville 15’ quadrangle /, 82-10880 

LPG land transportation and storage safety 
: final report /, 82-13267 

Lumped-parameter models for transient 
conduction in nuclear reactors compo- 
nents /, 82-14932 

LWR fuel rod post-subcooled blowdown 
scoping analysis /, 82-11969 

Lyndon B. Johnson National Historical 
Park, Texas /, 82-5904 


M 


Machine tools, Singapore., 82-3131 

Madeleine Mesnager : report ( to accompa- 
ny H.R. 1469)., 82-4049 

Madicare skilled nursing facility manual., 
82-3664 

Madrid CSCE followup meeting /, 82- 
2148 

Magazines., 82-14153 

Magazines (Washington), 82-14153 

Magazines (Library of Congress. National 
Library Service for the Blind and Phys- 
ically Handicapped)., 82-14153 

Magnesium mill products, 82-1346 

Magnetic suspension and balance systems : 
a selective annotated bibliography /, 82- 
2062 

Magnetite recovery in coal washing by 
high gradient magnetic separation /, 82- 
13565 

Magnitude and chemical quality of base 
flow of Otter Creek, Tongue River, and 
Rosebud Creek, Southeastern Montana, 
October 26-November 5, 1977 /, 82- 
5840 

Magnitude of visual accommodation to a 
head-up display /, 82-752 

Maine landings, annual summary., 82-9560 

Maintaining the quality of economic data : 
astudy /, 82-6782 

Maintenance and preservation of concrete 
structures /, 82-4981 

Maintenance and repair parts consumption 
planning guide for contingency oper- 
ations helicopter, cargo transport, 
CH47C., 82-9692 

Maintenance dredging & dredged material 
disposal facility at Harbor Beach, Huron 
County, Michigan : the Detroit Edison 
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Making appropriations for energy and water development for the fiscal year ending 


Co. permit 


‘ application (process no. 
792253C) /, 


82-3191 


Maintenance impact statement handbook : 


Maintenance management /, 82-4965 

Maintenance of liquid insulation : mineral 
oils and askarels /, 82-1961 
: Organizational and intermediate mainte- 
nance /, 82-5167 

Maintenance training simulators at Air 
Force technical training centers : present 
and potential use /, 82-283 

Maintenance training simulators design and 
acquisition : summary of current proce- 
dures /, 82-5161 

Maintenance training system : 6883 convert- 
er/flight control test station /, 82-5155 

Major alternatives for government policies, 
organizational structures, and actions in 
civilian nuclear reactor emergency man- 
agement in the United States : report to 
M. Rogovin for the NRC Three Mile 
Island Special Inquiry /, 82-14907 

Major collective bargaining agreements : 
plant movement, interplant transfer, and 
relocation allowances., 82-671 

Major County, Oklahoma, soil interpretive 
map, soil potential for surface irrigation, 
soil potential rating /, 82-4453 

Major data processing and telecommunica- 
tions acquisition plans of federal execu- 
tive agencies., 82-11194 

Major-element geochemistry of the Silent 
Canyon-Black Mountain peralkaline vol- 
canic centers, northwestern Nevada Test 
Site : applications to an assessment of re- 
newed volcanism /, 82-10805 

Major estate and gift tax issues : hearings 
before the Subcommittee on Estate and 
Gift Taxation of the Committee on Fi- 
nance, United States Senate, Ninety-sev- 
enth Congress, first session., 82-6824 

Major issues in juvenile justice information 
and training : services to children in juve- 
nile courts : the judicial-executive contro- 
versy /, 82-665 

Major problems with SBA’s section 8(a) 
program for disadvantaged small busi- 
nesses : hearing before a subcommittee of 
the Committee on Government Oper- 
ations, House of Representatives, Ninety- 
seventh Congress, first session, March 28, 
1981., 82-2663 

Major science and technology issues : study 
/, 82-5513 

Major themes and additional budget details 
: fiscal year 1983., 82-11192 

Major vegetative types of southeastern 
Alaska /, 82-14019 

Making appropriations for energy and 
water development for the fiscal year 
ending September 30, 1982, and for other 
Pp : conference report (to accom- 

pany H.R. 4141)., 82-4084 
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Making appropriations for the agriculture, rural development, and related agencies 


Making appropriations for the agriculture, 
rural development, and related agencies 
programs for the fiscal year ending Sep- 
tember 30, 1982, and for other purposes : 
conference report (to accompany H.R. 
4119)., 82-4079 

Making appropriations for the Department 
of the Interior and related agencies for 
fiscal year ending September 30, 1982 : 
conference report (to accompany H.R. 
4035)., 82-2414 

Making appropriations for the Department 
of Transportation and related agencies 
for the fiscal year ending September 30, 
1982 : conference report (to accompany 
H.R. 4209)., 82-2418 

Making appropriations for the government 
of the District of Columbia for fiscal year 
1982 : conference report (to accompany 
H.R. 4522)., 82-2417 

Making continuing appropriations for fiscal 
year 1982, and for other purposes : con- 
ference report (to accompany H.J. Res. 
325)., 82-2397 

Making further continuing appropriations 
for the fiscal year ending September 30, 
1982, and for other purposes : conference 
report (to accompany H.J. 357)., 82- 
6593 

Malaria /, 82-3645 

Malaysia, a country profile /, 82-818 

Male and female factors on the Cadet Eval- 
uation Battery /, 82-158 

Male and female soldiers’ beliefs about the 
“appropriateness” of various jobs for 
women in the Army /, 82-4942 

Mali, a country profile /, 82-819 

Mammalian Genetic Mutant Cell Reposi- 
tory, 82-10605 

Mammals and reptiles., 82-5546 

The Man in the moon remembers, 82- 
14290, 82-14291 

Man is responsible to the earth, 82-10163 

The man who loved shell money : a Skoko- 
mish legend /, 82-13531 

Manage the cold chain system., 82-1867 

Management and compensation of military 
and civilian federal work forces : issues 
for planning study /, 82-1738 

Management assistance., 82-11365 

Management engineering team application 
of officer grade requirements method /, 
82-3329 

Management improvement techniques for 
first line supervisors : the right track for 
methods improvement., 82-9705 

Management improvement under fiscal limi- 
tations : conference report, May 12-15, 
1980, Memphis, Tennessee., 82-565 

Management improvements in the Immigra- 
tion and Naturalization Service : final 
report /, 82-6185 

Management improvements needed in Coast 
Guard supply system : report to the sec- 
retary of Transportation /, 82-13747 

Management of coal preparation fine wastes 
without disposal ponds /, 82-13575 
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Management of government property in the 
possession of off-site contractors (DOE- 
PMR 109-60)., 82-9978 

Management of infants with congenital hy- 
pothyroidism /, 82-1850 

Management of on-site and small communi- 
ty wastewater systems management 
practices documentation, general discus- 
sion and case study summaries /, 82- 
10077 

The management of security assistance., 
82-1421 

Management problems with AID’s health- 
care projects impede success : report to 
the Congress /, 82-489 

Management problems with AID’s health- 
care projects impede success : summary : 
report to the Congress /, 82-490 

Management recommendations for juvenile 
spiny lobsters, Panulirus argus in Bis- 
cayne National Monument, Florida /, 
82-10909 

Management summary : Facilities Engineer- 
ing Equipment Maintenance System 
(FEEMS) /, 82-5059 

Manager’s handbook [a handbook for feder- 
al managers] /, 82-2118 

Managing for profits /, 82-11364 

Managing human services with less : new 
strategies for local leaders /, 82-1821 

Managing intergovernmental affairs : new 
directions., 82-13378 

Managing the pace of justice : an evaluation 
of LEAA’s court delay-reduction pro- 
grams /, 82-5957, 82-10989 

Managing your school’s energy dollar : 
keeping your schoolhouse out of the red., 
82-13488 

Manifestations of nonlinearity in fuel center 
thermocouple steady-state and transient 
data : implications for data analysis /, 
82-2448 

Manners in the Senate chamber : 
tury women’s views., 82-15040 

Manpower and equipment control 
ning criteria, Army National Guard 
Technicians., 82-13029 

Manpower and equipment control : techni- 
cians performance data report (RCS: 
ARNGB-32), Army National Guard., 
82-13030 

Manpower development, education, and 
training : a subject bibliography from 
highway safety literature., 82-11662 

Manpower effectiveness of the All-Volun- 
teer Force : report to the Congress /, 
82-5484 

Manpower in drug abuse treatment units, 
data from the national drug and alcohol- 
ism treatment utilization survey 
(NDATUS) /, 82-10676 

Manpower research and development proj- 
ects, 82-2044 

Manual de credito para las cooperativas Fe- 
derales de credito., 82-2111 

Manual for child health workers in major 
disasters /, 82-3656 


19th cen- 


: man- 
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A manual jor development of small scale 
hydroelectric projects by public entities / 
; 82-13394 

A manual for the use of electrostatic preci- 
pitators to collect fly ash particles /, 82- 
10081 

Manual for the USES General Aptitude 
Test Battery Section IV Specific aptitude 
test batteries, 82-14143 

Manual of analytical quality control for pes- 
ticides and related compounds in human 
and environmental samples : a compendi- 
um of systematic procedures designed to 
assist in the prevention and control of 
analytical problems /, 82-353 

Manual of fish culture : section G, fish 
transportation /, 82-5920 

Manual of Navy enlisted manpower and 
personnel classifications and occupational 
standards. Section II. Navy enlisted clas- 
sifications., 82-9871 

Manual of offenses and procedures Korean 
influence investigation, pursuant to House 
Resolution 252 /, 82-1112 

Manual of rules of the Committee on Ways 
and Means for the ... Congress /, 82- 
12296, 82-12297 

Manual of standard job descriptions /, 82- 
11572 

Manual on characteristics of Landsat com- 
puter-compatible tapes produced by the 
EROS data center digital image process- 
ing system /, 82-5797 

Manual on construction management essen- 
tials, 82-6344 

Manual on contract negotiation techniques., 
82-6345 

Manual on the railroad spike industry., 82- 
6347 

Manufacturers’ service documents., 82- 
6386 

Map Information Facility., 82-10314 

MAPAD : Military assistance program ad- 
dress directory., 82-9631 

Maps and atlases (United States and for- 
eign)., 82-3544 

Maps and charts of North America and the 
West Indies, 1750-1789 : a guide to the 
collections in the Library of Congress /, 
82-2050 

The March Field story : 60th anniversary, 
1918-1978 /, 82-255 

MARCH (meltdown accident response 
characteristics) code description and 
user’s manual /, 82-14948 

March 15 House committee report /, 82- 
15055 

A marching method for calculating line and 
continuum radiation in high energy flow 
fields /, 82-2070 

Maria Cecilia Gabella-Ossa : report (to ac- 
company H.R. 2342), 82-6583 

Maria Gloria (Joy) C. Villa : report (to 
accompany H.R. 1977)., 82-6575 





January — June 1982 Markovian reliability analysis under uncertainty with an application on the shutdown 


Marine accident report : Brazilian bulk car- 
rier M/V Frotaleste collision with Portu- 
guese freighter M/V Cunene, lower Mis- 
sissippi River near Bonnet Carre Point, 
Louisiana, January 22, 1980 /, 82-3876 

Marine accident report : collision of Liber- 
ian tankship M/V Pina and the towboat 
MR. Pete and its tow mile 99.3, lower 
Mississippi River, December 19, 1979., 
82-11416 

Marine accident report : collision of Pana- 
manian bulk carrier M/V Seadaniel with 
German containership M/V _ Testbank, 
Mississippi River gulf outlet near Shell 
Beach, Louisiana, July 22, 1980., 82- 
11418 

Marine accident report : collision of U.S. 
Mississippi River steamer Natchez and 
U.S. tankship SS Exxon Baltimore, New 
Orleans, Louisiana, March 29, 1980 /, 
82-3873 

Marine accident report : disappearance of 
U.S. freighter SS POET in North Atlan- 
tic Ocean about October 25, 1980 /, 82- 
3874 

Marine accident report : explosion and fire 
on board the SS Chevron Hawaii with 
damages to barges and to the Deer Park 
Shell Oil Company terminal, Houston 
ship channel, September 1, 1979., 82- 
11417 

Marine accident report : fire on board the 
Italian passenger ship Angelina Lauro, 
Charlotte Amalie Harbor, St. Thomas, 
U.S. Virgin Islands, March 30, 1979., 
82-11415 

Marine accident report : grounding of the 
U.S. tankship S.S. Concho, Constable 
Hook, Reach of Kill Van Kull, Upper 
New York Harbor, January 19, 1981., 
82-11419 

Marine accident report : Liberian chemical 
tankship M/V Coastal Transport collision 
with U.S. offshore supply vessel M/V 
Sallee P., lower Mississippi River near 
Venice, Louisiana, November 24, 1980., 
82-11420 

Marine accident report : M/T Elias explo- 
sion and fire at the Atlantic Richfield 
Company, Fort Mifflin Terminal, Dela- 
ware River, Pennsy!vania, April 9, 1974., 
82-11412 

Marine accident report : ramming of the 
Sunshine Skyway Bridge by the Liberian 
bulk carrier Summit Venture, Tampa 
Bay, Florida, May 9, 1980 /, 82-3872 

Marine accident report : sinking of the M/ 
V Chester A. Poling near Cape Ann, 
Massachusetts, January 10, 1977., 82- 
11413 

Marine accident report : sinking of the M/ 
V Holoholo in the Pacific Ocean near the 
Hawaiian Islands, December 1978., 82- 
11414 

Marine accident report : U.S. tug Sentinel, 
loss of tow and resultant grounding of 
barges Kona and Agattu, Gulf of the Far- 





allones, Pacific Ocean, December 31, 
1979 /, 82-3875 

Marine and terminal operations /, 82-4964 

Marine biological effects of OCS petroleum 
development : a program review of re- 
search supported under the NOAA Outer 
Continental Shelf Environmental Assess- 
ment Program, November 29-December 
1, 1977 /, 82-4636 

Marine casualty report : SS Edgar M. 
Queeny, S/T Corinthos, collision at 
Marcus Hook, Pennsylvania on 31 Janu- 
ary 1975 with loss of life /, 82-11411 

Marine casualty report : SS Frosta (Norwe- 
gian), M/V George Prince, collision in 
the Mississippi River on 20 October 1976 
with loss of life., 82-11410 

Marine Corps publications., 82-5616 

Marine Corps uniform regulations /, 82- 
3296 

Marine exposure of preservative-treated 
small wood panels /, 82-12445 

Marine flora and fauna of the northeastern 
United States protozoa; Sarcodina; 
benthic foraminifera /, 82-4624 

Marine Mammal Protection Act : hearings 
before the Subcommittee on Fisheries 
and Wildlife Conservation and the Envi- 
ronment of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, on Marine Mammal Protection 
Act Authorization—H.R. 2948, April 7, 
1981, Marine Mammal Protection Act 
Improvement—H.R. 4084, July 13, 1981., 
82-2683 

Marine Mammal Protection Act amend- 
ment : report (to accompany H.R. 4084) 
(including cost estimate of the Congres- 
sional Budget Office)., 82-2389 

Marine recreational fishery statistics survey. 
Atlantic and Gulf coasts., 82-9561 

Marine sanctuaries program offers environ- 
mental protection and benefits other laws 
do not: report /, 82-10338 

Marine science newsletters—1977 : an anno- 
tated bibliography /, 82-3099 

Maritime Act of 1981, 82-1815 

Maritime boundaries : Colombia-Panama., 
82-11278 

Maritime boundaries 
82-11276 

Maritime boundaries : 
Thailand., 82-11280 

Maritime boundaries : 
egal., 82-11284 

Maritime boundary : Chile-Peru., 82-11285 

Maritime boundary : Colombia-Costa Rica., 
82-11283 

Maritime boundary 
11287 

Maritime boundary : Federal Republic of 
Germany-German Democratic Republic., 
82-11273 

Maritime boundary : India-Maldives and 
Maldives’ “economic zone”., 82-11277 


Do not order from index; see indicated entry 


India-Sri_ Lanka., 
Indonesia-Malaysis- 


The Gambia-Sen- 


: Ecuador-Peru., 82- 





Maritime boundary 
ela., 82-11290 

Maritime subsidies /, 82-9488 

Mark Twain National Forest (Ava Ranger 
District) Missouri, 1976 /, 82-4330 

Mark Twain National Forest (Cassville 
Ranger District) Missouri, 1976 /, 82- 
4329 

Mark Twain National Forest (Frederick- 
town Ranger District), Missouri, 1976 /, 
82-4328 

Mark Twain National Forest (Poplar Bluff 
Ranger District), Missouri, 1976 /, 82- 
4331 

Mark Twain National Forest (Rolla-Hous- 
ton Ranger Districts), Missouri, 1976 /, 
82-4332 

Mark Twain National Forest (Salem-Potosi 
Ranger Districts), Missouri, 1976 /, 82- 
4333 

Mark Twain National Forest (Willow 
Springs Ranger District) Missouri, 1975 / 
, 82-4334 

Mark Twain National Forest (Winona-Don- 
iphan-Van Buren Ranger Districts), Mis- 
souri, 1976 /, 82-4335 

MARK II containment lead plant program 
load evaluation and acceptance criteria : 
generic technical activities A-8 /, 82- 
2436, 82-2443 

MARK II containment program load evalu- 
ation and acceptance criteria : generic 
technical activity A-8 /, 82-11873 

Market assessment for shale oil /, 82- 
13274 

The Market for television advertising /, 
82-9579 

Market research summary /, 82-1413, 82- 
9570, 82-9571 

Market research summary : the market for 
scientific and industrial analytical instru- 
ments in Malaysia, May 29 - June 2, 
1978., 82-3126 

Market research summary for computers, 
minicomputers, peripherals and data com- 
munications equipment in Italy /, 82- 
1404 

Market research summary for Electronica- 
80, 9th International Trade Fair for 
Components and Assemblies in Electron- 
ics, Munich, West Germany., 82-1414 

Marketing in South Africa /, 82-12898 

Marketing in Yemen Arab Republic /, 82- 
3133 

Marketing information report : waste news- 
papers in four South Atlantic States, 
1980., 82-9573 

Marketing research., 82-5571 

The Marketplace, 82-12812 

Marking of paved areas on airports., 
6416 

Marking parts to aid robot vision /, 82- 
11156 

Markovian reliability analysis under uncer- 
tainty with an application on the shut- 
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: United States-Venezu- 


82- 





Markovian reliability analysis under uncertainty with an application on the shutdown 


down system of the Clinch River Breeder 
reactor /, 82-11907 

Maryland and Delaware [meteorological 
stations]., 82-12831 

MASFLO, a computer code to calculate 
mass flow rates in the THTF /, 82- 
11949 

Mass loss of a TEOS-coated, reinforced 
carbon-carbon composite subjected to a 
simulated shuttle entry environment /, 
82-2064 

Mass thickness manual for walls, floors, and 
roofs., 82-10271 

Mass transit., 82-507, 82-5540 

Mass transit management : a handbook for 
small cities /, 82-6283 

Mass transit systems-New York : hearing 
before a subcommittee of the Committee 
on Appropriations, United States Senate, 
Ninety-seventh Congress, first session : 
special hearing, Department of Transpor- 
tation, nondepartmental witnesses., 82- 
12089 

Massachusetts Bay Transportation Authori- 
ty blue line vehicle evaluation : final 
report /, 82-859 

The master plan for the Federal Triangle : 
historic report: “What is past is pro- 
logue.”, 82-1791 

The Master plan for the Federal Triangle : 
technical report., 82-1792 

Master plan report : Dulles International 
Airport /, 82-834 

Master planning for fire protection /, 82- 
10303 

Matching job education requirements of a 
variety of officer specialties with the edu- 
cational attainments of potential incum- 
bents /, 82-260 

Material accounting as required by the 
United States Nuclear Regulatory Com- 
mission : capabilities and vulnerabilities /, 
82-964 

Material development for training for oper- 
ators of speed measuring devices /, 82- 
6530 

Material development study for a hazardous 
chemical protective clothing outfit : final 
report /, 82-884 

Material properties to minimize distress in 
zero-maintenance pavements /, 82-14363 

Materials studies for magnetic fusion energy 
applications at low temperatures, III/, 
82-12811 

Materiel/services management /, 82-4966 

Maternity benefits for the federal employ- 
ee., 82-768 

Mathematical analysis of electromagnetic 
radiators for highway advisory radio /, 
82-11446 

Mathematical and statistical software index 
/, 82-5151 

A Mathematical model for predicting the 
probability of acute mortality in a human 
population exposed to accidentally re- 
leased airborne radionuclides final 
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report for phase I of the project, early 
effects of inhaled radionuclides /, 82- 
2498 

A mathematical model of electrostatic pre- 
cipitation /, 82-13638 

Mathematical model of the Tesuque aquifer 
system underlying Pojoaque River basin 
and vicinity, New Mexico /, 82-1952 

Mathematical model to correlate frost 
heave of pavements with laboratory pre- 
dictions /, 82-6307 

Mathematical modeling of damage in uni- 
directional composites /, 82-14219 

Mathematics., 82-5521, 82-5529 

Mathematics objectives, 1981-82 assessment 
/, 82-13515 

Matrix methods to analyze long-range 
transport of air pollutants., 82-13263 

Matting and hinging of works of art on 
paper /, 82-6065 

Mauritania, a country profile /, 82-820 

Maximum entropy wavenumber analysis /, 
82-3238 

Maximum wave heights and critical water 
depths for irregular waves in the surf 
zone /, 82-13141 

Maxine Ann Fricioni : report (to accompa- 
ny S. 1144)., 82-4039 

Mayport-Mill Cove mode! study. Report 1. 
Hydraulic, salinity, and shoaling verifica- 
tion : hydraulic model investigation /, 
82-9801 

Mayport-Mill Cove model study. Report 3. 
Mill Cove study : hydraulic model inves- 
tigation /, 82-9802 

McCurtain County, Oklahoma, soil inter- 
pretive map, soil potential for surface irri- 
gation, soil potential rating /, 82-4452 

McGuire Nuclear Station Unit 1 auxiliary 
feedwater system reliability study evalua- 
tion /, 82-2564 

McNary Lock & Dam, Lake Wallula : Co- 
lumbia River, Oregon and Washington., 
82-9788 

Measured performance characteristics of re- 
flective Butler matrices /, 82-3254 

A Measurement control program for nucle- 
ar material accounting /, 82-14863 

Measurement of aerosol deposition rates in 
turbulent flows /, 82-14916 

Measurement of aircraft speed and altitude 
/, 82-2109 

Measurement of asbestos air pollution inside 
building sprayed with asbestos /, 82- 
5328 

The measurement of balanced impedances 
with a coaxial transmission line system /, 
82-5173 

Measurement of homeownership costs in 
the consumer price index should be 
changed : report to the Congress /, 82- 
13744 

Measurement of PCB emissions from com- 
bustion sources /, 82-13584 

The measurement of phase velocities in mist 
flows using stagnation probes /, 82-2473 
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Measurement of the electromagnetic envi- 
ronment at Primarkreislauf /, 82-14812 

The measurement of two-dimensional 
separation phenomena /, 82-12002 

Measurement of wheel/rail forces at the 
Washington Metropolitan Area Transit 
Authority /, 82-14519 

Measurement of XE-133, C-14, and tritium 
in air and I-131 in vegetation and milk 
around the Quad Cities Nuclear Power 
Station /, 82-2494 

Measurements of discharge, gain or loss in 
flow, and chemical quality of the Poplar 
and Redwater Rivers, northeastern Mon- 
tana, October 24-25, 1979 /, 82-590 

Measurements of electromagnetic noise ra- 
diated from automotive ignition systems / 
, 82-12891 

Measurements of interference betweem AM 
radios due to local oscillator radiation /, 
82-4696 

Measuring local discretionary authority., 
82-11826 

Measuring productivity in accounting and 
finance offices., 82-1715 

Measuring student attitudes toward the Air 
Force traffic safety course /, 82-292 

Measuring troubleshooting skills using hard- 
ware-free simulation /, 82-3317 

Meat and poultry inspection, 82-12681 

Meat and poultry inspection : report of the 
Secretary of Agriculture to the U.S. Con- 
gress., 82-12681 

Meat animals, production, disposition, and 
income, final estimates for ..., 82-12328 

Mechanical design handbook for elastomers 
/, %82-14215 

Mechanical properties and oxidation and 
corrosion resistance of reduced chromi- 
um 304 stainless steel alloys /, 82-6153 

Mechanical properties of preservative treat- 
ed marine piles., 82-246 

Mechanics of pneumatic tires /, 82-2327 

Mechanistic considerations used in the de- 
velopment of the PROFIT PCI failure 
model /, 82-11964 : 

Media and tests for differentiation of enter- 
obacteriaceae /, 82-13879 

Media ideas workbook., 82-10306 

Medicaid cutbacks on infant care : hearing 
before the Subcommittee on Oversight 
and Investigations, and the Subcommittee 
on Health and the Environment of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-seventh 
Congress, first session, July 27, 1981.. 
82-12156 

Medicaid’s quality control system is not re- 
alizing its full potential : report to the 
Congress /, 82-3512 

Medicaid’s quality control system is not re- 
alizing its full potential : summary : 
report to the Congress /, 82-13734 

Medical and health related sciences thesau- 
rus., 82-10509 
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Medical and toxicological factors in aircraft 
accidents /, 82-11530 

Medical devices., 82-10613 

Medical equipment, Switzerland., 82-3132 

Medical equipment, United Kingdom., 82- 
1411 

Medicare- use of home health services., 
82-10687 

Medicare- use of home health services 
(Health care financing program statistics), 
82-10687 

Medicare, health insurance for the aged and 
disabled. Selected state data., 82-10686 

Medicare hospital manual., 82-3665 

Medicare/Medicaid directory of medical 
facilities. All regions, 82-13917, 82- 
13918 

Medicare, participating providers and sup- 
pliers of health services., 82-10685 

Medicare provider reimbursement manual., 
82-3663 

Medicare reimbursement of HMO’s : hear- 
ing before the Subcommittee on Health 
of the Committee on Finance, United 
States Senate, Ninety-seventh Congress, 
first session, July 30, 1981., 82-6821 

Medicare reimbursement to competitive 
medical plans : hearing before the Special 
Committee on Aging, United States 
Senate, Ninety-seventh Congress, first 
session, Washington, D.C., July 29, 1981., 
82-4189 

Medicare. Selected state data, 82-10686 

Medicare, use of hospital outpatient serv- 
ices., 82-10684, 82-13915 

Medicine and medical science., 82-5584 

Meeting the challenge in Southwest Asia : 
February 1, 1980 /, 82-11213 

MEGAI6 - computer program for analysis 
and extrapolation of stress-rupture data /, 
82-6168 

Melton Hill Lake recreation map /, 82- 
1003 

Membership and jurisdiction of subcommit- 
tees / Committee on Foreign Relations, 
United States Senate., 82-15125 

Memorial addresses and other tributes in 
the Congress of the United States on the 
life and contributions of John W. McCor- 
mack., 82-4063, 82-11790 

Memorial services held in the House of 
Representatives and Senate of the United 
States, together with remarks presented 
in eulogy of Tennyson Guyer, late a rep- 
resentative from Ohio, Ninety-seventh 
Congress, first session., 82-4285, 82- 
15232 

Memphis, Tennessee-Arkansas-Mississippi, 
metropolitan area, 82-5970 

Men of the sea, 82-13199 

Mendocino National Forest., 82-9099 

Meningococcal meningitis /, 82-3646 

Men’s and boys’ outerwear, 82-4586 

Mental health., 82-1784 

Mental health in deafness : a journal of 
Saint Elizabeths Hospital /, 82-5765 





The Mexican bean beetle : biological control calendar. 


Mental health research grant awards, 82- 
1876 

Mental health trainee stipends in social 
work, 82-10663 

Mental retardation : prevention strategies 
that work /, 82-3666 

Merchantable cubic stand volume conver- 
sion factors for lodgepole pine in Mon- 
tana and Idaho /, 82-12475 

Merit system principles and prohibiited per- 
sonnel practices., 82-775 

MESA New York Bight : project expanded 
water column characterization cruise 
(XWCC 17) : NOAA ship George B. 
Kelez, April 1978 /, 82-4648 

MESA New York Bight project : expanded 
water column characterization cruise 
(XWCC 8) : NOAA ship George B. 
Kelez, April 1976 /, 82-4646, 82-4649, 
82-4650, 82-4651, 82-4652, 82-4653, 
82-4654, 82-4655 

MESA New York Bight Project : Winkler 
oxygen data, expanded water column 
characterization cruises (XWCC 2 to 
XWCC 24), NOAA ships Researcher and 
George B. Kelez, 1975-1979 /, 82-4647 

A Message to American Indians seeking 
funding for energy projects., 82-13379 

Metal particulate emissions from stationary 
sources., 82-10213 

Metallurgical studies of hydrogen storage 
alloys /, 82-3359 

Metallurgy Division., 82-4613 

Meteor-burst communication systems : anal- 
ysis and synthesis /, 82-3232 

Methadone diversion : a report of the 
Select Committee on Narcotics Abuse 
and Control, Ninety-fifth Congress, 
second session., 82-1091 

Methane drainage study using an under- 
ground pipeline, Marianna mine 58 /, 
82-5890 

A method for assessing the performance of 
a material control and accounting system 
at an operating nuclear fuel processing 
facility : final report, July 1979-July 1980 
/, 82-6687 

A method for determining radioactive ma- 
terial shipment patterns in urban areas /, 
82-962 

A method for estimating long-term erosion 
rates from a long-term rise in water level 
/, 82-13137 

A method for manually calculating the 
local wind current /, 82-2290 

A method for predicting the noise levels of 
coannular jets with inverted velocity pro- 
files /, 82-14171 ° 

A method for specifying the noise suppres- 
sion-resolution tradeoff in digital image 
filtering with local statistics /, 82-3264 

A method of determining the emission and 
susceptibility levels of electrically small 
objects using a TEM cell /, 82-12806 

A Method of selecting forest sites for air 
pollution study /, 82-12454 
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Methodology development for risk assess- 
ment of fuel processing /, 82-11972 

A methodology for assessing alternatives to 
reduce ship collisions /, 82-2297 

A methodology for assessing systems mate- 
rials requirevnents /, 82-13278 

Methodology for combining dynamic re- 
sponses : NRC staff working group 
report /, 82-11866 

Methodology for design of fine-grained 
dredged material containment areas for 
solids retention /, 82-4982 

Methodology for determining the value of 
wind energy conversion systems for spe- 
cific utility systems /, 82-13360 

Methodology to assess psychological stress 
and its impact in the air combat environ- 
ment /, 82-267 

Methodology to conduct air quality assess- 
ments of national mobile source emission 
control strategies : final report /, 82- 
5308 

Methods and benefits of experimental seis- 
mic evaluation of nuclear power plants /, 
82-11963 

Methods for assessing background levels of 
radiation and radioactive materials in the 
environment around uranium mills /, 
82-966 

Methods for assessment of stream-related 
hazards to highways and bridges /, 82- 
6326 

Methods for estimating expected blood al- 
cohol concentration /, 82-11607, 82- 
11629 

Methods for evaluating the leak tightness of 
spent fuel container closures /, 82-4143 

Methods for level 2 analysis by organic 
compound category /, 82-10220 

Methods of entry into the Federal Service / 
, 82-4934 

Methods to assess impacts on Hudson River 
perch : report for the period October 1, 
1978 to September 30, 1979 /, 82-14910 

Methods to assess impacts on Hudson River 
striped bass : report for the period Octo- 
ber 1, 1977 to September 30, 1979 /, 82- 
14911 

Methyl aryl ethers from coal liquids as gas- 
oline extenders and octane improvers /, 
82-9986 

Metolachor : 2-chloro-N-(2-ethyl-6-methyl- 
phenyl)-N-(2-methoxy-1-methylethyl) 
acetamide : pesticide registration standard 
/, 82-1686 

A metric/modular replacement for the 1-1/ 
9-bushel fiberboard container /, 82- 
12636 

Metropolitan Washington airport invest- 
ment requirements /, 82-11525 

Metropolitan Washington airport policy : 
draft environmental impact statement., 
82-6446 

The Mexican bean beetle : 
trol calendar., 82-2742 


biological con- 
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The Mexican bean beetle : its control with parasites. 


The Mexican bean beetle : its control with 
parasites., 82-2754 

Mexico : agricultural and trade policies., 
82-9138 

MFPG : detection, diagnosis, and progno- 
sis, contribution to the energy challenge : 
proceedings of the 32nd meeting of the 
Mechanical Failures Prevention Group, 
held at the Inn at Santa Monica, Santa 
Monica, California, October 7-9, 1980 /, 
82-3083 

Miami, Florida, metropolitan area, 82-3755 

Mica, 82-612 

Michael Whitlock : report (to accompany 
S. 555)., 82-6555 

Michigan [meteorological stations]., 82- 
12832 

Michigan small bus program management 
handbook /, 82-14333 

Microbial populations in undisturbed soils 
and coal mine spoils in semi-arid condi- 
tions /, 82-12497 

Microbiological & immunological products 
: commercial sources., 82-3647 

Microbiology of the aquatic environment /, 
82-1917 

Microcomputer applications to the Military 
Construction Army (MCA) process : 
concepts for implementation at Army 
Corps of Engineers construction field of- 
fices /, 82-13169 

A micromechanistic interpretation of cyclic 
crack-growth behavior in a beta-annealed 
Ti-6A1-4V alloy /, 82-1528 

Microorganisms in stormwater : a summary 
of recent investigations /, 82-10844 

A microprocessor-based true-RMS 
voltage monitor /, 82-1849 

A microprocessor based underwater data 
acquisition system /, 82-4149 

Microprocessor-controlled communications 
in air terminal navigation systems /, 82- 
2282 

Microscopic evaluation of red blood cell 
morphology /, 82-13883 

Microwave landing system 
plan., 82-6447 

Microwave landing system 
EMC analysis /, 82-6458 

Microwave radiation at the U.S. Embassy 
in Moscow and its biological implications 
: an assessment /, 82-131 

The microwave radiometer spacecraft : a 
design study /, 82-14238 

Microwave remote sensing of snowpacks /, 
82-14201 

Microzooplankton in the surface waters of 
the Strait of Juan de Fuca /, 82-4622 

Middle East., 82-5643, 82-6194 

The Middle East, outlook for peace : June 
9, 1980 /, 82-6208 

Middle East peace process : a status report, 
March 20, 1980 /, 82-11218 

Midsummer fun : beach restoration on the 
lower Great Lakes /, 82-4972 
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Migrant and seasonal farmworker housing 
in the United States : hearings before the 
Subcommittee on Housing and Communi- 
ty Development of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-seventh 
Congress, first session., 82-6769 

Migrant and seasonal farmworker pro- 
grams., 82-14140 

Migration and residential location of work- 
ers at nuclear power plant construction 
sites /, 82-14982 

MILDOS - a computer program for calcu- 
lating environmental radiation doses from 
uranium recovery operations /, 82-6684 

MILESTONES : a directory of Human En- 
gineering Laboratory publications, 1953- 
1981 /, 82-13112 

Military and technical implications of the 
proposed sale of air defense enhance- 
ments to Saudi Arabia : report of the 
hearings on the military and technical im- 
plications of the proposed sale of air de- 
fense enhancements to Saudi Arabia, 
based upon hearings held before the com- 
mittee in accordance with its responsibil- 
ities under rule XXV(c) of the standing 
rules of the Senate together with addi- 
tional views., 82-11770 

Military and technical implications of the 
proposed sale to Saudi Arabia of airborne 
warning and control system (AWACS) 
and F-15 enhancements : hearings before 
the Committee on Armed Services, 
United States Senate, Ninety-seventh 
Congress, first session, September 28, 30, 
1981., 82-4203 

Military construction appropriation bill, 
1982 : report (to accompany H.R. 4241)., 
82-4060 

Military construction appropriations for 
1983 : hearings before a subcommittee of 
the Committee on Appropriations, House 
of Representatives, Ninety-seventh Con- 
gress, second session, Subcommittee on 
Military Construction Appropriations., 
82-12086 

Military ethics and professionalism : a col- 
lection of essays /, 82-152 

Military history., 82-10410 

Military jiustice amendments of 1981 
report (to accompany H.R. 4792) (includ- 
ing cost estimate of the Congressional 
Budget Office)., 82-4076 

Military justice manual., 82-11567 

Military law workbook / TAC NCO Acad- 
emy., 82-9901 

Military plutonium from commerical spent 
nuclear fuel : oversight hearing before 
the Subcommittee on Oversight and In- 
vestigations of the Committtee on Interi- 
or and Insular Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, on proposals to obtain plutonium 
from commerical spent nuclear fuel for 
U.S. nuclear weapons, hearings held in 
Washington, D.C., October 1, 1981., 82- 
12209 
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Military publications : index of management 
studies/reports., 82-3160 

Military publications, foreign military sales 
publications guide., 82-9715 

Military readiness, mobilization Planning 
and Civil Preparedness : issues for plan- 
ning /, 82-5516 

Military requirements for petty officer 3 & 
2/, 82-9864 

Milk : final estimates, 1975-78., 82-12322 

Mill Spring quadrangle, Missouri, 7.5 
minute series (topographic), SW/4 Pied- 
mont 15’ quadrangle /, 82-10881 

Millions can be saved by improving the 
productivity of state and local govern- 
ments administering federal income main- 
tenance assistance programs : report to 
the Congress /, 82-452 

Millions of dollars could be saved by imple- 
menting GAO recommendations on Envi- 
ronmental Protection Agency Program : 
report to the Congress /, 82-13709 

Millions paid out in duplicate and forged 
government checks : report to the Con- 
gress /, 82-1723 

Millions wasted trying to develop major 
energy information system : summary : 
report to the Congress /, 82-1720 

Millions written off in former service mem- 
bers’ debts : future losses can be cut : 
report to the Congress /, 82-1721, 82- 
1722 

MILSTEP : military supply and transporta- 
tion evaluation procedures., 82-9630 

The Mina Shaughnessy Scholars Program : 
learning from practice., 82-13481 

Mineral facts and problems /, 82-1965 

Mineral industry of Argentina, 82-14000 

Mineral industry of Australia, 82-14001 

Mineral industry of Bulgaria, 82-14002 

Mineral industry of Chile, 82-14003 

Mineral industry of Connecticut, 82-3712 

Mineral industry of Iraq, 82-3714 

Mineral industry of Kuwait, 82-627 

Mineral industry of Liberia, 82-3715 

Mineral industry of Malta, 82-628 

Mineral industry of Mozambique, 82-3716 

Mineral industry of North Korea, 82-626 

Mineral industry of other countries of the 
Near East, 82-625 

Mineral industry of other South Pacific is- 
lands, 82-14004 

Mineral industry of Pakistan, 82-3717 

Mineral industry of Poland, 82-629 

Mineral industry of Sudan, 82-3718 

Mineral industry of Taiwan, 82-630 

Mineral industry of the German Democrat- 
ic Republic., 82-3713 

Mineral industry of the U.S.S.R., 82-631 

Mineral industry of Venezuela, 82-3724 

Mineral industry of Zimbabwe, 82-3719 

Mineral resources, 82-3585 
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Mineral resources of the Phipps-Death 
Hollow Instant Study Area, Garfield 
County, Utah, 82-13988 

Mineral resources of the United States, 82- 
5901, 82-13999 

Mineral royalty collection, accounting, and 
distribution : hearing before the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-seventh 

first session, to consider meth- 
ods of collecting, accounting, and distrib- 
uting mineral royalties and related issues, 
Casper, Wyo., August 11, 1981., 82- 
12135 

Minerals and mining., 82-5582 

Minerals environmental in-house and con- 
tract research and development in fiscal 
year... /, 82-1969 

Minerals management at the Department of 
the Interior needs coordination and orga- 
nization : report to the Congress /, 82- 
457 

Minerals management at the Department of 
the Interior needs coordination and orga- 
nization : summary : report to the Con- 
gress /, 82-458 

Minerals yearbook., 
82-13999 

Mini-RPV engine demonstrator program /, 
82-1513, 82-3203 

Mini-RPV launch system conceptual study 
/, 82-211 

Minimum cross-entropy pattern classifica- 
tion and cluster analysis /, 82-9891 

Minimum-cross-entropy spectral analysis of 
multiple signals /, 82-9895 

Minimum enroute UFR altitudes over par- 
ticular routes and intersections., 82- 
14452 

Minimum wage and maximum hours stand- 
ards under the Fair Labor Standards Act 
/, %2-14128 

Miniplant and bench studies of pressurized 
fluidized-bed coal combustion final 
report /, 82-13635 

The Minneapolis ridesharing commuter 
services demonstration., 82-3961 

Minnesota [meteorological stations]., 
12833 

Minor metals, 82-3704 

Minor nonmetals, 82-614 

Minorities., 82-1763, 82-5523 

Minorities and women in institutions of 
higher education, 82-940 

Minorities in allied health education : a 
comprehensive summary of the report— 
January 1980 /, 82-5752 

Minority Business Resource Center., 
11466 

Minutes of the business meetings and hear- 
ings of the Committee on Agriculture, 
House of Representatives (pursuant to 
Committee rule IVf), 82-4196, 82-4197, 
82-6731 

Miscellaneous energy tax bills : hearing 
before the Subcommittee on Energy and 


82-3543, 82-5901, 


82- 


82- 





Agricultural Taxation of the Committee 
on Finance, United States Senate, Ninety- 
seventh Congress, first session, on S. 307, 
S. 448, S. 498, and S. 725, June 8, 1981., 
82-2633 

Misdemeanor courts., 82-5958 

Missile materiel management /, 82-4961 

Missing children : hearing before the Sub- 
committee on Investigations and General 
Oversight of the Committee on Labor 
and Human Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on to explore the cause and effect 
of missing children, focusing on home en- 
vironment, local law enforcement agen- 
cies, and citizen action groups, October 6, 
1981., 82-15167 


Mission/data-base imagery correlation tech- 
niques (M/DICT) /, 82-13118 

Mississippi landings, annual summary., 82- 
4682 


Mississippi [meteorological stations]., 
12834 

The Mississippian and Pennsylvanian (Car- 
boniferous) systems in the United States / 
, 82-5798 

Missouri Pacific’s computerized freight car 
scheduling system : orientation module /, 
82-11477 

Missouri Pacific’s computerized freight car 
scheduling system : system performance 
measurement /, 82-3898 

Mitigation of noise impact via operational 
changes /, 82-5057 

Mixing of radiolytic hydrogen generated 
within a containment compartment fol- 
lowing a LOCA /, 82-14788 

MM&T fiber-reinforced plastic helicopter 
tail rotor assembly (pultruded spar) /, 
82-3209 

MMWR, 82-3652 

MMWR : morbidity and mortality weekly 
report. Annual summary /, 82-13882 

MMWR annual summary, 82-13882 

Mnemonic enhancement and general techni- 
cal ability /, 82-13115 

Mobil/Marathon takeover : hearing before 
a subcommittee on the Committee on 
Government Operations, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, November 19, 1981., 82-15132 

Mobile Bay model study. Report 2. Effects 
of enlarged navigation channel on tides, 
currents, salinities, and dye dispersion, 
Mobile Bay, Alabama : hydraulic model 
investigation /, 82-9800 

Mobile bed flux force/condensation scrub- 
bers /, 82-13593 

Mobile ORBIS III speed enforcement dem- 
onstration project in Arlington, Texas : 
program evaluation /, 82-11631 

MOBPERS data /, 82-13035 

Modal interpolation program, 
(INTERP)., 82-6094 

Modal traffic impacts of waterway user 
charges /, 82-14326 


82- 
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Modification of optical instrument for in-stack monitoring of respirable particle 


The model cities program in perspective : 
the San Antonio, Texas, experience /, 
82-12099 

Model driver improvement system : admin- 
istrator’s manual /, 82-11656 

A model for condensation oscillations in a 
vertical pipe discharging steam into a 
subcooled water pool /, 82-4097 

A Model for determining the incidence of 
unemployment among offenders., 82- 
3762 

Model for estimating meteorological pro- 
files from shipboard observations /, 82- 
5126 

A model for predicting lightning fire igni- 
tion in wildland fuels /, 82-12446 

A model for radioactive transport in the 
aquatic ecosystem /, 82-6671 

A model of temperature stratification for 
correction of leveling refraction /, 82- 
12823 

A model of the near-Earth environment and 
application to the ISEE-A and -B orbit /, 
82-2080 

Model regulations and public education for 
rural-suburban pedestrian safety /, 82- 
6524 

Model studies of the Portugues and Bucana 
Rivers channelization, Puerto Rico : hy- 
draulic model investigation /, 82-4992 

Model studies of the Sugar Pine Dam 
energy dissipator /, 82-5854 

Model study of Harry S. Truman Spillway, 
Osage River, Missouri : hydraulic model 
investigation /, 82-5001 

Model Workshop on Nutrition Counseling 
in Hyperlipidemia, May 15-19, 1978 and 
September 10-12, 1978 /, 82-1835 

Model 540 rotor blade crack propagation 
investigation /, 82-1515 

Modeling demand-responsive feeder sys- 
tems in the UTPS framework., 82-2309 

Modeling of plant protection and control 
systems for SSC /, 82-14938 

Modelling hot-pressing of UO./, 82-4169 

Models of urban settlement and structure as 
dynamic self-organizing systems /, 82- 
6272 

Modern concrete crosstie experience in 
France and Mexico /, 82-855 

Modern observational techniques for 
comets proceedings of a workshop held 
at Goddard Space Flight Center, Green- 
belt, Maryland, on October 22-24, 1981., 
82-2058 

Modes of circulation in an inverted u-tube 
array with condensation /, 82-11983 

Modification of a commercial atomic ab- 
sorption spectrophotometer for cold- 
vapor determination of mercury /, 82- 
5887 

Modification of optical instrument for in- 
stack monitoring of respirable particle 
size /, 82-10224 
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Modifications to filling and emptying system of Lock No. 1, Mississippi River, 


Modifications to filling and emptying 
system of Lock No. 1, Mississippi River, 
Minneapolis, Minnesota : hydraulic model 
investigation /, 82-5002 

Modifying the existing campus building for 
accessibility : accessible products catalog 
/, %2-10025 

Modifying the existing campus building for 
accessibility : construction guidelines and 
specifications /, 82-10024 

A modular approach to fault tree analysis /, 
82-14824 

Modular boiler system., 82-233 

Moellman spray chamber : versatile re- 
search tool for laboratory bioassays /, 
82-12491 

Moisture detection in roofing by nondes- 
tructive means : a state-of-the art survey 
/, 82-3086 

Molten-core/water contact analysis for fuel 
melt accidents /, 82-4106 

Molten fuel-coolant interaction occuring 
during a severe reactivity initiated acci- 
dent experiment /, 82-14964 

Monetary and fiscal policy : the essential 
linkage : hearing before the Subcommit- 
tee on Monetary and Fiscal Policy of the 
Joint Economic Committee, Congress of 
the United States, Ninety-seventh Con- 
gress, first session, June 12, 1981., 82- 
6786 

Money and finance, treasury, 
3586 

Money income of families and persons in 
the United States, 1979., 82-12702 

Monitoring ground movements near caving 
stopes : methods and measurements /, 
82-5896 

Monitoring of aircraft noise at Washington 
National Airport and Dulles International 
Airport during October-December 1980 / 
, 82-3902 

Monitoring taconite process streams with 
thermal neutron capture-gamma ray anal- 
ysis /, 82-5857 

Monitoring water quality during pilot 
dredging in the Willamette and Columbia 
rivers, Oregon /, 82-10772 

Monoclinal structure and shallow faulting 
of the reelfoot scarp as estimated from 
drill holes with variable spacings /, 82- 
6665 

A monograph of Trichonta with a model 
for the distribution of Holarctic Myceto- 
philidae (Diptera) /, 82-12347 

Monongahela National Forest, West Virgin- 
ia /, 82-2767 

Montana, Water and Power Resources 
Service projects., 82-598 

Moped task analysis /, 82-3991 

The morbidity experience rate of air traffic 
control personnel, 1967-1977 /, 82-2274 

More can be done to ensure that industrial 
parks create new jobs : summary : report 
to the Congress /, 82-10333 


Page 1-614 


82-527, 82- 





More can be done to improve the Depart- 
ment of Agriculture’s commodity dona- 
tion program : report /, 82-13706 

More can be done to protect depositors at 
federally examined grain warehouses : 
report /, 82-13712 

More precise investigations of the mechani- 
cal characteristics, in the heat affected 
zone, of welded seams on thick-walled 
forged pieces of fine-grained construction 
steel 22 NiMoCr 37 /, 82-6720 

More than a dream : being your own boss / 
, 82-3759 

More than a dream : 
82-3760 

More than a dream : running your own 
business /, 82-6061 

Morgantown people mover inductive com- 
munications systems design summary /, 
82-2306 

Mortality from diseases associated with 
smoking : United States, 1960-77 /, 82- 
10637 

Mortality statistics (United States. Bureau 
of the Census), 82-1860 

MOS 26V, strategic microwave systems re- 
pairer., 82-9682 

MOS 26V, strategic microwave systems re- 
pairer, skill levels 1 and 2., 82-13070 

MOS 31J : teletypewriter repairer., 82- 
13073 

MOS 31J, teletypewriter 
levels 1 and 2., 82-13074 

MOS 3I1N, tactical circuit controller, skill 
levels 1, 2, and 3., 82-13075 

MOS 31V tactical communications systems 
operator/mechanic, skill level 3., 82- 
13078 

MOS 31V tactical communications systems 
operator/mechanic skill levels 1 and 2., 
82-13077 

MOS 36C wire systems installer/operator 
skill levels 3 and 4., 82-13079 

MOS 45K : tank turret repairer., 82-13053 

MOS 45N : M60A1/A3 turret mechanic., 
82-13054 

MOS 63 D : self propelled field artillery 
system mechanic., 82-13056 

MOS 63D : self-propelled field artillery 
system mechanic., 82-13057 

MOS 63G : fuel and electrical systems re- 
pairer., 82-13058 

MOS 63N : M60A1/43 : tank system me- 
chanic., 82-13060 

MOS 71D, legal clerk., 82-13084 

MOS 72E : combat telecc 
center operator., 82-13080 

Moses Bank : report (to accompany H.R. 
2573)., 82-4053 

Most borrowers of economic opportunity 
loans have not succeeded in business : 
report to the Congress /, 82-5459 

Most borrowers of economic opportunity 
loans have not succeeded in business : 
report to the Congress : summary /, 82- 
5460 
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Most critical testing still lies ahead for mis- 
siles in theater nuclear modernization : 
report to the Congress /, 82-5506 

Most critical testing still lies ahead for mis- 
siles in theater nuclear modernization : 
report to the Congress: Summary /, 82- 
5507 

Most favored nation status for Romania, 
Hungary and China : hearing before the 
Subcommittee on International Trade of 
the Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, July 27, 1981., 82-2634 

Most Federal agencies have done little 
planning for ADP disasters : report to 
the Congress /, 82-443, 82-5453 

Most Federal agencies have done little 
planning for ADP disasters : report to 
the Congress : summary /, 82-5454 

Most Federal agencies have done little 
planning for ADP disasters : summary : 
report to the Congress /, 82-444 

The Most willing work force in America is 
available in June., 82-11023 

Motion and force cueing requirements and 
techniques for advanced tactical aircraft 
simulation /, 82-1582 

Motion pictures, films, and audiovisual in- 
formation., 82-5547 

Motion systems role in flight simulators for 
flying training /, 82-276 

Motivation station : a guide for teacher- 
made instructional games., 82-10481 

Motor carrier accident investigation., 82- 
11462, 82-11463, 82-14374, 82-14375, 
82-14376 

Motor carrier accident investigation : Car- 
dinal Surveys Company and McCaulley 
Independent School district, accident, 
December 8, 1978, Roby, Texas., 82- 
6339 

Motor carrier accident investigation : Cen- 
tral Transport, Inc., accident, March 14, 
1978, near Bethesda, Maryland., 82-6338 

Motor carrier cases, 82-14041, 82-14042, 
82-14043 

Motor Carrier Reform Act of 1980 : hear- 
ings before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-seventh Congress, 
first session, on oversight of the Motor 
Carrier Reform Act of 1980, June 18 and 
July 9, 1981., 82-4212 

Motor carrier regulations, Interagency 
Owner-Operator Conference /, 82-657 

Motor vehicle inspection : training state and 
community instructors /, 82-3985 Y 

Motor vehicle safety issues hearings 
before the Subcommittee on Telecommu- 
nications, Consumer Protection, and Fi- 
nance of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, on 
registration of tires and public notice of 
defective tire recall—H.R. 1508, June 4, 
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1981 : status of NHTSA’s regulatory 
review, July 29, 1981., 82-12149 

Motor vehicles., 82-10403 

Motorist aid citizens radio service as a wide 
area communication system /, 82-6325 

Mount Rainier National Park, Washington, 
historic resource study /, 82-10905 

Mount St. Helens., 82-12399 

Mount St. Helens land management plan : 
Cowlitz, Lewis, and Skamania Counties, 
Washington : final environmental impact 
statement /, 82-4381 

Mountain Valley grazing management /, 
82-3672 

Mountain Valley Planning Area : multiple 
use management decisions : summary., 
82-14027 

MOVANAID, an interactive aid for analy- 
sis of movement capabilities /, 82-9757 

Movement and stability of cuts and fills /, 
82-14353 

Movements of organelles in living nerve 
fibers, 82-1523 

Moving and storage wage survey, Balti- 
more, Md. /, 82-6040 

Moving and storage wage survey, Biloxi- 
Gulfport and Pascagoula-Moss Point, 
Miss. /, 82-6041 

Moving and storage wage survey, Charles- 
ton-North Charleston-Walterboro, S.C. /, 
82-6042 

Moving and storage wage survey, Golds- 
boro, N.C. /, 82-11066 

Moving and storage wage survey, Mobile- 
Pensacola-Panama City, Ala.-Fla. /, 82- 
6043 

Moving and storage wage survey, New 
Hampshire /, 82-6044 

Moving and storage wage survey, North 
Dakota /, 82-6046 

Moving and storage wage survey, northern 
New York /, 82-6047 

Moving and storage wage survey, north- 
west Texas /, 82-6045 

Moving and storage wage survey, Provi- 
dence-Warwick-Pawtucket, R.I.-Mass. /, 
82-6048 

Moving and storage wage survey, south- 
west Virginia /, 82-6049 

Moving target detector data utilization in- 
vestigation /, 82-2288 

Mrs. Frieda Simonson : report (to accompa- 
ny H.R. 1608)., 82-6572 

Mrs. Maruko Kubota Smith : report (to ac- 
company H.R. 3478)., 82-4065 

Multi-modal transportation feasibility study 
of the Brunswick, Georgia to Kansas 
City, Missouri route : a report from the 
Secretary of Transportation to the United 
States Congress in response to section 
142, Public Law 94-280, the Federal-Aid 
Highway Act of 1976., 82-2219 

Multidimensional analysis of fluid flow in 
the LOFT cold leg blowdown pipe 
during a loss-of-coolant experiment /, 
82-2471 





Multidisciplinary highway collision investi- 
gation training course /, 82-6508 

Multifunction audio amplifier equipment in- 
stallation instructions / Department of 
Transportation, Federal Aviation Admin- 
istration., 82-11497 

Multilateral trade negotiations /, 82-2158 

Multilevel study of accident causation and 
avoidance : phase IA planning report /, 
82-11634 

Multinational corporations /, 82-2136, 
82-2137 

Multinational force and observers for Sinai : 
report (to accompany S.J. Res. 100)., 
82-11769 

Multinational force and observers participa- 
tion resolution : report of the Committee 
on Foreign Affairs together with addi- 
tional views (including cost estimate of 
the Congressional Budget Office) on H.J. 
Res. 349 ....,  82-11813 

Multiple jet impingement heat transfer char- 
acteristic : experimental investigation of 


in-line and staggered arrays with cross- 
flow /, 82-14185 

Multiple property variations in coaxial cy- 
lindrical conductors determined with 
multiple-frequency eddy currents /, 82- 
959 


Multiple use management decisions : Three 
Corners Planning Unit., 82-10947 

Multiple zone aerosol behavior model /, 
82-11957 

Multiplicative effects on sentence compre- 
hension for combined acoustic distortions 
/, 82-5107 

Multiprogram laboratory general purpose 
facilities studies : an approach to bringing 
institutional facilities to a level of adequa- 
cy consistent with DOE missions /, 82- 
333 

A multipurpose train performance calcula- 
tor /, 82-14392 

Multirate processor (MRP) for digital voice 
communications /, 82-1534 

Multiresource inventories : a technique for 
measuring volumes in standing trees /, 
82-12468 

Multirod burst test program progress report 
for ... /, 82-14961, 82-14968 

Multirod burst test program progress report 
for April-June 1978 /, 82-956 

Multirod burst test program progress report 
for January-March 1978 /, 82-2449 

Multirod burst test program progress report 
for January-March 1979 /, 82-14860 

Multirod burst test program progress report 
for July-December 1978 /, 82-14822 

Multirod burst test program progress report 
for July-December 1979 /, 82-6926 

The multistate impact parameter method 
for molecular charge in nitrogen /, 82- 
6116 

Mumps /, 82-3648 

Municipal bond financing for renewable 
energy systems /, 82-9963 
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Municipal government wage survey, Chica- 
g0, Illinois /, 82-5985, 82-14121 

Municipal government wage survey, Cleve- 
land, Ohio /, 82-684, 82-14122 

Municipal government wage survey, De- 
troit, Michigan /, 82-14123 

Municipal government wage survey, In- 
dianapolis, Indiana /, 82-2041, 82-5986, 
82-14124 

Municipal government wage surveys 
Boston, Massachusetts, October 1980., 
82-14120 

Municipal government wage surveys, Mil- 
waukee, Wisconsin /, 82-685 

Municipal liability under 42 U.S.C. 1983 : 
hearings before the Subcommittee on the 
Constitution of the Committee on the Ju- 
diciary, United States Senate, Ninety-sev- 
enth Congress, first session, on S. 584, S. 
585, and S. 990 ... May 6, 7, July 8, and 
23, 1981., 82-12216 

Municipal solid waste disposal in estuaries 
and coastal marchlands /, 82-5303 

Municipal wastewater treatment construc- 
tion grants amendments of 1981 : confer- 
ence report (to accompany H.R. 4503)., 
82-6600 

Municipal wastewater treatment construc- 
tion grants program : hearings before the 
Subcommittee on Environmental Pollu- 
tion of the Committee on Environment 
and Public Works, United States Senate, 
Ninety-seventh Congress, first session, on 
S. 975 ... and S. 1274...., 82-2694 

Municipal water supplies in Lee County, 
Florida, 1974 /, 82-5791 

Munitions materiel management /, 82-4963 

Museums /, 82-758 

Museums (National Endowment for the 
Arts), 82-758 

Music., 82-5610 

Music 1971-79 : results from the second na- 
tional music assessment /, 82-10045 

Mutagenesis screening of pesticides using 
Drospophila /, 82-10221 

Mutual boundary between Kansas and Mis- 
souri : hearing before the Subcommittee 
on Administrative Law and Governmen- 
tal Relations of the Committee on the 
Judiciary, House of Representatives, 
Ninety-seventh Congress, first session, on 
H.R. 4048 ... July 14, 1981., 82-1078 

MX missile basing mode alternatives : hear- 
ings before a subcommittee of the Com- 
mittee on Appropriations, United States 
Senate, Ninety-seventh Congress, first 
session : special hearing, Department of 
Defense, nondepartmental witnesses., 
82-15027 

The MX missile system : oversight hearings 
before the Subcommittee on Public 
Lands and National Parks of the Commit- 
tee on Interior and Insular Affairs, House 
of Representatives, Ninety-seventh Con- 
gress, first session, on the MX missile 
system and its possible impact on the 
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The MX missile system : oversight hearings before the Subcommittee on 


public lands, their resources, and their 
management, hearings held in Washing- 
ton, D.C., March 10, 12, 31, April 2, June 
22, 1981., 82-12208 

My name is pop : a Crow story /, 82- 
13521 


N 


NADIN system design /, 82-14455 

Nairobi protocol to the Florence agreement 
: hearing before the Committee on For- 
eign Relations, United States Senate, 
Ninety-seventh Congress, first session, on 
the protocol to the Agreement of the Im- 
portation of Educational, Scientific, and 
Cultural Materials (Treaty Doc. 97-2), 
October 20, 1981., 82-12176 

Naming a nuclear-powered aircraft carrier 
United States Ship Hyman G. Rickover : 
report (to accompany H.R. 4977) (includ- 
ing cost estimate of the Congressional 
Budget Office)., 82-14658 

Nantucket pine tip moth /, 82-1158 

Narcotic drugs, additional cooperative ar- 
rangements to curb illegal traffic : agree- 
ment between the United States of Amer- 
ica and Mexico, effected by exchange of 
letters signed at Mexico January 3, 1981., 
82-11335 

Narrow fabrics, 82-12699 

NASA educational publications., 82-3561 

NASA guidelines on report literature /, 
82-11085 

NASA must reconsider operations pricing 
policy to compensate for cost growth on 
the space transportation system : report 
to the Congress /, 82-13742 

NASA procurement regulation., 82-14159 

NASA program management and procure- 
ment procedures and practices : hearings 
before the Subcommittee on Space Sci- 
ence and Applications of the Committee 
on Science and Technology, U.S. House 
of Representatives, Ninety-seventh Con- 
gress, first session, June 24, 25, 1981., 
82-1109 

NASA publications., 82-14160 

NASA scientific and technical publications., 
82-5625 

NASA space communications program : 
report /, 82-15196 

NASA space systems technology model., 
82-2057, 82-6076 

NASA's biomedical research program /, 
82-6092 

NASS investigator training evaluation of 
the first training cycle /, 82-2321 

Nassau-Suffolk, New York, metropolitan 
area, 82-14093, 82-14094 

National accomplishments in pollution con- 
trol, 1970-1980 : some case histories /, 
82-10071 

National airspace system aviation weather 
operational requirements analysis /, 82- 
3932 
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National and world economy., 82-10409 

National Bureau of Standards handbooks 
and monographs., 82-1780 

National Bureau of Standards special publi- 
cations., 82-3567 

National Bureau of Standards technical 
notes., 82-5581 

National Cancer Institute grants process /, 
82-5685 

National Cancer Institute research report : 
cancer of the colon or rectum., 82-3620 

National Cancer Institute research report : 
cancer of the lung., 82-3621 

National Cancer Institute research report : 
cancer of the prostsate., 82-547 

National Cancer Institute’s therapy program 
: joint hearing before the Subcommittee 
on Health and the Environment of the 
Committee on Energy and Commerce, 
House of Representatives, and the Sub- 
committee on Investigations and Over- 
sight of the Committee on Science and 
Technology, Ninety-seventh Congress, 
first session, October 27, 1981., 82-15089 

National cancer program, 82-10518 

National cancer program : report of the 
National Cancer Advisory Board submit- 
ted to the Secretary of the Department of 
Health and Human Services for simulta- 
neous transmittal to the President of the 
United States and to the Congress., 82- 
10518 

National Commission on Air Quality : list 
of publications sent to government de- 
pository libraries, 82-14697 

National Commission on Air Quality, 
Southern California regional study — 
SIP process review : identification of ad- 
ditional control measures /, 82-11837 

National Commission on Air Quality, 
Southern California regional study—SIP 
process review : base line control meas- 
ure cost data /, 82-11849 

National Conference for Institutions Prepar- 
ing Health Educators, February 5-7, 
1981, Birmingham, Alabama : proceed- 
ings., 82-13787 

National Convention of the American 
Legion, 82-14634 

National convention of the Veterans of 
Foreign Wars, 82-11784 

National Credit Union Administration pub- 
lications., 82-5635 

National criminal justice thesaurus /, 
10992 

National _ defense, 
5656, 82-5657, 
5660, 82-10435 

National defense and security., 82-5583 

The National driver register : a part of the 
states driver licensing system, a report to 
the Congress /, 82-3977 

The National Driver Register : a valuable 
licensing tool that needs to be improved : 
/, 82-10332 

National driver register (NDR) alternative 
program cost evaluation /, 82-11614 
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National Driver Register (NDR) alternative 
program cost evaluation : part II /, 82- 
11615 

National driver register (NDR) study of se- 
lected states /, 82-2315 

National emission standards for hazardous 
air pollutants : a compilation as of April 
1, 1978 /, 82-5254 

National Energy Information System : ver- 
sion 1.0 : catalog of holdings /, 82-9998 

National energy transportation study : a 
preliminary report to the president by the 
secretary of transportation and the secre- 
tary of energy., 82-14317 

National equal employment opportunity 
plan, June 15, 1978 — September 30, 
1979 /, 82-3367 

National five digit zip code and post office 
directory /, 82-6182 

National forest land ownership : some ques- 
tions and answers., 82-12398 

National forests fire report., 
82-12423 

National forests of 
Region /, 82-4327 

National Guard tort claims legislation : 
hearing before the Subcommittee on 
Agency Administration of the Committee 
on the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, on 
Na‘ional Guard tort claims legislation, 
July 23, 1981., 82-2675 

The national head and spinal cord injury 
survey., 82-5745 

National Health Service Corps scholarship 
program, 82-13878 

National Heart and Lung Institute fact 
book, 82-13809 

The National Heart, Lung and Blood Insti- 
tute’s fact book, 82-13809 

The National Heart, Lung, and Blood Insti- 
tute’s fact book for fiscal year ..., 82- 
13809 

National highway inventory and perform- 
ance summary from the 1976 National 
highway inventory and performance 
study., 82-6293 

National highway needs report, 82-15187 

National HMO census of prepaid plans., 
82-10495 

National HMO census survey summary, 
82-10495 

National Home Weatherization Act of 1981 
: hearing before the Subcommittee on 
Energy Conservation and Supply of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on S. 1166 
.. July 15, 1981., 82-6796 

National housing production report /, 82- 
10699 

National implications of solar futures : a 
TASE project report : a Technology As- 
sessment of Solar Energy systems /, 82- 


82-12422, 


the Intermountain 
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January — June 1982 


National Independent Study Center fiscal 
year ... course catalog., 82-146 

A national index for energy productivity : a 
study /, 82-1038 

National Institute on Aging. NIA annual 
report, 82-549 

National Institutes of Health almanac, 82- 
13792 

National Institutes of Health annual report 
of international activities, 82-13830 

The national intelligence estimates A-B 
team episode concerning Soviet strategic 
capability and objectives : report of the 
Senate Select Committee on Intelligence, 
Subcommittee on Collection, Production, 
and Quality, United States Senate, togeth- 
er with separate views., 82-1074 

National Labor Market Information Train- 
ing Institute., 82-6063 

The National Labor Relations Board and 
You : representation cases., 82-14156 

National Library of Medicine news. NLM 
publications, 82-10610 

National Library of Medicine programs and 
services., 82-13824 

National manufactured home construction 
and safety standards : hearings before the 
Subcommittee on Housing and Communi- 
ty Development of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representaives, Ninety-seventh 
Congress, first session., 82-12101 

National Materials and Minerals Policy, Re- 
search, and Development Act of 1980 : 
hearing before the Committee on Science 


and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, first 


session, July 28, 1981., 82-12253 

National maximum speed limit and highway 
safety program regional workshops /, 
82-14561 

National maximum speed limit (NMSL) en- 
forcement practices and procedures 
phase II /, 82-14562 

National Medical Audiovisual Center cata- 
log., 82-1840 

National Medical Audiovisual Center cata- 
log (1974), 82-1840 

National Medical Audiovisual Center 
motion picture and videotape catalog, 
82-1840 

National Nuclear Waste Policy Act of 1981 
: hearings before the Subcommittee on 
Nuclear Regulation of the Committee on 
Environment and Public Works, United 
States Senate, Ninety-seventh Congress, 
first session, on S. 1662 ... October 31, 
1981, Richland, Wash., November 9, 
1981, Washington, D.C., 82-12243 

National Ocean Survey publications., 
5628 

National Oil Shale Leasing Act of 1981 : 
report together with additional views (to 
accompany S. 1484)., 82-11775 

National Park Service folders., 82-3551 

National Park Service Intake Program : 
(training portion)., 82-10899 


82- 





National patterns of science and technology 
resources., 82-760 

National plan for development of the mi- 
crowave landing system., 82-2262 

National plant germplasm system : hearing 
before the Subcommittee on Department 
Operations, Research, and Foreign Agri- 
culture of the Committee on Agriculture, 
House of Representatives, Ninety-seventh 
Congress, first session, June 24, 1981., 
82-6751 

National prisoner statistics, 82-11009 

National prisoner statistics, capital punish- 
ment, 82-11008 

National report, 82-2339, 82-11796 

National scheduled Federal Aviation Ad- 
ministration (FAA) approved, industry- 
conducted flight instructor refresher clin- 
ics., 82-11504 

National Science Council Act : hearing 
before the Subcommittee on Department 
Operations, Research, and Foreign Agri- 
culture, House of Representatives, 
Ninety-seventh Congress, first session, on 
H.R. 638, June 23, 1981., 82-2593 

National Science Foundation publications., 
82-5609 

National security and economic growth 
through foreign language improvement : 
hearings before the Subcommittee on 
Postsecondary Education of the Commit- 
tee on Education and Labor, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 3231 ... hear- 
ings held in Washington, D.C., on July 
14, 15, New Haven, Conn., September 
25, 1981., 82-6790 

National security goals : February 19, 1980 
/, 82-6204 

National security structure, policy formula- 
tion, and strategy : readings., 82-12918 

National security structures, policy formula- 
tion, and strategy : study guide., 82- 
12919, 82-12920 

National shelter survey instructions., 
10277 

National solar energy education directory, 
82-13335 

National standard reference data series., 
82-5578 

National study of hospitalized pesticide poi- 
sonings, 1974-1976 /, 82-5330 

National study of the incidence and severity 
of child abuse and neglect : study find- 
ings., 82-10690 

National summary, 82-941 

National summary of state water quality 
standards. Turbidity /, 82-10162 

National survey of professional, administra- 
tive, technical, and clerical pay /, 82- 
673, 82-2007 

National tourism programs and policies : 
hearing before the Subcommittee on 
Commerce, Transportation, and Tourism 
of the Committee on Energy and Com- 
merce, House of Representatives, Ninety- 
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82- 





Natural icing flight tests and additional simulated icing tests of a UH-1H 


seventh Congress, first session, on H.R. 
1311 and S. 304 ... February 18, 1981., 
82-6811 


tions and Oversight of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 15, 1981., 82- 
6895 

National Training Center., 82-14132 

National Transportation Safety Board au- 
thorization, fiscal year 1982 : hearing 
before the Subcommittee on Commerce, 
Transportation, and Tourism of the Com- 
mittee on Energy and Commerce, House 
of Representatives, Ninety-seventh Con- 
gress, first session, February 25, 1981., 
82-4223 

National transportation statistics, 82-14577 

National union catalog of manuscript col- 
lections., 82-14150 

National voice response system (VRS) im- 
plementation plan alternatives study /, 
82-6462 

National waste terminal storage program : 
national site characterization and selec- 
tion plan and environmental assessment, 
NWTS-4., 82-335 

National Water Data Exchange 
(NAWDEX) System 2000 data retrieval 
manual, 82-13983 

National Wild and Scenic Rivers System as 
authorized by P.L. 90-542, as amended /, 
82-10903 

National zip code and post office directory, 
82-6182 

Nationwide action plan /, 82-2225 

A Nationwide survey of the occupational 
safety and health workforce., 82-5760 

Native American programs., 82-14141 

Native American women : a bibliography /, 
82-10032 

NATO and restoring U.S. leadership : May 
9, 1981 /, 82-6214 

NATO handbook., 82-3809 

Natural gas deliveries and curtailments to 
end-use customers and potential needs for 
additional alternate fuels., 82-10002 

Natural gas deliveries, curtailment and al- 
ternate fuel offsets of curtailment, April 
1974 through March 1977 actual and 
April 1977 through March 1978 projected 
: Commission staff report /, 82-3369 

The natural gas option—new resources and 
new technologies : hearing before the 
Subcommittee on Energy Development 
and Applications of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 22, 1981., 82- 
6893 

Natural icing flight tests and additional sim- 
ulated icing tests of a UH-1H helicopter 
incorporating an electrothermal ice pro- 
tection system /, 82-3197 
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A natural profile of catastrophic illness. 


A natural profile of catastrophic illness., 
82-13871 

The natural resistance of Ghanaian woods 
to Coptotermes formosanus Shiraki in a 
force feeding situation /, 82-3226 

Natural resources data bases : hearing 
before the Subcommittee on Department 
Operations, Research, and Foreign Agri- 
culture of the Committee on Agriculture, 
House of Representatives, Ninety-seventh 
Congress, first session, June 2, 1981., 82- 
1010 

The nature of strength controlling machin- 
ing flaws in ceramics /, 82-3286 

Navajo /, 82-5845 

Navajo-BLM land exchange hearing 
before the Select Committee on Indian 
Affairs, United States Senate, Ninety-sev- 
enth Congress, first session, on S. 159 ... 
July 30, 1981, Washington, D.C., 82- 
1070 

Naval aviation, a personal history, 82- 
13197 

Naval Facilities Engineering Command 
publications., 82-3560 

Naval Personnel Bureau and Naval Educa- 
tion and Training Command publica- 
tions., 82-5592 

Naval science for the Merchant Marine of- 
ficer., 82-9869 

Navigation., 82-10401 

Navigation and navigable waters, 82-3587, 
82-3588 

Navigation charts, Ohio River, Huntington 
District, Foster, Kentucky, to New Mar- 
tinsville, W. Va. /, 82-9836 

Navigation conditions at John H. Overton 
Lock and Dam, Red River : hydraulic 
model investigation /, 82-1461 

Navigation conditions at Lock and Dam 53, 
Ohio River, Kentucky and Illinois : hy- 
draulic model investigation /, 82-4999 

Navigation conditions at Locks and Dam 
26, Mississippi River : hydraulic model 
investigation /, 82-1463 

Navigation conditions at the upstream ap- 
proach to Lock and Dam No. 3, Missis- 
sippi River : hydraulic model investiga- 
tion /, 82-174 

Navigation conditions in Alexandria Reach, 
Red River Navigation Project, Louisiana 
: hydraulic model investigation /, 82- 
1460 

Navigation conditions, Suck Bend Reach, 
Chattahoochee River, Alabama and 
Georgia : hydraulic model investigation / 
, 82-4993 

Navigation lock for Lower Granite Dam, 
Snake River, Washington : hydraulic 
model investigations /, 82-5032 

Navy guide for retired personnel and their 
families., 82-3211 

Navy photographer’s mate training series. 
Module 1. Naval photography /, 82- 
9870 


NCHSR research priorities., 82-10648 
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NDR rapid response system support serv- 
ices /, 82-3976 

The NDT-COMP9 microcomputer /, 
14933 

Near East, Afghanistan : selected statistical 
data by sex., 82-11344 

Near East, Cyprus : selected statistical data 
by sex., 82-11346 

Near East, Egypt, : selected statistical data 
by sex., 82-11347 

Near East, Israel : selected statistical data 
by sex., 82-11350 

Near East, Jordan : selected statistical data 
by sex., 82-11351 

Near East, Lebanon : 
data by sex., 82-11353 

Near East, Morrocco : selected statistical 
data by sex., 82-11354 

Near East, Syria : selected statistical data 
by sex., 82-11358 

Near East, Tunisia : selected statistical data 
by sex., 82-11360 

Near East, Yemen Arab Republic : selected 
statistical data by sex., 82-11361 

Near-term improvements in _ parabolic 
troughs : an economic and performance 
assessment /, 82-326 

Nearshore fish and macroinvertebrate as- 
semblages along the Strait of Juan de 
Fuca including food habits of the 
common nearshore fish : final report of 
three years’ sampling, 1976-1979 /, 82- 
5265 

The Nebraska National Forest land and re- 
source management plan., 82-12544 

Nebraska water-data programs, 1979 /, 82- 
10823 

The necessity for high frequency hearing in 
passive sonar listening /, 82-5105 

Neck injury assessment protocol /, 82- 
3995 


82- 


selected statistical 


Need to determine whether existing federal 
programs can meet the needs of women 
entrepreneurs : report to the Congress /, 
82-10347 

Need to reexamine the federal role in plan- 
ning, selecting, and funding state and 
local parks : report to the Congress : 
summary /, 82-5466 

Needed research in the assessment and 
monitoring of the quality of medical care 
/, 82-13867 

Needed system supports for achieving 
higher education equity for black Ameri- 
cans : a synthesis document., 82-13476 

Negative declaration of environmental 
impact, Fairbank highway research sta- 
tion., 82-14344 

Negative declaration section 16(c) (4) co- 
ordination for Liberty airport, Northwest 
America /, 82-3910 

Neighborhood conditions : hearing before 
the Joint Economic Committee, Congress 
of the United States, Ninety-seventh Con- 
gress, first session, May 20, 1981., 82- 
1041 
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Networks : how energy links people, goods, 
and services, grades 4,5 /, 82-3333 

Neurological and neurosurgical conditions 
associated with aviation safety : a report 
of the American Medical Association in 
collaboration with the American Acade- 
my of Neurology and the American As- 
sociation of Neurological Surgeons /, 
82-11532 

Neutral beam development plan /, 82- 
13283 

Neutron generator for two-phase flow cali- 
bration : annual progress report /, 82- 
4110 

Neutron irradiation effects on fatigue crack 
propagation in Type 316 stainless steels at 
649C /, 82-9892 

Neutron radiobiology : summary of a work- 
shop held at the Biology Division, Oak 
Ridge National Laboratory, Oak Ridge, 
Tennessee, June 8, 1977 /, 82-13237 

The New all-risk crop insurance program— 
the farmer’s silent partner., 82-98 

New and rebuilt brake cylinder survey and 
performance evaluation /, 82-11608 

The new California area frame : a statistical 
study /, 82-12637 

New car assessment supplemental data : 
task order 4 /, 82-6506 

The New CETA : effect on public service 
employment programs /, 82-6062 

New challenges for vital and health records 
: 18th national meeting, Public Health 
Conference on Records and Statistics, 
Capital Hilton Hotel, August 4-6, 1980, 
Washington, D.C. /, 82-1858 

A new dimension, Wallops Island flight test 
range : the first fifteen years /, 82-11161 

A new direction in U.S. foreign policy : 
April 24, 1981 /, 82-6213 

New engineering & development initiatives, 
policy and technology choices : consen- 
sus views of user/aviation industry repre- 
sentatives /, 82-11482 

New England labor and the economy at the 
year-end /, 82-11056 

New England Labor and the economy at 
year-end, 82-11056 

New England seismotectonic study : activi- 
ties during fiscal year 1979 /, 82-12014 

New entry into the regulated motor carrier 
industry /, 82-2212 

The new era in East Asia : hearings before 
the Subcommittee on Asian and Pacific 
Affairs of the Committee on Foreign Af- 
fairs, House of Representatives, Ninety-~ 
seventh Congress, first session, May 19, 
20, 28, June 3, 10, and July 16, 1981., 
82-2640 

A new era of growth : September 21, 1981 
/, 82-11255 

New eye for the Navy : the origin of radar 
at the Naval Research Laboratory /, 82- 
9876 





January — June 1982 


A new impetus : emergency management 
for attack preparedness /, 82-10272 

New Jersey landings, annual summary., 
82-3122 

New Madrid seismotectonic study : activi- 
ties during fiscal year 1980 /, 82-6696 

A new method and composition for clean- 
ing metal surfaces /, 82-3292 

New mortgages for financing homes need 
uniform and comprehensive consumer 
safeguards : report to the Congress /, 
82-10341 

New Orleans, Louisiana, metropolitan area, 
82-3748 

New plastics : properties, processing and 
potential uses /, 82-9592 

New product information service : a free 
service to promote your company’s new 
product overseas., 82-3130 

New science and technology roles in for- 
eign policy : presidential classroom, Janu- 
ary 29, 1981., 82-11227 

New severe thunderstorm radar identifica- 
tion techniques and warning criteria : a 
preliminary report /, 82-9504 

New structural systems for zero-mainte- 
nance pavements /, 82-2236 

New technology challenges metrology /, 
82-3081 

New twin scrubber installation for continu- 
ous mining machines /, 82-1968 

A New view of Mars, 82-14223 

New world information order /, 82-2143 

The New York City/Newark Cargo Secu- 
rity Symposium on Packaging : Interna- 
tional Hotel, J.F. Kennedy Airport, 
March 28, 1977., 82-14316 

New York landings, annual summary., 
128 

New York State public assistance cost-shar- 
ing policies : implications for federal 
policy : report to the Congress /, 82- 
5511, 82-5512 

Newburg quadrangle, Missouri-Phelps Co., 
7.5 minute series (topographic), NW/4 
Rolla 15’ quadrangle /, 82-10882 

News, 82-140 

News conference : August 28, 1981 /, 
11249 

News conference 
6210 

News conference : 
11235 

News conference 
11258 

News conference : 
82-11251 

News (National Library of Medicine 
(U.S.)), 82-10610 

Newspapers in microform /, 82-14155 

Newspapers in microform. Foreign coun- 
tries, 82-14155 

Newspapers in microform. United States, 
82-14155 

Next generation airport surveillance radar 
(ASR-(0 ) definition study /, 82-14462 


82- 


82- 
: January 28, 1981 /, 82- 
May 22, 1981 /, 82- 
: October 7, 1981 /, 82- 


September 10, 1981 /, 





NFDC/IS user’s manual sortmap dictionary 
listings., 82-14417 

NFIRS, national fire incident 
system handbook., 82-10312 

NGS, the National Geodetic Survey, 1807- 
1980., 82-3124 

NHSQIC annual bibliography, 82-13916 

NHTSA reorganization information., 82- 
2326 

NIA annual report, 82-549 

NIAAA manpower report : data from the 
September 30, 1980 National Drug and 
Alcoholism Treatment Utilization Survey 
(NDATUS)., 82-562 

NIADDK research advances, 82-13812 

NIAID catalog of tissue typing antisera, 
82-13810 

NIAID catalog of tissue typing antisera. 
Supplement., 82-13810 

NIAID Research Resources Branch catalog 
supplement, 82-13810 

NIAMDD research advances, 82-13812 

Nickel, 82-613 

Nicknames and exercise terms., 82-9903 

Nicolet National Forest, Wisconsin /, 82- 
12418 

Niger., 82-6195 

Nigeria : agricultural and trade policies., 
82-2824 

Nigeria, a survey of U.S. export opportuni- 
ties., 82-1409 

NIH almanac /, 82-13792 

The NIH computer utility, yesterday & 
today., 82-10499 

NIH International Research Fellowship 
Program : an evaluation, 1958-1977 /, 
82-3630 

NIH public advisory groups., 82-10507 

NIH research and development contracts, 
82-5682 

NIH research grants, 82-5681 

NIH rodents : 1980 catalogue : strains and 
stocks of laboratory rodents provided by 
the NIH genetic resource /, 82-1829 

NIH telephone and service directory, 
5683 

The NIH visiting program : administered 
by the Foreign Scientists Assistance 
Office of the John E. Fogarty Interna- 
tional Center for Advanced Study in the 
Health Sciences., 82-13831 

NIJ standard for ballisitc resistant protec- 
tive materials a voluntary national 
standard promulgated by the National In- 
stitute of Justice., 82-10997 

NIJ standard for ballistic helmets : a volun- 
tary national standard promulgated by 
the National Institute of Justice., 82- 
10996 

NIJ standard for color test reagents/kits for 
preliminary identification of drugs of 
abuse : a voluntary national standard pro- 
mulgated by the Nationl Institute of Jus- 
tice., 82-11002 

NIJ standard for continous signal-controlled 
selective signaling : a voluntary national 
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82- 





Noise assessment of the Greater Cleveland Regional Transit Authority heavy rail 


standard promulgated by the National In- 
stitute of Justice., 82-14068 

NIJ standard for control heads and cable 
assemblies for mobile FM transceivers : a 
voluntary national standard promulgated 
by the National Institute of Justice., 82- 
10999 

NIJ standard for emergency vehicle sirens : 
a voluntary national standard promulgat- 
ed by the National Institute of Justice., 
82-11001 

NIJ standard for fixed and base station an- 
tennas : a voluntary national standard 
promulgated by the National Institute of 
Justice., 82-10998 

NIJ standard for microphone cable assem- 
blies for mobile FM transceivers : a vol- 
untary national standard promulgated by 
the National Institute of Justice., 82- 
11000 

Nike-Hercules fire control mechanic., 
13094 

The NINCDS collaborative study of brain 
death., 82-10609 

NINCDS Huntington’s disease research 
program, 82-13820 

NINCDS index to research grants and con- 
tracts., 82-13821 

NINCDS index to research grants subject 
number investigator & contracts, 82- 
13821 

NINCDS research program, 82-13820 

NIOSH grants, 82-10658, ‘82-10692 

Nitrite in bacon : a summary analysis of a 
ban on the use of nitrite in curing bacon., 
82-12664 

Nitrogen in ground water and surface water 
from sewered and wunsewered areas, 
Nassau County, Long Island, New York 
/, 82-10721 

Nitrogen narcosis measured by dual-task 
performance /, 82-5100 

NMC model performance in the northeast 
Pacific /, 82-12826 

No-moving parts anemometer design analy- 
sis program /, 82-9503 

NOAA weather radio., 82-3111 

NOAA’s regional undersea research pro- 
gram., 82-3097 

NODC inventory of XBT data along tran- 
sects in U.S. Atlantic and Gulf Coastal 
Waters from NMFS/MARAD Ship of 
Opportunity Program for 1979 /, 82- 
9517, 82-12842 

Noise, a health problem /, 82-10060 

Noise abatement., 82-5543 

Noise assessment of the Bay Area Rapid 
Transit system /, 82-11594 

Noise assessment of the Chicago Transit 
Authority rail rapid transit system /, 82- 
14517 

Noise assessment of the Greater Cleveland 
Regional Transit Authority heavy rail 
transit system /, 82-14515 


82- 
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Noise assessment of the Port Authority Transit Corporation Lindenwold rail transit 


Noise assessment of the Port Authority 
Transit Corporation Lindenwold rail 
transit line /, 82-6488 

Noise assessment of the Southeastern Penn- 
sylvania Transportation Authority heavy 
rail transit system /, 82-14514 

Noise diagnostics for safety assessment, 
standards, and regulation quarterly 
progress report for April-June 1978 /, 
82-14811 

Noise diagnostics for safety assessment, 
standards, and regulation quarterly 
progress report for January-March 1978 / 
, 82-14756 

Noise emission regulations for truck-mount- 
ed solid waste compactors., 82-10176 

Noise in the mining industry : an overview., 
82-3765 

Noise levels and flight profiles of eight heti- 
copters using proposed international cer- 
tification procedures /, 82-14442 

Nomination : hearing before the Committee 
on Labor and Human Resources, United 
States Senate, Ninety-seventh Congress, 
first session, on Robert P. Hunter, of Vir- 
ginia, to be a member of the National 
Labor Relations Board, September 10, 
1981., 82-6874, 82-12229, 82-15170, 
82-15171, 82-15172 

Nomination—chairman, Federal Maritime 
Commission : hearing before the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, Ninety- 
seventh Congress, first session, on nomi- 
nation of Alan Green, Jr., to be chair- 
man, Federal Maritime Commission, June 
17, 1981., 82-1030 

Nomination—Civil Aeronautics Board : 
hearing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on nomination of 
Clinton Dan McKinnon, to be chairman, 
Civil Aeronautics Board, October 21, 
1981., 82-6778 

Nomination—Department of Commerce : 
hearing before the Subcommittee on 
Business, Trade, and Tourism of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-seventh Congress, first session, on 
nomination of Peter McCoy, to be under 
secretary of commerce for travel and 
tourism, December Il, 1981., 82-15060 

Nomination—Federal Maritime Commission 
: hearing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on nomination of 
James Carey to be a member, Federal 
Maritime Commission, October 2, 1981., 
82-12112 

Nomination—Federal Trade Commission : 
hearing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on nomination of 
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Fletcher Keith Adkinson, to be a me- 
meber of the Federal Trade Commission, 
November 19, 1981., 82-12119 

Nomination—Maritime Administration 
hearing before the Committee on Com- 
merce, Science and Transportation, 
United States Senate, Ninety-seventh 
Congress, first sessicn, on nomimation of 
Adm. Harold E. Shear, to be administra- 
tor, Maritime Administration, September 
25, 1981., 82-6777 

Nomination—National Oceanic and Atmos- 
pheric Administration : hearing before 
the Committee on Commerce, Science, 
and Transportation, United States Senate, 
Ninety-seventh Congress, first session, on 
nomination of Anthony Calio, to be 
deputy administrator, National Oceanic 
and Atmospheric Administration, Decem- 
ber 16, 1981., 82-15062 

Nomination of Bruce Chapman : hearing 
before the Committee on Governmental 
Affairs, United States Senate, Ninety-sev- 
enth Congress, first session, on nomina- 
tion of Bruce Chapman to be director of 
the Bureau of the Census, September 22, 
1981., 82-4244 

Nomination of C.T. Conover : hearing 
before the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-seventh Congress, first 
session, on the nomination of C.T. Con- 
over to be Comptroller of the Currency 
for a term of five years, December 1, 
1981., 82-12106 

Nomination of Charles A. Bowsher : hear- 
ing before the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-seventh Congress, first session, on 
nomination of Charles A. Bowsher to be 
comptroller general of the United States, 
September 17, 1981., 82-4243 

Nomination of Charles H. Dean, Jr. : hear- 
ing before the Committee on Environ- 
ment and Public Works, United States 
Senate, Ninety-seventh Congress, first 
session, on the nomination of Charles H. 
Dean, Jr., to be a member of the Board 
of Directors, Tennessee Valley Authori- 
ty, May 14, 1981., 82-4267 

Nomination of Charles M. Girard : hearing 
before the Committee on Governmental 
Affairs, United States Senate, Ninety-sev- 
enth Congress, first session, on nomina- 
tion of Charles M. Girard to be associate 
director for Resource Management and 
Administration, Federal Emergency Man- 
agement Agency, September 22, 1981., 
82-2665 

Nomination of Clarence E. Hodges : hear- 
ing before the Committee on Finance, 
United States Senate, Ninety-seventh 
Congress, first session, on nomination of 
Clarence E. Hodges, to be chief, Chil- 
dren’s Bureau, Department of Health and 
Human Services, December 10, 1981., 
82-15103 
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Nomination of Danford L. Sawyer, Jr., to 
be public printer : hearing before the 
Committee on Rules and Administration, 
United States Senate, Ninety-seventh 
Congress, first session, on the nomination 
of Danford L. Sawyer, Jr., of Florida, to 
be public printer, vice John J. Boyle, re- 
signed, July 13, 1981., 82-1101 

Nomination of Edgar F. Callahan : hearing 
before the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-seventy Congress, first 
session, on the nomination of Edgar F. 
Callahan to be a member of the National 
Credit Union Administration board for 
the term expiring August 2, 1987, Octo- 
ber 16, 1981., 82-4210 

Nomination of Edward L. Rowny : hear- 
ings before the Committee on Foreign 
Relations, United States Senate, Ninety- 
seventh Congress, first session, on the 
nomination of Edward L. Rowny, of Vir- 
ginia, to be U.S. special representative for 
arms control and disarmament negotia- 
tions with the rank of ambassador, July 9, 
and 10, 1981., 82-4238 

Nomination of Elliott Abrams : hearing 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety-sev- 
enth Congress, first session, on nomina- 
tion of Elliott Abrams, of the District of 
Columbia, to be assistant secretary of 
state for human rights and humanitarian 
affairs, November 17, 1981., 82-12171 

Nomination of Ernest W. Lefever : hearings 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety-sev- 
enth Congress, first session, on nomina- 
tion of Ernest W. Lefever, to be assistant 
secretary of state for human rights and 
humanitarian affairs, May 18, 19, June 4, 
and 5, 1981., 82-2655 

Nomination of Eugene V. Rostow : hear- 
ings before the Committee on Foreign 
Relations, United States Senate, Ninety- 
seventh Congress, first session, on nomi- 
nation of Eugene V. Rostow, to be direc- 
tor, Arms Control and Disarmament 
Agency (ACDA), June 22 and 23, 1981., 
82-2657 

Nomination of Franics J. West, Jr., to be 
assistant secretary of defense for interna- 
tional security affairs : hearing before the 
Committee on Armed Services, United 
States Senate, Ninety-seventh Congress, 
first session, on nomination of Francis J. 
West, Jr., of Rhode Island, to be assistant 
secretary of defense (international secu- 
rity affairs)., 82-1026 

Nomination of Frank S. Swain, to be chief 
counsel for advocacy of the Small Busi- 
ness Administration : hearing before the 
Committee on Small Business, United 
States Senate, Ninety-seventh Congress, 
first session, on nomination of Frank S. 
Swain, to be chief counsel for advocacy 
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of the Small Business Administration, 
Thursday, July 30, 1981., 82-1111 

Nomination of G. Ray Arnett : hearing 
before the Committee on Environment 
and Public Works, United States Senate, 
Ninety-seventh Congress, first session, on 
the nomination of G. Ray Arnett to be 
assistant secretary of the interior for fish, 
wildlife, and parks, May 5, 1981., 82- 
4266 

Nomination of James R. Richards : hearing 
before the Committee on Governmental 
Affairs, United States Senate, Ninety-sev- 
enth Congress, first session, on nomina- 
tion of James R. Richards to be inspector 
general of the Department of Energy, 
July 29, 1981., 82-4252 

Nomination of John V. Graziano, of Vir- 
ginia, to be inspector general, U.S. De- 
partment of Agriculture : hearing before 
the Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-seventh Congress, first session, 
July 20, 1981., 82-1013 

Nomination of Kalo A. Hineman, of 
Kansas, to be a commissioner of the 
Commodity Futures Trading Commission 
: hearing before the Committee on Agri- 
culture, Nutrition, and Forestry, United 
States Senate, Ninety-seventh Congress, 
first session, December 15, 1981., 82- 
15012 

Nomination of Kenneth L. Smith : hearing 
before the Select Committee on Indian 
Affairs, United States Senate, Ninety-sev- 
enth Congress, first session, on the nomi- 
nation of Kenneth L. Smith to be assist- 
ant secretary of the interior for Indian 
affairs, April 28, 1981, Washington, D.C., 
82-1071 

Nomination of Loretta Cornelius : hearing 
before the Committee on Governmental 
Affairs, United States Senate, Ninety-sev- 
enth Congress, first session, on nomima- 
tion of Loretta Cornelius, to be deputy 
director of the Office of Personnel Man- 
agement, September 24, 1981., 82-4246 

Nomination of Sandra Day O’Connor : 
hearings before the Committee on the Ju- 
diciary, United States Senate, Ninety-sev- 
enth Congress, first session, on the nomi- 
nation of Judge Sandra Day O’Connor, 
of Arizona, to serve as an associate jus- 
tice of the Supreme Court of the United 
States, September 9, 10, and 11, 1981., 
82-12219 

Nomination of Sandra Day O’Connor : 
report together with additional, supple- 
mental, and separate views (to accompa- 
ny the nomination of Sandra Day O’Con- 
nor)., 82-6568 

Nominations : hearing before the Commit- 
tee on Labor and Human Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on Donald J. 
Senese, of Virginia, to be assistant secre- 
tary of education (for educational re- 
search and improvement), Daniel Oliver, 





Nominations of James R. Ambrose, to be under secretary of the army. 


of Connecticut, to be general counsel, 

t of Education, Thomas P. 
Melady, of Connecticut to be assistant 
secretary (for postsecondary education), 
Anne Graham, of Maryland, to be assist- 
ant secretary of education (for legislation 
and public affairs), William E. Mayer, of 
Illinois, to be administrator, Alcohol, 
Drug Abuse and Mental Health Adminis- 
tration, George A. Conn, of Illinois, to be 
commissioner of education (for Rehabili- 
tation Services Administration), Thomas 
L. Lias, of Iowa, to be assistant director, 
ACTION (for voluntary citizen participa- 
tion), and Robert A. Rowland, of Texas, 
to be commissioner, Occupational Safety 
and Health Review Commission, July 17, 
1981., 82-2679, 82-2680, 82-2681, 
82-6875 


Nominations : hearings before the Commit- 


tee on Commerce, Science, and Trans- 
portation, United States Senate, Ninety- 
seventh Congress, first session, on nomi- 
nations of Bobby Jack Thompson to be 
administrator, United States Fire Admin- 
istration, Robert M. Garrick to be a 
member of the board of directors, Com- 
munications Satellite Corporation 
(COMSAT), and James E. Burnett, Jr. to 
be a member, National Transportation 
Safety Board, November 20 and 24, 
1981., 82-12116 


Nominations : hearings before the Commit- 


tee on Labor and Human Resources, 
United States Senate, Ninety-seventh 
Congress, first session on Edward A. 
Curran, of Maryland, to be director, Na- 
tional Institute of Education, Jean Staples 
Tufts, of New Hampshire, to be assistant 
secretary (for special educatin and reha- 
bilitation services) Department of Educa- 
tion, and Gary Leland Jones, of Virginia, 
to be deputy under secretary (for plan- 
ning and budget) Department of Educa- 
tion, September 22, 1981., 82-2682 


Nominations—Federal Trade Commission 


and Department of Commerce : hearing 
before the Committee on Commerce, Sci- 
ence, and Transportation, United States 
Senate, Ninety-seventh Congress, first 
session, On nominations of Dr. James C. 
Miller III, to be chairman, Federal Trade 
Commission, and Dr. Robert G. Deder- 
ick, to be assistant secretary of com- 
merce, July 24, 1981., 82-1033 


Nominations—Interstate Commerce Com- 


mission : hearing before the Committee 
on Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sev- 
enth Congress, first session, on nomina- 
tions of Malcolm M.B. Sterrett and Fre- 
deric N. Andre, to be members, Interstate 
Commerce Commission, October 7, 
1981., 82-6776 


Nominations of A. Alan Hill and W. Ernst 


Minor : hearing before the Committee on 
Environment and Public Works, United 
States Senate, Ninety-seventh Congress, 
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first session, on the nominations of A. 
Alan Hill to be chairman, Council on En- 
vironmental Quality and W. Ernst Minor, 
to be a member, Council on Environmen- 
tal Quality, June 23, 1981., 82-4268 


Nominations of Dr. Susan M. Phillips to be 


a commissioner of the Commodity Fu- 
tures Trading Commission and Everett 
Rank to be a member of the board of 
directors of the Commodity Credit Cor- 
poration : hearing before the Committee 
on Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-seventh 

first session, October 21, 1981., 
82-6755 


Nominations of Eugene J. Frank, Kenneth 


W. Gideon, John M. Walker, Jr., Juan A. 
del Real, and Thomas R. Donnelly : 
hearing before the Committee on Fi- 
nance, United States Senate, Ninety-sev- 
enth Congress, first session, on nomina- 
tions of Eugene J. Frank, to be commis- 
sioner, United States International Trade 
Commission, Kenneth W. Gideon, to be 
an assistant general counsel, Department 
of the Treasury, John M. Walker, Jr., to 
be assistant secretary, Department of the 
Treasury, Juan A. del Real, to be general 
counsel of the Department of Health and 
Human Services, Thomas R. Donnelly, 
to be assistant secretary, Department of 
Health and Human Services, July 29, 
1981., 82-4228 


Nominations of Harold V. Hunter, to be 


administrator of the Rural Electrification 
Administration, and Charles Wilson 
Shuman, to be administrator of the Farm- 
ers Home Administration : hearing before 
the Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-seventh Congress, first session, 
Wednesday, July 29, 1981., 82-2595 


Nominations of James F. Goodrich, to be 


under secretary of the Navy, Thomas K. 
Turnage, to be director of Selective Serv- 
ice, and John S. Herrington, to be assist- 
ant secretary of the Navy : hearing 
before the Committee on Armed Serv- 
ices, United States Senate, Ninety-seventh 
Congress, first session, on nomimations of 
James F. Goodrich, of Maine, to be 
under secretary of the Navy, Thomas K. 
Turnage, of California, to be director of 
Selective Service, John S. Herrington, of 
California, to be assistant secretary of the 
Navy, September 24, 1981., 82-6764 


Nominations of James R. Ambrose, to be 


under secretary of the army, and Jay 
Raymond Sculley, to be assistant secre- 
tary of the army : hearing before the 
Committee on Armed Services, United 
States Senate, Ninety-seventh Congress, 
first session on nomimations of James R. 
Ambrose, of North Carolina, to be under 
secretary of the army, Jay Raymond 
Sculley, of Virginia, to be assistant secre- 
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tary of the army, October 6, 1981., 
12096, 82-15037 

Nominations of Lawrence J. Brady, David 
R. Macdonald, Pamela Needham Bailey, 
Robert J. Rubin, and Richard Kusserow : 
hearing before the Committee on Fi- 
nance, United States Senate, Ninety-sev- 
enth first session, on nomina- 
tions of Lawrence J. Brady to be assistant 
secretary of commerce, David R. Mac- 
donald to be deputy United States trade 
representative, Pamela Needham Bailey 
to be assistant secretary of health and 
human services, Robert J. Rubin to be 
assistant secretary of health and human 
services, Ricard Kusserow to be inspeac- 
tor general, Department of Health and 
Human Services, May 22, 1981., 82-4227 

Nominations of Lee M. Thomas, Robert A. 
Jantzen, and Carlos C. Campbell : hear- 
ings before the Committee on Environ- 
ment and Public Works, United States 
Senate, Ninety-seventh Congress, first 
session, on the nominations of Lee M. 
Thomas to be associate director for state 
and local programs, Federal Emergency 
Management Agency, Robert A. Jantzen 
to be director, Fish and Wildlife Service, 
and Carlos C. Campbell to be assistant 
secretary of commerce for economic de- 
velopment, September 22 and October 
27, 1981., 82-6889 

Nominations of Meade Whitaker, Jules G. 
Korner III, and Perry Shields : hearing 
before the Committee on Finance, United 
States Senate, Ninety-seventh Congress, 
first session, on nominations of Meade 
Whitaker, Jules G. Korner III, and Perry 
Shields to be U.S. Tax Court judges, De- 
cember 2, 1981., 82-12162 

Nominations of Nunzio J. Palladino and 
Thomas M. Roberts : hearings before the 
Committee on Environment and Public 
Works, United States Senate, Ninety-sev- 
enth Congress, first session on the nomi- 
mation of Nunizo J. Palladino to be a 
chairman of the Nuclear Regulatory 
Commission and Thomas M. Roberts to 
be a member of the Nuclear Regulatory 
Commission, June 17 and July 21, 1981., 
82-12240 

Nominations of Ralph Ball, of Kansas, and 
W. Proctor Scarboro, of North Carolina, 
to be members of the Federal Farm 
Credit Board, Farm Credit Administra- 
tion : hearing before the Committee on 
Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-seventh 
Congress, first session, December 9, 
1981., 82-12084 

Nominations of Russell D. Hale, Herman E. 
Roser, George A. Sawyer, and Edward 
J. Philbin : hearing before the Committee 
on Armed Services, United States Senate, 
Ninety-seventh Congress, first session, on 
nominations of Russell D. Hale, of Vir- 
ginia, to be an assistant secretary of the 
Air Force, Herman E. Roser, of New 
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Mexico, to be an assistant secretary of 
energy (defense programs), George A. 
Sawyer, of New Jersey, to be assistant 
secretary of the Navy, Edward J. Phil- 
bin, of California, to be duputy assistant 
secretary of defense for reserve affairs, 
June 11, 1981., 82-1024 

Non-aircrew officer positions : determina- 
tion of grade requirements/, 82-1605 

Non-Federal computer acquisition practices 
provide useful information for streamlin- 
ing Federal methods : study by the staff 
of the U.S. General Accounting Office., 
82-5457 

Non-resident violator compact fiscal 
impact/cost effectiveness : a case study /, 
82-6510 

Noncitrus fruits and nuts : production, use, 
and value estimates by state, 1974-78., 
82-12320 

Nondestructive assay confirmatory assess- 
ment experiments : mixed oxide /, 82- 
11929 

Nondestructive evaluation of airport pave- 
ments /, 82-14467 

Nondestructive inspection of longitudinal 
stiffener butt welds in commercial ves- 
sels, 82-12026 

Nonlinear effects on composite laminate 
thermal expansion /, 82-6111 

A nonlinear filtering technique for digitized 
images degraded by film-grain noise /, 
82-3220 

Nonlinear spectral analysis and adaptive 
array superresolution techniques /, 82- 
3248 

Nonlinear transient analysis by energy mini- 
mization : a theoretical bases for the 
“ACTION” computer code /, 82-14209, 
82-14210 

The nonmetro labor force in the seventies / 
, 82-12647 

Nonnuclear industrial hazardous waste : 
classifying for hazard management., 82- 
6726 

Nonparallel stability of three-dimensional 
compressible boundary layers /, 82- 
14198 

Nonresidential buildings energy consump- 
tion survey : building characteristics., 
82-13430 

Nonrubber footwear., 82-5952 

Nonwater quality impacts of closed-cycle 
cooling systems and the interaction of 
stack gas and cooling tower plumes /, 
82-13597 

Norfork Lake, Arkansas and Missouri /, 
82-1478 

North American and European fruit and 
tree germplasm resources inventory /, 
82-12353 

North-central ocean basin regional 
wastewater treatment facility, Worcester 
County, Maryland : draft environmental 
impact statement., 82-10202 
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North Central Ocean Basin, Worcester 
County, Maryland : draft environmental 
impact statement : summary., 82-10203 

North Fork Payette River project, FERC 
no. 2930-Idaho /, 82-5222 

North-south dialogue /, 82-3826 

Northeast corridor improvement project : 
executive summary of programmatic en- 
vironmental impact statement., 82-6340 

Northeast corridor improvement project, 
final environmental impact statement, 4(f) 
statement, Providence, Rhode Island rail- 
raod and highway improvements., 82- 
3901 

Northeast corridor intercity and commuter 
rail service coordination study., 82- 
14378 

Northeast Rail Service Act of 1981 : hear- 
ing before the Subcommittee on Surface 
Transportation of the Committee on 
Commerce, Science, and Transporatation, 
United States Senate, Ninety-seventh 
Congress, first session, on Northeast Rail 
Service Act of 1981, June 17, 1981., 82- 
1031 

Northeast rail transportation policy : hear- 
ings before the Subcommittee on Com- 
merce, Transportation, and Tourism of 
the Committee on Energy and Com- 
merce, House of Representatives, Ninety- 
seventh Congress, first session, on learn- 
ing more about the administration’s trans- 
portation policy and to determine the 
impact of that policy on rail passenger 
service in the Northeast, March 5 and 
April 30, 1981., 82-1054 

The Northeast regional environmental 
impact study : description of the existing 
Northeast regional geohydrology : a sup- 
plement to the waste disposal technical 
report /, 82-13470 

The Northeast regional environmental 
impact study : waste disposal technical 
report /, 82-13469 

Northeastern Forest Experiment Station, 
Forest Service, USDA : research 
people/places/projects., 82-4385 

Northern Great Plains resources program 
socio-economic and cultural aspects work 
group discussion draft., 82-11863 

Northern Idaho grazing management final 
environmental impact statement /, 82- 
13943 

Northern red oak performs poorly in North 
Carolina planting /, 82-12504 

Northern red oak regeneration after preher- 
bicided clearcutting and shelterwood re*> 
moval cutting /, 82-2780 

Northern regional plan., 82-12401 

Notch ductility degradation of low alloy 
steels with low-to-intermediate neutron 
fluence exposures /, 82-3252 

Notes on the distribution of Oregon bats /, 
82-12489 

Nothing for granted, 82-13200 
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NOx emission factors for wood-fired boilers 
/, 82-1672 

Noxubee National Wildlife Refuge master 
plan., 82-3731 

NPDES best management practices guid- 
ance document /, 82-5246 

NPDES compliance evaluation inspection 
manual /, 82-363, 82-5307 

NRC authorization for fiscal years 1982-83 : 
hearing before the Subcommittee on 
Energy Conservation and Power of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-seventh 
Congress, first session, on budget requests 
of the Nuclear Regulatory Commission 
for fiscal years 1982 and 1983, March 30, 
1981., 82-4222 

NRC licensee assessments /, 82-11877 

NRC licensing speedup : hearing before a 
subcommittee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, June 18, 1981., 82-12192 

NRC/RSR data bank program description 
/, 82-11914 

The NRL-EPRI research program (RP886- 
2) : evaluation and prediction of neutron 
embrittlement in reactor pressure vessel 
materials : annual progress report for CY 
1979 /, 82-5137 

The NRL-EPRI research program (RP886- 
2) evaluation and prediction of neutron 
embrittlement in reactor pressure vessel 
materials : annual progress report for CY 
1977 /, 82-3275 

The NRL-ERPI research program (RP886- 
2), evaluation and prediction of neutron 
embrittlement in reactor pressure vessel 
materials : annual progress report for CY 
1978 /, 82-3245 

NRL Inertial Confinement Fusion Theory 
Program : 1979 annual report, October 
1978 - December 1979 /, 82-13216 

NRL processor-aided fire detection system 
/, 82-3247 

The NRL Unmanned Free-Swimming Sub- 
mersible (UFSS) /, 82-3268 

NSMRL calibration of microphones at 
depth in dry hyperbaric chambers /, 82- 
5116 

NTIA publications handbook., 82-4690 

Nuclear data library of fission products for 
decay power calculation /, 82-14827 

Nuclear event time histories and computed 
site transfer functions for locations in the 
Los Angeles region /, 82-3685 

Nuclear export to India/, 82-2149 

Nuclear fuel cycle policy and the future of 
nuclear power : oversight hearing before 
the Subcommittee on Oversight and In- 
vestigations of the Committee on Interior 
and Insular Affairs, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, on nuclear fuel cycle policy and the 
future of nuclear power, hearing held in 
Washington, D.C., October 23, 1981., 
82-15149 





Nuclear nonproliferation : July 16, 1981 /, 
82-11247 

Nuclear nonproliferation policy : hearing 
before the Subcommittee on Energy, Nu- 
clear Proliferation, and Government 
Process of the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
June 24, 1981., 82-15140 

Nuclear pin simulation analysis of THTF 
test 105 /, 82-6670 

Nuclear power plant fire protection fire de- 
tection : (subsystems study task 2) /, 82- 
14805 

Nuclear power plant simulators : their use 
in operator training and requalification /, 
82-4153 

Nuclear proliferation : dealing with prob- 
lem countries : hearing before the Sub- 
committee on International Security and 
Scientific Affairs, and on International 
Economic Policy and Trade of the Com- 
mittee on Foreign Affairs, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, July 23, 1981., 82-4235 

Nuclear reactor safety ; quarterly progress 
report April 1-June 30, 1980 /, 82-11993 

Nuclear reactor safety : quarterly progress 
report, July 1-September 30, 1978 /, 82- 
4116 

Nuclear reactor safety, quarterly progress 
report /, 82-14845, 82-14867, 82- 
14886, 82-14941 

Nuclear Regulatory Commission issuances : 
opinions and decisions of the Nuclear 
Regulatory Commission with selected 
orders /, 82-11879, 82-11880, 82- 
14728 

Nuclear Regulatory Commission issuances 
(Semiannual), 82-11879, 82-11880, 82- 
14728 

Nuclear Regulatory Commission issuances 
(1975), 82-11879 

Nuclear Regulatory Commission issuances 
(1979), 82-11880, 82-14728 

Nuclear safety guide /, 82-11885 

Nuclear special ammunition direct and gen- 
eral support unit operations., 82-13064 

Nuclear Test Personnel Review (NTPR)., 
82-9656 

Nuclear waste management : hearing before 
the Subcommittee on Energy Conserva- 
tion and Power of the Committee on 
Energy and Commerce, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, June 16, 1981., 82-12152 

Numerical lists and schedule of volumes of 
the documents and reports of the ... Con- 
gress, ... session /, 82-503 

Numerical lists and schedule of volumes of 
the reports and documents of ... Con- 
gress, 82-503 

A numerical model for predicting shoreline 
changes /, 82-1473 

A numerical model pertaining to the multi- 
ple vortex phenomenon : final report, 
May 1978-April 1980 /, 82-14953 
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A Numerical procedure for calculating 
steady/unsteady, single-phase/two-phase 
three-dimensional fluid flow with heat 
transfer /, 82-11922 

Numerical simulation of shear plows over 
wavy boundaries /, 82-14205 

Numerical simulation of the Coos Bay- 
South Slough complex /, 82-1459 

Numerical simulation of tidal hydrodyna- 
mics, Great Egg Harbor and Corson 
Inlets, New Jersey /, 82-4994 

Numerical simulation of tropical cyclone 
development with latent heat release by 
the resolvable scales. II. Propagating 
small scale features observed in the pre- 
hurricane phase /, 82-12817 

Numerical solutions of atmospheric flow 
over semielliptical simulated hills /, 82- 
11159 

Numerical studies of compressibility effects 
in rotating imploding liquid liners / D.L. 
Book, and P.J. Turchi., 82-3273 

A numerical study of apparatus scaling in a 
pressurized water reactor a_ status 
report—May 1978 /, 82-2447 

Numerical study of attenuation of high fre- 
quency Lg-waves in the New Madrid 
seismic region /, 82-594 

Numerical study of condensation in cocur- 
rent stratified flows /, 82-11937 

A numerical technique for calculation of 
the noise of high-speed propellers with 
advanced blade geometry /, 82-2108 

Numerical thermal mixing in Eulerian cal- 
culations of coupled thermo/hydrodyna- 
mic motions /, 82-2469 

Nuptiality patterns in developing countries : 
implications for fertility /, 82-6225 

Nurse practitioners and physician assistants 
: a research agenda : summary of the 
proceedings of a conference held June 
21-22, 1977, Warrenton, Virginia., 82- 
13873 

Nutrient losses from timber harvesting in a 
larch/Douglas-fir forest /, 82-9113 

Nutrition and your health : dietary guide- 
lines for Americans., 82-9089 

Nutrition checkups for children : 
parents., 82-3639 

Nutritional screening of children : a manual 
for screening & followup., 82-1854 


tips for 


O 


Obesity in America : 
13790 

An objective method for determining the 
generalized transport tensor for two-di- 
mensional Eulerian models /, 82-871 

Observations and comments on the turbine 
failure at Yankee Atomic Electric Com- 
pany, Rowe, Massachusetts /, 82-14962 

Observing and forecasting motions of vol- 
canic emissions shortly after the initial 
Mt. St. Helens eruptions /, 82-3101 


a conference /, 82- 
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Ocala Natl Recreation Trail / 


Ocala National Recreation Trail /, 82- 
1152 

Occupant protection/speed limit public in- 
formation materails [sic] catalog no. 2 /, 
82-6523 

Occupational analysis of the civilian WG- 
6900 warehousing family /, 82-1578 

Occupational dermatoses, 82-1873 

Occupational dermatoses : employer/em- 
ployee program, 82-5762 

Occupational disease compensation and 
social security : hearing before the Sub- 
committee on Labor Standards of the 
Committee on Education and Labor, 
House of Representatives, Ninety-seventy 
Congress, first session, hearing held in 
Washington, D.C., on October 6, 1981., 
82-12128 

Occupational employment agricultural 
chemicals industry, April 1971 /, 82- 
2029 

Occupational employment : bakery 
ucts industry, May 1971 /, 82-5981 

Occupational employment : beverage indus- 
tries, May 1971 /, 82-5978 

Occupational employment : canning and 
preserving industry, June 1971 /, 82- 
2037 

Occupational employment : children’s ou- 
terwear industry, May 1971 /, 82-2019, 
82-5979 

Occupational employment : coating, en- 
graving, and allied services industry, June 
1971 /, 82-11049 

Occupational employment concrete, 
gypsum, and plaster products industry, 
April 1971 /, 82-2022 

Occupational employment : confectionary 
and related products industry, June 1971 
/, %2-11046 

Occupational employment converted 
paper and paperboard products industry, 
April 1971 /, 82-2023 

Occupational employment : costume jewel- 
ry and notions industry, June 1971., 82- 
14108 

Occupational employment : cutlery, hand 
tools, and hardware industry, June 1971., 
82-14109 

Occupational employment : drugs industry, 
June 1971 /, 82-2012 

Occupational employment : electric lighting 
and wiring equipment industry, June 
1971., 82-14099 

Occupational employment : electric test and 
distributing equipment industry, June 
1971 /, 82-2015 

Occupational employment : engineering and 
scientific instruments industry, June 1971 
/, 82-5983 

Occupational employment : engines and tur- 
bines industry, June 1971 /, 82-11039 

Occupational employment fabricated 
structural metals products industry, June 
1971 /, 82-2030 

Occupational employment : floor convering 
mills industry, April 1971 /, 82-2039 
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Occupational employment : fur goods, hats, 
caps, millinery, and miscellaneous apparel 
industry, May 1971 /, 82-2021 

Occupational employment : grain mill prod- 
ucts industry, June 1971 /, 82-11043 

Occupational employment : gum and wood 
chemicals and miscellaneous chemical 
products, April 1971 /, 82-5980 

Occupational employment hydraulic 
cement industry, April 1971., 82-14097 

Occupational employment : iron and steel 
foundries industry, April 1971 /, 82- 
2024 

Occupational employment : jewelry, silver- 
ware, and plated ware industry, April 
1971 /, 82-2016 

Occupational employment : knitting mills 
industry, April 1971 /, 82-2038 

Occupational employment : leather tanning 
and finishing industry /, 82-11050 

Occupational employment : luggage, hand- 
bags, and personal leather goods indusiry 
(SIC 316 and 317), June 1971 /, 82- 
11052 

Occupational employment 
industry /, 82-2036 

Occupational employment mechanical 
measuring and control devices industry, 
June 1974 /, 82-5982 

Occupational employment : metal cans in- 
dustry, June 1971 /, 82-2014 

Occupational employment : metal stampings 
industry, June 1971 /, 82-11053 

Occupational employment ; metalworking 
machinery and equipment industry, June 
1971., 82-14100 

Occupational employment millwork, 
veneer, plywood, and prefabricated struc- 
tural wood products industry, May 1971 
/, 82-11045 

Occupational employment : miscellaneous 
fabricated metal products industry, June 
1971 /, 82-11054 

Occupational employment : miscellaneous 
fabricated wire products industry, June 
1971 /, 82-2031 

Occupational employment : 
machinery, except 
June 1971., 82-14101 

Occupational employment : miscellaneous 
plastic products industry, June 1971., 
82-14098 

Occupational employment : miscellaneous 
textile goods industry, April 1971., 82- 
14103 

Occupational employment : narrow fabric 
mills industry, April 1971., 82-14107 

Occupational employment : nonferrous roll- 
ing, drawing, and extruding industry, 
April 1971 /, 82-11041 

Occupational employment : nonrubber foot- 
wear industry, May 1971., 82-14110 

Occupational employment : office furniture 
industry, June 1971 /, 82-11044 

Occupational employment opthalmic 
goods industry, June 1971., 82-14106 


: meat products 


miscellaneous 
electrical industry, 
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Occupational employment : opthalmic in- 
struments and lenses industry., 82-14102 _ 

Occupational employment paints and 
allied products industry, April 1971 /, 
82-2028 

Occupational employment : paperboard 
continers and boxes industry, April 1971 
/, 82-2025 

Occupational employment 
mills industry, April 1971 /, 82-2020 

Occupational employment : pens, pencils, 
office and art supplies industry, June 1971 
/, 82-2032 

Occupational employment : petroleum and 
coal products, except petroleum refining 
industry, May 1971 /, 82-11051 

Occupational employment : petroleum re- 
fining industry, May 1971 /, 82-2017 

Occupational employment : photographic 
equipment and supplies industry, June 
1971 /, 82-2034 

Occupational employment : pottery and re- 
lated products industry, April 1971 /, 
82-2026 

Occupational employment : primary metal 
products industry, April 1971 /, 82- 
11042 

Occupational employment : products of 
purchased glass industry, May 1971 /, 
82-2018 

Occupational employment : public building 
furniture and miscellaneous furniture and 
fixtures industry, June 1971., 82-11036 

Occupational employment : radio and tele- 
vision receiving equipment industry, June 
1971., 82-11035 

Occupational employment : rubber foot- 
wear, reclaimed rubber, and other fabri- 
cated rubber products industry, June 
1971., 82-11047 

Occupational employment : sawmills and 
planing mills industry, May 1971 /, 82- 
11038 

Occupational employment : Screw machine 
products industry, June 1971 /, 82- 
11048 

Occupational employment : service industry 
machines industry, June 1971., 82-11033 

Occupational employment : ship and boat 
building and repairing industry, June 
1971 /, 82-2013 

Occupational employment : sugar industry, 
June 1971 /, 82-2011 

Occupational employment : tires and inner 
tubes industry, June 1971., 82-11037 

Occupational employment : tobacco manu- 
factures industry, April 1971 /, 82-2027 

Occupational employment : toys and sport- 
ing goods industry, June 1971 /, 82- 
2035 

Occupational employment 


watches, 
clocks, and watchcases industry, June 
1971 /, 82-2033 





January — June 1982 


Occupational employment : weaving and 
finishing mills (wool) industry, June 1971 
/, 82-5984 

Occupational employment : weaving mills 
(cotton) industry, April 1971., 82-14104 

Occupational employment : weaving mills 
(synthetics and silk) industry, April 1971., 
82-14105 

Occupational employment : women’s and 
children undergarments industry, May 

-, 82-11034 

Occupational employment : yarn and thread 
mills industry, April 1971 /, 82-2040 

Occupational health guidelines for chemical 
hazards /, 82-5761 

Occupational health nursing : basic theory 
and update (351) /, 82-3654 

Occupational outlook handbook., 82-1789 

Occupational respiratory protection (593) /, 
82-3655 

Occupational safety and health., 82-3557 

Occupational safety and health protection 
for aviation industry employees—the con- 
flict between FAA and OSHA : fifteenth 
report /, 82-14650, 82-14651 

Occupational safety and health research and 
demonstration grants, 82-10658, 82- 
10692 

Occupational wage survey, 82-674, 82- 
676, 82-677, 82-3748, 82-3749, 82- 
3750, 82-3751, 82-3752, 82-3753, 82- 
3754, 82-3755, 82-5969, 82-5970, 82- 
5971, 82-5973, 82-5974, 82-5975, 82- 
5976, 82-11026, 82-11027, 82-11028, 
82-11030, 82-11031 

Occuptional employment : pulp mills, paper 
mills, and building paper, and building 
board mills industry, April 1971 /, 82- 
11040 

Ocean-based incineration of hazardous 
wastes : hearing before the Subcommittee 
on Commerce, Transportation, and Tour- 
ism of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, on 
options to disposing of wastes that have 
been accumulated by the United States, 
February 11, 1981., 82-6812 

Ocean dumping of radioactive waste off the 
Pacifif coast : hearing before a subcom- 
mittee of the Committee Operations, 
House of Representatives, Ninety-sixth 
Congress, second session, October 7, 
1980., 82-1064 

Ocean energy systems : multiyear program 
plan /, 82-13304 

Ocean environmental influences of tempera- 
ture and mechanical stress on bare fiber- 
optic sensors of acoustic pressures /, 82- 
5130 

Ocean remote sensing using lasers /, 82- 
9494 

Oceanic lidar /, 82-2093 

Oceanography., 82-5532 

Oceanography miscellaneous hearings 
before the Subcommittee on Oceanog- 





raphy of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session., 82-6880 

OCS oversight : hearings before the Sub- 
committee on the Panama Canal/Outer 
Continental Shelf of the Committee on 
Merchant Marine and Fisheries, House of 
Representatives, Ninety-seventh Con- 
gress, first session ...., 82-6929 

Off-road vehicle designation map for the 
Stallion and Ladron Planning Units., 82- 
5931 

Off-road vehicle plan, Carson Ranger Dis- 
trict, Toiyabe National Forest /, 82- 
4316 

Off-road vehicle recreation., 82-10945 

Off-road vehicle travel plan, Butte District, 
Dillon resource area /, 82-10954 

Office furniture, 82-1344 

Office of Energy Research program sum- 
mary., 82-9951 

The Office of Fusion Energy recommenda- 
tions on the Elmo Bumpy Torus Proof- 
of-Principle Experiment site selection, 
September 9, 1980 /, 82-3358 

Office of Health Maintenance Organizations 
.. annual report to Congress., 82-10489 

Office of Inspector General : operating pro- 
cedures manual., 82-14323 

Office of Personnel Management publica- 
tions., 82-5648 

Office of Surface Mining, Denver, Colora- 
do : hearing before the Subcommittee on 
Civil Service of the Committee on Post 
Office and Civil Service, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, June 5, 1981., 82-2691 

Office of the Secretary, Intergovernmental 
Affairs /, 82-13377 

The Office of the Special Counsel can im- 
prove its management of whistle blower 
cases : report /, 82-10367 

The Office of the United States Marshal : 
United States Marshals Service., 82- 
14052 

The officer evaluation reporting system “in 
brief’., 82-9645 

Official United States standards for grade of 
slaughter cattle : title 7, ch. 1, pt. 53, 
sections 53.202-53.206 of the Code of 
Federal Regulations., 82-12633 

OH-58 composite main rotor blade prelimi- 
nary design investigation /, 82-207 

The OHA law reporter., 82-3611 

Ohio River Valley regional study : analysis 
of emission reductions and air quality 
changes resulting from alternative control 
measures in the Ohio River Valley region 
/, 82-14684, 82-14685 

Ohio River valley regional study : analysis 
of te emission reductions, air quality 
changes ad institutional impacts resulting 
from the implementation of selected 
policy alternatives in the Ohio River 
valley region /, 82-11842 


Do not order from index; see indicated entry 





Oil spills and ocean dumping. 


Ohio River valley regional study : analysis 
of total suspended particulate in the Ohio 
River valley study area /, 82-11841 

Ohio River Valley regional study : changes 
in major source inventory in the Ohio 
River Valley region /, 82-14676 

Ohio River Valley regional study : feasib- 
lity of alternative emission reduction 
measures for the Ohio River Valley /, 
82-14683 

Ohio River valley regional study : identifi- 
cation of alternative measures of emission 
reduction in the Ohio River valley region 
/, 82-14677 

Ohio River valley regional study : long 
range transport of sulfates to and from 
the Ohio River valley study area /, 82- 
14681 

Ohio River Valley regional study : method- 
ology for analysis of new source review / 
, 82-14675 

Ohio River Valley regional study : new 
source review in the Ohio River Valley 
region /, 82-14678 

Ohio River Valley regional study : the eco- 
nomic impact of regulating air pollution 
in the Ohio Valley /, 82-14682 

Ohio River valley regional study : the feasi- 
bility of implementation and enforcement 
of emission reduction measures in the 
Ohio River valley study area /, 82- 
14680 

Ohio timber industries : a periodic assess- 
ment of timber output /, 82-2801 

Oil and energy /, 82-2150 

Oil & gas : environmental assessment of 
BLM leasing program., 82-5929 

Oil and gas environmental assessment of 
BLM leasing program /, 82-652 

Oil and gas exploration and leasing within 
the Washakie Wilderness : draft environ- 
mental impact statement., 82-12539 

Oil and gas exploration and leasing within 
the Washakie Wilderness : summary of 
the draft environmental impact  state- 
ment., 82-12540 

Oil and gas leasing in the Roswell District, 
BLM : final environmental assessment /, 
82-642 

Oil and gas royalty collections longstanding 
problems costing millions : report to the 
Congress /, 82-3506 

Oil control and tax incentives : hearing 
before the Subcommittee on Energy De- 
velopment and Applications of the Com- 
mittee on Science and Technology, U.S. 
House of Representatives, Ninety-seventh 
Congress, first session, July 15, 1981., 
82-2712 

Oil filter analysis technique research pro- 
gram /, 82-1501 

Oil shale surface retorting /, 82-13322 

Oil spills., 82-5290 

Oil spills and ocean dumping., 82-1777 
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Oklahoma City, Oklahoma, metropolitan area 


Oklahoma City, Oklahoma, metropolitan 
area, 82-674 

Oklahoma, county  subdivisions-census 
county divisions and places /, 82-3069 

Oklahoma forest industries, 1978 /, 82- 
1168 

Old River overbank structure outlet modifi- 
cations : hydraulic model investigation /, 
82-5025 

Older Americans Act : hearing before the 
Special Committee on Aging, United 
States Senate, Ninety-seventh Congress, 
first session, Washington, D.C., April 27, 
1981., 82-6733 

Older Americans Act amendments of 1981 : 
conferences report (to accompany S. 
1086)., 82-6596 

Older Americans Act programs : a study /, 
82-11857 

Older Americans and economic change in 
Cincinnati : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, April 21, 1981, Cincinnati, Ohio., 
82-15006 

Older Americans fighting the fear of crime 
: hearing before the Special Committee 
on Aging, United States Senate, Ninety- 
seventh Congress, first session, Washing- 
ton, D.C., Septmeber 22, 1981., 82-2589 

The older worker /, 82-13925 

Older working Americans : a productive 
trend : hearing before the Select Commit- 
tee on Aging, House of Representatives, 
Ninety-seventh Congress, first session, 
September 8, 1981., 82-6742 

Olympic Coin Act of 1981 : hearing before 


the Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-seventh Congress, first session, on 


S. 1230 ... July 14, 1981., 82-2603 

Omaha, Nebraska-lowa, metropolitan area, 
82-3753 

Omar Marachi : report (to accompany H.R. 
1480)., 82-4050 

OMB Circular A-76 : hearing before the 
Subcommittee on Oversight and Investi- 
gations of the Committee on Veterans’ 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
November 17, 1981., 82-12286 

OMB Circular A-76—contracting-out in 
VA facilities : hearing before the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, October 20, 1981., 
82-12283 

Omega and Omega/VLF navigation sys- 
tems approvals for use in the contermin- 
ous United States and Alaska., 82-6382 

Omega propagation correction tables for 
10.2 kHz : area 01, northern Europe, sta- 
tion A (Norway) /, 82-4726, 82-4727, 
82-4728, 82-4729 

Omega propagation correction tables for 
10.2 kHz : area 02, central U.S.S.R., sta- 
tion B (Liberia) /, 82-4730, 82-9595 
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Omega propagation correction tables for 
10.2 kHz : area 03, eastern U.S.S.R.., sta- 
tion A (Norway) /, 82-4731, 82-4735, 
82-9596 

Omega propagation correction tables for 
10.2 kHz : area 03, eastern USSR, station 
B (Liberia) /, 82-4732 

Omega propagation correction tables for 
10.2 kHz : area 03, eastern USSR, station 
D (North Dakota) /, 82-4733 

Omega propagation correction tables for 
10.2 kHz : area 03, eastern USSR, station 
E (Reunion) /, 82-4734 

Omega propagation correction tables for 
10.2 kHz : area 04, Alaska, station C 
(Hawaii) /, 82-9597 

Omega propagation correction tables for 
10.2 kHz : area 04, Alaska, station D 
(North Dakota) /, 82-9598 

Omega propagation correction tables for 
10.2 kHz : area 04, Alaska, station E (Re- 
union) /, 82-5181 

Omega propagation correction 
10.2 kHz : area 04, Alaska, 
(Japan) /, 82-4736 

Omega propagation correction 
10.2 kHz : area 05, Canada, 
(Norway) /, 82-4737 

Omega propagation correction 
10.2 kHz : area 05, Canada, 
(Liberia) /, 82-4738 

Omega propagation correction 
10.2 kHz : area 05, Canada, 
(Hawaii) /, 82-4739 

Omega propagation correction 
10.2 kHz : area 05, Canada, 
(North Dakota) /, 82-9599 

Omega propagation correction 
10.2 kHz : area 05, Canada, 
(Argentina) /, 82-4740 

Omega propagation correction 
10.2 kHz : area 05, Canada, 
(Japan) /, 82-9600 

Omega propagation correction tables for 
10.2 kHz : area 06, Greenland, station A 
(Norway) /, 82-4741 

Omega propagation correction tables for 
10.2 kHz : area 06, Greenland, station B, 
(Liberia) /, 82-4742 

Omega propagation correction tables for 
10.2 kHz : area 06, Greenland, station C 
(Hawaii) /, 82-4743 

Omega propagation correction tables for 
10.2 kHz : area 06, Greenland, station D 
(North Dakota) /, 82-4744 

Omega propagation correction tables for 
10.2 kHz : area 06, Greenland, station F 
(Argentina) /, 82-4745 

Omega propagation correction tables for 
10.2 kHz : area 07, Mediterranean, station 
A (Norway) /, 82-9601 

Omega propagation correction tables for 
10.2 kHz : area 07, Mediterranean, station 
B (Liberia) /, 82-9602 

Omega propagation correction tables for 
10.2 kHz : area 07, Mediterranean, station 
E (Reunion) /, 82-9603 


tables for 
station H 


tables for 
station A 


tables for 
station B 


tables for 
station C 


tables for 
station D 


tables for 
station F 


tables for 
station H 
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Omega propagation correction tables for 
10.2 kHz : area 07, Mediterranean, station 
F (Argentina) /, 82-4746 

Omega propagation correction tables for 
10.2 kHz : area 08, Asia, station G (Aus- 
tralia) /, 82-9604 

Omega propagation correction tables for 
10.2 kHz : area 09, northwest Pacific, sta- 
tion E (Reunion) /, 82-4747, 82-4748, 
82-9605, 82-9606, 82-9607 

Omega propagation correction tables for 
10.2 kHz : area 10, central Pacific, station 
A (Norway) /, 82-4749, 82-4750, 82- 
4751, 82-9608, 82-9609 

Omega propagation correction tables for 
10.2 kHz : area 11, North America, sta- 
tion A (Norway) /, 82-4752 

Omega propagation correction tables for 
10.2 kHz : area 11, North America, sta- 
tion B (Liberia) /, 82-4753 

Omega propagation correction tables for 
10.2 kHz : area 11, North America, sta- 
tion C (Hawaii) /, 82-4754 

Omega propagation correction tables for 
10.2 kHz : area 11, North America, sta- 
tion D (North Dakota) /, 82-4755 

Omega propagation correction tables for 
10.2 kHz : area 11, North America, 
tion F (Argentina) /, 82-9610 

Omega propagation correction tables for 
10.2 kHz : area 11, North America, sta- 
tion H (Japan) /, 82-4756 

Omega propagation correction tables for 
10.2 kHz : area 12, North Atlantic, sta- 
tion D (North Dakota) /, 82-4757, 82- 
4758, 82-9611, 82-9612, 82-9613 

Omega propagation correction tables for 
10.2 kHz : area 15, Australia, station A 
(Norway) /, 82-9614 

Omega propagation correction tables for 
10.2 kHz : area 16, South Pacific, station 
A (Norway) /, 82-9615 

Omega propagation correction tables for 
10.2 kHz : area 18, South Atlantic, station 
F (Argentina) /, 82-4759, 82-9616 

Omega propagation correction tables for 
10.2 kHz : area 23, Amundsen Sea, sta- 
tion G (Australia) /, 82-9617 

Omega propagation correction tables for 
10.2 kHz : area 25, south polar, station B 
(Liberia) /, 82-4760 

Omega propagation correction. tables for 
10.2 kHz : area 25, south polar, station C 
(Hawaii) /, 82-9619 

Omega propagation correction tables for 
10.2 kHz : area 25, south polar, station E 
(Reunion) /, 82-4761 

Omega propagation correction tables for 
10.2 kHz : area 25, south polar, station F 
(Argentina) /, 82-4762 

Omega propagation correction tables for 
10.2 kHz : area 25, south polar, station G 
(Australia) /, 82-9621 

Omega propagation correction tables for 
13.6 kHz : area 00, Mediterranean, station 
E (Reunion) /, 82-4771 





January — June 1982 


Omega propagation correction tables for 
13.6 kHz : area 00, north polar, station A 
(Norway) /, 82-4763 

Omega propagation correction tables for 
13.6 kHz : area 00, north polar, station D 
(North Dakota) /, 82-4764 

Omega propagation correction tables for 
13.6 kHz : area 03, eastern U.S.S.R., sta- 
tion A (Norway) /, 82-4765, 82-4766, 
82-4767 

Omega propagation correction tables for 
13.6 kHz : area 03, eastern USSR, station 
C (Hawaii) /, 82-9624 

Omega propagation correction tables for 
13.6 kHz : area 05, Canada, station F 
(Argentina) /, 82-4768 

Omega propagation correction tables for 
13.6 kHz : area 06, Greenland, station C 
(Hawaii) /, 82-4769 

Omega propagation correction tables for 
13.6 kHz : area 06, Greenland, station F 
(Argentina) /, 82-4770 

Omega propagation correction tables for 
13.6 kHz : area 09, northwest Pacific, sta- 
tion A (Norway) /, 82-4772, 82-9625 

Omega propagation correction tables for 
13.6 kHz : area 11, North America, sta- 
tion A (Norway) /, 82-9626 

Omega propagation correction tables 
13.6 kHz : area 11, North America, 
tion B (Liberia) /, 82-4773 

Omega propagation correction tables 
13.6 kHz : area 11, North America, 
tion C (Hawaii) /, 82-4774 

Omega propagation correction tables 
13.6 kHz : area 11, North America, 
tion D (North Dakota) /, 82-4775 

Omega propagation correction tables 
13.6 kHz : area 11, North America, 
tion F (Argentina) /, 82-4776 

Omega propagation correction tables 
13.6 kHz : area 11, North America, 
tion H (Japan) /, 82-4777 

Omega propagation correction tables for 
13.6 kHz : area 12, North Atlantic, sta- 
tion A (Norway) /, 82-4778, 82-4779, 
82-4780 

Omega table : area 02, Central U.S.S.R., 
pair B-H (Liberia-Japan) /, 82-3146 

Omega table : area 02, Central U.S.S.R., 
pair C-E (Hawaii, U.S.A.-Reunion) /, 
82-3147 

Omega table : area 02, Central USSR, pair 
A-H (Norway-Japan) /, 82-3145 

Omega table : area 04, Alaska, pair A-C 
(Norway-Hawaii, U.S.A.) /, 82-3148 

Omega table : area 09, Northwest Pacific, 
pair E-G (Reunion-Australia) /, 82-3149 

Omega table : area 12, North Atlantic, pair 
C-F (Hawaii, U.S.A.-Argentina) /, 82- 
3150 

Omega table : area 12, North Atlantic, pair 
D-F (North Dakota, U.S.A.-Argentina) /, 
82-3151 

Omega table : area 16, South Pacific, pair 
C-G (Hawaii, U.S.A.-Australia) /, 82- 
3152 


for 
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for 
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Omega table : area 17, East Pacific, pair C- 
G (Hawaii, U.S.A.-Australia) /, 82-3153 

Omega table : area 18, South Atlantic, pair 
B-C (Liberia-Hawaii, U.S.A.) /, 82-3154 

Omega table : area 23, Amundsen Sea, pair 
C-G. (Hawaii, U.S.A.-Australia) /, 82- 
3155 

Omega table : area 23, Amundsen Sea, pair 
F-G (Argentina-Australia) /, 82-3156 

Omega table : area 25, south polar, pair B- 
G (Liberia-Australia) /, 82-9618 

Omega table : area 25, south polar, pair C- 
G (Hawaii-Australia) /, 82-9620 

Omega table : area 25, south polar, pair E- 
G (Reunion-Australia) /, 82-9622 

Omega table : area 25, south polar, pair F- 
G (Argentina-Australia) /, 82-9623 

Omnibus Budget Reconciliation Act of 
1981, Public Law 97-35 (selected provi- 
sions affecting the elderly) : an informa- 
tion paper /, 82-12058 

On-board multispectral classification study 
/, 82-730 

On-going research in smoking and health, 
82-5676 

On-site inspection procedures for SNM 
doorway monitors /, 82-14817 

On the applicability of two- and one-dimen- 
sional parameterizations of atmospheric 
tracer transports to prognostic photoche- 
mical models of the stratosphere /, 82- 
6441 

On the corrosion adequacy of the 2 1/4 Cr- 
1Mo steel for LMFBR steam generation 
system service /, 82-2477 

On the nonlinear deformation geometry of 
Euler-Bernoulli beams /, 82-6156 

On the right to emigrate for religious rea- 
sons : the case of 10,000 Soviet Evangeli- 
cal Christians /, 82-4275 

On the zoogeography of Southern African 
Decapod Crustacea, with a distributional 
checklist of the species /, 82-6230 

A one-dimensional neutron kinetics model 
for the THOR code /, 82-2517 

A One-dimensional, steady-state, dissolved- 
oxygen model and waste-load assimilation 
study for Cedar Creek, Dekalb and Allen 
Counties, Indiana /, 82-10810 

A one-dimensional steady-state, dissolved- 
oxygen model and waste-load assimilation 
study for Little Lick and Big Lick 
Creeks, Blackford and Delaware Coun- 
ties, Indiana /, 82-5830 

A one-dimensional, steady-state, dissolved- 
oxygen model and waste-load assimilation 
study for Sand Creek, Decatur County, 
Indiana /, 82-10825 

A one-dimensional, steady-state, dissolved- 
oxygen model and waste-load assimilation 
study for Silver Creek, Clark and Floyd 
Counties, Indiana /, 82-10816 

A one-dimensional, steady-state, dissolved- 
oxygen model and waste-load assimilation 
study for Wildcat Creek, Howard 
County, Indiana /, 82-10815 
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Operator, organizational direct and general support maintenance manual for trailer, 


One step at atime /, 82-10019 

Open-cycle systems performance analysis 
programming guide /, 82-13344 

Operating characteristics of a high-speed, 
jet-lubricated  35-millimeter-bore _ ball 
bearing with a single-outer-land guided 
cage /, 82-2107 

Operating characteristics of the Langley 
Mach 7 Scramjet Test Facility /, 82- 
6091 

Operating experiences with nuclear power 
plants in the Federal Republic of Ger- 
many /, 82-5218 

Operating multi-modal urban transportation 
systems /, 82-3861 

Operation $ maintenance inspection for 
dams., 82-12509 

The operation and effect of the domestic 
international sales corporation legislation, 
.- annual report., 82-11380 

The operation and effect of the internation- 
al boycott provisions of the Internal Rev- 
enue Code ... annual report., 82-3840 

Operation and maintenance of particulate 
control devices in kraft pulp mill and 
crushed stone industries /, 82-10124 

Operation manual for automatic dichoto- 
mous samplers : application to Beckman 
dichotomous samplers /, 82-13542 

Operation WIGWAM /, 82-9657 

Operational and maintenance practices for 
emergency locator transmitters and re- 
ceivers., 82-6399 

Operational and support costs of the Navy’s 
F/A-18 can be substantially reduced : 
report to the Congress /, 82-1756 

Operational consequences of literacy gap /, 
82-5160 


Operational loads survey-data management 
system /, 82-212 


Operational safety on airports during con- 


struction., 82-6423 

Operations and maintenance of the Willam- 
ette reservoir system., 82-3192 

Operations by federally licensed firearms 
collectors, 82-3847 

Operations management manual for fossil 
fuel steam electric generating plants., 
82-12623 

Operations Managers Conference : sum- 
mary of proceedings, February 13-15, 
1979, Carmel, California., 82-3341 

Operations of large airplanes subject to fed- 
eral aviation regulation part 125., 82- 
6409 

Operations research and the mental health 
service system /, 82-10668 

Operations research systems analysis /, 82- 
3177 

Operator, organizational direct and general 
support maintenance manual for trailer, 
low bed guided missle, 7-ton, 4-wheel 
M529 (2330-780-0801)., 82-4884 
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Opinions and decisions of the Federal Power Commission 


Opinions and decisions of the Federal 
Power Commission, 82-439, 82-440, 
82-441, 82-5450 

Opinions of Air Force maintenance person- 
nel about conventional technical orders /, 
82-1572 

Opportunities for coal to methanol conver- 
sion /, 82-13306 

Opportunities for research and advanced 
study, 82-14288 

Opportunities in nursing /, 82-552 

Opportunities still exist for the Army to 
save millions annually through improved 
retail inventory management : report to 
the Congress /, 82-5497 

Opportunities still exist for the Army to 
save millions annually through improved 
retail inventory management : report to 
the Congress : summary /, 82-5498 

Opposing the granting of permanent resi- 
dence in the United States of certain 
aliens : report (to accompany H. Res. 
282)., 82-11817 

Optical analysis and optimization of para- 
bolic trough collectors : a users’s guide /, 
82-13343 

Optical automatic car identification (OACI) 
/, 82-14387 

Optical extinction predictions from meas- 
urements on the open sea /, 82-3222 

Optical Information Processing for Aero- 
space Applications., 82-14226 

Optical measurements of crude oil samples 
under simulated conditions /, 82-9501 

The optical properties of smoke-protective 
devices /, 82-6450 

Optical spectra of nonmetallic inorganic 
transient species in aqueous solution /, 
82-12810 

Optical transparency of inexpensive salt so- 
lutions for construction of density-gradi- 
ent ponds /, 82-322 

Optimal electrocardiography /, 82-10643 

Optimal estimation of nuclear reactor core 
power (with supporting multivariate 

identification methods) /, 82- 


Optimal signal timing for arterial signal sys- 
tems /, 82-3883 

Optimal weight to market slaughter hogs /, 
82-12386 

Optimization of horizontal control networks 
by nonlinear programing /, 82-1379 


Optimizer III, detector : 
5672 

Optimum frequency of inspection /, 82- 
2210 

Optimum intensity settings of approach and 
runway light systems /, 82-11555 

Optimum test intervals for online testing /, 
82-6699 

Optimum threshold-crossings and time- 
window validation in threshold pure-tone 
computerized audiometry /, 82-5115 
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OPTIREC : optimum record selection : 
computer analysis of structures to resist 
earthquake effects., 82-9854 

Orange County, dual mode planning case 
study /, 82-6493 

Orbiting quarantine facility : 
report /, 82-14163 

Orders of magnitude : a history of NACA 
and NASA, 1915-1980 /, 82-2068 

Oregon environmental quality profile /, 
82-1677 

Oregon port development : hearings before 
the Committee on Commerce, Science, 
and Transportation, United States Senate, 
first session, on coastal port development 
and lower Columbia River coal and grain 
export, August 26 and 27, 1981., 82- 
6779 

Organic chemical manufacturing /, 82- 
13666 

An organic rankine cycle coupled to a solar 
pond by direct-contact heat exchange : 
selection of a working fluid /, 82-325 

Organic solvent cleaners : background in- 
formation for proposed standards /, 82- 
5283 

Organization and functions : State Area 
Command, Army National Guard., 82- 
13024 

Organization and management systems in 
the Forest Service : a summary from the 
manual., 82-12425 

Organization and regulations manual for 
polar class icebreakers., 82-14486 

Organization of building standards : system- 
atic techniques for scope and arrange- 
ment /, 82-3085 

Organization of federal executive depart- 
ments and agencies, 82-15137 

Organization planning : defense manage- 
ment, joint course., 82-9663 

Organizational and alphabetical listing /, 
82-9593 

Organizational and direct support mainte- 
nance manual : general repair procedures 
for clothng and individual equipment., 
82-4885 

Organizational assessment indices of effec- 
tiveness /, 82-300 

Organizational directory, 82-12424 

Organizational maintenance manager’s 
guide., 82-9693 

Organizational manual : Community Serv- 
ices Administration., 82-12901 

Organizational scheme for corrosion-fatigue 
crack propagation data /, 82-9877 

Organizational survey assessment package 
for Air Force organizations /, 82-3322 

Organized crime links to the waste disposal 
industry : hearing before the Subcommit- 
tee on Oversight and Investigations of 
the Committee on Energy and Com- 
merce, House of Representatives, Ninety- 
seventh Congress, first session, May 28, 
1981., 82-6804 
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Orientation/time management skill training 
lesson : development and evaluation /, 
82-1586 

Orientation to hospital operation : pro- 
grammed instruction for health profes- 
sionals., 82-10625 

Origin and development of the NOAA 
Corps /, 82-4621 

The original Library of Congress : the his- 
tory (1800-1814) of the Library of Con- 
gress in the United States Capitol /, 82- . 
4270 

Origins of NASA names /, 82-6093 

ORMDIN : a finite element program for 
two-dimensional nonlinear inverse heat 
conduction analysis /, 82-6673 

ORNL - PWR-BDHT analysis procedure : 
a preliminary overview /, 82-14771 

ORTURB : a digital computer code to de- 
termine the dynamic response of the Fort 
St. Vrain reactor steam turbines /, 82- 
4161 

Osage Indians of Oklahoma and the Skia- 
took project : hearing before the Com- 
mittee on Interior and Insular Affairs, 
House of Representatives, Ninety-seventh 
Congress, first session, on H.R. 4926 ... 
hearing held in Washington, D.C., De- 
cember 1, 1981., 82-15150 

OTOCI, ORINC to COBRA interface /, 
82-2458 

Ottawa National 
4342, 82-4343, 
4346, 82-4347, 
4350, 82-4351, 82-4352, 82-4353, 
4354, 82-4355, 82-4356, 82-4357 

The Ottawa summit and U.S. international 
economic policy : hearings before the 
Joint Economic Committee, Congress of 
the United States, Ninety-seventh Con- 
gress, first session, July 14 and 16, 1981., 
82-12126 

An Ounce of prevention : how medical pro- 
fessionals can work to prevent motor ve- 
hicle injuries., 82-6543 

Our fragile coral reefs, enjoy but don’t de- 
Stroy., 82-121 

Our nation’s lakes /, 82-345 

Outages of electric power supply resulting 
from cable failures Boston Edison Com- 
pany system /, 82-13472 

Outcome measures for career counseling re- 
search /, 82-3170 

Outdoor classrooms on school sites., 
12356 

Outdoor recreation opportunities in the 
Rock Island District /, 82-9784 

Outer continental shelf leasing policies : 
hearing before the Subcommittee on SBA 
and SBIC Authority, Minority Enterprise 
and General Small Business Problems of 
the Committee on Small Business, House 
of Representatives, Ninety-seventh Con- 
gress, first session, Washington, D.C., 
November 12, 1981., 82-12261 


Forest /, 
82-4344, 
82-4348, 


82-4341, 
82-4345, 
82-4349, 
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82- 
82- 
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Outlet structure for Meramec Lake, Mera- 
mec River, Missouri : hydraulic model 
investigation /, 82-169 

Outlet works for Cerrillos Dam, Cerrillos 
River, and Portugues Dam, Portugues 
River, Puerto Rico : hydraulic model in- 
vestigation /, 82-1462 

The Outlook for collective bargaining in 
New England in... /, 82-14117 

Outlook for multistate regional intelligence 
projects : twelfth report by the Commit- 
tee on Governmental Operations., 82- 
2407 

Over-rust primers for steel surfaces., 82- 
232 

Overall ASAP progress : section one /, 
82-14530 

Overall effective thermal resistance of cor- 
rugated fiberboard containers /, 82-29 

Overlaps, hiatuses, and junior/senior sur- 
veys, 82-10957 

Oversight activities of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate., 82-929 

Oversight hearing on enforcement of the 
keys amendment : hearing before the 
Select Committee on Aging, House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 28, 1981., 82- 
4193 

Oversight hearing on full employment : 
hearing before the Subcommittee on Em- 
ployment Opportunities of the Committee 
on Education and Labor, House of Rep- 
resentatives, Ninety-seventh Congress, 


first session, hearing held in Los Angeles, 


Calif., on August 13, 1981., 82-12130 

Oversight hearing on major differences be- 
tween H.R. 3982 and S. 1377 for educa- 
tion and child nutrition : hearing before 
the Subcommittee on Elementary, Sec- 
ondary, and Vocational Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety-seventh 
Congress, first session, hearing held in 
Washington, D.C., on July 14, 1981., 
82-12127 

Oversight hearing on National Institute of 
Education : hearing before the Subcom- 
mittee on Select Education of the Com- 
mittee on Education and Labor, House of 
Representatives, Ninety-seventh Con- 
gress, first session, hearing held in Wash- 
ington, D.C., on June 18, 1981., 82- 
12131 

Oversight hearing on reading and writing 
achievement : hearing before the Sub- 
committee on Elementary, Secondary, 
and Vocational Education of the Com- 
mittee on Education and Labor, House of 
Representatives, Ninety-seventh Con- 
gress, first session, hearing held in Wash- 
ington, D.C., on May 7, 1981., 82-1045 

Oversight hearing on the Bank Secrecy Act 
: hearing before the Subcommittee on 
General Oversight and Renegotiation of 
the Committee on Banking, Finance, and 





Urban Affairs, House of Representatives, 
Ninety-seventh first session, 


July 23, 1981., 82-4207 


Oversight hearing on the effectiveness of 


prosthetic devices and sensory aids pro- 
vided by the Veterans’ Administration : 
hearing before the Subcommittee on Hos- 
pitals and Health Care of the Committee 
on Veterans’ Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, November 4, 1981., 82-12285 


Oversight hearing on the impact on com- 


pensation costs of reduced workplace 
health standards : hearing before the Sub- 
committee on Labor Standards of the 
Committee on Education and Labor, 
House of Representatives, Ninety-seventh 
Congress, first session, hearing held in 
Washington, D.C., on April 9, 1981., 
82-2614 


Oversight hearings on equal employment 


opportunity and affirmative action : hear- 
ings before the Subcommittee on Em- 
ployment Opportunities of the Committee 
on Education and Labor, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session ...., 82-15073 


Oversight hearings on extended care and 


geriatric programs and naming the 
Clarksburg, W. Va., VAMC for Louis A. 
Johnson : hearing before the Subcommit- 
tee on Hospitals and Health Care of the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-seventh Con- 
gress, first session, July 22, 1981., 82- 
2729 


Oversight hearings on meal pattern changes 


in the school lunch program : hearings 
before the Subcommittee on Elementary, 
Secondary, and Vocational Education of 
the Committee on Education and Labor, 
House of Representatives, Ninety-seventh 
Congress, first session, hearings held in 
Washington, D.C., on September 17 and 
18, 1981., 82-15076 


Oversight hearings on OSHA—occupation- 


al safety and health for federal employees 
: hearings before the Subcommittee on 
Health and Safety of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, hearings held in Washington, 
D.C. on March 4, and 31, 1981., 82-6791 


Oversight hearings on U.S. international 


monetary policies : hearings before the 
Subcommittee on International Trade, In- 
vestment, and Monetary Policy of the 
Committee on Banking, Finance and 
Urban Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
November 4, and 5, and December 10, 
1981., 82-15046 


Oversight into the administration of state 


and local court adjudication of driving 
while intoxicated : hearing before the 
Subcommittee on Courts of the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-seventh Congress, first 
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session, on court adjudication of driving 
while intoxicated, November 6, 1981., 
82-15165 


Oversight, Methane Transportation R. & D. 


Act of 1980 : hearing before the Subcom- 
mittee on Transportation, Aviation and 
Materials of the Committee on Science 
and Technologu, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, November 19, 1981., 82-15201 


Oversight of the air traffic controller situa- 


tion : hearings before the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-seventh Con- 
gress, first session, October 6, 20, 1981., 
82-12237 


Oversight of the comprehensive employ- 


ment and training programs : hearing 
before the Subcommittee on Investiga- 
tions and General Oversight of the Com- 
mittee on Labor and Human Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on oversight on 
the problems involving abuse, misman- 
agement, misuse of funds, and the appear- 
ance of conflict of interest, August 7, 
1981, Orlando, Fla. 82-15168, 82- 
15169 


Oversight of the Copyright Act of 1976 


(Cable television) : hearings before the 
Committee on the Judiciary, United 
States Senate, Ninety-seventh Congress, 
first session, on the Copyright Act of 
1976, April 29 and July 29, 1981., 82- 
4257 


Oversight of the federal procurement 


system : hearing before the Subcommittee 
on Federal Expenditures, Research, and 
Rules of the Committee on Governmen- 
tal Affairs, United States Senate, Ninety- 
seventh Congress, first session ..., 82- 
4251 


Oversight of the government’s security clas- 


sification program, some improvement 
still needed : report to the Congress : 
summary /, 82-13737 


Oversight of the Motor Carrier Act of 1980 


: hearings before the Subcommittee on 
Surface Transportation of the Committee 
on Public Works and Transportation, 
House of Representatives, Ninety-seventh 
Congress, first session, May 22 and 23, 
1981, at Denver, Colo., June 10, 11, and 
16, 1981, at Washington, D.C., 82-15188 


Oversight of the national cancer program : 


hearing before the Subcommittee on In- 
vestigations and General Oversight of the 
Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on the na- 
tional cancer program, a progress report, 
May 21, 1981., 82-1084 


Oversight of the Office of Justice Assist- 


ance, Research, and Statistics, U.S. De- 
partment of Justice : hearing before the 
Subcommittee on Juvenile Justice of the 
Committee on the Judiciary, United 
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States Senate, Ninety-seventh Congress, 
first session, on oversight of the Office of 
Justice Assistance, Research, and Statis- 
tics, U.S. Department of Justice, October 
28, 1981., 82-12223 

Oversight of toxic chemical abuse allega- 
tions at Hill Air Force Base : hearing 
before the Committee on Labor and 
Human Resources, United States Senate, 
Ninety-seventh Congress, first session, on 
oversight of the problems involving the 
use of toxic chemicals at the Hill Air 
Force Base at Ogden, Utah, July 11, 
1981, Roy, Utah., 82-1087 

Oversight of U.S. trade policy : joint hear- 
ings before the Subcommittee on Interna- 
tional Trade of the Committee on Fi- 
nance and the Subcommittee on Interna- 
tional Finance and Monetary Policy of 
the Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-seventh Congress, first session...., 
82-15108 

Oversight on CETA reauthorization : hear- 
ing before the Subcommittee on Employ- 
ment Opportunities of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, hearing held in Brattleboro, Vt., 
on November 2, 1981., 82-15072 

Oversight on Community Services Admin- 
istration, child abuse prevention and 
treatment, and adoption opportunities, 
and Native American Programs Act : 
hearing before the Subcommittee on 
Aging, Family, and Human Services of 
the Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on exami- 
nation of administration’s proposal for 
Community Services Administration, 
child abuse prevention and treatment, and 
adoption opportunities, and Native 
American Programs Act, April 23, 1981., 
82-12225 

Oversight on family planning programs 
under Title X of the Public Health Serv- 
ice Act, 1981 : hearing before the Sub- 
committee on Aging, Family, and Human 
Services of the Committee on Labor and 
Human Resources, United States Senate, 
Ninety-seventh Congress, first session, on 
oversight on the role of the federal gov- 
ernment in family planning administered 
under Title X of the Public Health Serv- 
ice Act, June 23 and September 28, 1981., 
82-6869 

Oversight on private schools : hearings 
before the Subcommittee on Elementary, 
Secondary, and Vocational Education of 
the Committee on Education and Labor, 
House of Representatives, Ninety-seventh 
Congress, first session, hearings held in 
Washington, D.C., on May 13, 14, Sep- 
tember 16, 22, and 23, 1981., 82-6793 

Oversight on research activities of the Na- 
tional Institute on Alcohol Abuse and Al- 
coholism and the National Institute on 
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Drug Abuse, 1981 : hearing before the 
Subcommittee on Alcoholism and Drug 
Abuse of the Committee on Labor and 
Human Resources, United States Senate, 
Ninety-seventh Congress, first session, on 
to explore the current and future research 
activities of the National Institute on Al- 
cohol Abuse and Alcoholism and the Na- 
tional Institute on Drug Abuse, July 27, 
1981., 82-4260 

Oversight on the administration of the Oc- 
cupational Safety and Health Act, 1981 : 
joint hearing before the Subcommittee on 
Investigations and General Oversight and 
the Subcommittee on Labor of the Com- 
mittee on Labor and Human Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on oversight on 
the status of policy development and pro- 
gram management and operation of the 
Occupational Safety and Health Adminis- 
tration, September 23, 1981., 82-12230 

Oversight on the Advisory Commission on 
Intergovernmental Reiations : hearing 
before the Subcommittee on Intergovern- 
mental Relations of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-seventh Congress, first 
session, October 21, 1981., 82-15135 

Oversight on the Montana Wilderness 
Study Act : hearing before the Subcom- 
mittee on Public Lands and Reserved 
Water of the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-seventh Congress, first session, on 
the future management on the Mount 
Henry, Taylor-Hilgard, and West Pioneer 
Wilderess study areas, Montana Wilder- 
ness Study Act, Public Law 95-150, 
Bozeman, Mont., May 28, 1981., 82- 
6794 

Oversight on Title I, ESEA and the chap- 
ter 2 education block grant : hearing 
before the Subcommittee on Elementary, 
Secondary, and Vocational Education of 
the Committee on Education and Labor, 
House of Representatives, Ninety-seventh 
Congress, first session, hearing held in 
Washington, D.C., on October 6, 1981., 
82-6789 

Oversight plans of the committees of the 
U.S. House of Representatives : a report 
by the Committee on Government Oper- 
ations., 82-11807 

Oversight report on the Magnuson Fishery 
Conservation and Management Act of 
1976 /, 82-6879, 82-12232 

Overthrust belt study area, Idaho-Utah-Wy- 
oming /, 82-10896, 82-10897 

Overthrust belt study area, Montana-Idaho 
/, 82-10898 

Overview and assessment of economic and 
regional development programs under the 
jurisdication of the Subcommittee on 
Economic Development : hearings before 
the Subcommittee on Economic Devel- 
opment of the Committee on Public 
Works and Transportation, House of 
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Representatives, Ninety-seventh Con- 
gress, first session, May 11, 12, and 13, 
1981., 82-2698 

Overview for design of foundations on ex- 
pansive soils /, 82-5017 

Overview of Advanced Systems Division 
criterion research (maintenance) /, 82- 
3308 

Overview of aortocoronary bypass grafting 
for the treatment of coronary artery dis- 
ease : an internist’s perspective /, 82- 
10497 

Overview of computer-based models appli- 
cable to freight car utilization /, 82-6367 

Overview of pollution from combustion of 
fossil fuels in boilers of the United States 
/, 82-10156 

Overview of recent foreign policy : No- 
vember 12, 1981 /, 82-11262 

An overview of rod-bundle termal-hydrau- 
lic analysis /, 82-990 

An overview of the cultural resources of 
the Western Mojave Desert /, 82-1992 

OV3-4 dose rate and proton spectral meas- 
urements in the inner Van Allen belt /, 
82-1612 

Owlie Skywarn on flash floods., 82-12841 

Owner manuals for service and repair of 
FMVSS 121 air brake systems /, 82- 
3965 

OWRT water reuse research and develop- 
ment program : project abstracts., 82- 
13937 

Owyhee grazing environmental impact 
statement : final /, 82-5785 

Oxidation and embrittlement of zircaloy-4 
cladding from high temperature film boil- 
ing operation /, 82-14808 

Oxidation techniques in drinking water 
treatment : papers presented at the Con- 
ference held in Karlsruhe, Federal Re- 
public of Germany, September 11-13, 
1978 /, 82-347 

OXREPT : Orinc and eXperimental data to 
RElap plot Tape interface /, 82-14761 

Oxygen-consuming organics in nonpoint 
source runoff /, 82-5296 

Ozark Springs quadrangle, Missouri-Pulaski, 
7.5 minute series (topographic), SE/4 
Richland 15’ quadrangle /, 82-10883 

Ozone and precursor transport into an 
urban area : evaluation of measurement 
approaches /, 82-10237 

Ozone trend detectability /, 82-6138 


P 


Pace of oil shale development : hearings 
before the Committee on the Budget, 
United States Senate, Ninety-sixth Con- 
gress, second session, July 17, 1980— 
Denver, Colo., August 29, 1980—Rifle, 
Colo., February 1982., 82-15049 

Pacific coast ecological inventory, Cape 
Blanco, Oregon /, 82-10927 
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Pacific coast ecological inventory, Cape 
Disappointment, Washington-Oregon /, 
82-10933 

Pacific coast ecological inventory, Cape 
Flattery, Wash., U.S.-B.C., Can. /, 82- 
10937 

Pacific coast ecological inventory, Coos 
Bay, Oregon /, 82-10929 

Pacific coast ecological inventory, Copalis 
Beach, Washington /, 82-10935 

Pacific coast ecological inventory, Eureka, 
California /, 82-10924 

Pacific coast ecological inventory, Ho- 
quiam, Washington-Oregon /, 82-10932 

Pacific coast ecological inventory, Long 
Beach, California /, 82-10913 

Pacific coast ecological inventory, Los An- 
geles, California /, 82-10915 

Pacific coast ecological inventory, Med- 
ford, Oregon-California /, 82-10926 

Pacific coast ecological inventory, Monte- 
rey, California /, 82-10918 

Pacific coast ecological inventory, Redding, 
California /, 82-10923 

Pacific coast ecological inventory, Rose- 
burg, Oregon /, 82-10928 

Pacific coast ecological inventory, Sacra- 
mento, California /, 82-10920 

Pacific coast ecological inventory, Salem, 
Oregon /, 82-10930 

Pacific coast ecological inventory, 
Diego, California /, 82-10911 

Pacific coast ecological inventory, 
Francisco, California /, 82-10919 

Pacific coast ecological inventory, San Luis 
Obispo, California /, 82-10917 

Pacific coast ecological inventory, 
Anna, California /, 82-10912 

Pacific coast ecological inventory, 
Maria, California /, 82-10916 

Pacific coast ecological inventory, 
Rosa, California /, 82-10921 

Pacific coast ecological inventory, 
Rosa Island, California /, 82-10914 

Pacific coast ecological inventory, Seattle, 
Washington /, 82-10934 

Pacific coast ecological inventory, Ukiah, 
California /, 82-10922 

Pacific coast ecological inventory, Vancou- 
ver, Washington-Oregon /, 82-10931 

Pacific coast ecological inventory, Victoria, 
B.C., Can.-Wash., U.S. /, 82-10936 

Pacific coast ecological inventory, Weed, 
California-Oregon /, 82-10925 

Pacific Crest National Scenic Trail /, 82- 
4336 

Pacific Crest National Scenic Trail, Oregon 
/, 82-4312 

Pacific Northwest Region environmental 
quality profile /, 82-360 

Pacific Northwest Region plan., 82-9123 

Pacific Southwest Inter-Agency Committee 
: report of the Hydrology Subcommittee : 


summary of hydrologic criteria for dams., 
82-14992 
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Pacific Southwest Inter-Agency Committee 
: report of the Water Management Sub- 
committee on factors affecting sediment 
yield in the Pacific Southwest area and 
selection and evaluation of measures for 
reduction of erosion and sediment yield., 
82-14993 

Package X., 82-3841, 82-14304 

PAHR debris bed experiment D-4 /, 82- 
11992 

Paints and protective coatings /, 82-3165 

Paired comparisons, a method for ranking 
mule deer preference for various browse 
species /, 82-12481 

Pakistan, a country profile /, 82-821 

Pakistan major ethnic groups., 82-14256 

Pallets for Army use., 82-9744 

The Palpable Osler, 82-3628 

Panama : a country study /, 82-155 

Panama Canal, permanent neutrality and 
operation : treaty between the United 
States of America and Panama, signed at 
Washington September 7, 1977 with at- 
tached protocol and protocol of exchange 
of instruments of ratification signed at 
Panama June 16, 1978., 82-11322 

Panama Canal treaty, combined board : 
agreement between the United States of 
America and Panama, effected by ex- 
change of notes signed at Panama Octo- 
ber 1, 1979., 82-14278 

Panama Canal treaty, consultative committ- 
tee : agreement between the United 
States of America and Panama, effected 
by exchange of notes signed at Panama 
October 1, 1979., 82-14280 

Panama Canal treaty, coordinating commit- 
tee : agreement between the United 
States of America and Panama, effected 
by exchange of notes signed at Panama 
October 1, 1979., 82-14279 

Panama Canal treaty, joint committee : 
agreement between the United States of 
America and Panama, effected by ex- 
change of notes signed at Panama Octo- 
ber 1, 1979., 82-11327 

Panel sessions of the Urban Mass Transpor- 
tation Administration University Re- 
search Conference, May 6-7, 1980 : the 
future for public transportation : peak 
period transit services, strategies for the 
1980’s., 82-14505 

Papermaking factors that influence the 
strength of linerboard weight handsheets 
/, 82-12438 

Papers on business strategy and antitrust., 
82-3499 

Papers presented at the Seminars on 
Ground Check Monitoring /, 82-5945 

Papers relating to the foreign relations of 
the United States, 82-2126, 82-3806 

Paraho environmental data /, 82-9941 

Parameters of future ATC systems relating 
to airport capacity/delay /, 82-6434, 
82-11519 

Parametric analysis of energy consumption 
in army buildings by the Building Loads 
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Passive and active solar heating analysis : technical support document for the 


Analysis and System Thermodynamics 
(BLAST) computer program /, 82- 
13156 

Parametric sensitivity study for solar-assist- 
ed heat pump systems /, 82-13365 

A parametric study of aliasing error for a 
narrow field of view scanning radiometer 
/, 82-6114 

Paratransit handbook : a guide to paratran- 
sit system implementation /, 82-2312 

Paratransit vehicle test and evaluation /, 
82-14521 

PARC (Plutonium accident resistant con- 
tainer) program research, design, and de- 
velopment /, 82-4095 

Parents’ guide to childhood immunization., 
82-10654 

A Parent’s guide to cystinosis /, 82-10503 

Parking and traffic enforcement /, 82-6284 

Parks, forests, and public property, 82-530, 
82-3589 

Part-task trainer for the F-106A MA-1 
radar/infrared fire control system 
design, specification, and operation /, 
82-263 

Partial revision of radio regulations (1959)., 
82-2177 

Partial revision of radio regulations, 1959, 
and final protocol : aeronautical mobile 
(R) service : between the United States of 
America and other governments : done at 
Geneva March 5, 1978., 82-2177 

Participant notebook for a training course 
in railroad-highway grade crossing im- 
provement programs /, 82-6303 

Participant’s notebook for positive guid- 
ance. /, 82-6301 

Participating providers and suppliers of 
health services, 82-10685 

Particle dynamics associated with the spa- 
celab environment /, 82-11100 

Particle size variation effects on landfilled 
solid waste : cold climate studies /, 82- 
5297 

Particulate control at high temperature and 
pressure using augmented granular bed 
filters /, 82-10158 

Particulate control highlights : research on 
fabric filtration technology /, 82-1659 

Particulate sampling and support : final 
report /, 82-13552 

Particulate sampling and support : final 
report, executive summary /, 82-13553 

PARTS : Park and Recreation Technical 
Services., 82-5946 

Parts manufacturer approvals., 82-14415 

Passenger car fuel economy, EPA and road 
: a report to the Congress in response to 
the National Energy Conservation Policy 
Act of 1978, public law 95-619, title IV, 
part 1, section 404 /, 82-5242 

Passenger vehicle tire inspection equipment 
development /, 82-14566 

Passive and active solar heating analysis : 
technical support document for the pro- 
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Passive and active solar heating analysis : technical support document for the 


posed energy performance standards for 
new buildings., 82-317 

Passive infrared surveillance /, 82-5128 

Passive restraints : a subject bibliography 
from highway safety literature., 82- 
14552 

Passive vehicle-automated guideway transit 
: documentation of previous work and 
assessment of impact of new technology 
on this concept /, 82-14523 

Pat learns about wild peppermint /, 82- 
13524 

The Patent Term Restoration Act of 
1981—S. 255 : hearing before the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 255 ... April 30, 1981., 82- 
4258 

Patents and trademarks., 82-1767 

Patents, deposit of microorganisms : agree- 
ment between the United States of Amer- 
ica and other governments : done at Bu- 
dapest April 28, 1977 with regulations., 
82-798 

Patients’ reasons for visiting physicians : the 
national ambulatory medical care survey, 
United States, 1977-78 /, 82-10635 

Patronage impacts of changes in transit 
fares and services /, 82-11583 

Patterson quadrangle, Missouri-Wayne Co., 
7.5 minute series (topographic), NE/4 
Piedmont 15’ quadrangle /, 82-10861 

Pavement and shoulders notebook., 82- 
14350 

Pavement evaluation and overlay design 
using vibratory nondestructive testing 
and layered elastic theory /, 82-14458 

Pavement evaluation and repair recommen- 
dation, Sierra Army Depot, Amede Air 
Strip /, 82-13159 

Pay increases for military personnel : hear- 
ing before the Subcommittee on Man- 
power and Personnel of the Committee 
on Armed Services, United States Senate, 
Ninety-seventh Congress, first session, 
May 7, 1982., 82-15039 

Payment of attorneys’ fees in tax litigation : 
hearing before the Subcommittee on 
Select Revenue Measures of the Commit- 
tee on Ways and Means, House of Repre- 
sentatives, Ninety-seventh Congress, fisrt 
session, September 28, 1981., 82-12300 

Payments in lieu of taxes on federal real 
property : a commission report., 82-6610 

Payroll for the nation’s museums and bo- 
tanical and zoological gardens totaled 
$294.6 million in 1977., 82-1359 

Payroll for the nation’s 290,993 nongovern- 
ment health service establishments with 
paid employees totaled $45.6 billion in 
1977., 82-1357 

PBF-LOCA test series, test LOC-11, test 
results report /, 82-4119 

PC-6, REA standard on acceptance testing 
procedures for cable television systems., 
82-12625 
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PCI fuel failure analysis : a report on a 
cooperative program undertaken by Pa- 
cific Northwest Laboratory and Chalk 
River Nuclear Laboratories /, 82-4135 

The Peace Corps in Belize., 82-12683 

The Peace Corps in Benin., 82-2830 

The Peace Corps in Cameroon., 82-2831 

The Peace Corps in Ghana., 82-101, 82- 
2832 

The Peace Corps in Kenya., 82-2833 

The Peace Corps in Liberia., 82-2835 

Peaceful progress in developing nations : 
May 24, 1981 /, 82-11234 

Peat, 82-3705 

“Pedestrian injury causation parameters” /, 
82-6525 

Pedestrian injury causation study /, 82- 
2323 

Peer rating research : annotated bibliogra- 
phy /, 82-9912 

Peer review of contract proposals : guide- 
lines for reviewers, competing proposals, 
non-competing proposals, renewal, new, 
solicited (sole source), unsolicited, inter- 
agency agreements /, 82-1838 

Peformance with and with inlet radial dis- 
tortion of a transonic fan stage designed 
for reduced loading in the tip region /, 
82-11123 

Pell (Basic) Grant calculations workbook., 
82-13483 

Pellet-cladding mechanical interaction in 
Halden assembly IFA-226 /, 82-4102 

Pending rule making petition before the 
Federal Communications Commission as 
of December 31, 1980., 82-9578 

The Penobscot lineament zone, Maine /, 
82-12019 

Pensions, bonuses, and veterans’ relief, 82- 
531, 82-10438 

People helping people., 82-9791 

The Perceived favorableness of selected 
scale anchors and response alternatives /, 
82-3172 

Perceived importance of zones surrounding 
a vehicle and learning to use a convex 
mirror effectively /, 82-6539 

Perception of, and adaptiation to, a three- 
dimensional curvature distortion /, 82- 
5094 

Perceptions of the U.S. role in world affairs 
: October 21, 1980., 82-11224 

Perceptual-motor and cognitive perform- 
ance task battery for pilot selection /, 
82-1604 

Perchlorethylene dry cleaners : background 
information for proposed standards /, 
82-13681 

Perchlorethylene from Belgium, France, 
and Italy : determinations of injury in 
investigations nos. AA1921-194, AA1921- 
195, and AA1921-196 under the Anti- 
dumping Act, 1921, as amended., 82- 
11386 


Percussion group leader., 82-13083 
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Performance appraisal ratings : the content 
issue /, 82-3318 

Performance collapse due to overhead in a 
simple, single-server queuing system /, 
82-9885 

Performance evaluation method for dissimi- 
lar aircraft designs /, 82-11165 

Performance evaluation of test dummies 
with flesh parts produced with substitute 
foaming compounds /, 82-11621 

Performance evaluation of the Horiba In- 
struments, Inc., Model U-7 Water Quality 
Checker /, 82-12824 

Performance evaluation of the Martek In- 
struments, Inc. Mark V Digital Water 
Quality Analyzer System /, 82-3109 

Performance-investment analysis process : 
technical report., 82-3881 

Performance investment analysis process : 
user’s guide., 82-6302 

Performance measurement of maintenance / 
, 82-3307 

Performance measures and standards for air 
quality simulation models /, 82-10239 

Performance motivation in armor training / 
, 82-13114 

Performance of a Haynes 188 metallic stan- 
doff thermal protection system at Mach 7 
/, 82-6165 

Performance of a linear synchronous motor 
with laminated track poles and with var- 
ious misalignments /, 82-2255 

Performance of CHAMPUS fiscal interme- 
diaries needs improvements : report to 
the Congress /, 82-5488 

Performance of CHAMPUS fiscal interme- 
diaries needs improvements : summary: 
report to the Congress /, 82-1751 

Performance of futures markets : the case of 
potatoes /, 82-2749 

Performance of jet- and inner-ring-lubricat- 
ed 35-millimeter-bore ball bearings oper- 
ating to 2.5 million DN /, 82-6167 

Performance of medium-density hardboard 
in pallets /, 82-12440 

Performance of pallets with hardboard 
decks of varied density., 82-12441 

Performance of semi-transpiration cooled 
liner in high temperature-rise combustor 
/, 82-6166 

Performance of the Norris Cotton Federal 
Office Building for the first 3 years of 
operation /, 82-4614 

Performance of two-stage fan having low- 
aspect-ratio, first-stage rotor blading /, 
82-6142 

Performance of two-stage fan with a first- 
state rotor redesigned to account for the 
presence of a part-span damper /, 82- 
14233 

Performance of two-stage fan with larger 
dampers on first-stage rotor /, 82-2098: 

Performance of wood in a do-it-yourself 
solar collector /, 82-12473 
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Performance parameters for digital and 
analog service modes /, 82-4697 

Performance, physiological, and oculometer 
evaluation of VTOL landing displays /, 
82-14170 

Performance planning 
system., 82-13691 

Performance profiles of major energy pro- 
ducers., 82-13455, 82-13456 

Performance results of some candidate 
French modems for the aeronautical sat- 
ellite communication channel /, 82-2283 

Performance testing of personnel dosimetry 
services, alternatives and recommenda- 
tions for a personnel dosimetry testing 
program /, 82-983 

Performance testing of single electrically 
heated fuel pir simulators for PWR 
LOCA experiments /, 82-14768 

Permeability of covers over low-level ra- 
dioactive-waste burial trenches, West 
Valley, Cattaraugus County, New York / 
, 82-5807 

Permuted medical subject headings /, 82- 
13825 

Persian Gulf situation : hearing before the 
Committee on Foreign Relations, United 
States Senate, Ninety-seventh Congress, 
first session, September 17, 1981., 82- 
12179 

Personal property claims and general claims 
administration within the Department of 
Defense : hearing before the Subcommit- 
tee on Administrative Law and Govern- 
mental Relations of the Committee on the 


and appraisal 


Judiciary, House of Representatives, 
Ninety-seventh Congress, first session, on 
personal property claims and general 
claims administration within the Depart- 


ment of Defense, March 5, 1981., 
6856 

Personal property management, utilization, 
and disposal handbook /, 82-11569 

Personnel—general : officer personnel man- 
agement for the Army National Guard., 
82-13031 

Personnel administration center (PAC) 
guide for administrative procedures., 82- 
9704 

Personnel administration specialist, 
75B., 82-9687 

The personnel management function /, 82- 
11185 

Personnel management, guidance and coun- 
seling., 82-5603 

Personnel management in state and local 
governments /, 82-11182 

Personnel policies and practices /, 82- 
11186 

Personnel programs management /, 82- 


82- 


MOS 


Personnel rating effectiveness as a function 
of number of rating statements /, 82-294 

A perspective on the Pinyin romanization 
of Chinese characters : a reference aid /, 
82-3804 





Physician requirements, 1990, for allergy / 


Perspectives on state-EPA grant activities / 
, 82-5289 

Perspectives on the top 50 production 
volume chemicals /, 82-3392 

The perturbation of some atmospheric 
mechanisms by emissions from aircraft /, 
82-6442 

Peru : CARE OPG water health services 
project /, 82-11343 

Peru, a country profile /, 82-822 

Pesticides and honey bees /, 82-12343 

Pesticides, insecticides, fungicides, and ro- 
denticies., 82-5613 

Peter Chi Hung Kwok, doctor of medicine, 
and Ping Chi Chau Kwok, husband and 
wife : report (to accompany S. 236)., 
82-4046 

Petroleum operations of farmer coopera- 
tives., 82-12675 

Petroleum pipeline and terminal operating 
company., 82-13069 

Petroleum supply and operating teams., 
82-13100 

Pharmacology research associate program 
of the National Institute of General Medi- 
cal Sciences, National Institutes of 
Health., 82-10606 

Phase I-1977 National Resource Inventory 
status report : Utah’s non-federal land., 
82-12559 

Phase [IIlIc-test and 
(PTACV) /, 82-6355 

Phase I air quality and economic impacts 
for the New York Metro/Hartford re- 
gional study : draft report /, 82-14687 

Phase I Morgantown people mover impact 
evaluation : final report /, 82-14520 

Phasic changes in bone CO,fractions, cal- 
cium, and phosphorus during chronic hy- 
percapnia /, 82-5102 

Philadelphia oxidant enhancement study, 
hydrocarbon analysis / by H. Westberg 
and P. Sweany ; prepared for U.S. Envi- 
ronmental Protection Agency, Office of 
Air, Noise, and Radiation, Office of Air 
Quality Planning and Standards., 82- 
10240 

Philadelphia, Pennsylvania-New Jersey, 
metropolitan area, 82-3754 

Philippine small scale irrigation /, 82-3834 

The Philippines, a country profile /, 82- 
823 

Photo series for quantifying natural forest 
residues in common vegetation types of 
the Pacific Northwest /, 82-36 

Photocell on-off lighting control., 82-5090 

Photoconductive control of microwaves /, 
82-1529 

Photoelectrolysis of water for production of 
hydrogen, final report 1 March 1979 - 8 
March 1981 /, 82-13361 

Photogrammetric recording of cultural re- 
sources /, 82-1904 

Photography., 82-3538 

Physical and financial abuse of the elderly : 
hearing before the Subcommittee on Re- 
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demonstration 





tirement Income and Employment of the 
Select Committee on Aging, House of 
Representatives, Ninety-seventh Con- 
gress, first session, April 3, 1981, San 
Francisco, Calif., 82-1006 

Physical and thermal disturbance and 
tection of permafrost /, 82-9816 

Physical fitness., 82-3565 

Physical foundations for socio-economic 
modeling for transportation planning /, 
82-14327 

Physical mechanisms for biological effects 
of ultrasound /, 82-10616 

Physical properties and leach testing of so- 
lidified/stabilized flue gas cleaning 
wastes., 82-10215 

Physical properties of the chalcogenides of 
rare earth elements /, 82-9974 

Physical protection of nuclear facilities : 
quarterly progress report January-March 
1978 /, 82-11893 

Physical protection of nuclear facilities : 
quarterly progress report July-September 
1978 /, 82-14820 

Physical, protection of nuclear facilities : 
quarterly progress report October-De- 
cember 1977 /, 82-11887 

Physical protection of nuclear facilities, 
quarterly progress report /, 82-14841, 
82-14870 

Physical protection of nuclear facilities 
quarterly progress report : April-June 
1980 /, 82-2537 

Physical protection of nuclear material in 
transit : quarterly progress report, April- 
June 1978 /, 82-4109 

Physical protection of nuclear material in- 
transit : quarterly progress report Janu- 
ary-March 1979 /, 82-14834 

Physical protection of nuclear material in- 
transit : quarterly progress report Octo- 
ber-December 1978 /, 82-14825 

Physical protection of shipments of irradiat- 
ed reactor fuel : interim guidance., 82- 
14721 

Physical readiness training., 82-13088 

Physical research program : research con- 
tracts and statistical summary /, 82- 
11853 

Physical security at U.S. military bases : 
hearing before the Investigations Sub- 
committee of the Committee on Armed 
Services, House of Representatives, 
Ninety-seventh Congress, first session, 
July 17, 1981., 82-6761 

Physical security at U.S. Military bases : 
report of the Investigations Subcommit- 
tee of the Committee on Armed Services, 
House of Representatives, Ninety-seventh 
Congress, first session., 82-6759 

Physically-based high resolution surface 
wind and temperature analysis for 
EPAMS /, 82-13181 

Physician requirements, 1990, for allergy /, 
82-1855 
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Physician requirements, 1990, for cardiology / 


Physician requirements, 1990, for cardiolo- 


gy /, 82-1856 

Physician requirements, 1990, for gastroen- 
terology /, 82-5753 

Physician requirements, 1990, for nephro- 
logy /, 82-10627 

Physician requirements, 1990, for rheumato- 
hen /, /, 82-5754 

Physicians Association of Clackamas 
County : a case study of an IPA in Glad- 
stone, Oregon /, 82-5675 

Physics of reactor safety : quarterly report 
April-June 1978 /, 82-11910 

Physics of reactor safety, quarterly report / 
, 82-14757, 82-14821, 82-14866 

Physiology of food, 82-1521 

Pictorial interest inventory development /, 
82-274 

Pictured Rocks National Lakeshore /, 
3722 

Picturephone meeting service., 82-13028 

Piedmond SE quadrangle, Missouri-Wayne 
Co., 7.5 minute series (topographic), SE/ 
4 Piedmont 15’ quadrangle /, 82-10888 

Piedmont quadrangle, Missouri, 7.5 minute 

series (topographic), NW/4 Piedmont 15’ 

poe a /, 82-10863 

Pilot assessment of two computer generated 
display formats for helicopter instrument 
approach /, 82-3773 

Pilot certificates : aircraft type ratings., 
82-11505 

Pilot field studies of FGD waste disposal at 
Louisville Gas and Electric /, 82-10216 

Pilot in command qualifications for special 
area/routes and airports, federal aviation 
regulation (FAR) 121.445., 82-6408 

Pilot national environmental profile, 1977., 
82-10069 

Pilot performance in simulated aerial refuel- 
ing as a function of tanker model com- 
plexity and visual display field-of-view /, 
82-5156 

Pilot precautions and procedures to be 
taken in preventing aircraft reciprocating 
engine induction system and fuel system 
icing problems., 82-6385 

Pilot pressure measurements in flow fields 
behind circular-arc nozzles with exhaust 
jets at subsonic free-stream mach num- 
bers /, 82-2060 

Pilot proficiency award program., 82-6395 

Pilot scale evaluation of NOx combustion 
control for pulverized coal : phase II 
final report /, 82-13609 

Pilot selection system development /, 82- 
272 

Piloted flight simulation study of low-level 
wind shear, phase 3 : all-weather landing 
systems, engineering services support 
project, task 2 /, 82-6444 

Pinhoti Trail map, Talladega National 
Forest, Alabama., 82-9100 

PINSIM-MOD1, a nuclear fuel pin/electric 
fuel pin simulator transient analysis code 
/, 82-11915 
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Pipeline accident report : Four Corners 
Pipe Line Company, pipeline rupture and 
fire, Long Beach, California, December 
1, 1980., 82-11429 

Pipeline accident report : municipal gas de- 
partment of Cordele, Georgia explosion 
and fire, Cordele, Georgia, February 21, 
1980., 82-14340 

Pipeline accident report : the Pipelines of 
Puerto Rico, Inc., petroleum products 
rupture and fire, Bayamon, Puerto Rico, 
January 30, 1980., 82-11427 

Pipeline accident report : Union Light, 
Heat and Power Company, natural gas 
explosion and fire, Simon Kenton High 
School, Independence, Kentucky, Octo- 
ber 9, 1980., 82-11428 

Pipeline accident report : Williams Pipe 
Line Company gasoline explosion and 
fire, Roseville, Minnesota, April 16, 1981 
/, 82-3879 

Pipeline bottoming cycle study /, 82- 
13316 

The Piracy and Conterfeiting Amendments 
Act of 1981—S. 691 : hearing before the 
Subcommittee on Criminal Law of the 
Committee on the Judiciary, United 
States Senate, Ninety-seventh Congress, 
first session, on S. 691 ... June 19, 1981., 
82-6864 

Pitot pressure measurements in flow fields 
behind circular-arc nozzles with exhaust 
jets at subsonic free-stream mach num- 
bers /, 82-3776 

Plain skull film radiography in the manage- 
ment of head trauma : an overview /, 
82-10615 

Plan for a photovoltaic applied research 
laboratory for developing countries /, 
82-13353 

Plan for developing a safety goal /, 82- 
4093 


A plan for improved short-range aviation 
weather forecasts /, 82-878 

Plan for reevaluation of NRC policy on 
decommissioning of nuclear facilities. 
Supplement 1 /, 82-946 

Plan summaries, FY 1980-1984 /, 82-882 

Plane sense : general aviation information., 
82-14430 

Planes in the sky, ships in the sea, 82- 
13201 

Planning and designing a transit center 
based transit system : guidelines and ex- 
amples from case studies in 22 cities /, 
82-11597 

Planning and environment : highway engi- 
neer training program, November 8-17, 
1977., 82-6295 

Planning and implementing social service 
information systems : a guide for manage- 
ment and users /, 82-1820 

Planning by objectives : a manual for stu- 
dent community service program coor- 
dinators., 82-12682 

Planning conference : national defense ex- 
ecutive reserve, regional directors-desig- 
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nate, regional emergency transportation 
coordinators, summary report, February 

7-9, 1978, Weshington,. D.C., 82-14348 

Planning for declining enrollment in single 
high school districts /, 82-13517 

Planning for deinstitutionalization : a 
review of principles, methods, and appli- 
cations /, 82-3606 

A Planning guide for food service in child 
care centers., 82-12655 

Planning new towns : national reports of 
the U.S. and the U.S.S.R. /, 82-5779 

Planning of automated data acquisition and 
process control systems (ADACS) /, 
82-5023 

Planning study to model and monitor coal 
pile run-off /, 82-5292 

Planning U.S. security /, 82-1424 

Planning workshops to develop recommen- 
dations for a ground water protection 
strategy / United States Environmental 
Protection Agency, Office of Drinking 
Water., 82-10079 

Plans, recordkeeping, variances, and dem- 
onstrations for hazardous waste treat- 
ment, storage, and disposal facilities : in- 
terim status requirements., 82-10114 

Plant/site selection assessment report : seis- 
mic safety margins research program /, 
82-14947 

Plants as a food source, 82-1522 

Platform motion contributions to simulator 
training effectiveness : study III- interac- 
tion of motion with field-of-view /, 82- 
9913 

The Platte River ecology study : special 
research report., 82-1978 

Play it smart : facts for teenagers about 
drinking., 82-3662 

Plowden nomination : joint hearing before 
the Committee on Labor and Human Re- 
sources and the Committee on Veterans’ 
Affairs, United States Senate, Ninety-sev- 
enth Congress, first session, on nomina- 
tion of William Coskrey Plowden, Jr., of 
South Carolina, to be assistant secretary 
of labor for veterans’ employment, No- 
vember 17, 1981., 82-15173 

PLUMBBOB series, 1957 /, 82-3163 

PNP, prototype plant for nuclear process 
heat : status preport [i.e. report] at end of 
concept phase, from 1 August 1975 to 30 
November 1976 : market and economic 
analysis study on nuclear coal gasification 
/, 82-9975 

A Pocket guide to Egypt., 

A Pocket guide to Greece., 

A Pocket guide to Isfael., 82-12908 

A Pocket guide to Italy., 82-12906 

A Pocket guide to NATO., 82-12911 

A pocket guide to Panama., 82-12904 

A Pocket guide to the Arabian Peninsula., 
82-12903 

A Pocket guide to the Horn of Africa., 
82-12909 


82-12907 
82-12905 
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A pocket guide to Turkey., 82-12910 
Pocket supplement to preamble compila- 
tion, 82-10611, 82-10612, 82-10613, 

82-10614 

Poison prevention : student readings., 82- 
14700 

Poison prevention 
14701 

Poland., 82-11197 

Poland and the future of Europe : January 
12, 1982 /, 82-11267 

Poland has not perished : January 30, 1982 
/, 82-11268 

Poland, its renewal and a U.S. strategy : a 
report /, 82-4237 

Police enforcement procedures for unsafe 
driving actions /, 82-11638 

Police referral to drug treatment : risks and 
benefits., 82-1880 

Police referrals in metropolitan areas : sum- 
mary report /, 82-10990 

Policies and procedures for considering en- 
vironmental impacts., 82-14418 

Policy and procedures for procurement of 
architect-engineer (A-E) services /, 82- 
11387 

Policy for use of telecc 
transfer standards /, 82-863 

Policy guidance for public transportation 
decision makers: a training course /, 82- 
3860 

Policy options for the transportation-air 
quality process /, 82-14691 

Political and economic situation in Zaire— 
fall 1981 : hearing before the Subcommit- 
tee on Africa of the Committee on For- 
eign Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
September 15, 1981., 82-12170 

Political control of the Soviet armed forces 
: a research paper /, 82-2124, 82-3805 

The Political economy of the Western 
Hemisphere : selected issues for U.S. 
policy : selected essays /, 82-2610 

Pollen morphology and phylogenetic rela- 
tionships of the Berberidaceae /, 82- 
6233 

Pollutants from synthetic fuels production : 
coal gasification screening test results /, 
82-13624 

Pollutants from synthetic fuels production : 
environmental evaluation of coal gasifica- 
tion screening tests /, 82-13626 

Pollutants from synthetic fuels production : 
sampling and analysis methods for coal 
gasification /, 82-13625 

Pollution control financing for small busi- 
nesses : hearing before the Subcommittee 
on Energy, Environment, and Safety 
Issues Affecting Small Business of the 
Committee on Small Business, House of 
Representatives, Ninety-seventh Con- 
gress, first session, Washington, D.C., 
November 4, 1981., 82-12265 

Pollution, marine environment : agreement 
between the United States of America 


: teacher’s guide., 82- 


ications data 








and Mexico, signed at Mexico City July 
24, 1980., 82-11316 

Polymeric concentration determined by 
drag reduction /, 82-5873 

POM source and ambient concentration 
data : review and analysis /, 82-10159 

Pond management for sport fishing in Ar- 
kansas /, 82-12558 

The Pony Express in Nevada., 82-10704 

Poor controls over federal aid in Massachu- 
setts after the 1978 blizzard caused ques- 
tionable benefit payments : report /, 82- 
5461 

Poplar Bluff quadrangle, Missouri-Butler 
Co., 7.5 minute series (topographic), SW/ 
4 Poplar Bluff 15’ quadrangle /, 82- 
10884 

Popular & applied graphic art in the Li- 
brary of Congress., 82-704 

Population and characteristics of industrial/ 
commercial boilers in the U.S. /, 82- 
10150 

Population growth and foreign policy : Jan- 
uary 27, 1981., 82-11230 

Population _ statistics., 82-3075, 82-9349, 
82-9350 

Pork production systems with business anal- 
yses : selecting the “right” system /, 82- 
12390 

Pork slaughtering, cutting, preserving, and 
cooking on the farm., 82-9085 

Port development : hearings before the 
Subcommittee on Water Resources of the 
Committee on Public Works and Trans- 
portation, House of Representatives, 
Ninety-seventh Congress, first session, 
June 16, 17, July 14, 15, 1981., 82-15189 

The Port of New Orleans, Louisiana : mile 
81 A.H.P. to mile 115 A.H.P., Mississippi 
River /, 82-13127 

A portable irrigation system for remote 
sites /, 82-12498 

Portland, Maine, metropolitan area, 82- 
11027 

The Ports of Hampton Roads, Va. : Nor- 
folk, Portsmouth, Hampton, Chesapeake, 
Newport News, Yorktown /, 82-4978 

Ports of Hawaii : Honolulu, Port Allen, 
Nawiliwili, Kahului, Kaunakakai, Kawai- 
hae, Hilo /, 82-4980 

The possible mechanisms for the formation 
of the observed and expected compounds 
during a hypothetical core disruptive ac- 
cident (HCDA) /, 82-14891 

Possible new irdome materials for transmis- 
sion to 4.5-5 micrometers /, 82-3274 

Postaccident heat removal : debris-bed ex- 
periments D-2 and D-3 /, 82-14796 

Postal express mail service : agreement, 
with detailed regulations, between the 
United States of America and Switzer- 
land, signed at Bern and Washington De- 
cember 7, 1978 and January 22, 1979., 
82-11311 

Postal service., 82-3550 

Postal Union of the Americas and Spain : 
additional protocols to the constitution, 
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convention and related documents be- 
tween the United States of America and 
other governments : signed at Lima 
March 18, 1979 and parcel post agree- 
ment and related documents and money 
order agreement and final protocol., 82- 
784 

Posters, charts, picture sets, and decals., 
82-5542 

Postflood report, November - December 
1977 floods in the Portland District, 
Oregon and Washington : Columbia 
River Basin, Willamette River Basin, 
Coastal Streams /, 82-5046 

Postirradiation examination data report for 
gap conductance test series : test GC 2-3 
/, 82-6624 

Postsecondary education, 82-5233 

Potential closure of airports : report of the 
secretary of Transportation to the United 
States Congress pursuant to Section 20 of 
the Airport and Airway Development 
Act Amendments of 1976 (P.L. 94-353)., 
82-14410 

The Potential conversion of forty-two 
powerplants from oil to coal or alternate 
fuels : draft northeast regional environ- 
mental impact statement., 82-13293 

Potential economies and improvements in 
performance resulting from improve- 
ments in railroad terminal operations : 
summary /, 82-14399 

The Potential environmental consequences 
of ocean thermal energy conversion 
(OTEC) plants : a workshop : January 
22-24, 1980, Brookhaven National Labo- 
ratory, Upton, New York /, 82-309 

The potential for diamond-bearing kimber- 
lite in northern Michigan and Wisconsin 
/, 82-1914 

Potential for hydroelectric development in 
Alaska : hearing before the Subcommittee 
on Water and Power of the Committee 
on Energy and Natural Resources, 
United States Senate, Ninety-seventh 
Congress, first session, to consider the 
potential for hydroelectric development 
in Alaska and related regulatory factors, 
Anchorage, Alaska, August 17, 1981., 
82-2617 

Potential for standardization in rail transit 
tunnel construction /, 82-2298 

Potential health effects of video display ter- 
minals and radio frequency heaters and 
sealers : hearings before the Subcommit- 
tee on Investigations and Oversight of 
the Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
May 12, 13, 1981., 82-2704 

Potential impacts of low pH on fish and 
fish populations /, 82-10942 

Potential means of cost reduction in grade 
crossing motorist-warning control equip- 
ment /, 82-6350 
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Potential production and marketing of 
FGD byproduct sulfur and sulfuric acid 
in the U.S. : (1983 projection) /, 82- 
13603 

Potential radiation dose to man from recy- 
cle of metals reclaimed from a decommis- 
sioned nuclear power plant /, 82-14752 

Potential seismic structural failure modes 
associated with the Zion nuclear plant : 
seismic safety margins research program 
/, 82-14946 

Potential sites for a spent unreprocessed 
fuel facility (SURFF), southwestern part 
of the Nevada Test Site /, 82-10762 

Potomac River basin : an annotated bibliog- 
raphy /, 82-4248 

Potomac River basin : regional planning, 
the Potomac experience /, 82-4249 

Poultry market statistics ... annual summary 
/, 82-12329 

Poultry production, 
income, 82-12340 

Poultry production, disposition, and 
income, final estimates for ..., 82-12340 

Powder River regional coal environmental 
impact statement /, 82-3673, 82-10710 

Power and water resources, 82-518, 82- 
519, 82-520 

Power-conditioning system for wind gener- 
ators., 82-5089 

Power-cooling-mismatch test series : fuel 
rod material properties data report /, 
82-14818 

Power-Cooling-Mismatch Test Series : test 
PCM-3 test results report /, 82-14871 

Power-cooling-mismatch test series : test 
PCM-4 postirradiation examination /, 
82-11894 

Power lawn mowers., 82-11854 

Power plant capital investment cost esti- 
mates : current trends and sensitivity to 
economic parameters, October 1979 /, 
82-3368 

Power plant entrainment simulation utiliz- 
ing a condenser tube simulator / final 
report /, 82-12011 

Power plant siting and design : a case study 
of minimal entrainment and impingement 
impacts at Davis-Besse Nuclear Power 
Station /, 82-4092 

Power pooling in the north central region / 
, 82-1644 

Power pooling in the northeast region /, 
82-1643 

Power pooling in the United States /, 82- 
5224 

Power pooling in the United States : exter- 
nal review draft : staff report /, 82-1642 

Power system communications : guide spec- 
ification for microwave communications 
system., 82-12618 

Power system communications : guide spec- 
ification for mobile radio system., 82- 
12620 
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Power up for the future in the Air Guard., 
82-9651 

Powered-lift aircraft handling qualities in 
the presence of naturally-occurring and 
computer-generated atmospheric distur- 
bances /, 82-6430 

Practical advice to parents : a guide to find- 
ing help for children with handicaps /, 
82-10021 

Practical application of statistical quality 
control in highway construction for engi- 
neers and technicians /, 82-6296 

Practical riprap design /, 82-5019 

Pragmatic federalism : the reassignment of 
functional responsibility, 82-14667 

Pre-employment low back X rays : an over- 
view /, 82-10617 

Pre-enlistment person-job match system /, 
82-1588 

Pre-retirement planning—it makes a differ- 
ence, 82-10475, 82-10476 

Preamble compilation : foods—general, 
March 1936-March 1978., 82-1848 

Precast concrete elements for structures in 
selected theaters of operations /, 82- 
1455 

Precharacterization report for instrumented 
fuel assembly (IFA)-527 /, 82-6700 

Precharacterization report for instrumented 
nuclear fuel assembly IFA-513 /, 82- 
4131 

Precipitated impurities in 18-46-0 fertilizers 
prepared from wet-process phosphoric 
acid /, 82-12043 

Precipitation and inactivation of phosphorus 
as a lake restoration technique /, 82- 
10122 

Precision controllability of the FY-17 air- 
plane /, 82-6159 

Predesign of the second generation compre- 
hensive helicopter analysis system /, 82- 
1505, 82-1506 

The Predesign phase of the second-genera- 
tion comprehensive helicopter analysis 
system /, 82-208 

Predicted effects of a proposed water-re- 
source management plan in the lower San 
Luis Rey River Valley, California, using 
digital ground-water flow models /, 82- 
5792 

Predicted strain in austenitic stainless steels 
under transient stress /, 82-14889 

Predicting adjustments in shore and off- 
shore sand profiles on the Great Lakes /, 
82-13146 

Predicting crown weight of coast Douglas- 
fir and western hemlock /, 82-12455 

Predicting life expectancy and simulating 
age of complex equipment using acceler- 
ated aging techniques /, 82-14927 

Predicting potential heave and heave with 
time in swelling foundation soils /, 82- 
9807 

Predicting powered support equipment and 
associated maintenance manpower re- 
quirements /, 82-259 
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Predicting success of applicants for posi- 
tions as air traffic control specialists in 
the Air Traffic Service., 82-2257 

Predicting success of prescribed fires in 
pinyon-juniper woodland in Nevada /, 
82-9109 

Prediction and control of noise and vibra- 
tion in rail transit systems / Leonard G. 
Kurzweil, Robert Lotz ; prepared for 
U.S. Department of Transportation, 
Urban Mass Transportation Administra- 
tion, Office of Technology Development 
and Deployment, Office of Rail and Con- 
struction Technology., 82-14513 

Prediction of full scale plant performance 
from pilot columns /, 82-10070 

Prediction of reading grade levels of serv- 
ice applicants from Armed Services Vo- 
cational Aptitude Battery (ASVAB) /, 
82-285 

The prediction of river tow maneuvering 
performance : final report /, 82-6474 

Prediction of the net radon emission from a 
model open pit uranium mine /, 82- 
6633, 82-11917 

Predictions of fire behavior and resistance 
to control for use with photo series for 
the Douglas-fir—hemlock type and the 
coastal Douglas-fir—hardwood type /, 
82-12523 

Predictions of fire behavior and resistance 
to control for use with photo series for 
the ponderosa pine type, ponderosa pine 
and associated species type, and lodge- 
pole pine type /, 82-12522 

Predictions of fire behavior and resistance 
to control for use with photo series for 
the Sierra mixed conifer type and the 
Sierra true fir type /, 82-12521 

Preferred and observed conditions for sock- 
eye salmon in Ozette Lake and its tribu- 
taries, Clallam County, Washington /, 
82-1927 

The Prehistory and management of cultural 
resources in the Red Mountain area., 
82-651 

Prehistory, ethnohistory and history of 
Eastern Nevada : a cultural resources 
summary of the Elko and Ely Districts /, 
82-14033 

Preimpoundment water quality of the Wild 
Rice River, Norman County, Minnesota 
/, 82-10722 

Preliminary analysis of fall-of-shot from 
Project “PASS” /, 82-9841 

Preliminary analysis of military compensa- 
tion systems in the United States and five 
other countries : a report /, 82-5481 

Preliminary analysis of surface displacement 
results in the creepdown irradiation ex- 
periment HOBBIE-1 /, 82-2478 

A preliminary appraisal of the Garber-Wel- 
lington aquifer, southern Logan and 
northern Oklahoma Counties, Oklahoma 
/, 82-10735 
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A preliminary assessment of the accuracy 
of Energy Information Administration 
data related to volumes of petroleum /, 
82-10000 

A preliminary assessment of the accuracy 
of selected meteorological parameters de- 
termined from Nimbus 6 satellite profile 
data /, 82-2075 

Preliminary classification for the coniferous 
forest and woodland series of Arizona 
and New Mexico /, 82-12466 

Preliminary computer sizing estimates for 
automated en route ATC (AERA)., 82- 
14438 

Preliminary conservation tables from the 
national interim energy consumption 
survey., 82-9997 

Preliminary data from a series of artificial 
recharge experiments at Stanton, Texas /, 
82-3692 

Preliminary design procedure for insulated 
structures subjected to transient heating / 
, 82-3796 

Preliminary draft of proposed amendments 
to the Federal rules of criminal proce- 
dure, rules governing section 2254 cases 
in the United States District Courts, rules 
governing section 2255 proceedings for 
the United States District Courts, and 
Federal rules of evidence., 82-11012 

Preliminary economic analysis of a lime 
spray dryer FDG system /, 82-13640 

Preliminary failure mode predictions for the 
SSMRP reference plant (Zion 1) : seismic 
safety margins research program /, 82- 
14945 

Preliminary gravity investigations of the 
Wahmonie Site, Nevada Test Site, Nye 
County, Nevada, 82-13987 

Preliminary hydrogeologic investigation of 
the Maxey Flats radioactive waste burial 
site, Fleming County, Kentucky /, 82- 
589 

Preliminary inventory of hydropower re- 
sources /, 82-162 

Preliminary investigation of turbulent reac- 
tive mixing in PCRV/CV gas mixtures /, 
82-14787 

Preliminary materials assessment for the 
Satellite Power System (SPS) /, 82- 
13277 

Preliminary metallogenic map of North 
America : a numerical listing of deposits 
/, 82-1921 

Preliminary metallogenic map of North 
America : an alphabetical listing of de- 
posits /, 82-1922 

A preliminary national assessment of the 
numbers and characteristics of juveniles 
processed in the juvenile justice system /, 
82-10986 


Preliminary regulatory analysis of light 
truck fuel economy standards, model 
years 1982-85 /, 82-4002 

A preliminary report of the Special Medical 
Advisory Group of the Veterans’ Admin- 


istration : in accordance with the provi- 





sions of Title 38, U.S.C. 5055 and 5070 
submitted to the Committee on Veterans’ 
Affairs, U.S. House of Representatives., 
82-12279 

Preliminary report on the geology and geo- 
physics of drill hole UE25a-1, Yucca 
Mountain, Nevada Test Site /, 82-10814 

Preliminary report on the quality of water 
in abandoned zinc mines in northeastern 
Oklahoma and southeastern Kansas /, 
82-10731 

Preliminary results from the electron beam- 
plasma experiments in the very large 
vacuum facilities at Plum Brook and 
Johnson Space Center /, 82-4637 

Preliminary statistics of income. Individual 
income tax returns., 82-2204 

Preliminary vibration, acoustic, and shock 
design and test criteria for components 
on the lightweight external tank (LWT) / 
, 82-756, 82-3800 

Preliminary 1979 rail cost study, Uniform 
Rail Costing System /, 82-659 

Preloan procedures and requirements for 
radio paging service., 82-12627 

Prenatal diethylstilbestrol (DES) exposure : 
recommendations of the diethystilbestrol- 
adenosis (DESAD) project for the identi- 
fication and management of exposed indi- 
viduals /, 82-10517 

Prenatal exercise program /, 82-9899 

The preparation of volunteers for Peace 
Corp Service : some areas need manage- 
ment attention : report to the Director, 
Peace Corps /, 82-491 

Preparation of working calibration and test 
materials : mixed oxide /, 82-14754 

Preparation of working reference materials, 
uranium dioxide /, 82-2518 

Preparing for widowhood : a guidebook /, 
82-6745 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. Barite., 82-605 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. Bauxite and alumina., 
82-3695 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. Bromine., 82-606 

Preprint from the ... Bureau of Mines Min- 
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Preprint from the ... Bureau of Mines Min- 
erals yearbook. Clays., 82-3697 
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Preprint from the ... Bureau of Mines Min- 
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Preprint from the ... Bureau of Mines Min- 
erals yearbook. Ferroalloys., 82-3699 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. Gem stones., 82-608 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. Gold., 82-609 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. Gypsum., 82-3700 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. Iron and steel scrap., 
82-610 
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Preprint from the ... Bureau of Mines Min- 
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Preprint from the ... Bureau of Mines Min- 
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Preprint from the ... Bureau of Mines Min- 
erals yearbook. Minor nonmetals., 82- 
614 
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Preprint from the ... Bureau of Mines Min- 
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Preprint from the ... Bureau of Mines Min- 
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erals yearbook. The mineral industry of 
Malta., 82-628 
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Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
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Preprint from the ... Bureau of Mines Min- 
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other countries of the Near East., 82- 
625 

Preprint from the ... Bureau of Mines Min- 
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Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
Pakistan., 82-3717 

Preprint from the ... Bureau of Mines Min- 
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Poland., 82-629 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
Sudan., 82-3718 

Preprint from the ... Bureau of Mines Min- 
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Preprint from the ... Bureau of Mines Min- 
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3713 

Preprint from the ... Bureau of Mines Min- 
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the K-FIX code /, 82-2530 
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plant cooling waters final report for the 
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period October 15, 1977 to September 30, 
1979 /, 82-6677 

Presentation of building plans and specifica- 
tions., 82-12621 

Preservation of historic Camden, S.C. : 
report (to accompany S. 146)., 82-2371 

Preservation of reactor test unit and desul- 
furization of gob pile samples /, 82- 
13632 

President Reagan’s fiscal year 1983 budget : 
(a summary and analysis /, 82-15053 

Presidental Protection Commission Act of 
1981 : hearing before the Committee on 
Governmental Affairs, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 1417 ... September 22, 
1981., 82-12202 

Presidential proclamations 
orders, 82-3604 

The President’s ... annual report to the Con- 
gress on the administration of the Federal 
Railroad Safety Act of 1970., 82-14325 

The president’s Alaska Natural Gas Trans- 
portation Act Waiver recommendation : 
hearings before the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-seventh Congress, 
first session, S.J. Res. 115 ... October 22, 
23, and 26, 1981., 82-4220 

Presidents of the United States., 82-3545 

The President’s proposal to decontrol do- 
mestic crude oil : ( a preliminary analysis) 
/, 82-6922 

Pressure sensitive tape and label surface 
coating industry : background informa- 
tion for proposed standards /, 82-13683 

Prestressed concrete segmental bridges : a 
compilation of papers presented at Pres- 
tressed Concrete Segmental Bridge Con- 
struction Seminar, Little Rock, Arkansas, 
October 26-27, 1978 /, 82-6335 

Presumptive identification of anaerobic non- 
sporeforming gram-negative bacilli /, 
82-10652 

Prevalence, costs, and handling of drinking 
problems on seven railroads : final report 
/, 82-2248 

Preventing fetal alcohol effects : a practical 
guide for Ob/Gyn physicans and nurses., 
82-10680 

Prevention /, 82-10487 

Prevention of roller bearing-initiated bur- 
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82-6356 

Prevention of significant deterioration 
workshop manual /, 82-5314 

Prevention program management : partici- 
pant manual /, 82-1881 

Prevention program management 
manual /, 82-5767 

Prevention (Washington, D.C.), 82-10487 

Preventive medicine and health promotion, 
1981 : hearings before the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-seventh Congress, 
first session, on examination on the most 
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important aspect of medical care, the pre- 
vention of health and disease, July 
16 and 17, 1981., 82-12228 

Price-Anderson Act : hearing before the 
Subcommittee on Energy Research and 
Production of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, September 15, 1981., 82-12255 

Prices received by farmers : cattle, milk 
cows, hogs, sheep, wool, by state and 
United States, 1959-78., 82-12341 

Prices, wages, and the cost of living., 
5612 

Primary intervention in societal problems : 
the role of the family, 1981 : hearing 
before the Subcommittee on Aging, 
Family and Human Services of the Com- 
mittee on Labor and Human Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on examination on 
the issue of primary intervention in ad- 
dressing societal problems, focusing on 
the causes of the problems and efforts to 
alleviate conditions which result in the 
social ills confronting this nation, Septem- 
ber 17, 1981., 82-6871 

The Primary physician’s guide to drug 
abuse treatment /, 82-13912 

Prime farmlands of the State of Georgia., 
82-1198 

A Primer on dental radiology., 82-10496 

Principal electric facilities /, 82-1649 

Principles and practices for keeping occupa- 
tional radiation exposures at medical insti- 
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draft /, 82-11865 

Principles of balancing a ration /, 82- 
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Principles of food analysis for filth, decom- 
position, and foreign matter : analytical 
entomology for food-industry laboratories 
/, 82-13839 

Principles of mechanical refrigeration, 82- 
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Printing and graphic arts., 82-10406 

Priorities for new source performance 
standards under the Clean Air Act 
Amendments of 1977 /, 82-5250 

Prison and jail health care : a selected bib- 
liography /, 82-14065 

Prisoners in State and Federal institutions, 
82-11009 

Prisoners in state and federal institutions on 
wy 82-11009 

Prisoners of war/missing in action : over- 
sight : hearing before the Subcommittee 
on Asian and Pacific Affairs of the Cort- 
mittee on Foreign Affairs, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session ...., 82-2644 

Privacy act issuances ... compilation., 82- 
10429, 82-10430 

Privacy and security of criminal history in- 
formation : a guide to research and statis- 
tical use /, 82-11010 
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The private sector involvement in literacy 
efforts /, 82-13499 

Privileges and immunities, theatre nuclear 
forces delegation : agreement between 
the United States of America and Swit- 
zerland, effected by exchange of letters 
signed at Bern October 17, 1980., 82- 
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Probabilistic concept for gravity dam analy- 
sis /, 82-13173 

A probabilistic evaluation of earthquake de- 
tection and location capability for Illinois, 
Indiana, Kentucky, Ohio, and West Vir- 
ginia /, 82-2538 

Probabilistic models for the behavior of 
compartment fires /, 82-6715 

Probability estimates of temperature ex- 
tremes for the contiguous United States / 
, 82-6659 

Probability of a pipe fracture in the primary 
coolant loop of a PWR plant /, 82-6704, 
82-6705, 82-6706, 82-6707 

The problem-drinking drug addict /, 82- 
10677 

Problem effects, Great Lakes region, activi- 
ty 3: 1975 national water assessment., 
82-11858 

Problem solving and decisionmaking : an 
integration /, 82-6090 

Problems encountered with anistatic pack- 
aging /, 82-3279 

Problems in modeling of small 
LOCA /, 82-951 

Problems in the structure and management 
of the migrant health program /, 82-483 

Problems in worldwide standardization of 
the units of height measurement., 82- 
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Problems of law enforcement and its effort 
to reduce the level of drug trafficking in 
south Florida : report of the Select Com- 
mittee on Narcotics Abuse and Control, 
Ninety-fifth Congress, second session., 
82-6882 

Problems of small, high-technology firms., 
82-14243 

Problems on the job : a supervisor’s guide 
to coping., 82-14249 

Problems relating to the insolvency of the 
black lung disability trust fund : hearings 
before the Subcommittee on Oversight of 
the Committee on Ways and Means, 
House of Representatives, Ninety-seventh 
Congress, first session, July 27, Septem- 
ber 28, 1981., 82-12302 

Problems with Small Business Administra- 
tion, finanical assistance to franchises : 
hearings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-seventh 
Congress, first session, May 19 and 20, 
1981., 82-1065 

Problems with underwater ultrasonic in- 
spection., 82-13206 

Procedural handbook, 1978-79 art assess- 
ment /, 82-13513 
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Procedural handbook, 1978-79 writing as- 
sessment /, 82-10046 

Procedure for condition survey of civil air- 
ports /, 82-11557 

Procedure for noise prediction and optimiz- 
ation of advanced technology propellers 
/, 82-6109 

Procedures evaluation checklist for mainte- 
nance, test, and calibration procedures /, 
82-14923 

Procedures for aerosol sizing and 
H,SO.vapor measurement at Shawnee 
test facility /, 82-10147 

Procedures for estimating the frequency of 
commercial airline flights encountering 
high cabin ozone levels /, 82-6155 

Procedures for evaluating the performance 
of air quality simulation models /, 82- 
10238 

Proceedings : Symposium for the Manage- 
ment of Pines of the Interior South, 
Knoxville, Tenn., Nov. 7-8, 1978., 82- 
9104 

Proceedings, Advances in Particle Sampling 
and Measurement : (Asheville, NC, May 
1978) /, 82-13590 

Proceedings, Advances in Particle Sampling 
and Measurement (Daytona Beach, FL, 
October 1979) /, 82-3386, 82-5266 

Proceedings, Fourth Annual Conference on 
Solar Energy for Heating of Greenhouses 
and Greenhouse-Residence Combinations 
: April 1-4, 1979, Piscataway, New Jersey 
/, 82-9937 

Proceedings, Fourth Symposium on Fugi- 
tive Emissions, measurement and control, 
(New Orleans, LA - May 1980) /, 82- 
10134 

Proceedings, Fourth Symposium on Fugi- 
tive Emissions, measurement and control 
(New Orleans, LA, May 1980) /, 82- 
10214 

Proceedings, Fourth United States/Japan 
Conference on Sewage Treatment Tech- 
nology : Cincinnati, Ohio, October 23-24, 
1975 and Washington, D.C., October 28- 
29, 1975 /, 82-10073 

Proceedings from the Symposium on 
Design & Construction of Slurry Walls as 
as [sic] Part of Permanent Structures., 
82-6330 

Proceedings, National Advisory Board : 
Casper, Wyoming, May 24-27, 1976., 
82-14028 

Proceedings, NATO-CCMS Conference on 
the Economics of Direct Uses of Geo- 
thermal Energy, held June 21-22, 1977, 
Washington, D.C. /, 82-3334 

Proceedings of ... National Convention of 
the American Legion., 82-14634 

Proceedings of a conference on modeling 
techniques and applications in dentistry /, 
82-5758 

Proceedings of a NIOSH Workshop on 
Recommended Heat Stress Standards : 
sponsored by National Institute for Occu- 
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pational Safety and Health, Cincinnati, 
Ohio, September 1979 /, 82-10659 

Proceedings of a Symposium on Site Explo- 
ration in Soft Ground Using In Situ 
Techniques : held May 1-3, 1978 at Alex- 
andria, Virginia /, 82-11451 

Proceedings of a Symposium on the Utiliza- 
tion of Methane Generated in Landfills, 
March 9 and 10, 1978, Laurel, Maryland 
/, 82-9931 

Proceedings of a Workshop on Exposure 
Assessment, January 2-3, 1979, Belmont 
House, Maryland /, 82-3373 

Proceedings of Fire Working Group, Soci- 
ety of American Foresters National Con- 
vention, Albuquerque, New Mexico, Oc- 
tober 4, 1977 /, 82-12514 

Proceedings of Minnesota Forest Resource 
Inventory Conferences : May 14 and 16, 
1980., 82-9119 

Proceedings of Shuttle Environmental Ef- 
fects Program Review /, 82-6132 

Proceedings of the ... National Convention 
of the American Legion., 82-2336, 82- 
2337, 82-6547, 82-14634 

Proceedings of the Aircraft Wake Vortices 
Conference : March 15-17, 1977 /, 82- 
11534 

Proceedings of the ANS/ASME/NRC In- 
ternational Topical Meeting on Nuclear 
Reactor Thermal-Hydraulics : held at 
Saratoga Springs, New York, October 5- 
8, 1980 /, 82-2578 

Proceedings of the Clemson Workshop on 
Environmental Impacts of Pumped Stor- 
age Hydroelectric Operations : Clemson, 
South Carolina, May 15-16, 1979 /, 82- 
1974 

Proceedings of the Conference on Aplastic 
Anemia—a Stem Cell Disease : June 17- 
19, 1979, Jack Tar Hotel, San Francisco, 
California /, 82-548 

Proceedings of the Conference on Commu- 
nicating with Mexican Americans, Por Su 
Buena Salud Communicando con Mexico 
Americanos, For Their Good Health, 
September 13 and 14, 1979, Houston, 
Texas /, 82-5740 

Proceedings of the Continuously Rein- 
forced Concrete Pavement Workshop : 
the Grand Hotel, New Orleans, Louisi- 
ana, February 15 & 16, 1978 /, 82-2243 

Proceedings of the CSNI Specialists Meet- 
ing on Nuclear Aerosols in Reactor 
Safety : April 15-17, 1980, Gatlinburg, 
Tennessee /, 82-4160 

Proceedings of the DOE Chemical Energy 
\Storage and Hydrogen Energy Systems 
Contract Review, November 13 and 14, 
1979, Reston, Va., 82-1625 

Proceedings of the DOE Residue and 
Waste Fuels Utilization Program Con- 
tractor Review Meeting, September 
25&26, 1979, Washington, D.C. /, 82- 
5190 
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Proceedings of the EPA Workshop on the Environmental Scoring of Chemicals, 


Proceedings of the EPA Workshop on the 
Environmental Scoring of Chemicals, 
Washington, D.C., August 13-15, 1979 /, 
82-10051 

Proceedings of the Fire History Workshop, 
October 20-24, 1980, Tucson, Arizona /, 
82-38 

Proceedings of the First and Second USA- 
USSR Symposia on the Effects of Pollut- 
ants upon Aquatic Ecosystems., 82- 
13545 

Proceedings of the First Conference on Ad- 
vanced Materials for Alternative Fuel 
Capable Directly Fired Heat Engines, 31 
July-3 August, 1979, Maine Maritime 
Academy, Castine, Maine /, 82-3345 

Proceedings of the First Membership Con- 
ference of the National Water Data Ex- 
change, May 9-11, 1978, Denver, Colora- 
do /, 82-3681 

Proceedings of the First Seattle Workshop 
on Incentives Used to Stimulate Energy 
Production, May 31-June 2, 1978, Seattle, 
Washington /, 82-5193 

Proceedings of the Fourth Annual Larval 
Fish Conference, February 27-28, 1980, 
Oxford, Mississippi /, 82-1977 

Proceedings of the fourth annual Missouri 
River Basin Governors’ Conference 
held in conjunction with the 28th meet- 
ing of the Missouri River Basin Commis- 
sion, Kansas City, Missouri, April 30- 
May 1, 1979., 82-11862 

Proceedings of the Fourth Biennial Confer- 
ence and Workshop on Wind Energy 
Conversion Systems, October 29 to 31, 
1979, Washington, D.C. /, 82-3347 

Proceedings of the Fourth National Confer- 
ence on Rural Public Transportation : 
held in June 1979 in Vail, Colorado / 
Sponsored by U.S. Department of Trans- 
portation, Office of the Secretary [and] 
Transportation Research Board., 82- 
6281 

Proceedings of the Fourth National Ground 
Water Quality Symposium, September 
20-22, 1978, Minneapolis, Minnesota /, 
82-1660 

Proceedings of the Informal Public Confer- 
ence on the Availability and Pricing of 
Natural Gas and Alternative Fuels /, 
82-1641 

Proceedings of the International Confer- 
ence of Drug Registration Authorities /, 
82-550 

Proceedings of the Judicial Conference : 
communication from the Chief Justice of 
the United States transmitting the pro- 
ceedings of the meeting of the Judicial 
Conference of the United States, pursuant 
to 28 USC 331., 82-11687, 82-11729, 
82-11780, 82-11793, 82-11797 

Proceedings of the Meeting on Low Level 
Radioactive Waste held at Incline Vil- 
lage, Nevada, February 20-21, 1980 /, 
82-6719 

Proceedings of the National Agricultural 
Science Information Conference : “popu- 
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lar reporting of agricultural science, strat- 
egies for improvement” held at the Sche- 
man Continuing Education Building, 
Iowa State University, Ames, Iowa, Oc- 
tober 22-26, 1979 /, 82-12310 

Proceedings of the National Convention of 
the Veterans of Foreign Wars of the 
United States., 82-11784 

Proceedings of the National Convention of 
the Veterans of World War I of the 
United States, Inc., 82-2378 

Proceedings of the national encampment of 
the Veterans of Foreign Wars of the 
United States, 82-11784 

Proceedings of the National Hispanic Con- 
ference on Alcoholism, sponsored by the 
National Institute on Alcohol Abuse and 
Alcohoiism, September 7-10, 1980, San 
Antonio, Texas., 82-561 

Proceedings of the National Wetland Clas- 
sification and Inventory Workshop, held 
at University of Maryland, College Park, 
July 20-23, 1975 /, 82-3732 

Proceedings of the NBS/IEEE/ACM Soft- 
ware Tool Fair : held in conjunction with 
the 5th International Conference on Soft- 
ware Engineering in San Diego, CA, 
March 10-12, 1981 /, 82-4608 

Proceedings of the OTA Seminar on the 
Discrete Address Beacon System 
(DABS)., 82-12037 

Proceedings of the Pile Group Prediction 
Symposium : held at University of Mary- 
land campus, June 25-26, 1980 /, 82- 
2228 

Proceedings of the Research Planning 
Workshop on Health Effects of Oxidants, 
Raleigh, North Carolina, January 28-30, 
1980 /, 82-5263 

Proceedings of the second U.S.-Polish Sym- 
posium, Coal Surface Mining and Power 
Production in the Face of Environmental 
Protection Requirements : September 26- 
28, 1979, Castle Ksiaz, Poland /, 82- 
10148 

Proceedings of the Seminar on Biological 
Monitoring and Its Use in the NPDES 
Permit Program, Chicago, Illinois, Octo- 
ber 2, 1979., 82-5261 

Proceedings of the Simulator Effectiveness 
Research Planning Meeting /, 82-3306 

Proceedings of the sixth International Con- 
ference on Fluidized Bed Combustion, 
April 9-11, 1980, Atlanta Hilton, Atlanta, 
Georgia /, 82-5191 

Proceedings of the stated convention of the 
. National encampment /, 82-2338, 82- 
11798 

Proceedings of the Symposium on Potential 
Health and Environmental Effects of 
Synthetic Fossil Fuel Technologies, Sep- 
tember 25-28, 1978 : first annual Oak 
Ridge National Laboratory Life Sciences 
Symposium /, 82-5186 

Proceedings of the Symposium on the Ecol- 
Ogy, Management, and Utilization of 
California Oaks : June 26-28, 1979, Clare- 
mont, California /, 82-12525 
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Proceedings of the Symposium to Review 
Volume III of the 1978 Annual Report to 
Congress, November 7-8, 1979, College 
Park, Maryland /, 82-5226 

Proceedings of the Third International Con- 
ference on Nuclear Methods in Environ- 
mental and Energy Research, Columbia, 
Missouri, October 10-13, 1977 /, 82- 
3336 

Proceedings of the third USA-USSR Sym- 
posium on the Effects of Pollutants Upon 
Aquatic Ecosystems : theoretical aspects 
of aquatic toxicology, July 2-6, 1979, 
Borok, Jaroslav Oblast, USSR /, 82- 
5262 

Proceedings of the U.S. Nuclear Regula- 
tory Commission CSNI Specialists Meet- 
ing on Plastic Tearing Instability : held at 
the Center for Fracture Mechanics, 
Washington Univeristy, St. Louis, Mis- 
souri, U.S.A., September 25-27, 1979 /, 
82-4180 

Proceedings of the U.S. Nuclear Regula- 
tory Commission Meeting on Reactor 
Vessel Liquid Level Measurement : held 
at National Bureau of Standards, Gaith- 
ersburg, Maryland, October 30, 1980 /, 
82-2579 

Proceedings of the U.S. Nuclear Regula- 
tory Commission Review Group Confer- 
ence on Advanced Instrumentation Re- 
search for Reactor Safety : held at the 
Oak Ridge National Laboratory, July 
1931, 1980 /, 82-4181 

Proceedings of the U.S. Nuclear Regula- 
tory Commission state workshops for 
review of the Nuclear Regulatory Com- 
missions decommissioning policy : held at 
Columbia, South Carolina and Seattle, 
Washington, September 11-14, 25-27, 
1979 /, 82-6718 

Proceedings of the Uranium Mining and 
Milling Workshop /, 82-5918 

Proceedings of the Workshop of Sputtering 
Cause By Plasma (Neutral Beam) Surface 
Interaction, Argonne National Labora- 
tory, July 9-10, 1979 /, 82-9932 

Proceedings of the Workshop on Communi- 
ty Energy Conservation; United States 
and Sweden, April 24 and 25, 1978, Min- 
neapolis, Minnesota /, 82-3337 

Proceedings of the Workshop on Economic 
and Operational Requirements and Status 
of Large Scale Wind Systems /, 82-3342 

Proceedings of the Workshop on Managing 
Growth in Mercer County, North 
Dakota, Bismarck, North Dakota, De- 
cember 1 and 2, 1977 /, 82-5185 

Proceedings of the Workshop on New 
Diagnostics Related to Impurity Release 
Germantown, Maryland, May 31-June 1, 
1979 /, 82-5188 

Proceedings of the Workshop on Strato- 
spheric and Mesopheric (sic) Impacts of 
Satellite Power System (SPS), Sheraton 
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O’Hare Hotel, Rosemont, Illinois, Sep- 
tember 6-8, 1978 /, 82-13249 

Proceedings of the Workshop on the Conn- 
DOT Brine Deicing System: Hartford, 
Connecticut, March 11-12, 1980 : a pro- 
ject in cooperation with the U.S. Depart- 
ment of Transportation, Federal High- 
way Administration, Implementation Di- 
vision /, 82-6331 

Proceedings of the Workshop on the Modi- 
fication of Upper Atmosphere by Satellite 
Power System (SPS) Propulsion Ef- 
fluents, La Jolla Institute, La Jolla, Cali- 
fornia, June 25-27, 1979 /, 82-13251 

Proceedings of the Workshop on Urban 
Freight Consolidation, January 13-14, 
1976, Knoxville, Tennessee /, 82-5182 

Proceedings of the 6th annual Speakeasy 
Conference, held at the Pick-Congress 
Hotel, Chicago, Illinois, August 17-18, 
1978 /, 82-3338 

Proceedings of the 18th national meeting of 
the Public Health Conference on Records 
and Statistics : new challenges for vital 
and health records., 82-1862 

Proceedings of the 1978 DOE Workshop 
on Systems Studies for Central Solar 
Thermal Electric, March 27-30, 1978 in 
Houston, Texas /, 82-1621 

Proceedings of Third International Sympo- 
sium on Alcohol Fuels Technology, May 
29-31, 1979, Asilomar, California, U.S.A. 
/, 82-1623 

Proceedings of Workshop on Methodology 
for Evaluating the Effectiveness of Tran- 
sit Crime Reduction Measures in Auto- 
mated Guideway Transit Systems /, 82- 
2305 

Proceedings of workshops on proposed 
rulemaking on emergency planning for 
nuclear power plants : held at New York 
City, San Francisco, Chicago, and Atlan- 
ta, January 1980 /, 82-2577 

Proceedings, Scientific Computer Informa- 
tion Exchange Meeting, September 12-13, 
1979, Livermore, California theme, 
impact of advanced systems on scientific 
computations /, 82-1624 

Proceedings, SERI-ERA Workshop on 
Electric Utility Involvement in Residen- 
tial Solar Applications, April 18, 1980 
University of Denver Law School /, 
82-13328 

Proceedings, Seventh United States/Japan 
Conference on Sewage Treatment Tech- 
nology : May 19-21, 1980, Tokyo, Japan 
/, 82-10074 

Proceedings, Symposium on Coal Cleaning 
to Achieve Energy and Environmental 
Goals, (September 1978, Hollywood, FL) 
/, 82-13601 

Proceedings, Third Symposium, Training of 
Nuclear Facility Personnel, April 29-May 
2, 1979, Gatlinburg, Tennessee /, 82- 
3343 

Proceedings, 20th National Workshop on 
Welfare Research and Statistics : Madi- 





Programs providing services to battered women 


son, Wisconsin, July 27-30, 1980., 
542 

Process facilitation manual for community 
education coordinators., 82-10026 

A Process for community flood plain man- 
agement /, 82-13938 

Process for recovering chromium and other 
metals from superalloy scrap /, 82-5884 

Process notebook for aquatic ecosystem 
simulation /, 82-4136 

Processed fishery products, annual sum- 
mary., 82-9557, 82-12881 

Proclaiming Raoul Wallenberg to be an 
honorary citizen of the United States : 
hearing and markup before the Commit- 
tee on Foreign Affairs and its Subcom- 
mittees on Europe and the Middle East 
and on Human Rights and International 
Organizations of the House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, on H.J. Res. 220, June 4 and 9, 
1981., 82-2648 

Procurement /, 82-4968 

Procurement, supply cataloging, and classi- 
fication., 82-5574 

The Product is progress : Rural Electrifica- 
tion in Costa Rica /, 82-3835 

Production and cost of a live skyline cable 
yarder tested in Appalachia /, 82-4370 

Production and efficiency statistics, 82- 
4290 

Production and use of densified refuse-de- 
rived fuel (DRDF) in military central 
heating and power plants /, 82-1481 

Production availability and production utili- 
zation of power plants in 1975 /, 82- 
5220 

Production manual for contract administra- 
tion services., 82-9635 

Production of lethal binary chemical muni- 
tions : communication from the president 
of the United States transmitting his certi- 
fication that the production of lethal 
binary chemical munitions is essential to 
the national interest, pursuant to section 
818(a) of Public Law 94-106., 82-11804 

Production techniques and product special- 
ization within U.S. industries /, 82- 
14047 

Production v. conservation in the utility in- 
dustry : hearing before the Subcommittee 
on Energy Conservation and Power of 
the Committee on Energy and Com- 
merce, House of Representatives, Ninety- 
seventh Congress, first session, April 3, 
1981., 82-6808 

Productive land use of dredged material 
containment areas : planning and imple- 
mentation considerations /, 82-4985 

Productivity and the economy : a chart- 
book /, 82-11025 

Productivity and the quality of working 
life, 82-11187 

Productivity in the American economy : 
hearings before the Task Force on Eco- 
nomic Policy and Productivity of the 
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Committee on the Budget, House of Rep- 


resentatives, Ninety-seventh Congress, 
second session, January 12, 13, and 15, 
1982., 82-15054 

Productivity management : a guide for U.S. 
Air Force Base civil engineering., 82- 
3300 

Productivity sharing programs : can they 
contribute to productivity improvement? 
/, 82-1717 

Profile of an accident—and then there were 
two, 82-13109, 82-13110 

A Profile of Hispanic youth /, 82-696 

Profile of nine state and local air pollution 
agencies /, 82-1658 

Profiles : the Helsinki monitors /, 82-2713 

Profiles of older people., 82-1716 

Program announcement and guidelines for 
alcoholism and _ rehablilitation service 
grants, 82-10678, 82-13913 

Program announcement and guidelines for 
Alcoholism services development pro- 
gram (ASDP), 82-10678, 82-13913 

Program control and reporting procedures 
airport grant-in-aid programs., 82-11494 

Program evaluation in vocational rehabilita- 
tion : observations., 82-13516 

A program for calculating load coefficient 
matrices utilizing the force summation 
method, L218 (LOADS)., 82-6096 

Program highlights, 82-10512 

Program in medical and behavioral nutri- 
tion research and training, 82-10514 

Program of the Committee on Energy and 
Commerce for the 97th Congress : report 
of the Committee on Energy and Com- 
merce /, 82-15082 

Program policy notices of the Bureau of 
Health Planning., 82-13853 

Program report /, 82-13806 

Program report - National Heart, Lung, 
and Blood Institute, Division of Lung 
Diseases, 82-13806 

Program report (National Heart, Lung, and 
Blood Institute. Division of Lung Dis- 
eases), 82-13806 

A Program to compute three-dimensional 
subsonic unsteady aerodynamic charac- 
tristics using the doublet lattice method, 
L216 (DUBFLX) /, 82-11086 

Program to convert navigation and bathy- 
metric data on tape into geodata format / 
, 82-3240 

Program your own future in the Air 
Guard., 82-9648 

Programmed painting., 

Programs and activities, 82-3838 

Programs and services, 82-13824 

Programs for the serious and violent juve- 
nile offender /, 82-10980 

Programs for young women in trouble /, 
82-10979 

Programs providing services to battered 
women, 82-10689 
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Progress in aging : a report by the Select Committee on Aging, U.S. House of 


Progress in aging : a report by the Select 


Committee on Aging, U.S. House of Rep- 
resentatives., 82-15005 

Progress in Cyprus negotations : communi- 
cation from the president of the United 
States transmitting a report on progress 
toward the conclusion of a negotiated so- 
lution of the Cyprus problem pursuant to 
section 620(c) of the Foreign Assistance 
Act of 1961, as amended., 82-14604 

Progress in fishery research /, 82-5911, 
82-5928 

Progress report on geriatric medicine /, 
82-1842 

Progress report on recommendations of the 
Galveston Bay Enforcement Conference 
/, 82-5243 

Progress report on senile dementia of the 
Alzheimer’s type /, 82-5748 

Progress report on study of magnitude and 
frequency of floods on small drainage 
areas in Florida /, 82-10739 

Progress toward a free appropriate public 
education, 82-10035 

Prohibition of construction of United States 
naval vessels in foreign shipyards : report 
together with dissenting views (to accom- 
pany H.R. 3464) (including cost estimate 
of the Congressional Budget Office)., 
82-4075 

Prohibition of military or any other hostile 
use of environmental modification tech- 
niques : convention between the United 
States of America and other governments 
: done at Geneva May 18, 1977., 82-789 

Prohibition of nuclear weapons in Latin 
America : hearing before the Committee 
on Foreign Relations, United States 
Senate, Ninety-seventh Congress, first 
session, on EX. I, 95-2, the additional 
protocol to the treaty for the prohibition 
of nuclear weapons in Latin America, 
also known as the Treaty of Tlatelolco, 
September 22, 1981., 82-6835 

Project burn prevention, final report : the 
effects of an experimental public educa- 
tion program on knowledge, attitudes, 
and burn injury rates, 1975-1980 /, 82- 
11855 

Project DAWN annual report, 82-10975 

Project description : ORNL PWR blow- 
down heat transfer seperate-effects pro- 
gram-thermal-hydraulic test _ facility 
(THTF) /, $2-14740 

Project development guidelines for convert- 
ing army installations to coal use /, 82- 
5061 

Project Severe Environmental Storms And 
Mesoscale Experiment : SESAME 1979 
data user’s guide /, 82-9568 

Projections of education statistics to 
82-10047 

Projections of educational statistics, 82- 
10047 

Projections of enhanced oil recovery 1985- 
1995 /, 82-13443 

Projects & experiments., 
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Promises and perceptions : federal efforts to 
eliminate employment discrimination 
through affirmative action., 82-3137 

Prompt burst energetics experiments : fresh 
oxide/sodium series /, 82-4103 

Prompt burst energetics experiments : fresh 
uranium carbide/sodium series /, 82- 
4150 

Prompt burst energetics experiments : ura- 
nium carbide series, preliminary results /, 
82-14753 

Propagation and distribution of fishes from 
nationai fish hatcheries for the fiscal year 
«4, 82-10939 

Propagation and distribution of food fishes 
(Washington, D.C. : 1920/21), 82-10939 

Propagation effects handbook for satellite 
systems design : summary of progagation 
impairments on 10 to 100 GHz satellite 
links with techniques for system design /, 
82-14224, 82-14239 

Properties of cross-entropy minimization /, 
82-9890 

Properties of radioactive wastes and waste 
container : progress report no. 11, Octo- 
ber - December 1978 /, 82-14873 

Properties of radioactive wastes and waste 
containers : first topical report /, 82- 
11916 

Properties of radioactive wastes and waste 
containers : progress report no. 9, April - 
June 1978 /, 82-4123 

Properties of radioactive wastes and waste 
containers : progress report no. 10, July- 
September 1978 /, 82-11925 

Properties of radioactive wastes and waste 
containers : progress report no. 14 July - 
September 1979 /, 82-11952 

Properties of radioactive wastes and waste 
containers : quarterly progress report, 
October - December 1979 /, 82-2502 

Properties of reactor materials at constant 
true strain rates : final report, July, 1978- 
June 1980 /, 82-2451 

Properties of seven Colombian woods /, 
82-2795 

Property transfer, housing : agreement be- 
tween the United States of America and 
Panama, signed at Panama August 29, 
1980., 82-11328 

A proposal for a program paying UI bene- 
fits beyond 39 weeks /, 82-6730 

Proposal to lower the federal compensation 
comparability standard has not been sub- 
stantiated /, 82-10373 

Proposals for improving the management of 
federal travel : report to the Congress /, 
82-471 

Proposals for improving the management of 
federal travel : summary : report to the 
Congress /, 82-472 

Proposals to stimulate competition in the 
financing and delivery of health care : 
hearings before the Subcommittee on 
Health of the Committee on Ways and 
Means, House of Representatives, Ninety- 
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seventh Congress, first session, September 
30, October 1, 2, 1981., 82-6917 

Proposed administration tax cuts and their 
effect on small business : hearings before 
the subcommittee on Tax, Access to 
Equity Capital, and Business Opportuni- 
ties of the Committee on Small Business, 
House of Representatives, Ninety-seventh 
Congress, first session, Washington, D.C., 
March 25, 26, and April 2, 1981., 82- 
4278 

The Proposed AWACS/F-15 enhancement 
sale to Saudi Arabia: a staff report/, 82- 
2649 

Proposed budget cuts for fiscal year 1982 : 
hearing before the Subcommittee on 
Labor Standards of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, hearing held in Washington, 
D.C., on March 11, 1981., 82-1044 

Proposed budget cuts in the medicare pro- 
gram : hearings before the Subcommittee 
on Health of the Committee on Ways and 
Means, House of Representatives, Ninety- 
seventh Congress, first session, March 30, 
31, April 1, 1981., 82-1129 

Proposed Camp Swift lignite leasing : draft 
environmental impact statement /, 82- 
570 

Proposed changes in federal matching and 
maintenance of effort requirements for 
state and local governments : report to 
the Congress /, 82-1741 

Proposed changes in federal matching and 
maintenance of effort requirements for 
state and local governments : Summary : 
report to the Congress /, 82-1742 

Proposed changes in the consumer price 
index : hearings before the Task Force on 
Entitlements, Uncontrollables, and Index- 
ing of the Committee on the Budget, 
House of Representatives, Ninety-seventh 
Congress, first session, November 17 and 
December 3, 1981., 82-15051 

Proposed comprehensive management plan 
for the Pinelands National Reserve /, 
82-1899 

Proposed constitution for the United States 
Virgin Islands : message from the presi- 
dent of the United States transmitting a 
proposed constitution for the Virgin Is- 
lands pursuant to section 5 of Public Law 
94-584., 82-14603 

Proposed depreciation and investment tax 
credit revisions /, 82-2718 

Proposed domestic livestock grazing pro- 
gram for the Cal-Neva Planning Unit U 
Lassen County, California and Washoe 
County, Nevada : draft environmental 
impact statement /, 82-569 

Proposed estuarine sanctuary grant award 
to the state of California for a Tijuana 
River estuarine sanctuary : United States 
Department of Commerce draft environ- 
mental impact statement /, 82-9511 
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Proposed firing of Dr. Peter Infante by 
OSHA : a case study in science and regu- 
lation : hearing before the Subcommittee 
on Investigations and Oversight of the 
Committee on Science and Technology, 
U.S. House of Representatives, Ninety- 
seventy Congress, first session, July 16, 
1981., 82-2709 

The proposed fiscal year 1983 budget : 
what it means for older Americans : an 
information paper /, 82-15002 

Proposed grazing and wilderness manage- 
ment for the Eastern San Diego County 
area (McCain Valley) California /, 82- 
5783 

Proposed grazing management program for 
the White River resource area /, 82- 
3674 

Proposed legislation to establish a Coastal 
Pine Barrens Reserve : field hearing 
before the Subcommittee on Natural Re- 
sources, Agriculture Research, and Envi- 
ronment of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, May 8, 1981., 82-1108 

The Proposed northern region plan., 
12400 

OCS oil and gas sales 67 and 69 / 
» 82-574 

Proposed Outer Continental Shelf Oil and 
Gas Lease Sale, lower Cook Inlet/Sheli- 
kof Strait /, 82-10708 

Proposed Outer Continental Shelf oil and 
gas lease sale, Norton Sound : United 
States, Department of the Interior, draft 
environmental impact statement, June 
1981 /, 82-573 

Proposed Outer Continental Shelf oil and 
gas lease sale, St. George basin /, 82- 
10712 

Proposed plan for highway safety research, 
development and demonstration : (section 
403 of title 23, USC), fiscal years 1980- 
1984., 82-3982 

Proposed policy and procedures for differ- 
ing professional opinions : for comment /, 
82-14722 

Proposed postal rate increases : hearing 
before the Subcommittee on Civil Serv- 
ice, Post Office, and General Services of 
the Committee on Governmental Affairs, 
United States Senate, Ninety-seventh 
Congress, first session, February 19, 
1981., 82-4250 

Proposed procurement of 9-MM handgun 
by the Department of Defense : hearing 
before the Investigations Subcommittee 
on the Committee on Armed Services, 
House of Representatives, Ninety-seventh 
Congress, first session, July 27, 1981., 
82-1021 

Proposed procurement of 9-MM handgun 
by the Department of Defense : report of 
the Investigations Subcommittee of the 
Committee on Armed Services, House of 
Representatives, Ninety-seventh Con- 
gress, first session., 82-2597 


82- 





rear view mirror characteristics 

and costs /, 82-11630 

Proposed recreational lease of Wildhorse 
Reservoir lands to Shoshone-Paiute 
Indian Tribes of the Duck Valley Reser- 
vation /, 82-571 

Proposed relocation of Federal Communi- 
cations Commission from Washington, 
D.C. to Arlington, Va. : oversight hear- 
ing before the Committee on the District 
of Columbia, House of Representatives, 
Ninety-seventh Congress, first session, on 
proposals of Federal Communications 
Commission to move its offices from the 
District of Columbia to Arlington, Va., 
March 5, 1981., 82-4214 

Proposed revisions of subpart S : certifica- 
tion procedures for providers and suppli- 
ers of services under the Medicare and 
Medicaid programs, summary of public 
hearings April-June 1980 /, 82-1887 

Proposed sale of airborne warning and con- 
trol systems (AWACS) and F-15 en- 
hancements to Saudi Arabia : hearings 
and markup before the Committee on 
Foreign Affairs and its Subcommittees on 
International Security and Scientific Af- 
fairs and on Europe and the Middle East, 
House of Representatives, Ninety-seventh 
Congress, first session, on H. Con. Res. 
194, September 28, October 1, 6, and 7, 
1981., 82-15109 

Proposed standard for non-treponemal tests 
for syphilis., 82-10622 

Proposed techniques for adding FM broad- 
cast stations in a major market /, 82- 
4693 

Proposed transfer of arms to Uruguay : 
hearing before the Subcommittees on In- 
ternational Security and Scientific Af- 
fairs, on Human Rights and International 
Organizations and on Inter-American Af- 
fairs of the Committee on Foreign Af- 
fairs, House of Representatives, Ninety- 
seventh Congress, first session, September 
15, 1981., 82-2647 

Proposed U.S. assistance and arms transfer 
to Pakistan : an assessment : report of a 
staff study mission to Pakistan and India, 
September 30-October 17, 1981 to the 
Committee on Foreign Affairs, U.S. 
House of Representatives., 82-12166 

Proposed United States-Egyptian agreement 
for peaceful nuclear cooperation : hearing 
and markup before the Committee on 
Foreign Affairs, House of Representa- 
tives and its Subcommittees on Interna- 
tional Security and Scientific Affairs, on 
Europe and the Middle East, and on In- 
ternational Economic Policy and Trade, 
Ninety-seventh Congress, first session on 
H. Con. Res. 176, September 10 and 17, 
1981., 82-6827 

Proposed Washington Naval Yard con- 
struction : hearing before the Military In- 
stallations and Facilities Subcommittee of 
the Committee on Armed Services, 
House of Representatives, Ninety-seventh 
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Congress, first session, October 5, 1981., 

82-6763 

Proposed 5-year plan for oil and gas devel- 
opment in the outer continental shelf : 
hearing before the Subcommittee on 
Energy Conservation and Supply of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventy Congress, first session, to review 
the secretary of the interior’s proposed 5- 
year plan for oil and gas development in 
the outer continental shelf pursuant to the 
Outer Continental Shelf Lands Act 
Amendments of 1978, Public Law 95-372 
(43 U.S.C. 1801), October 6, 1981., 82- 
6800 


Proposed 1982 outer continental shelf oil 
and gas lease sale offshore southern Cali- 
fornia, OCS sale no. 68 /, 82-10714 

The Propwatcher’s guide., 82-14409 

Prosecutorial discretion and federal sentenc- 
ing reform /, 82-5966 

Prospectus 1981-1982., 82-12412 

Protecting human subjects., 82-11190 

Protecting older Americans against over- 
payment of income taxes /, 82-15003 

Protecting residences from wildfires : a 
guide for homeowners, lawmakers, and 
planners /, 82-37 

Protecting workers’ health : federal, state 
and local compli i e programs 
/, 82-5668 

Protection factors of the airstream helmet /, 
82-5898 

The Protection of farmland : a reference 
guidebook for state and local govern- 
ments /, 82-14, 82-15 

Protection of insulated steam and hot water 
lines under piers and wharves., 82-247 

Protection of the John Sack Cabin : report 
(to accompany S. 764)., 82-2361 

Protection of wood surfaces with chromi- 
um trioxide /, 82-9107 

Protection through inspection : federal in- 
spection of fishery products, a plus for 
consumers, a plus for processors., 82- 
3121 

Protective construction, 82-13687 

Protocol to the Agreement on the Importa- 
tion of Educational, Scientific, and Cul- 
tural Materials : message from the presi- 
dent of the United States transmitting the 
protocol to the Agreement on the Impor- 
tation of Educational, Scientific, and Cul- 
tural Materials, adopted at Nairobi on 
November 26, 1976, and opened for sig- 
nature at the United Nations on March 1, 
1977., 82-11764 

Proton-induced noise in digicons /, 82- 
14235 

Prototype filling and emptying system 
measurements, New Bankhead Lock, 
Black Warrior River, Alabama /, 82- 
3180 
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Prototype gate vibration tests, Barkley Dam, Cumberland River, Kentucky / 


Prototype gate vibration tests, Barkley 
Dam, Cumberland River, Kentucky /, 
82-4996 

Prototypic thermal-hydraulic experiment in 
NRU to simulate loss-of-coolant accident 
/, 82-11997 

Provide training : training for mid-level 
managers /, 82-10656 

Providing a metric option : can laws and 
regulations be amended in a_ timely 
manner?., 82-11861 

Providing for a waiver of law pursuant to 
the Alaska Natural Gas Transportation 
Act : report together with dissenting 
views (to accompany H.J. Res. 341) (in- 
cluding the cost estimate of the Congres- 
sional Budget Office)., 82-6592 

Providing for reinstatement and validation 
of U.S. oil and gas lease numbered ES 
20644 : report (to accompany S. 1605)., 
82-6561 

Providing for reinstatement and validation 
of U.S. oil and gas lease numbered M- 
15450 (ND) : report (to accompany S. 
466)., 82-6563 

Providing for reinstatement and validation 
of United States oil and gas lease num- 
bered M 16402 (ND) ACQ : report (to 
accompany S. 383)., 82-6562 

Providing for reinstatement and validation 
of United States oil and gas lease num- 
bered OR-13713 : report (to accompany 
S. 1457)., 82-6564 

Providing for reinstatement and validation 
United States oil and gas lease numbered 
W-46102 : report (to accompany S. 651)., 
82-6565 

Providing for the consideration of 
2559 : report (to accompany H. 
276)., 82-14644 

Providing for the consideration of 
3403 : report (to accompany H. 
240)., 82-4068 

Providing for the consideration 
3603 : report (to accompany 
235)., 82-4066 

Providing for the consideration 
4437 : report (to accompany 
236)., 82-4067 

Providing for the consideration 
4503 : report (to accompany 
247)., 82-4071 

Providing for the consideration of 
4603 : report (to accompany H. 
253)., 82-11811 

Providing for the consideration of House 
Concurrent Resolution 220 : report (to 
accompany H. Res. 277)., 82-14645 

Providing for the consideration of House 
Joint Resolution 349 : report (to accom- 
pany H. Res. 272)., 82-6590 

Providing for the consideration of House 
Joint Resolution 357 : report (to accom- 
pany H. Res. 271)., 82-6589 

Providing for the consideration of S. 1193 : 
report (to accompany H. Res. 257)., 82- 
4074 
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Providing for the consideration on H.R. 
4612 : report (to accompany H. Res. 
232)., 82-6577 

Providing for the participation of the De- 
partment of Defense education system for 
dependents in overseas areas in the 
Senate youth program : report (to accom- 
pany S. Res. !46)., 82-2357 

The Prudence rule and pension plan invest- 
ments under ERISA /, 82-2005 

Pseudorabies control and eradication in 
swine : hearing before the Subcommittee 
on Livestock, Dairy, and Poultry of the 
Committee on Agriculture, House of 
Representatives, Ninety-seventh Con- 

82- 


gress, first session, July 28, 1981., 
6746 


PSRO annual bibliography, 82-13916 

Psychophysical criteria for visual simulation 
systems /, 82-5162 

Puangpaka Vertrees and Puangtip Vertrees 
: report (to accompany S. 175)., 82-6554 

Public affairs /, 82-3176 

The Public and high blood pressure : six- 
year followup survey of public knowl- 
edge and reported behavior for The Na- 
tional Heart, Lung, and Blood Institute /, 
82-13804 

Public and private sources of funding for 
sexual assault treatment programs /, 82- 
13889 

Public and private utilities, 82-5646 

Public assistance recipients & cash pay- 
ments, by program, state, and county, 
82-10478 

Public assistance recipients and cash pay- 
ments by state and county., 82-10478 

Public buildings, landmarks and _ historic 
sites of the United States., 82-3548 

Public comments and responses to com- 
ments : an appendix to the water quality 
management plan for the upper Housa- 
tonic River : final plan/environmental 
impact statement /, 82-10184 

Public contracts and property management, 
82-532, 82-533, 82-534, 82-535, 82- 
1793, 82-1794, 82-3590, 82-3591, 82- 
3592, 82-3593, 82-3594, 82-10439 

Public document room users guide /, 82- 
6618 

Public electricity supply /, 82-5217 

Public employment (1965), 82-4585 

Public employment in ..., 82-4585 

Public health., 82-5568, 82-10440, 82- 
10441, 82-13760 

Public Health Service grants and awards, 
82-5682 

Public housing operating subsidies : hearing 
before the Subcommittee on Housing and 
Community Development of the Commit- 
tee on Banking, Finance and Urban Af- 
fairs, House of Representatives, Ninety- 
seventh Congress, first session, October 
29, 1981., 82-15044 

Public identification of issues for the envi- 
ronmental impact statement Rocky 
Mountain Pipleline Project /, 82-10711 


Do not order from index; see indicated entry 





Title Index 


Public lands, interior., 
82-10443 

Public management’s internal organizational 
response to the demands of collective 
bargaining in the twelve midwestern 
states /, 82-11020 

Public ownership of railroad fixed plant : a 
restructuring alternative /, 82-11475 

Public papers of the presidents of the 
United States., 82-538 

Public policy and capital formation : a 
study /, 82-1714 

Public welfare, 82-10445, 82-10446, 82- 
10447, 82-10448 

Publication note /, 82-13862 

Publications /, 82-10610, 82-12433, 82- 
12508, 82-15071 

Publications and final reports on contracts 
and grants, 1978 /, 82-9500 

Publications for business from ITA, includ- 
ing a geographical index., 82-137 

Publications, Gulf Breeze Laboratory /, 
82-5256 

Publications list /, 82-4190, 82-4217, 82- 
6734 

Publications list (United States. Congress. 
Senate. Committee on Energy and Natu- 
ral Resources), 82-4217 

Publications list (United States. Congress. 
Senate. Special Committee on Aging), 
82-4190 

Publications (National Library of Medicine 
(U.S.)), 82-10610 

Publications of the Denver Wildlife Re- 
search Center on birds and bird damage 
control., 82-10938 

Publications of the National Science Foun- 
dation., 82-11177 

Publications of the Pacific Northwest 
Forest and Range Experiment Station /, 
82-12436 

Publications of the Planetary Biology Pro- 
gram for 1977 : a special bibliography /, 
82-6084, 82-6089 

Publications relating to the 1981-82 college 
debate topic : should the federal govern- 
ment significantly curtail the powers of 
labor unions in the United States?, 82- 
10415 

Publications relating to the 1981-82 national 
high school debate topic : how can the 
United States elementary and secondary 
school systems best be improved?, 82- 
1768 

Puerto Rican history and culture., 
10670 

Puerto Rico census of business, agriculture, 
and local government : hearing before 
the Subcommittee on Census and Popula- 
tion of the Committee on Post Office and 
Civil Service, House of Representatives, . 
Ninety-seventh Congress, first session, 
December 10, 1981., 82-12239 


82-1795, 82-10442, 


82- 





January — June 1982 


Pulmonary technlogy task force report : 
state of technology, needs and recom- 
mendations., 82-13807 

Pulpwood production in the Lake States, 
by county, 1978 /, 82-12484 

Pulsed neutron activation measurement of 
emergency core coolant bypass flow on 
the LOFT reactor /, 82-4096 

Pumice and volcanic cinder, 82-615 

Pumping stations, field performance investi- 
gation /, 82-5022 

Puncture of shielded radioactive material 
shipping containers /, 82-14878 

Puzzled about educating special need stu- 
dents? : a handbook on modifying voca- 
tional curricula for handicapped students 
/, 82-10480 

PWR blowdown heat transfer separate-ef- 
fects program : thermal-hydraulic test fa- 
cility experimental data report for test 
169 /, 82-2452, 82-4104, 82-6625, 
82-14739, 82-14743, 82-14782, 82- 
14783 

PWR blowdown heat transfer separate-ef- 
fects program-thermal-hydraulic test fa- 
cility experimental data report for test 
154R /, 82-2454, 82-14765 

PWR blowdown heat transfer separated-ef- 
fects program-thermal-hydraulic test fa- 
cility experimental data report for test 
156 /, 82-14781 

Pyrheliometer observations as an indicator 
of the climatological persistence of clouds 
/, 82-4633 

A pyrometallurgical method for processing 
Ni-Cd scrap batteries /, 82-5888 

Pyrometallurgical recovery of chromium 
from scrap metals : laboratory studies /, 
82-5885 


Q 


Quadrennial report of the Division of Bio- 
logical Effects, 82-13842 

Quaking aspen, seed germination and early 
seedling growth /, 82-12449 

Qualification test results on 1550C and 
2200C 1/16-inch o.d. fuel centerline ther- 
mocouples for the LOFT program /, 
82-14882 

Qualification testing evaluation program : 
light water reactor safety research quar- 
terly report October-December 1978 /, 
82-14857 

Qualification testing evaluation program 
light water reactor safety research : quar- 
terly report, January-March, 1979 /, 82- 
960 

Qualification testing evaluation program 
light-water reactor safety research quar- 
terly report : July-September 1979 /, 
82-2528 

Qualification testing evaluation program 
light-water reactor safety research semi- 
annual report, April - September 1980 /, 
82-6694 





Qualifying for federal funding of tribally 
controlled community colleges : report /, 
82-10357 

A quality assurance and standards plan for 
solar thermal technologies /, 82-323 

Quality assurance in diagnostic radiology : 
a guide for state program implementation 
: a report on the task force /, 82-10620 

Quality assurance intern program., 82-9634 

Quality assurance technical development 
program course catalog., 82-9633 

Quality management manual for fossil fuel 
steam electric generating plants., 82- 
12624 

Quality of surface and ground waters, 
Yakima Indian Reservation, Washington, 
1973-74 /, 82-10730 

Quality of surface water in the Suwannee 
River basin, Florida, August 1968 
through December 1977 /, 82-10724 

Quality of the water in Borrow Ponds near 
a major highway interchange, Dade 
County, Florida, October-November 
1977 /, 82-10784 

Quantified fault tree models for the Clinch 
River Breeder Reactor engineered safety 
systems /, 82-14970 

Quantitation and functional assay of T and 
Bcells., 82-5763 

Quarterly cumulative index medicus, 
13828 

Quarterly progress report on blowdown 
heat transfer separate-effects program for 
April-June 1978 /, 82-4099, 82-14881 

Quarterly progress report on blowdown 
heat transfer separate-effects program for 
January-March 1980 /, 82-6663, 82- 
14751 

Quarterly progress report on blowdown 
heat transfer separate-effects program for 
July-September 1980 /, 82-4165, 82- 
14795 

Quarterly progress report on blowdown 
heat transfer separate-effects program for 
October-December 1977 /, 82-14777 

Quarterly progress report on fission product 
behavior in LWRs for the period April- 
June 1978 /, 82-2460 

Quarterly progress report on fission product 
behavior in LWRs for the period Janu- 
ary-March 1978 /, 82-14746 

Quarterly progress report on fission product 
behavior in LWRs for the period July- 
September 1978 /, 82-14806 

Quarterly report to the Congress and the 
East-West Foreign Trade Board on trade 
between the United States and the non- 
market economy countries /, 82-12295, 
82-15227 

Quarterly technical progress report on 
water reactor safety programs /, 82- 
14868 

Quarterly technical progress report on 
water reactor safety programs sponsored 
by the Nuclear Regulatory Commission’s 
Division of Reactor Safety Research, 


82- 
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Radioactive waste legislation : hearings before the Subcommittee on Energy and t 


July-September 1979 /, 82-2491, 82- 
2512, 82-14794, 82-14835, 82-14990 
Quartermaster and chemical equipment re- 
pairer., 82-13059 

Quaterly progress report on fission product 
behavior in LWRs for the period Janu- 
ary-March 1979 /, 82-14874 

Questions and answers /, 82-14707 

Questions & answers about breast lumps., 
82-10516 

Questions and answers on crisis relocation 
planning /, 82-10276 

Questions and answers on disaster tempo- 
rary housing : (including limited home 
repairs)., 82-10294 

Quick reference for thinning black walnut / 
, 82-9116 

QUICK users’ manual /, 82-4176 


R 


R.B. Kitaj /, 82-831 

R, D&D proposal guidelines : alternative 
fuels, fuel additives and related devices 
for highway vehicles /, 82-5202 

Rabies /, 82-3649 

Raccoon’s black eyes and ringed tail /, 
13529 

Race relations in Tama County : a report /, 
82-143 

The Racial attitudes and perceptions survey 
(RAPS) /, 82-9761 

Radar bias error removal algorithm for a 
multiple-site system /, 82-5132 

Radial keratotomy : an explanation for 
study patients /, 82-545 

Radiation and radioactivity., 82-5538 

Radiation dose estimates and hazard evalua- 
tions for inhaled airborne radionuclides : 
annual progress report, July 1, 1978-June 
30, 1979 /, 82-2521 

Radiation dose estimates and hazard evalua- 
tions for inhaled airborne radionuclides : 
annual progress report, July 1979 - June 
1980 /, 82-4179 

Radiation dose estimates from timepieces 
containing tritium or promethium-147 in 
radioluminous paints /, 82-2446 

Radiation safety in nuclear medicine : a 
practical guide /, 82-10618 

Radio and television handbook., 82-3141 

Radio frequency (R-F) probe for bubble 
size and velocity measurements /, 82- 
14849 

Radio technical commission for aeronautics 
document DO-160A., 82-6389, 82-6390 

Radio teletype operator., 82-1440 

Radioactive waste legislation : hearings 
before the Subcommittee on Energy and 
the Environment of the Committee on 
Interior and Insular Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 1993, H.R. 
2800, H.R. 2840, H.R. 2881, H.R. 3809 ... 


82- 
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Radioactive waste legislation : hearings before the Subcommittee on Energy and t 


hearings held in Washington, 
23 and 25, July 9, 1981., 82-4254 

Radiofrequency use and ement : im- 
pacts for the World Administrative Radio 
Conference of 1979., 82-12038 

Radiofrequency use and management : im- 
pacts of the World Administration Radio 
Conference of 1979, summary., 82-12039 

Radioisotopic composition of yellowcake : 
an estimation of stack release rates /, 
82-14905 

Radiological aspects of high altitude flight : 
relative biological effectiveness of fast 
neutrons in suppressing immune capacity 
to an infective agent /, 82-2270 

Radiological assessment of steam generator 
removal and replacement : update and re- 
vision /, 82-14937 

The Radiological cleanup of Enewetak 
Atoll., 82-3162 

Radiological defense manual 
manual., 82-10284 

Radiological defense preparedness /, 82- 
10274 

Radiological emergency response oper- 
ations course (category IV) for radiologi- 
cal emergency response teams., 82- 
13233 

Radiological health., 

Radiological monitor 
workbook., 82-10275 

A radionuclide decay data base : index and 
summary table /, 82-6925 

A Radon attenuation test facility /, 82- 
2573 

Radon-222 emissions in ventilation air ex- 
hausted from underground uranium mines 
/, 82-2470 

RAGTIME, a FORTRAN IV implementa- 
tion of a time-dependent model for ra- 
dionuclides in agricultural systems : first 
progress report /, 82-2495 

Rail-highway crossing accident/incident 
and inventory bulletin., 82-14405 

Rail-highway grade-crossing accidents/inci- 
dents bulletin, 82-14405 

Rail inspection systems analysis and tech- 
nology survey /, 32-6349 

Rail passenger corridors : analysis of poten- 
tial improvements, supplemental report 
on four corridors /, 82-6342 

Rail safety/equipment crashworthiness 
prepared by [i.e. for] U.S. Department of 
Transportation, Federal Railroad Admin- 
istration, Office of Research and Devel- 
Opment., 82-14383 

Rail system investment analysis : descrip- 
tion of the railroad investment process., 
82-843 

Rail system investment analysis : financial 
analysis of investment projects from the 
individual corporate perspective /, 82- 
835 


D. C. June 


student 


82-10614 


course student 


Rail system investment analysis : manual for 
determining return from the individual 


corporate perspective., 82-842 
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Rail system investment analysis : manual for 
determining return from the national eco- 
nomic perspective., 82-839 

Rail system investment analysis : sample 
evaluation of a locomotive rebuilding 
project., 82-2220 

Rail system investment analysis : sample 
evaluation of a track rehabilitation pro- 
ject from the national economic perspec- 
tive /, 82-3862 

Rail transportation requirements for coal 
movement in 1985 /, 82-6269 

Rail-wheel geometry associated with con- 
tact stress analysis /, 82-3893 

Railraod accident report : derailment of 
auto-train no. 4 on Seaboard Coast Line 
Railroad, Florence, South Carolina, Feb- 
ruary 24, 1978 /, 82-3870 

Railroad accident report : derailment of 
Amtrak passenger train no. 21 on the Illi- 
nois Central Gulf Railroad, Springfield, 
Illinois, October 30, 1980., 82-11406 

Railroad accident report : derailment of 
Amtrak train no. 97 on Seaboard Coast 
Line Railroad track, Lochloosa, Florida, 
May 26, 1981., 82-11409 

Railroad accident report : head-on collision 
between Baltimore & Ohio Railroad 
Company train no. 88 and the Brunswick 
Helper, near Germantown, Maryland, 
February 9, 1981., 82-11407 

Railroad accident report : head-on collision 
of Baltimore & Ohio freight trains Extra 
6474 East and Extra 4367 West, Orleans 
Road, West Virginia, February 12, 1980., 
82-11401 

Railroad accident report: head-on collision 
of two Greater Cleveland Regional Tran- 
sit Authoity trains, Cleveland, Ohio, July 
8, 1977 /, 82-849 

Railroad accident report : Illinois Central 
Gulf Railroad Company freight train de- 
railment hazardous material release and 
evacuation, Muldraugh, Kentucky, July 
26, 1980., 82-11403 

Railroad accident report : rear-end collision 
of Septa-Conrail trains nos. 406 and 472 
on conrail track, North Wales, Pennsyl- 
vania, July 17, 1980., 82-11402 
iiroad accident report : rear-end collision 
of Union Pacific Railroad Company 
freight trains near Hermosa, Wyoming, 
October 16, 1980., 82-11405, 82-11408 

Railroad accident report : side collision of 
Norfolk and Western Railway Company’s 
train no. 86 with Extra 1589 West, near 
Welch, West Virginia, September 6, 
1980., 82-11404 

Railroad classification yard technology 
manual /, 82-14398 

Railroad design and construction at Army 
and Air Force installations., 82-4883 

Railroad/highway accident report : Illinois 
Central Gulf Railroad, freight train and 
Mobil Oil Company, tractor/cargo-tank 
semitrailer collision and fire, Kenner, 
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Louisiana, November 25, 1980 /, 82- 
3871 

Railroad noise enforcement manual /, 
11468 

Railroad operations modular processing 
system : system design summary /, 82- 
6371 

The railroad performance model /, 82-858 

The railroad retirement system : benefits 
and financing /, 82-6923 

Railroad unemployment insurance : at a 
crossroads /, 82-6728 

Railroads., 82-5608 

Railroads and the environment : estimation 
of fuel consumption in rail transportation 
/, %2-14380 

Raindrops keep falling., 82-1157, 82-1173 

Rainfall-runoff data for selected basins, 
Portland, Oregon, and Vancouver, Wash- 
ington, 1973-77 /, 82-10763 

Rainfall-runoff data from small watersheds 
in Colorado, October 1974 through Sep- 
tember 1977 /, 82-1941 

Rainfall-runoff modeling and preliminary 
regional flood characteristics of small 
rural watersheds in the Arkansas River 
basin in Colorado /, 82-3680 

Raised floor systems /, 82-4878 

Random harmonic analysis program, L221 
(TEV156)., 82-6098 

Ranking of sources of uncertainty in the 
SSMRP seismic methodology chain : seis- 
mic safety margins research program /, 
82-2561 

Rapid charging of lead-acid batteries for 
electric vehicle propulsion and solar elec- 
tric storage /, 82-324 

A rapid perturbation procedure for deter- 
mining nonlinear flow solutions : applica- 
tion to transonic turbomachinery flows /, 
82-2078, 82-6125 

Rapid transit subways : guidelines for engi- 
neering new installations for reduced 
maintenance /, 82-11593 

Rapid transit subways : maintenance and 
engineering report /, 82-11592 

Rapid transit subways : maintenance guide- 
lines /, 82-14511 

Rare-earth minerals and metals, 82-3706 

Rate setting in the human services : a guide 
for administrators /, 82-1819 - 

Rational design of tunnel supports : an in- 
teractive graphics based analysis of the 
support requirements of excavations in 
jointed rock masses /, 82-164 

Rationale for continued exemption of ase 
phalt from mandatory petroleum alloca- 
tions regulations /, 82-13457 

RCAG & BUEC : communication coverage 
charts /, 82-11480 

RCS auditor trainee manual : renewable re- 
source measures /, 82-13331 

Re-evaluation of the pathology findings of 
studies on nitrite and cancer : histologic 
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lesions in Sprague-Dawley rats, final 
report /, 82-3632 

Reactions of methamidophos with mamma- 
lian cholinesterases /, 82-3919 

Reactor safety research programs : quarter- 
ly progress report, April 1-June 30, 1978 
/, 82-2456 

Reactor safety research programs : quarter- 
ly report, October-December 1979 /, 
82-6655 

Reactor safety research programs, quarterly 
report /, 82-14865 

Reactor safety system design using har- 
dened computers /, 82-2568 

Readability of self-illuminated signs in a 
smoke-obscured environment /, 82-6451 

Reading., 82-5589 

Reagan administration disability proposals / 
, 82-4284 

The Reagan-Bush transition team’s activities 
at six selected agencies : report to the 
chairman, Committee on Energy and 
Commerce, House of Representatives /, 
82-13732 

Real Estate Settlement Procedures Act— 
Controlled business : hearings before the 
Subcommittee on Housing and Communi- 
ty Development of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-seventh 
Congress, first session, September 15 and 
16, 1981., 82-6767 

Real-time and applications software for the 
Neil Brown/W.H.O.I. CTD Micropro- 
filer /, 82-3262 

Real-time data acquisition, tracing, and 
plotting software package for PDP-11s 
under DOS or RSX /, 82-13215 

Real-time feasibility for generation of non- 
linear textured terrain /, 82-9914 

Real-time meteorological profiles using the 
NRL marine boundary layer sonde /, 
82-3225 

Realistic seismic design margins of pumps, 
valves, and piping /, 82-995 

Realize a greater sense of community : the 
Guard is America at its best., 82-13020 

A realtion between semiempirical fracture 
analysis and R-Curves /, 82-11146 

REALTRAIN improves soldier attitudes 
toward the Army /, 82-13120 

Rearing lambs on milk replacer diets /, 
82-1 

Reasons for low aerodynamic performance 
of 13.5-centimeter-tip-diameter aircraft 
engine starter turbine /, 82-6169 

Reauthorization of the domestic volunteer 
programs of the ACTION agency : hear- 
ings before the Subcommittee on Select 
Education of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, hearings held in Washington, D.C. 
on April 30 and May 1, 1981., 82-12133 

Reauthorization of the National Science 
Foundation, 1981 : hearing before the 





Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on pro- 
posed authorizations for the National Sci- 
ence Foundation for fiscal year 1981, 
April 7, 1981., 82-6873 

Reauthorization of the Noise Control Act 
of 1972 : hearing before the Subcommit- 
tee on Commerce, Transportation, and 
Tourism of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, February 24, 1981., 82-6813 

Recap of international travel to and from 
the United States in 1980., 82-9490 

Receipts of the nation’s accounting, audit- 
ing, and bookkeeping services totaled 
$8.0 billion in 1977., 82-12798 

Recent advances in structures for hyper- 
sonic flight : proceedings of a symposium 
held at Langley Research Center, Hamp- 
ton, Virginia, September 6-8,1978 : part 
1., 82-2089 

Recent publication of range research., 82- 
12631 

Recent vertical crustal movements 
eastern United States /, 82-6717 

Recharge to low-level radioactive-waste 
burial trenches 11 through 14, West 
Valley, New York /, 82-10808 

Recipient data exchange, 82-10015 

Recissions and deferral : message from the 
president of the United States transmit- 
ting 33 proposed recissions of budget au- 
thority and one deferral, pursuant to sec- 
tions 1012 (a) and 1013 (a) of Public Law 
93-344., 82-11783 

Recognizing export expansion achievements 
with the president’s E and E Star 
awards., 82-3128 

Recombinant DNA research /, 82-10500 

Recommendations and reports /, 82-11823, 
82-11824 

Recommendations and reports of the Ad- 
ministrative Conference of the United 
States, 82-11823, 82-11824 

Recommendations for concrete forming kit 
for theater of operations applications /, 
82-9830 

Recommendations for corrective action for 
the Colorado Division of Employment /, 
82-3745 

Recommendations for digital radio common 
tactical/long-haul standards /, 82-4705 

Recommended practices and procedures for 
the use of electronic long-range naviga- 
tion equipment., 82-6396 

Recommended research on LNG safety /, 
82-9944 

Recommended revisions to Nuclear Regula- 
tory Commission seismic design criteria / 
, 82-11941 

Recommended short-term ATC improve- 
ments for helicopters :, 82-881 

Recommended wastewater collection and 
treatment facilities, Scarborough, Maine / 
, 82-10180 
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Reconnaissance of polychlorinated biphen- 
yls in the Arkansas River between Mus- 
kogee and Webbers Falls Lock and Dam, 
Oklahoma /, 82-10836 

Reconnaissance report : effects of Novem- 
ber 8, 1980 earthquake on Humboldt Bay 
Power Plant and Eureka, California area 
/, 82-952 

Reconnaissance snow surveys of the Na- 
tional Petroleum Reserve in Alaska, April 
1977 and April-May 1978 /, 82-10824 

Record of wells in the Floridian aquifer in 
Dade and Monroe Counties, Florida /, 
82-10778 

Record retention guide, 82-3584 

Recording pilot eye movement behavior : 
approachs [sic] and possible applications 
/, 82-3302 

Records organization, transfer and destruc- 
tion standards., 82-11488, 82-11489 

Recovery of aluminum hydroxy sulfate 
from aluminum sulfate solution by high- 
temperature hydrolysis /, 82-5865 

Recovery of attorney’s fees in tax cases : 
hearing before the Subcommittee on 
Oversight of the Internal Revenue Serv- 
ice of the Committee on Finance, United 
States Senate, Ninety-seventh Congress, 
first session, on S. 752 and S. 1673, Octo- 
ber 19, 1981., 82-15098 

Recovery of byproduct heavy minerals 
from sand and gravel operations in 
Oregon and Washington /, 82-5877 

Recovery of copper anc associated precious 
metals from electronic scrap /, 82-5875 

Recovery of gold from arsenopyrite con- 
centrates by cyanidation-carbon adsorp- 
tion /, 82-5856 

Recovery of principal metal values from 
electrolytic zinc waste /, 82-5894 

Recreation facilities of the Sequoia National 
Forest., 82-4313 

Recreation innovations-abroad., 82-14039 

Recreational and outdoor activities., 82- 
5528 

Recruiter., 82-13081 

Recruiting malpractice, extent, causes, and 
potentials for improvement : report to the 
Honorable Sam Nunn, member, Commit- 
tee on Armed Services : summary /, 82- 
10368 

Recruiting resource and goal allocation de- 
cision model /, 82-1595 

Recruitment and retention of VA medical 
personnel, budget constraints on VA hos- 
pital admitting practices and OMB Circu- 
lar A-76 : hearing before the Subcommit- 
tee on Oversight and Investigations of 
the Committee on Veterans’ Affairs, 
House of Representatives, Ninety-seventh 
Congress, first session, October 30, 1981., 
82-12284 

RECUR : earthquake recurrence : comput- 
er analysis of structures to resist earth- 
quake effects., 82-231 
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The recurrent shortage of registered nurses : a new look at the issues. 


The recurrent shortage of registered nurses 
: a new look at the issues., 82-1864 

Recurring reports to the Congress, 82-502 

Recycling spent chrome refractories from 
steelmaking furnaces /, 82-5861 

Red tart cherry site inventory for Charle- 
voix & Emmet Counties, Michigan., 82- 
9125 

Reducing electrical power interruptions at 
FAA facilities, 82-11498 

Reduction in force benefits guide., 82-776 

Reduction of compuicr usage costs in pre- 
dicting unsteady aerodynamicloadings 
caused by control surface motions : Anal- 
ysis and results / W.S. Rowe, J.D. Sebas- 
tian, and J.R. Petrarca., 82-6106 

Reduction of export credit subsidies in 
world trade : report (to accompany H. 
Con. Res. 95 ... referred jointly to the 
Committee on Banking, Finance, and 
Urban Affairs, the Committee on Foreign 
Affairs, and the Committee on Ways and 
Means) (including cost estimate of the 
Congressional Budget Office)., 82-6576 

Reduction of structural degrees of freedom 
/, 82-994 

Reductions in force and budget cuts : hear- 
ings before the Subcommittee on Com- 
pensation and Employee Benefits of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-seventh Congress, first session, 
June 29, 1981., 82-1093 

Reductions in force in federal agencies., 
82-771 

Reevaluation of Modified Mercalli Intensity 
Scale for earthquakes using distance as 
determinant /, 82-1381 

Reference critical experiments : progress 
report for period April 1, 1979 through 
June 30, 1979 /, 82-2484 

Reference guideline for industrial boiler 
manufacturers to control pollution with 
combustion modification., 82-10082 

Reference handbook for use with the prin- 
ciples, standards, and procedures for 
water resources planning (level C)., 82- 
12055 

Reference material FHWA negotiated pro- 
curement course., 82-14355 

Reference sources., 82-4602 

Refinement of casting techniques for small 
air-cooled turbine bldeas—phase 1A /, 
82-3202 

Refinements and validation testing of 
human operator performance emulator 
(HOPE) /, 82-13229 

Reflections and recommendations, 
10485 

Reflections on the Vietnam War /, 82- 
5070 

Reflective marker paint stripe skipper in- 
struments : summary report /, 82-3890 

Reform contracting procedures and con- 
tract supervision practices of the federal 
government : hearings before a subcom- 
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mittee of the Committee on Government 
Operations, House of Representatives, 
Ninety-seventh Congress, first session, on 
H.R. 2580 ... September 14 and 15, 1981., 
82-15134 

Reform of the UN system : US policy /, 
82-2152 

Reforming interest provisions in federal 
water laws could save millions : report to 
the Congress /, 82-5479 

Reforming interest provisions in federal 
water laws could save millions : summary 
: report to the Congress /, 82-13715 

Refractory metals for ultrasonic thermo- 
metry application /, 82-11905 

Refrigeration—compressor controls, 82- 


Refrigeration—evacuating and charging, 
82-9850 

Refrigeration—evaporator 
9852 

Refrigeration—introduction to 
mechanisms, 82-9848 

Refugee Act of 1980 Amendment : hearing 
before the Subcommittee on Immigration, 
Refugees, and International Law of the 
Committee on the Judiciary, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 2142 ... 
March 24, 1981., 82-2668 

Refugee admission proposal : hearing before 
the Committee on the Judiciary, House 
of Representatives, Ninety-seventh Con- 
gress, first session, on refugee admission 
proposal for fiscal year 1982, September 
29, 1981., 82-12210 

Refugee problems in Southeast Asia, 1981 : 
a staff report /, 82-12224 

Refugee resettlement : hearing before the 
Subcommittee on Immigration and Refu- 
gee Policy of the Committee on the Judi- 
ciary, United States Senate, Ninety-sev- 
enth Congress, first session, Des Moines, 
Iowa, October 9, 1981., 82-15162 

Refugee resettlement program : report to 
the Congress., 82-5667, 82-10467 

Refugees, the U.S. response : December 5, 
1980 /, 82-6209 

Refuse hauling wage survey, Anaheim- 
Santa Ana-Garden Grove, Calif. /, 82- 
14125 

Regeneration of Douglas-fir cutblocks on 
the Six Rivers National Forest in north- 
western California /, 82-12462 

Regenerative engine analysis /, 82-200 

Regenerative engine analysis program /, 
82-202 

Regenerative Engine Analysis Program 
(REAP) /, 82-13191 

Regional and subregional libraries for the 
blind and physically handicapped, 82- 
14152 

The regional and urban impacts of the ad- 
ministration’s budget and tax proposals : a 
study /, 82-1040 

Regional cotton variety tests., 
82-12673 


controls, 82- 


control 


82-12672, 


Do not order from index; see indicated entry 





Title Index 


A regional crustal velocity model for the 
Southeastern United States /, 82-12017 

Regional flood-frequency relations for west- 
central Florida /, 82-10820 

Regional growth : flows of federal funds, 
1952-76., 82-11832 

Regional power systems planning : a state 
of the art assessment : final report /, 82- 
13371 

Regional tectonics and seismicity of eastern 
Nebraska : annual report, July 1979 - 
June 1980 /, 82-4178 

Regional tectonics and seismicity of eastern 
Nebraska : annual report, June 1, 1978- 
May 30, 1979 /, 82-6653 

Regional tectonics and seismicity of south- 
western Iowa : annual report, May 1, 
1978-April 30, 1979 /, 82-6639 

Register, Department of Justice and the 
Courts of the United States, 82-662 

Register of commissioned and warrant offi- 
cers of Naval Reserve, 82-9873 

Register of commissioned and warrant offi- 
cers of the United States Naval Reserve., 
82-9873 

Register of commissioned and warrant offi- 
cers of the United States Navy and 
Marine Corps and reserve officers on 
active duty, 82-9872 

Register of commissioned and warrant offi- 
cers of the United States Navy and re- 
serve officers on active duty., 82-9872 

Register of Navy officers on active duty, 
82-9872 

Register of the U.S. Department of Justice 
and the federal courts., 82-662 

Register to the papers of Henry Bascom 
Collins /, 82-11372 

Registered nurses, extend your scope of 
nursing — practice with the Army Nurse 
Corps., 82-9662 

Registrant facts /, 82-664 

Registration standard for products contain- 
ing the single active ingredient terrazole 
/, 82-1687 

Regulating hospital capital investment : the 
experience in Massachusetts /, 82-10645 

Regulation of cancer-causing food addi- 
tives, time for a change? : report to the 
Congress /, 82-10386 

Regulations applicable to acceptance of 
gifts and decorations from foreign gov- 
ernments by members, officers, and em- 
ployees., 82-12270 

Regulations for implementing the Fish and 
Wildlife Coordination Act : draft envi- 
ronmental statement /, 82-3671 

Regulations, part 42, farm labor coordinat- 
ed enforcement : Title 29, Part 42 of the 
Code of Federal Regulations., 82-11067 

Regulatory analysis appendices for the 
noise emission regulations for motorcy- 
cles and motorcycle exhaust systems., 
82-10067 
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Regulatory analysis for the final noise emis- 
sion regulation for buses /, 82-5248 

Regulatory analysis for the noise emission 
regulations for motorcycles and motorcy- 
cle exhaust systems., 82-10068 

Regulatory analysis proposed premanufac- 
ture notification and review procedures : 
Toxic Substances Control Act, section 5., 
82-10255 

Regulatory cost analysis : an overview /, 
82-2422 

The Regulatory Flexibility Act : better fed- 
eral treatment for small entities. 82- 
11366 

Regulatory impact of nuclear reactor acci- 
dent source term assumptions /, 82-2442 

Regulatory Procedure Act of 1982 : report 
together with dissenting and supplemen- 
tal views (to accompany H.R. 746) (in- 
cluding cost estimate of the Congression- 
al Budget Office)., 82-14657 

Regulatory processes /, 82-13399 

Regulatory reform legislation of 1981 
hearings before the Committee on Gov- 
ernmental Affairs, United States Senate, 
Ninety-seventh Congress, first session, on 
S. 344 and S. 1080, May 12 and June 23, 
1981., 82-15141 

Rehabilitation., 82-5549, 82-5550 

Rehabilitation of the Belle Fourche irriga- 
tion project : hearing before the Subcom- 
mittee on Water and Power of the Com- 
mittee on Energy and Natural Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 933 ... 
Newell, S. Dak., September 11, 1981., 
82-6799 

Reimbursement of income taxes : agreement 
between the United States of America 
and the Intergovernmental Maritime 
Consultative Organization (IMCO) : ef- 
fected by exchange of letters signed at 
London May 18 and June 8, 1977., 82- 
780 

Reimbursement of income taxes : agreement 
between the Unites States of America 
and the International Hydrographic 
Bureau : effected by exchange of letters 
signed at Washington and Monaco 
August 27 and October 16, 1980., 82- 
799 

Reimbursement of income taxes : arrange- 
ment between the United States of Amer- 
ica and the International Sugar Organiza- 
tion, effected by exchange of letters 
signed at London July 10, 1980., 82- 
2175 


Reinforcement system for chain-link gates., 
82-13203 

Reinstatement and validation of United 
States oil and gas leases : hearing before 
the Subcommittee on Energy and Miner- 


al Resources of the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-seventh Congress, 
first session, on S. 383 ... S. 466... S. 651 
«- S. 1457 ... S. 1605 ... September 17, 
1981., 82-4221 





RELAP4 models of the thermal hydraulic 
test facility /, 82-14748 

Relation between freshwater flow and salin- 
ity distributions in the Alafia River, Bull- 
frog Creek, and Hillsborough Bay, Flor- 
ida /, 82-1936 

Relation of sediment yield to climatic and 
physical characteristics in the Missouri 
River Basin /, 82-13959 

Relation of ultrasonic energy loss factors 
and constituent properties in undirec- 
tional composites /, 82-11108 

Relationship between leader knowledge, di- 
rective behavior, and performance in ad- 
ministrative, technical, and combat situa- 
tions /, 82-9773 

Relationship between officer duty perform- 
ance and certain measures of potential /, 
82-4945 

Relationship between specific non-methane 
hydrocarbons and ozone in ambient air 
and their role in transportation control 
strategies /, 82-11391 

Relationship between truck ride quality and 
drivers’ health : methodology develop- 
ment /, 82-4004 

Relationship between visibility and atmos- 
pheric turbidity at Raleigh, North Caroli- 
na/, 82-4632 

Relationship of foreign and defense policies 
: July 30, 1981 /, 82-11246 

The relationship of predevelopmental “150” 
training with noncompetitively selected 
air traffic control trainees to FAA Acad- 
emy success /, 82-2271 

Relationships among factors in new officer 
effectiveness report system /, 82-1573 

The relationships of the Pedionomidae 
(Aves : Charadrifformes) /, 82-6229 

Relative hazard of radioiodine as a function 
of (A) radiation quality and (B) age at 
exposure /, 82-11947 

Release mechanism for releasing and reat- 
taching experiments on the space shuttle 
/, 82-750 

Relevance of the second law of thermody- 
namics to energy conservation /, 82- 
13313 

Reliable aerial thermograph for energy con- 
servation /, 82-13325 

Religious requirements and practices of cer- 
tain selected groups : a handbook supple- 
ment for chaplains /, 82-9710 

REMOS : a remote communications operat- 
ing system for real-time activities /, 82- 
1531 

Remote sensing and problems of the hydro- 
sphere : a focus for future research /, 
82-6133 

Remote sensing applications guide., 
13147 

Remote sensing for detection and monitor- 
ing of salt stress on vegetation : evalua- 
tion and guidelines, final report, Septem- 
ber 1976-March 1979 /, 82-4140 

Remote sensing of wildland resources : a 
state-of-the-art review /, 82-12527 
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Remotely operated vehicles : an overview / 
, 82-4628 

The removal of iron from aluminum chlo- 
ride leach liquor by solvent extraction /, 
82-5874 

Removing regulatory restraints to building 
rehabilitation : the Massachusetts experi- 
ence /, 82-3084 

Removing stains from fabrics., 82-1139 

Renewable energy resource options for the 
food processing industry /, 82-13354 

Renewable energy tax credits : hearing 
before the Subcommittee on Energy and 
Agricultural Taxation of the Committee 
on Finance, United States Senate, Ninety- 
seventh Congress, first session, December 
11, 1981., 82-15102 

Repair of rigid pavements using epoxy resin 
grouts, mortars and concretes., 82-4882 

Repair weld induced residual stresses in 
thick-walled steel pressure vessels /, 82- 
14738 

Repeal of prohibition of railroad ownership 
of coal leases : hearings before the Sub- 
committee on Energy and Mineral Re- 
sources of the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-seventh Congress, first session, on 
S. 1542 ... September 11 and October 1, 
1981., 82-2618 

Replication and extension of Collins’ locus 
of control scale /, 82-3173 

REPMEP RELAP plot/restart tape 
merge program /, 82-11902 

Report, 82-2377, 82-11175, 
82-11822 

Report. Minorities & women in private in- 
dustry, 82-2430 

Report - United States. Attorney (Illinois : 
Northern District), 82-11011 

Report for... /, 82-11011 

Report from Closer Look : a project of the 
Parents’ Campaign for Handicapped Chil- 
dren and Youth., 82-10034 

Report from Closer Look (Washington, 
D.C. 1976?) (OCoLC)2458614, 82- 
10482 

Report from Closer Look (Washington, 
D.C. : 1980), 82-10034 

Report of a contractor meeting-workshop : 
review and development of biotesting 
programs for energy utilization : Novem- 
ber 11-14, 1978, Boca Raton, Florida /, 
82-310 

Report of activities, 82-6551 

Report of committee activities /, 82-11735 

Report of committee activities - Committee 
on Appropriations, House of Representa- 
tives, 82-11735 

Report of forest planting, seeding, and silvi- 
cal treatments in the United States, 82- 
12427, 82-12428 

Report of survey for McDonald Observa- 
tory, Harvard Radio Astronomy Station, 
and vicinity /, 82-3108 


82-11176, 
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Report of the activities of the Committee on Armed Services for the ... Congress. 


Report of the activities of the Committee 
on Armed Services for the ... Congress., 
82-917 

Report of the Administrator /, 82-13845 

Report of the administrator - United States. 
Health Services Administration, 82- 
13845 

Report of the Aircraft Systems/Flight Test 
Workshop /, 82-3931 

Report of the Architect of the Capitol, 
928, 82-4024 

Report of the Chief, 82-9091 

Report of the Clerk of the House, 
82-6569, 82-14640 

Report of the Clerk of the House from ..., 
82-934, 82-6569, 82-14640 

Report of the Comet Science Working 
Group., 82-6087 

Report of the Comet Science Working 
Group : executive summary., 82-6086 

Report of the Commissioner of Agriculture, 
82-9082 

Report of the Committee on Agriculture, 
House of Representatives (together with 
minority views), to the Committee on the 
Budget pursuant to the Congressional 
Budget and Impoundment Control Act., 
82-15009 

Report of the Committee on Agriculture on 
activities, 82-921 

Report of the Committee on Banking, Fi- 
nance, and Urban Affairs pursuant to sec- 
tion 302(b) of the Congressional Budget 
Act of 1974., 82-2341, 82-2385 

Report of the Committee on Education and 
Labor pursuant to section 302(b) of the 
Congressional Budget Act of 1974., 82- 
11808 

Report of the Committee on Human Re- 
sources pursuant to section 302(b) of the 
Congressional Budget Act of 1974, 82- 
11774, 82-11810 

Report of the Committee on Interstate and 
Foreign Commerce pursuant to section 
302(b)(2) of the Congressional Budget 
Act of 1974., 82-2350 

Report of the Committee on Labor and 
Human Resources pursuant to section 
302(b) of the Congressional Budget Act 
of 1974., 82-11774, 82-11810 

Report of the Committee on Post Office 
and Civil Service pursuant to section 
302(b) of the Congressional budget act of 
1974., 82-2348, 82-2383 

Report of the Committee on Rules and Ad- 
ministration pursuant to section 302(b) of 
the Congressional Budget Act of 1974., 
82-2355 

Report of the Committee on the Judiciary, 
House of Representatives ... identifying 
court proceedings and actions of vital in- 
terest to the Congress., 82-6854, 82- 
15151 

Report of the Committee on Veterans’ Af- 
fairs pursuant to section 302(b) of the 
Congressional Budget Act of 1974., 82- 
2356, 82-2382 
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Report of the Committee on Ways and 
Means pursuant to section 302(b) of the 
Congressional Budget Act of 1974., 82- 
2379 

Report of the Conference on Needed Re- 
search and Development on Hand-held 
Calculators in School Mathematics /, 
82-10484 

Report of the delegation to Romania, Hun- 
gary, Federal Republic of Germany, and 
France, of the Committee on Armed 
Services, House of Representatives, 
Ninety-seventh Congress, first session., 
82-15032 

Report of the FAA Task Force on Aircraft 
Separation Assurance : executive sum- 
mary., 82-14435 

Report of the Field Studies and Statistics 
Program., 82-10596 

Report of the Forest Service., 82-9091 

Report of the Forest Service (Washington), 
82-9091 

Report of the Forest Service (1978), 82- 
9091 

Report of the Hazardous Materials Trans- 
portation Task Force /, 82-2208 

The ... report of the Joint National Com- 
mittee on Detection, Evaluation, and 
Treatment of High Blood Pressure., 82- 
13805 

Report of the National Cancer Advisory 
Board, 82-10518 

Report of the National Council on Educa- 
tional Research., 82-10048 

Report of the National Institute on Aging 
Panel on the Experienced Pilots Study., 
82-1843 

Report of the President’s Commission on 
Pension Policy : hearing before the Sub- 
committee on Savings, Pensions, and In- 
vestment Policy of the Committee on Fi- 
nance, United States Senate, Ninety-sev- 
enth Congress, first session, May 15, 
1981., 82-12159 

Report of the Register of Copyrights, 82- 
705, 82-706 

Report of the Secretary of Agriculture /, 
82-9082 

Report of the Secretary of the Senate, 
924 

Report of the Secretary of the Senate from 
sey 82-924, 82-927, 82-4025 

Report of the Select Committee on Con- 
gressional Operations, U.S. House of 
Representatives, pursuant to House Reso- 
lution 420, Ninety-fifth Congress, and the 
Committee on Rules and Administration, 
U.S. Senate, pursuant to Senate rule 
XXV, (n)(2), identifying court proceed- 
ings and actions of vital interest to the 
Congress, 82-6854, 82-15151 

Report of the Select Committee on Small 
Business pursuant to section 302(b) of the 
Congressional Budget Act of 1974, 82- 
2353 

Report of the Senate Committee on Com- 
merce, Science, and Transportation to the 


82- 


Do not order from index; see indicated entry 





Title Index 


Senate Committee on the Budget submit- 
ted pursuant to section 301 of the Con- 
gressional Budget and Impoundment 
Control Act of 1974 on the proposed 
budget., 82-12110 

Report of the Senate Select Committee on 
Intelligence on the Casey inquiry : report 
of the Senate Select Committee on Intel- 
ligence, United States Senate., 82-14616 

Report of the sixteenth annual United King- 
dom Civil Aviation Authority/United 
States Federal Aviation Administration 
meeting, April 6-9, 1976, Washington, 
D.C., 82-14416 

Report of the Subcommittee on Copper to 
the Cabinet Committee on Economic 
Policy., 82-2119 

A Report of the Subcommittee on Select 
Revenue Measures of the Committee on 
Ways and Means, U.S. House of Repre- 
sentatives : section-by-section summary, 
analysis, and justification of H.R. 4961 
very 82-6915 

Report of the Task Force on Low-Level 
Radioactive Waste., 82-1000 

Report of the Task Force on Non-Indian 
Federal Water Rights : Task Force Sa— 
President’s water policy implementation., 
82-3668 

Report of the TMX-Upgrade 
Panel, May 1980 /, 82-5198 

Report of the U S. [sic] Delegation to the 
Second Meeting of the Conference of the 
Parties to the Convention on Internation- 
al Trade in Endangered Species of Wild 
Fauna and Flora (CITES) : San Jose, 
Costa Rica, March 19-30, 1979., 82-1975 

Report of the visit to the People’s Republic 
of China /, 82-1017 

Report of the 1980 Subpanel on Review 
and Planning for the U. S. High Energy 
Physics Program /, 82-3357 

Report on a 10-year forest road improve- 
ment study /, 82-3880 

Report on active and planned spacecraft 
and experiments /, 82-2081, 82-2085 

Report on activities during the ... Congress 
/, 82-921 

Report on affirmative action and the federal 
enforcement of equal employment oppor- 
tunity laws /, 82-15074 

Report on agricultural concessions in the 
multilateral trade negotiations., 82-1222 

Report on earthquake reconstruction in 
Italy /, 82-6757 

Report on human rights practices in coun- 
tries receiving U.S. aid, 82-15114, 82- 
15121 * 

Report on legislative review activity during 
the ... Congress of the Committee on 
Ways and Means., 82-915 

Report on legislative review activity of the 
Committee on Ways and Means, 82-915 

A Report on natural and free-flowing rivers 
in the northwestern United States., 82- 
5947 


Review 





January — June 1982 


Report on nurse physician assistant pro- 
gram evaluation in South Dakota /, 82- 
10650 

Report on phase one tests of Fairchild auto- 
matic vehicle monitoring (AVM) system 
/, 82-3955 

Report on project management in the Oil 
Shale Program / U.S. Dept. of Energy, 
Office of the Inspector General., 82- 
13382 

Report on Ship Vibration Symposium ’78., 
82-12024 

Report on socioeconomic impacts of an 
Alaskan natural gas transportation system 
/, 82-12814 

Report on subdivision of budget totals 
agreed to in first concurrent resolution on 
the budget (H. Con. Res. 115) for fiscal 
years 1981 and 1982 pursuant to section 
302 of the Congressional Budget Act of 
1974 /, 82-2380 

Report on tax-exempt “small issue” industri- 
al revenue bonds /, 82-1123 

Report on the ... annual meeting of the 
NIA geriatric medicine academic awar- 
dees., 82-13833 

Report on the activities of the Committee 
on Armed Services (House report), 82- 
917 

Report on the activities of the Committee 
on Armed Services, United States 
Senate., 82-6552 

Report on the activities of the Committee 
on Commerce, Science, and Transporta- 
tion., 82-6551 

Report on the activities of the Committee 
on Education and Labor during the ... 
Congress., 82-913 

Report on the activities of the Committee 
on House Administration of the House of 
Representatives during the ... Congress., 
82-6548 

Report on the activities of the Committee 
on the Judiciary of the House of Repre- 
sentatives, 82-922 

Report on the activities of the Committee 
on the Judiciary of the House of Repre- 
sentatives during the ... Congress, pursu- 
ant to clause 1(d) rule XI of the rules of 
the House of Representatives., 82-922 

Report on the activities of the Merchant 
Marine and Fisheries Committee., 82- 
920 

Report on the activity of the Committee on 
Energy and Commerce for the ... Con- 
gress, ... session., 82-14662 

Report on the activity of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, for the, 82-6550 

Report on the disposition of public assist- 
ance cases involving questions of fraud, 
82-10479 

Report on the future of health planning /, 
82-6801 

Report on the inspection of military facili- 
ties in Panama and Bermuda of the Com- 
mittee on Armed Services, House of Rep- 





resentatives, Ninety-seventh Congress, 
first session., 82-4201 

Report on the nonaligned countries’ com- 
munique of September 1981 : communica- 
tion from the president of the United 
States transmitting a report listing the 
countries which have disassociated them- 
selves from the nonaligned countries’ 
communique of September 1981, and 
their methods of disassociation, pursuant 
to the section 720(b) of Public Law 97- 
113., 82-14635 

Report on the regulatory reform provisions 
of the railroad revitalization and regula- 
tory reform act of 1976., 82-6343 

Report on the Sth International Wheelsets 
Congress : Tokyo, Japan, 20-23 October 
1975 /, 82-11469 

Report on the 1975 officers’ OER opinion 
survey /, 82-258 

Report on 1980 property loss comparison 
fires : an insurance industry assessment of 
the impact of residential sprinklers on fire 
loss., 82-10307 

Report to Congress, administration of the 
Wild Free-Roaming Horse and Burro 
Act., 82-5788 

Report to Congress of the Department of 
Defense in accordance with section 2455, 
Title 10, U.S.C. of the Defense Catalog- 
ing and Standardization Act of 1952 : 
report of the Investigations Subcommit- 
tee of the Committee on Armed Services, 
United states States House of Representa- 
tives., 82-15031 

Report to Congress on fire protection sys- 
tems : detectors, remote alarms systems, 
and sprinklers /, 82-1688 

Report to Congress on firefighter safety 
and health /, 82-10300 

Report to Congress on the acquisition of 
reactor data for the NRC Operations 
Center /, 82-2441 

Report to Congress on the evaluation of the 
EPA revised railroad noise regulation 
source standards /, 82-2213 

Report to Council on program, 82-13834 

Report to House Budget Committee 
markup hearings before the Committee 
on Post Office and Civil Service, House 
of Representatives, Ninety-seventh Con- 
gress, second session, on Budget Commit- 
tee report, March 10, 1982., 82-15182 

Report to the Committee on the Budget 
from the Committee on Veterans’ Affairs 
/, 82-12276, 82-12277, 82-15221 

Report to the Committee on the Budget, 
views and estimates of the Committee on 
Interior and Insular Affairs, House of 
Representatives together with minority 
views, submitted pursuant to section 301 
of the Congressional Budget Act of 1974, 
82-15146 

Report to the Congress /, 82-14254 

A report to the Congress from the Secre- 
tary of Transportation : an evaluation of 
the highway safety program /, 82-836 
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Reports to be made to Congress : communication from the Clerk, U.S. House of 


Report to the Congress of the United States 
on the environmental impact evaluation 
of the master plan for future development 
of the Capitol grounds and related areas 
/, 82-11851 

Report to the Congress of the United States 
on the master plan for future develop- 
ment of the Capitol grounds and related 
areas /, 82-11850 

Report to the Congress on the coordination 
of federal energy conservation programs 
involving state and local governments /, 
82-9957 

Report to the President /, 82-11189 

A report to the president and Congress of 
the United States from the National Com- 
mission on Social Security as required by 
section 361 of Public Law 95-216, the 
social security amendments of 1977., 82- 
12030 

A report to the President and the Congress 
of the United States, 82-2432 

Report to the president on an evaluation of 
devices and techniques to improve ma- 
neuvering and stopping abilities of large 
tank vessels /, 82-6477 

Report to the Senate Committee on the 
Budget pursuant to section 301(c) of the 
Congressional Budget and Impoundment 
Control Act of 1974, from the Senate 
Committee on Environment and Public 
Works., 82-15185, 82-15186 

Report to the Senate of the Select Commit- 
tee on Intelligence, United States Senate, 
covering the period ... together with ad- 
ditional views., 82-932 

Report II-2 : evaluation of the effects of the 
1-95 exclusive bus/car pool lane priority 
system on vehicular and passenger move- 
ments /, 82-6486 

Reported morbidity & mortality in the 
United States, 82-13882 

Reports for California by the Geological 
Survey, Water Resources Division /, 
82-13946 

Reports of planetary geology program, 
1978-1979 /, 82-6085 

Reports of Tax Court, 82-668, 82-669, 
82-14080 

Reports of the Technical Assessment Task 
Force., 82-6183 

Reports of the United States Tax Court /, 
82-668, 82-669, 82-14080 

Reports of the United States Tax Court 
(1975), 82-668, 82-669, 82-14080 

Reports on legislation made by the House 
Committee on Armed Services during the 
.. sessions of the ... Congress., 82-6760 

Reports to be made to Congress : communi- 
cation from the Clerk, U.S. House of 
Representatives, transmitting a list of re- 
ports which it is the duty of any officer 
or department to make to Congress, pur- 
suant to rule III, clause 2, of the rules of 
the House of Representatives., 82-2376 
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Reports to Congress under the F 


Reports to Congress under the Financial 
Regulation Simplification Act of 1980 
(Title viii, Public Law 96-221, 12 U.S.C. 
3524) from Federal Reserve Board, Fed- 
eral Deposit Insurance Corporation, Fed- 
eral Home Loan Bank Board, National 
Credit Union Administration, Comptrol- 
ler of the Currency /, 82-2602 

Representative equations for the thermody- 
namic and transport properties of fluids 
near the gas-liquid critical point /, 82- 
2077, 82-6124 

Representative ground parameters for struc- 
tural analysis of tunnels /, 82-2235 

Requests for AFDC hearings in public as- 
sistance., 82-10477 

Requests for federal disaster assistance need 
better evaluation : report to the Congress 
/, 82-13716 

Requests for federal disaster assistance need 
better evaluation : summary : report to 
the Congress /, 82-13717 

Requests for hearings in public assistance, 
82-10477 

A requirements analysis document for tran- 
sit vehicle wheelchair lift devices /, 82- 
14506 

Requirements for an effective national non- 
ionizing radiation measurement system : 
prepared in response to a recommenda- 
tion by the Senate Committee on Com- 
merce, Science, and Transportation /, 
82-9483 

Requirements for recurring reports to the 
Congress : a directory issued by the 
Comptroller General., 82-502 

Rescissions and deferrals : message from the 
president of the United States transmit- 
ting six proposed rescissions of budget 
authority, notice of 13 deferrals, and revi- 
sions to five previously reported defer- 
rals, pursuant to sections 1012(a), 1013(a), 
and 1014(c) of Public Law 93-344., 82- 
14629, 82-14636 

Research accomplishments., 
9121 

Research accomplishments 
9120, 82-9121 

Research and demonstration grants and co- 
operative agreements active in fiscal ... /, 
82-10658, 82-10692 

Research and demonstration grants award- 
ed in fiscal year ..., 82-10658, 82-10692 

Research and development contracts /, 
82-5682 

Research and development program, 
14372 

Research and development program manual 
/, 82-14356 

Research and development projects /, 82- 
2044 


82-9120, 82- 


report, 82- 


82- 


Research and development projects - U.S. 
Department of Labor, Employment and 
Training Administration, 82-2044 

Research and development projects (Wash- 
ington (D.C.) : 1976), 82-2044 
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Research and technology annual report., 
82-11168 

Research awards index., 82-5680 

Research for particulate controi : 
mobile test vans., 82-348 

Research grants /, 82-5681 

Research grants index, 82-5680 

Research grants, training awards ... sum- 
mary tables /, 82-10607 

Research grants, training awards, fellowship 
awards, 82-10607 

Research grants, training awards, summary 
tables, 82-10607 

Research issues reemphasized by 1977 food 
policy legislation /, 82-12663 

Research locomotive and train handling 
evaluator definition-concept 1 /, 82- 
14382 

Research on societal response to earth- 
quakes and others natural hazards and 
disasters : program announcement., 82- 
2114 

The research psychologist in the Army, 
1917 to 1977 /, 82-9777 

Research reports supported by Office of 
Water Research and Technology, 82- 
5781 

Research reports supported by Office of 
Water Research and Technology re- 
ceived during the period ..., 82-5781 

Research reports supported by Office of 
Water Resources Research under the 
Water Resources Research Act of 1964, 
82-5781 

Research roundup 1978 : agricultural re- 
search highlights making news in 1978., 
82-12371 

Research summaries (United States. Bureau 
of Mines), 82-3720 

Research tables based on Characteristics of 
state plans for aid to families with de- 
pendent children : need, eligibility, ad- 
ministration in effect September 30, 1979., 
82-5670 

Reservoir temperature stratification : users 
manual : the Hydrologic Engineering 
Center generalized computer program, 
723-X6-L2410., 82-3190 

Reservoirs and waterways : identification 
and assessment of environmental quality 
problems and research program develop- 
ment /, 82-4986 

Residential/commercial market for energy 
technologies /, 82-5206 

Residential displacement — an update : 
report to the Congress., 82-10694 

Residential energy consumption survey : 
characteristics of the housing stock and 
households., 82-13432 

Residential energy consumption survey : 
consumption and expenditures, April 
1978 through March 1979., 82-10001 

Residual stress measurements in structural 
steels /, 82-11448 

Resistance, 82-5176, 82-5177 


EPA’s 
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The Resistance Screening Center : screen- 
ing for fusiform rust resistance as a serv- 
ice for tree improvement programs., 82- 
4383 

Resource and potential reclamation evalua- 
tion, Hanna Basin study site : Hanna coal 
field., 82-1903 

Resource development proposals, 
1985., 82-12402 

Resource manual /, 82-13841 

Resource manual. Staffing supplement, 82- 
13841 

Resource protection at Eastern States., 
10946 

Resource recovery management model : 
overview., 82-10110 

Resources and foreign policy : 
1980., 82-6206 

Resources and staffing, 82-13841 

Resources for change, 82-5231 

Resources of the 21st century : summary 
and conclusions of the International Cen- 
tennial Symposium of the U.S. Geologi- 
cal Survey /, 82-13954 

Respirator studies for the Nuclear Regula- 
tory Commission : October 1, 1977-Sep- 
tember 30, 1978, evaluation and perform- 
ance of open circuit breathing apparatus 
/, 82-2497 

RESPLOT : response spectra plots : com- 
puter analysis of structures to resist earth- 
quake effects., 82-230 

Response of a 4-inch nuclear power plant 
valve to dynamic excitation /, 82-972 

Response time analysis : synopsis /, 82- 
14062 

Response to belted dummy and cadaver to 
side impact /, 82-11643 

Responses of Canadian physicians to the in- 
troduction of universal medical care in- 
surance : the first five years in Quebec /, 
82-5756 

Restoration of coastwise trading privileges 
to the vessel “Sky Lark” : report (to ac- 
company H.R. 3126) (including cost esti- 
mate of the Congressional Budget 
Office)., 82-6579 

Restraint of conventional arms transfers /, 
82-2153 

Restraint system/speed limit public informa- 
tion materials : number 1. Supplement 1 / 

82-11641 

Restructuring the civil service retirement 
system : analysis of options to control 
costs and maintain retirement income se- 
curity /, 82-15142 

Restructuring the railroads : cost savings 
for branchline abandonments /, 82- 
11478 

Result of the assay of radiation sterilized 
beef for induced radioactivity., 82-9839 

Results of a king mackerel (Scomberomorus 
cavalla) and Atlantic Spanish mackerel 
(Scomberomorus maculatus) migration 
study : 1975-79 /, 82-9502 


1981- 


82- 


May 28, 





January — June 1982 Review of the Natl Bureau of Standards Organic Act : hearings of the Subcommittee 


Results of a limnological study of Lake Po- 
casse, South Dakota /, 82-1964 

Results of automotive test equipment manu- 
facturer interviews /, 82-14555 

Results of BLM-funded baseline studies : 
marine mammals of the Southern Califor- 
nia bight /, 82-579 

Results of heating mode performance tests 
of a solar-assisted heat pump /, 82- 
11093 ; 

Results of hydraulic tests in wells DOE-1, 
2, and 3, Salt Valley, Grand County, 
Utah /, 82-10833 

Results of test drilling for ground water in 
the southeastern Uinta Basin, Utah and 
Colorado /, 82-5812 

Results of tests and studies of American 
materials in the channel of the MHD fa- 
cility U-02, (phase III) : IV U.S.-U.S.S.R. 
Colloquium on MHD /, 82-3339 

Results of the first five “data years” of ex- 
treme stress scratch-gauge data collected 
aboard Sea-Land’s SL-7’s /, 82-12023 

Results of the microinventories performed 
on nonattainment sites in the Ohio Valley 
study area /, 82-14679 

Retail Dealers Agreement Act : hearing 
before the Subcommittee on Business, 
Trade , and Tourism of the Committee 
on Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sev- 
enth Congress, first session on S. 1256 ... 
October 29, 1981., 82-12118 


Retail trade, annual sales, year-end inven- 
tories, and accounts receivable by kind of 


retail store, 82-4584 

Retail trade statistics., 82-4603 

Retaining nutritional goals in the school 
lunch program : report (to accompany S. 
Res. 218)., 82-11773 

The Retention of minority languages in the 
United States : a seminar on the analytic 
work of Calvin J. Veltman., 82-10039 

Retention of motor skills, review /, 82- 
1444 

Retirement., 82-10421 

Retirement guide., 82-9907 

Retirement of Lt. Gen. Ernest Graves : 
statements in the United States Senate., 
82-14612 

Retrieval and update system (RUS) user 
manual., 82-14419 

Revenue sharing., 82-1772 

Revenue sharing facts for local govern- 
ments., 82-832 

Revenues and expenditures for public ele- 
mentary and secondary education., 82- 
5235 

Reverse osmosis technical manual /, 82- 
13939 

Review and assessment of package require- 
ments (yellowcake) and emergency re- 
sponse to transportation accidents :, 82- 
11869 

Review and assessment of package require- 
ments (yellowcake) and emergency re- 





sponse to transportation accidents : draft 
report /, 82-2437 

Review and evaluation of system interac- 
tions methods /, 82-11999 

Review and integration of existing literature 
concerning potential social impacts of 
transportation of radioactive materials in 
urban areas /, 82-14838 

Review and status of liquid-cooling technol- 
ogy for gas turbines /, 82-11164 

Review and summary of computer pro- 
grams for railway vehicle dynamics /, 
82-3896 

Review of administration initiatives on stra- 
tegic, theater, and conventional arms con- 
trol : briefing of the Subcommittee on 
International Security and Scientific Af- 
fairs of the Committee on Foreign Af- 
fairs, House of Representatives, Ninety- 
seventh Congress, first session, November 
20, 1981., 82-12164 

Review of airworthiness standards for certi- 
fication of helicopters for instrument 
flight rules (IFR) operation /, 82-11545 

A review of atmospheric science research 
facilities : special report., 82-999 

Review of concurrent mass emission and 
Opacity measurements for coal-burning 
utility and industrial boilers /, 82-13642 

Review of deferrals : communication from 
the comptroller general of the United 
States transmitting his review of the de- 
ferrals of budget authority contained in 
the message from the president dated Jan- 
uary 25, 1982 (House document 97-129), 
pursuant to section 1014(b) of Public 
Law 93-344., 82-14639 

A review of fatigue crack growth of pres- 
sure vessel and piping steels in high-tem- 
perature, pressurized reactor-grade water 
/, 82-980 

A Review of federal marketing orders for 
fruits, vegetables, and speciality crops : 
economic efficiency and welfare implica- 
tions., 82-12373 

Review of fillet weld strength parameters 
for shipbuilding., 82-12027 

Review of GAO report on wood energy : 
hearing before the Subcommittee on For- 
ests, Family Farms, and Energy of the 
Committee on Agriculture, House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 30, 1981., 82- 
12068 

Review of in-vessel meltdown models /, 
82-6664 

Review of legal literature published be- 
tween July, 1974 and July, 1978 pertain- 
ing to alcohol and drug involvement in 
highway safety /, 82-3987 

Review of literature on herbicides, includ- 
ing phenoxy herbicides and associated 
dioxins /, 82-11668 

Review of local alternatives analyses in- 
volving automated guideway transit /, 
82-14522 
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Review of nuclear power plant offsite 
power source reliability and related rec- 
ommended changes to the NRC rules and 
regulations /, 82-6927 

Review of peer evaluation research /, 82- 
3174 

Review of rehabilitation work under section 
2124 of the Tax Reform Act of 1976., 
82-14036 

A review of removable surface contamina- 
tion on radioactive materials transporta- 
tion containers /, 82-6683 

Review of rescission and deferral : commu- 
nication from the Comptroller General of 
the United States transmitting his review 
of the proposed rescission and deferral of 
budget authority contained in the mes- 
sage from the President, pursuant to sec- 
tion 1014(b) of Public Law 93-344., 82- 
11730, 82-11732, 82-11781, 82-11782, 
82-11785, 82-11786, 82-11787, 82- 
11788, 82-11791, 82-11803 

A review of selected air quality criteria 
documents for risk population identifica- 
tion : for the National Commission on 
Air Quality /, 82-14670 

Review of Soil and Water Resources Con- 
servation Act of 1977 : hearing before the 
Subcommittee on Conservation, Credit, 
and Rural Development of the Commit- 
tee on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, October 28, 1981., 82-12073 

Review of staffing requirements for near- 
term operating license facilities /, 82- 
14951 

Review of state/federal environmental reg- 
ulations pertaining to the electrical effects 
of overhead transmission lines, 1978 /, 
82-9940 

Review of state temporary disability insur- 
ance programs /, 82-12047 

Review of systems interaction methodolo- 
gies /, 82-11998 

Review of the administration of shared sup- 
port services for U.S. agencies overseas : 
hearings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-seventh 
Congress, first session, June 22 and 24, 
1981., 82-12194 

A Review of the airport development aid 
program (ADAP) and assessment of 
future program needs., 82-3909 

Review of the committee’s activities in the 
.. session of the ... Congress : report of 
the Committee on Small Business, United 
States Senate., 82-15210 

Review of the National Bureau of Stand- 
ards Organic Act : hearings of the Sub- 
committee on Science, Research, and 
Technology of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, June 16, 17, 18, 1981., 82-6899 
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A Review of the proceedings of the Federal Communications Commission leading to the 


A Review of the proceedings of the Feder- 
al Communications Commission leading 
to the adoption of the Prime Time 
Access Rule, the financial interest rule, 
and the syndication rule : dockets 12782 
and 19622 /, 82-9577 

Review of the 33d International Whaling 
Commission meeting : hearing before the 
Subcommittee on Human Rights and In- 
ternational Organizations of the Commit- 
tee on Foreign Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, September 22, 1981., 82-6829 

Review of U.S. foreign policy : hearings 
before the Committee on Foreign Affairs, 
House of Representatives, Ninety-seventh 
Congress, first session, November 12, 
1981., 82-12168 

Review of U.S. participation in UNESCO : 
hearings and markup before the Subcom- 
mittee on International Operations, and 
on Human Rights and International Orga- 
nizations of the Committee on Foreign 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, on 
H. Res. 142, March 10, July 9, and 16, 
1981., 82-12169 

[Revised checklist of current FAA Adviso- 
ry circulars (AC’s) as of March 15, 
1981]., 82-6375 

Revised report of the Committee on Veter- 
ans’ Affairs pursuant to section 302 (b) of 
the Congressional Budget Act of 1974., 
82-2408 

Revising social security benefit formula 
which favors short-term workers could 
save billions : summary : report to the 
Congress /, 82-477 

Revision of simulation model of automobile 
collisions computer program : investiga- 
tion of new integration algorithm /, 82- 
6500 

Revision of the CRASH2 computer pro- 
gram /, 82-3969 

Revision of the federal criminal code : hear- 
ings before the Subcommittee on Crimi- 
nal Justice of the Committee on the Judi- 
ciary, House of Representatives, Ninety- 
sixth Congress, first session, on revision 
of the federal criminal code ...., 82- 
15153 

Revitalization of the pleasure cruise indus- 
try : report (to accompany H.R. 3782) 
(including cost estimate of the Congres- 
sional Budget Office)., 82-14648 

Reward mine and associated sites : histori- 
cal archeology on the Papago Keserva- 
tion /, 82-14017 

Rheumatoid arthritis : a nursing clinical 
conference /, 82-10508 

Rhode Island, 82-179 

The Rhode Island catastrophic health insur- 
ance program : the first three years /, 
82-10646 

Rhodesia, US policy /, 82-2154 

Rice outlook & situation /, 82-4459, 82- 
4460, 82-12640 
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Rice situation (United States. Dept. of Agri- 
culture. Economics, Statistics, and Coop- 
eratives Service), 82-4459, 82-4460, 
82-12640 

Richland quadrangle, Missouri, 7.5 minute 
series (topographic), SW/4 Richland 15’ 
quadrangle /, 82-10865 

Ridesharing versus road building : the TVA 
experience., 82-6482 

Riding out winter storms /, 82-3112 

Rio Grande National Forest, Colorado : 
forest visitors map /, 82-12419 

Riparian ecosystems : their ecology and 
status /, 82-14023 

Rising infant mortality in the U.S.S.R. in 
the 1970’s /, 82-4591 

The Risk Analysis Research and Demon- 
stration Act of 1981 : hearing before the 
Subcommittee on Science, Research and 
Technology of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, September 24, 1981., 82-15202 

Risk assessment, acceptability and manage- 
ment, proceedings of a seminar : report /, 
82-12250 

Risk assessment methodology development 
for waste isolation in geologic media : 
technical review of documents NUREG/ 
CR-0394, NUREG/CR-0424, and 
NUREG/CR-0458 /, 82-11980 

A risk comparison /, 82-12000 

Risk factor research in the major mental 
disorders : proceedings of a conference, 
April 3-4, 1980 /, 82-556 

Risk methodology for geologic disposal of 
radioactive waste : a distribution-free ap- 
proach to inducing rank correlation 
among input variables for simulation 
studies /, 82-2499 

Risk methodology for geologic disposal of 
radioactive waste : small sample sensitiv- 
ity analysis techniques for computer 
models, with an application to risk assess- 
ment /, 82-2510 

Risk methodology for geologic disposal of 
radioactive waste : the Sandia waste iso- 
lation flow and transport (SWIFT) model 
/, 82-14799 

River basin commissions have been helpful, 
but changes are needed : report to the 
Congress /, 82-10328 

River basin commissions have been helpful, 
but changes are needed : report to the 
Congress : summary /, 82-13701 

River forecasts provided by the National 
Weather Service /, 82-1393 

River management plan for the Green 
River in Desolation and Gray Canyons /, 
82-1983 

RNAV route design : terminal area design 
procedures and transition area design 
guidelines /, 82-11538 

Roadless and undeveloped area evaluation 
Il, RARE II final environmental state- 
ment, January 1979, Chugach National 
Forest /, 82-41 
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Roadside vehicle inspections /, 82-14377 

Roby quadrangle, Missouri, 7.5 minute 
series (topographic), SW/4 Big Piney 15’ 
quadrangle /, 82-10885 

Rock Creek Park /, 82-3723 

Rock-lined transitions : hydraulic model in- 
vestigation /, 82-5062 

Rock slope engineering : planning, design, 
construction and maintenance of rock 
slopes for highways and railways., 82- 
11437 

Rockville, Md. : U.S. Dept. of Health and 
Human Services, Public Health Service, 
Alcohol, Drug Abuse, and Mental Health 
Administration, National Institute on 
Drug Abuse, Division of Scientific and 
Program Information,, 82-10672 

Rocky mountain project FERC no. 2725- 
Georgia : final supplement to the final 
environmental impact statement., 82- 
9988 

Rod-bundle thermal-hydraulic _ analysis 
using boundary-fitted coordinate system / 
, 82-14729 

Roger Mills County, Oklahoma, soil inter- 
pretive map, soil potential for surface irri- 
gation, soil potential rating /, 82-4454 

Roland Karl Heinz Vogel : report (to ac- 
company H.R. 783)., 82-4048 

The Role and control of international com- 
munications and information : report to 
the Subcommittee on International Oper- 
ations of the of the Committee on For- 
eign Relations, United States Senate., 
82-2654 

The role of elevated ducting for radio serv- 
ice and interference fields /, 82-12892 

The role of FHWA in highway safety : 
1964-1976., 82-11433 

The role of non-academic employment in 
the education of graduate students and 
faculty : strengthening academic and pro- 
fessional culture /, 82-544 

Role of OMB in regulation : hearing before 
the Subcommittee on Oversight and In- 
vestigations of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, June 18, 1981., 82-15085 

The Role of organic soils in the world 
carbon cycle : problem analysis and re- 
search needs /, 82-9938 

Role of preflight preparation., 82-6394 

The role of presupposed and focal informa- 
tion in integrating sentences, 82-9768 

The Role of regional broker-dealers in the 
capital formation process : underwriting, 
market-making, and securities research 
activities, phase II report., 82-11371 

The Role of temperate zone forests in the 
world carbon cycle : problem definition 
and research needs /, 82-9936 

The role of the operational satellites in the 
aviation weather system /, 82-3936 
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Role of the sectionalized Fourier transform 
in high-speed coherence processing /, 
82-1541 

The role of wheat in Indonesia’s food 
system /, 82-12643 

The roles and functions of overseas Secu- 
rity Assistance Offices need to be clari- 
fied : report /, 82-5494 

Rolla quadrangle, Missouri-Phelps Co., 7.5 
minute series (topographic), NE/4 Rolla 
15° quadrangle /, 82-10886 

Rombauer quadrangle, Missouri, 7.5 minute 
series (topographic), SE/4 Poplar Bluff 
15’ quadrangle /, 82-10866 

Roof drainage downspouts., 82-252 

Roof moisture survey : ten State of New 
Hampshire buildings /, 82-9817 

Roofer : a trade worth learning through 
apprenticeship., 82-2045 

Roofing repair materials for Korean reloca- 
table buildings— test and evaluation /, 
82-5054 

Roosevelt Lake and Apache Lake, Tonto 
National Forest, Arizona /, 82-1153 

Roots of lodgepole pine seedlings reach 
depth of only 3 to 4 inches their first 
season /, 82-12494 

Rope, knots and climbing /, 82-14011 

Rosita N. Pacto : report (to accompany S. 
593)., 82-4036 

Rotary balance data for a single-engine 
trainer design for an angle-of-attack range 
of 8 to 90/, 82-726 

Rotary balance data for a typical single- 
engine general aviation design for an 
angle-of-attack range 8 to 90 /, 82- 
11091, 82-11115, 82-14165 

Rotational decoupling of tow cable fiber- 
optic transmission lines at a winch system 
/, 82-9894 

Rotocraft, gliders and balloons, 82-11513 

RSV test monitoring and data publication— 
Renault R20TS-to-Calspan RSV 75 
degree right side impact at Renault /, 
82-6505 

Rubber and plastics hose and belting, 
12700 

Rules adopted by the committees of the 
House of Representatives /, 82-4269 

Rules and regulations. Volume II /, 82- 
3134 


82- 


Rules of procedure of the Senate Comittee 
on Labor and Human Reources /, 82- 
6878 

Rules of procedure of the Senate Comittee 
on Labor and Human Resources /, 82- 
15174 

Rules of procedure of the Senate Commit- 
tee on Human Resources, 82-6878, 82- 
15174 

Rules of the Committee on Foreign Affairs, 
House of Representatives., 82-6828 

Rules of the Committee on Foreign Rela- 
tions, United States Senate., 82-4239 

Rules of the Committee on Government 
Operations, House of Representatives to- 





Safety effectiveness evaluation report to Congress : safety effectiveness 


gether with selected rules of the House of 
Representatives (including clause 2 of 
House rule XI)., 82-6843, 82-6844 

Rules of the Committee on Merchant 
Marine and Fisheries., 82-15175 

RUN WILD, for the UNIVAC 1100 series 
: implementation and maintenance /, 82- 
12526 

The Runaround : user-side subsidies for 
mass transportation in Danville, Illinois /, 
82-2303 

Runoff nonitoring [i.e. monitoring] : quality 
and quantity test methods., 82-14371 

Rural access to elderly programs : hearing 
before the Special Committee on Aging, 
United States Senate, Ninety-seventh 
Congress, first session, Sioux Falls, S. 
Dak., August 3, 1981., 82-6736 

Rural and small town population change, 
1970-80 /, 82-12666 

Rural Electrification Administration bid- 
ding, purchasing, and election procedures 
: hearing before the Subcommittee on 
Agricultural Credit and Rural Electrifica- 
tion of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-seventh Congress, (first 
session, Tuesday, October 20, 1981., 82- 
12085 

Rural Electrification Administration (REA) 
forms and bulletins., 82-5591 

Rural enterprise zone development : hear- 
ing before the Subcommittee on Conser- 
vation, Credit, and Rural Development of 
the Committee on Agriculture, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 4576, Novem- 
ber 17, 1981., 82-15010 

Rural health care : hearing before the Sub- 
committee on Health of the Committee 
on Finance, United States Senate, Ninty- 
seventh Congress, first session, June 20, 
1981., 82-4229 

Rural public transportation projects on 
Indian reservations : a report on 11 dem- 
onstrations : final report /, 82-3959 

Rural telec« ications : hearing before 
the Subcommittee on Communications of 
the Committee on Commerce, Science, 
and Transportation, United States Senate, 
Ninety-seventh Congress, first session, on 
rural telecc ications, June 22, 1981., 
82-2607 

Rust-converter and rust-arresting coatings., 
82-241 

The RVNAF /, 82-13185 

RVNAF logistics /, 82-5069 








Ss 


S. Sgt. Anne M. Fisher, U.S. Army Re- 
serve : report (to accopany H.R. 3127)., 
82-6573 

Sabine National Forest (Tenaha and Yel- 
lowpine Ranger Districts) Texas /, 82- 
4338 
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Sablefish of the northeastern Pacific Ocean 
and Bering Sea /, 82-9564 

Sabres II : an individual resolution small 
arms combat simulation model /, 82- 
14877 

SABRES II : code description and users 
manual /, 82-14899 

Saccharin: technical assessment of risks and 
benefits : report no. 1 /, 82-6075 

Sacramento River aerial atlas : Collinsville 
to Shasta Dam, California /, 82-9828 

Safeguard vulnerability analysis program 
(SVAP) /, 82-11945 

Safeguard vulnerability analysis program 
(SVAP) executive summary /, 82-11944 

Safeguards against proliferation of nuclear 
materials : a review and bibliography /, 
82-14893 

Safeguards Automated Facility Evaluation 
(SAFE) methodology /, 82-14786 

Safeguards methodology development his- 
tory / prepared by L.D. Chapman ... [et 
al.] ; prepared for Division of Safeguards, 
Office of Nuclear Material Safety and 
Safeguards, U.S. Nuclear Regulatory 
Commission under interagency agreement 
DOE 40-550-75., 82-6635 

Safeguards network analysis procedure 
(SNAP) : overview /, 82-4126 

Safeguards summary event list (SSEL) : 
pre-NRC through December 31, 1979 /, 
82-14718 

Safeguards summary event list (SSEL) : 
pre-NRC through June 30, 1980. 82- 
11868, 82-14717 

Safety and mobility issues in licensing and 
education of older drivers /, 82-11645 

Safety aspects of using vehicle hazard 
warning lights /, 82-14361 

Safety assessment of Denver Type I and 
Standard Type II Barricades via full scale 
tests : executive summary /, 82-6309 

Safety belt usage among drivers, Use of 
child restraint devices, passenger safety 
belts and position of passengers in cars, 
Motorcycle helmet usage /, 82-14558, 
82-14559 

Safety belt usage attitude study /, 82-6527 

Safety compliance test for FMVSS 301-75, 
and accident investigation division data /, 
82-6529 

Safety compliance test program FMVSS 
212, 219, 301-75, NCAP, accident investi- 
gation division data /, 82-6264 

Safety effectiveness evaluation : federal and 
state enforcement efforts in hazardous 
materials transportation by truck., 82- 
6289 

Safety effectiveness evaluation of rail rapid 
transit safety., 82-11431 

Safety effectiveness evaluation of traffic 
barrier systems., 82-6288 

Safety effectiveness evaluation report to 
Congress : safety effectiveness evaluation 
of the National Highway Traffic Safety 
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Safety effectiveness evaluation report to Congress : safety effectiveness 


Administration’s national accident sam- 
pling system /, 82-2223 

Safety evaluation report : related to the 
construction of Allens Creek Nuclear 
Generating Station, unit no. 1, docket no. 
50-466, Houston Lighting & Power Com- 
pany. Supplement no. 3., 82-11867 

Safety evaluation report : review of resist- 
ance temperature detector time response 
characteristics., 82-11874 

Safety precautions for use of airless spray 
equipment., 82-3294 

Saginaw, Michigan, metropolitan area, 82- 
5973 

Sailing directions (enroute) for the east 
coast of South America including Estre- 
cho de Magallanes., 82-1422 

Sailing directions (enroute) for the eastern 
Mediterranean., 82-4717 

Sailing directions (enroute) for the Philip- 
pines., 82-12913 

Sailing directions (planning guide) for the 
Mediterranean., 82-4716 

SAKE : inelastic analysis R/C frames : 
computer analysis of structures to resist 
earthquake effects., 82-5088 

Salary ranges of selected state classes, 82- 
14248 

Sale of butter to New Zealand : hearing 
before the Subcommittee on Livestock, 
Dairy, and Poultry of the Committee on 
Agriculture, House of Representatives, 
Ninety-seventh Congress, first session, 
September 10, 1981., 82-12069 

SALE/SPRAY /, 82-2556 

Sales Representatives Protection Act of 
1981 : hearing before the Subcommittee 
on Commerce, Transportation, and Tour- 
ism of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, on 
H.R. 3496 ... June 23, 1981., 82-1051 

Saline water use and disposal opportunities : 
special report : Colorado River water 
quality improvement program /, 82- 
1960 


Salinity control in Colorado River basin : 
hearing before the Subcommittee on De- 
partment Operations, Research, and For- 
eign Agriculture of the Committee, 
House of Representatives, Ninety-seventh 
Congress, first session, June 10, 1981., 
82-1011 

Salmon National Forest (Cobalt, North 
Fork, Leadore and Salmon Ranger Dis- 
tricts) Idaho-Montana : forest visitors 
map /, 82-2769 

Salmonid ecosystems of the North Pacific / 
, 82-9552 

Salt, 82-616 

Salt Lake City-Ogden, Utah, metropolitan 
area, 82-5977 

SALT II : glossary of terms /, 82-9141 

Salvage and recycling., 82-5586 

Sample design for discrete choice analysis 
of travel behavior., 82-2308 
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Sample inventories of oil & gas fields in 
Eastern Utah, 1978-1979 /, 82-1989 

Sampling macroinvertebrates on 
energy sand beaches /, 82-13138 

Sampling system evaluation for high-tem- 
perature, high-pressure processes /, 82- 
13563 

San Diego, California, metropolitan area, 
82-11031 

San Diego metropolitan facilities plan : 
wastewater treatment, reclamation and 
disposal, 1975-2000 /, 82-5284 

San Isabel National Forest, Colorado, 1972 
/, 82-9102 

San Juan National Historic Site, San Juan, 
Puerto Rico, design for prevention of 
wave-induced erosion : hydraulic model 
investigation /, 82-5000 

Sand and gravel, 82-3707 

Sand resources of southeastern Lake Michi- 
gan /, 82-13136 

Sand resources on the inner continental 
shelf of the Cape May region, New 
Jersey /, 82-1471 

Sandra Reyes Pellecer : report (to accom- 
pany S. 1093)., 82-4040 

Sang Sun Russo : report (to accompany S. 
1143)., 82-4038 

Sanitary landfill design and operation /, 
82-13543 

Sanitation and sewage., 82-5576 

Sanjaun, McCoy, and Wiggins nominations 

hearing before the Committee on 

Energy and Natural Resources, United 
States Senate, Ninety-seventh Congress, 
first session on the nomimations of Pedro 
Arroyo Sanjuan to be assistant secretary 
for territorial and international affairs, 
Department of the Interior, Janet J. 
McCoy to be high commissioner Trust 
Territory of the Pacific Islands, Depart- 
ment of the Interior, and Vernon Reed 
Wiggins to be federal co-chairman of the 
Alaskan Land Use Council, November 
19, 1981., 82-12142 

Santa Claus comes to the reservation : a 
Crow story /, 82-13522 

Santa Cruz areawide wastewater facilities 
plan /, 82-10205 

Sarcomas of soft tissue and bone in child- 
hood : proceedings of a symposium held 
in Orlando, Florida, January 25-27, 1979 
/, 82-1833 

SASOL, South Africa’s oil from coal story 
: background for environmental assess- 
ment /, 82-13541 

Satellite communications/direct broadcast 
satellites : hearing before the Subcommit- 
tee on Telecommunications, Consumer 
Protection, and Finance of the Commit- 
tee on Energy and Commerce, House of 
Representatives, Ninety-seventh Con- 
gress, first session, December 15, 1981., 
82-15094 

Satellite data set for solar incoming radi- 
ation studies /, 82-9498 


high- 
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Satellite power systems (SPS) concept defi- 
nition study (exhibit D) /, 82-734 

Satellite power systems (SPS) concept defi- 
nition study (exhibit D) : solid-state am- 
plifier investigation /, 82-735 

Satellite remote sensing study of the trans- 
boundary movement of pollutants /, 82- 
5257 

Satisfication monitoring for quality control 
in campground management /, 82-2790 

The Saturn system /, 82-6130 

Savannah Harbor investigation and model 
study. Volume IV. Reanalysis of fresh- 
water control plan : numerical model 
study /, 82-13130 

Save the Children Day : hearing before the 
Subcommittee on International Economic 
Policy of the Committee on Foreign Re- 
lations, United States Senate, Ninety-sev- 
enth Congress, first session, May 1, 1981., 
82-6830 

Saving energy dollars in prisons and jails /, 
82-2002 

Savings and investment incentives : hear- 
ings before the Subcommittee on Savings, 
Pensions, and Investment Polich of the 
Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 75, S. 141, S. 142, S. 145, S. 
155, S. 330, S. 457, S. 492, S. 819, and S. 
936, May 4, 1981., 82-2636 

Savings in electric cooling energy by the 
use of a whole-house fan /, 82-12809 

Sawtooth National Recreation Area /, 82- 
1154 

SBA guaranteed loan policies : hearing 
before the Subcommittee on General 
Oversight of the Committee on Small 
Business, House of Representatives, 
Ninety-seventh Congress, first session, 
Washington, D.C., July 30, 1981., 82- 
15212 

SBA 8(a) pilot program : hearing before the 
Subcommittee on SBA and SBIC Au- 
thority, Minority Enterprise, and General 
Small Business Problems of the Commit- 
tee on Small Business, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, Washington, D.C., September 22, 
1981., 82-12264 

SBA’s farm disaster loan program : hearings 
before the Committee on Small Business, 
United States Senate, Ninety-seventh 
Congress, first session, on SBA’s farm 
disaster loan program, September 9 and 
10, 1981., 82-12268 

SBA’s pilot programs to improve guaranty 
loan procedures need further develop- 
ment : report to the Congress /, 82-5464 

SBA’s pilot programs to improve guaranty 
loan procedures need further develop- 
ment : report to the Congress : summary 
/, 82-5465 

SBA’s 7(j) management assistance program 
: Changes needed to improve efficiency 
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and effectiveness : report to the Congress 
/, 82-1730, 82-13714 

SBA’s 8(a) pilot procurement plan : hearing 
before the Committee on Small Business, 
United States Senate, Ninety-seventh 
Congress, first session, on SBA’s 8(a) 
pilot procurement program, September 
21, 1981., 82-2717 

Scaling and estimation of earthquake 
ground motion as a function of the earth- 
quake source parameters and distance /, 
82-2565 

Scanning-electron-microscope study of 
normal-impingement erosion of ductile 
metals /, 82-11148 

A scanning electron microscope survey of 
the epidermis of East African grasses, I /, 
82-6232 

A scanning laser-velocimeter technique for 
measuring two-dimensional wake-vortex 
velocity distributions /, 82-6158 

Schedule B commodity by country, 
4589, 82-4590 

Schedule of courses /, 82-14263 

Schematic drawing of a U.S. Geological 
Survey high voltage D.C. resistivity 
transmitter, 82-13990 

Scholarship program : Report of the Secre- 
tary of Health and Human Services on 
the administration of National Health 
Service Corps scholarship program as re- 
quired by Section 751 (i) of Title VII of 
the Public Health Service Act, as amend- 
ed., 82-13878 

Scholarship program (National Health 
Service Corps (U.S.)), 82-13878 

School administration, buildings and equip- 
ment., 82-5611 

School and work among youth during the 
1970’s /, 82-3756 

School desegregation : hearings before the 
Subcommittee on Civil and Constitutional 
Rights of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
seventh Congress, first session, on school 
desegregation, September 17, 21, 23, Oc- 
tober 7, 14, 19, 21, 29, November 4 and 
19, 1981., 82-15155 

School desegregation : report of the Sub- 
committee on Civil and Constitutional 
Rights of the Committee on the Judici- 
ary, House of Representatives, together 
with supplemental views, Ninety-seventh 
Congress, second session., 82-15152 

School finance in Colorado : an update /, 
82-13779 

School finance reform in Michigan and 
Missouri : impact on suburban school dis- 
tricts /, 82-13782 

School lunches., 82-10404 

Schroeder, Wilkins, Thompson, and Monks 
nominations : hearing before the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-seventh 
Congress, first session on the nominations 
of Victor A. Schroeder, C. Howard Wil- 
kins, Victor Montgomery Thompson, Jr., 


82- 





and Robert A.G. Monks to be members 
of the Board of directors, U.S. Synthetic 
Fuels Corporation, September 10, 1981., 
82-12137 

Science and engineering employment 
1970-80 : special report /, 82-14242 

Science and engineering personnel., 
11178 

Science and technolog cooperation : memo- 
randum of understanding between the 
United States of America and the Com- 
mission of the Cartagena Agreement : 
signed at Washington November 21, 
1979., 82-2178 

Science and technology., 82-2116 

Science and technology - National Science 
Foundation (U.S.), 82-2116 

Science experiments and projects., 82-5618 

Science, technology, and energy develop- 
ment in Japan and China : report of a 
congressional study mission to the Com- 
mittee on Science and Technology, U.S. 
House of Representatives, Ninety-seventh 
Congress, first session., 82-4272 

Science, technology & human values., 
2113 

Scientific and ‘technical aerospace reports. 
Index /, 82-716, 82-717 

Scientific and technical publications of the 
Environmental Research Laboratories., 
82-1401, 82-4684 

Scientific and technical publications of the 
ESSA Research Laboratories, 82-1401, 
82-4684 

Scientific cooperation : agreement between 
the United States of America and 
Panama, effected by exchange of notes 
signed at Washington September 7, 1977., 
82-11324 

Scientific cooperation, science and technol- 
ogy : agreement between the United 
States of America and Egypt, signed at 
Cairo January 11, 1981., 82-11337 

Scientific directory ... annual bibliography / 
, 82-3617 

Scientific directory and annual bibliogra- 
phy, 82-3617 


82- 


82- 


SCMS-1 superconducting magnet system 


for an MHD generator, April 13-21, 
1977, Washington, D.C. /, 82-13239 

Scope and impact of new automotive tech- 
nology on the inspection, diagnosis, and 
repair process /, 82-6501 

Screening study on feasibility of standards 
of performance for hydrofluoric acid 
manufacture /, 82-10247 

Seabed mining and law of the sea : Septem- 
ber 24, 1980., 82-11222 

Seabee combat handbook., 82-9865 

Seaborne logistic support : test case study., 
82-151 

Seabrook Lock Complex, Lake Pontchar- 
train, La. : design for wave protection at 
lock entrance : hydraulic model investi- 
gation /, 82-5005 

Seabrook Lock Complex, Lake Pontchar- 
train, Louisiana : design for wave protec- 
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tion at a temporary entrance during var- 
ious phases of lock construction : hydrau- 
lic model investigation /, 82-9805 

Search and rescue : survival., 82-5141 

Seasonal sensitivity analysis of the St. 
Marys River loran-C time difference grid 
/, 82-2295 

Seasonal variations in organic emission for 
significant sources of volatile organic 
compounds /, 82-10076 

Seaward boundary agreement between 
North Carolina and South Carolina : 
hearing before the Subcommittee on Ad- 
ministrative Law and Governmental Re- 
lations of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
seventh Congress, first session, on H.R. 
2896 ... July 14, 1981., 82-2671 

Second concurrent resolution on _ the 
budget—fiscal year 1982 : hearings before 
the Committee on the Budget, United 
States Senate, Ninety-seventh Congress, 
first session, September 15, 1981 ... Sep- 
tember 16, 1981 ... September 28, 1981 ... 
October 6, 1981, October 15, 1981, Octo- 
ber 20, 1981, October 30, 1981...., 82- 
12107 

Second meeting of the High Altitude Pollu- 
tion Program Scientific Advisory Com- 
mittee, March 28-30, 1979 : executive 
summary., 82-14443 

Second monetary policy report for 1981 
from the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-seventh Congress, first 
session : a report together with additional 
views, submitted pursuant to Public Law 
95-523., 82-2368 

Second semiannual report to Congress /, 
82-1075 

Secondary education., 82-5545 

Secondary stocks : a paper prepared for the 
American Statistical Association Commit- 
tee on Energy Statistics, 82-5227 

Secretary of Labor reports on the services 
of the Department of Labor to the people 
of the United States, 82-14084 

Secretary’s annual report to Congress /, 
82-334, 82-1640 

Secretary’s annual report to Congress (U.S. 
Department of Energy), 82-334 

Section-by-section analysis of the proposed 
International Development Cooperation 
Act of 1978 : S. 2420... /, 82-6833 

Section-by-section explanation and Ram- 
seyer rule print of child abuse prevention 
and treatment amendments of 1981 (H.R. 
2318) as reported by the Subcommittee 
on Select Education., 82-2616 

Section 8(a) pilot program extensions : 
report together with additional views (to 
accompany H.R. 4500) (including cost es- 
timate of the Congressional Budget 
Office)., 82-11812 

Sector boss, 82-12312 
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Securing America’s energy future : the Natl Energy Policy Plan 


Securing America’s energy psec the Na- 
tional Energy Policy Plan : rt to 
the Congress required by Title VIII of 
the t of Energy organization 
act (Public law 95-91) /, 82-9980 

Securities activities of depository institu- 
tions : hearings before the Subcommittee 
on Securities of the Committee on Bank- 
ing, Housing, and Urban Affairs, United 
States Senate, Ninety-seventh Congress, 
Second session, on S. 1720 ... February 4, 
9, 10, and 12, 1982., 82-15048 

Securities and Exchange Commission 
should improve procurement practices 
for market surveillance system develop- 
ment : report to the chairman, Securities 
and Exchange Commission /, 82-445 

Securities and investments., 82-5645 

The securities industry : economic implica- 
tions for the future : hearings before the 
Subcommittee on Telecc ions, 
Consumer Protection, and Finance of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-seventh 
Congress, first session, June 17 and 18, 
1981., 82-2626 

Security and development 
March 19, 1981 /, 82-6211 

Security communications systems for nucle- 
ar fixed site facilities /, 82-2466 

Security forces at VA medical centers : 
hearing before the Subcommittee on Hos- 
pitals and Health Care of the Committee 
on Veterans’ Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, July 15, 1981., 82-1118 

Security lighting planning document for nu- 
clear fixed site facilities /, 82-6652 

Security rules-carriage weapons and escort- 
ed persons., 82-6404 

Sediment and radionuclide transport in 
rivers : field sampling program Cattarau- 
gus and Buttermilk Creeks, New York /, 
82-14815 

Sediment and radionuclide transport in 
rivers : phase I, field sampling program 
during mean flow Cattaraugus and But- 
termilk Creeks, New York /, 82-4128 

Sediment transport by irrigation return 
flows in the lower Yakima River basin, 
Washington, 1975 and 1976 irrigation sea- 
sons /, 82-10781 

Sediment transport by irrigation return 
flows on the Yakima Indian Reservation, 
Washington 1975 and 1976 irrigation sea- 
sons /, 82-10782 

Sediment transport in the Tanana River in 
the vicinity of Fairbanks, Alaska, 1977-78 
/, 82-13972 

Sediment-trap efficiency of Tortugas 
Arroyo near Las Cruces, New Mexico, 
water years 1963-1974 /, 82-10744 

Sediment yields for selected streams in 
Texas /, 82-10755 

Seed crops : final estimates, by state, 1974- 
78 : acreage, yield, production, price, 
value., 82-12326 
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Seeking low ice adhesion /, 82-9815 

Seismic design margin evaluation of systems 
and equipment required for safe shut- 
down of North Anna, Units 1 and 2, fol- 
lowing an SSE event /, 82-953 

Seismic engineering program report, July- 
September 1976 /, 82-1910 

Seismic engineering program report, Octo- 
ber-December 1976 /, 82-1911 

Seismic intensities of earthquakes of conter- 
minous United States : their prediction 
and interpretation /, 82-1926 

Seismic review of the Millstone I Nuclear 
Power Plant as part of the systematic 
evaluation program /, 82-2558 

Seismic review of the Oyster Creek nuclear 
power plant as part of the systematic 
evaluation program /, 82-12004 

Seismic review table /, 82-14926 

A Seismicity and seismotectonic study of 
the Kermit seismic zone, Texas /, 82- 
593 

Seismicity and tectonic relationships for 
Upper Great Lakes Precambrian Shield 
Province : Final Report /, 82-14935 

Seismicity and tectonic relationships of the 
Nemaha Uplift in Oklahoma : part III /, 
82-14929 

Seismicity, recurrence rates, and regionali- 
zation of the northeastern United States 
and adjacent southeastern Canada /, 82- 
2575 

Seismological report, 82-9518 

Select research reports on health issues in 
video display terminal operations., 82- 
13886 

Selected abstacts on the role of asbestos in 
human cancer., 82-13798 

Selected abstracts of completed research 
studies /, 82-14287 

Selected abstracts on aflatoxin and other 
mycotoxin carcinogenesis., 82-10587, 
82-10588 

Selected abstracts on alcohol as an etiologi- 
cal factor in carcinogenesis /, 82-13800 

Selected abstracts on carcinoembryonic 
antigen (CEA) in the clinical diagnosis 
and treatment of colorectal cancer /, 
82-5739 

Selected abstracts on carcinogenic contami- 
nants of water supplies /, 82-10592 

Selected abstracts on cellular interactions in 
the control of proliferation, movement, 
and adhesion /, 82-5732 

Selected abstracts on chemoprevention of 
carcinogensis /, 82-10593 

Selected abstracts on chemotherapy of 
acute leukemia with anthracycline antibi- 
Otics /, 82-13803 

Selected abstracts on clinical immunology 
and immunotherapy of gynecologic 
tumors /, 82-3623 

Selected abstracts on cytoskeletal struc- 
tures., 82-3622 

Selected abstracts on ectopic hormones and 
enzymes /, 82-5733 
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Selected abstracts on fibronectin and related 
transformation-sensitive cell surface pro- 
teins /, 82-5731 

Selected abstracts on genetic control of the 
immune response., 82-10586 

Selected abstracts on glycosphingolipids., 
82-13796 

Selected abstracts on hyperthermia as a mo- 
dality for cancer therapy /, 82-13802 

Selected abstracts on integrated viral gen- 
omes., 82-10585 

Selected abstracts on interferon : induction, 
production and physicochemical proper- 
ties /, 82-13797 

Selected abstracts on lymphokines and re- 
lated substances in cell mediated immuni- 
ty /, 82-5729 

Selected abstracts on murine mammary 
tumor viruses., 82-10584 

Selected abstracts on  nitroheterocyclic 
compounds as hypoxic cell radiosensi- 
tizers /, 82-3624 

Selected abstracts on nutritional therapy for 
the cancer patient /, 82-5735 

Selected abstracts on organ-specific car- 
cinogenicity of tobacco products : bio- 
assay, physicochemical analysis, and 
other experimental evidence /, 82-10594 

Selected abstracts on radionuclide bone 
scans in the diagnosis and staging of 
cancer /, 82-5736 

Selected abstracts on receptor and binding 
proteins., 82-10583 

Selected abstracts on short-term test sys- 
tems for potential mutagens and carcino- 
gens : 1. microbial tests /, 82-5734 

Selected abstracts on small cell carcinoma 
of the lung /, 82-5737 

Selected abstracts on studies with virus and 
cell mutants in tumor virology., 82- 
10582 

Selected abstracts on the carcinogenicity of 
vinyl chloride and related compounds /, 
82-13801 

Selected abstracts on the diagnosis and 
treatment of mycosis fungoides /, 82- 
3625 

Selected abstracts on the role of computed 
axial tomography in detection, diagnosis, 
and therapy of cancer /, 82-10595 

Selected abstracts on the role of dietary fat 
in carcinogenesis., 82-10589 ~ 

Selected abstracts on the role of metals in 
carcinogenesis., 82-10591 

Selected abstracts on the role of psycho- 
logical factors in the etiology of cancer., 
82-10590 

Selected abstracts on transfer factor and 
immune RNA /, 82-5730 

Selected abstracts on transplacental carcino- 
genesis /, 82-13799 

Selected abstracts on tumor localization 
with gallium, radiolabled bleomycin, thal- 
lium, selenium, carbon and nitrogen ra- 
dionuclides /, 82-5738 





January — June 1982 


Selected abstracts on vitamin A in cancer 
biology /, 82-5728 

Selected agricultural statistics on Greece, 
1965-77., 82-12338 

Selected annotated bibliography on the cen- 
tral Florida phosphate industry., 82- 
13544 

Selected atomic energy products, 82-4588 

Selected characteristics of foreign-owned 
US. firms /, 82-113 

Selected characteristics of persons in life 
science, 1978., 82-1353 

Selected characteristics of the U.S. oil and 
gas producing industry : a 1977 reserves 
report supplement /, 82-1651, 82-3372 

Selected characteristics of women-owned 
businesses, 1977, 82-9348 

Selected data from thermal-spring areas, 
southwestern Montana /, 82-10770 

Selected economic effects of the January 
1981 decontrol of domestic crude oil 
prices : an input-output analysis /, 82- 
1049 

Selected hydrologic data for Spokane 
Valley, Spokane, Washington, 1977-78 /, 
82-13970 

Selected list of postsecondary education op- 
portunities for minorities and women., 
82-13509 

Selected topics in railroad tank car safety 
research /, 82-11470 

Selected topics, transuranium elements in 
the general environment., 82-10259 

Selected water-level records for Oklahoma 
/, 82-5837 

Selected water-level records for Oklahoma, 
1975-1977 /, 82-10775 

Selected water-level records for Oklahoma, 
1976-1978 /, 82-5828 

Selected water-level records for western 
Oklahoma, 1975-76 /, 82-5825 

Selecting a residency for community-re- 
sponsive medicine., 82-10623 

Selection and application guide to police 
body armor., 82-10994 

Selection, installation and maintenance of 
commercial livestock scales., 82-12652 

The Selection of air traffic control special- 
ists : I. history and review of contribu- 
tions by the Civil Aeromedical Institute / 
, 82-6453 

The selection of air traffic control special- 
ists : two studies demonstrating methods 
to ensure an accurate validity coefficient 
for selection devices /, 82-2278 

Selection of cooling water treatment at mil- 
itary installations to prevent scaling and 
corrosion /, 82-5055 

The selection of glide slope antenna pat- 
terns for use in the frequency assignment 
process /, 82-11551 

Selective analyses of the Prevention of Sig- 
nificant Deterioration (PSD) program /, 
82-14668 





A selective bibliography on insects causing 
wood defects in living eastern hardwood 
trees /, 82-2753 

Selective feedback as a training aid to on- 
line tactical data inputting /, 82-1449 

Selective survey of the capability of repre- 
sentative automobile repair facilities to di- 
agnose and repair automobiles : transpor- 
tation survey /, 82-11640 

Selective withdrawal riser for Sutton Dam, 
West Virginia : hydraulic model investi- 
gation /, 82-1464 

Self-development aids for supervisors and 
middle managers /, 82-11183 

Self-issued wilderness permits as a use mea- 
surement system /, 82-32 

Self-mixing phenomenology in hypothetical 
core-disruptive accidents /, 82-2552 

Self-propelled field artillery turret mechan- 
ic., 82-13052 

Self-service : gas upngo?, 82-9920 

Selling to NASA., 82-2065 

Selway Bitterroot Wilderness primer : a 
handbook with drawings, checklists, field 
guides, stories, manuals, glossaries, and 
other handy information., 82-4361 

Semi-actuator disk theory for compressor 
choke flutter /, 82-14216 

Semi-annual report - United States. Dept. of 
Education. Office of Inspector General, 
82-5232 

Semi-annual report of the Inspector Gener- 
al /, 82-12288, 82-12289 

Semi-annual report / Office of Inspector 
General, U.S. Department of Education., 
82-5232 

Semi-annual report to Congress, 82-5232 

Semi-annual report to the Congress /, 82- 
14314 


Semi-annual reports required by Seapower 
Subcommittee from various departments 
concerning the shipyard improvements 
program and the training of workers for 
shipyard employment /, 82-1016 


Semi-paratus, the United States Coast 
Guard, 1981 : oversight report of the 
Committee on Merchant Marine and 
Fisheries together with additional views., 
82-6594 

Semiannual report by the President to the 
Commission on Security and Cooperation 
in Europe : report submitted to the Com- 
mittee on International Relations., 82- 
15124 

Semiannual report of the Architect of the 
Capitol for the period ... pursuant to sec- 
tion 105(b), Public Law 454, Eighty- 
eighth Congress., 82-928, 82-4024 

Semiannual report to Congress /, 82-1079 

Seminar on Federal Border Activities, 
Aztec Inn, Tucson, Arizona, November 
13 and 14, 1978 /, 82-12031 

Seminar on Water Quality Management 
Trade-offs : (point source vs. diffuse 
source pollution), conference held at Pick 
Congress Hotel ... Chicago, Illinois, Sep- 
tember 16-17, 1980 /, 82-10078 
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Seminar proceedings, Environmental Evalu- 
ation of ‘“Gasohol” Production and 
Health Effects., 82-3374 

Semiscale program description /, 82-11889 

Senate campaign information, 82-11762 

Senate election law guidebook., 82-11762 

Senate journal, 82-926, 82-14609 

Senate telephone directory, 82-2421 

A Senate view : Latin America and the 
United States in a time of change : a 
report to the United States Senate., 82- 
14611 

Senegal, a country profile /, 82-826 

Senior community service employment pro- 
ee 

Senior executive service bonus program : 
hearing before the Subcommittee on Civil 
Service, Post Office, and General Serv- 
ices of the Committee on Governmental 
Affairs, United States Senate, first ses- 
sion, April 27, 1981., 82-6848 

Sensitive plants of the Francis Marion Na- 
tional Forest., 82-4308 

Sensitivity analysis of the Sagnac-effect, op- 
tical-fiber, ring interferometer /, 82- 
3221 

Sensitivity of Slab Core Test Facility : cal- 
culational model execution to certain 
TRAC input parameters /, 82-14976 

Sensor handbook for automatic test, moni- 
toring, diagnostic, and control systems 
applications to military vehicles and ma- 
chinery /, 82-12801 

Sensory mechanism modeling /, 
82-1555 

The sentencing options of federal district 
judges /, 82-3740 

Sentencing practices and alternatives in nar- 
cotics cases : hearing before the Select 
Committee on Narcotics Abuse and Con- 
trol, House of Representatives, Ninety- 
seventh Congress, first session, June 4, 
1981., 82-2689 

SERI laser scanner system /, 82-321 

Serious problems need to be corrected 
before federal merit pay goes into effect : 
report to the Congress / by the Comp- 
troller General of the United States., 82- 
1740 

Serodiagnosis of toxoplasmosis, rubella, cy- 
tomegalic inclusion disease, herpes sim- 
plex., 82-1874 

The serpentine end-matched joint : evaluat- 
ing strength and stability /, 82-2791 

Service evaluation of aluminum brazed ti- 
tanium (ABTi) /, 82-6122 

Service Industries Development Act : hear- 
ings before the Committee on Business, 
Trade, and Tourism of the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 1233 ... Oc- 
tober 20 and 21, 1981., 82-15065 

Services research notes, 82-13910 

Serving the public : the extra step., 


82-286, 


82-766 
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Serving you—a Juvenile Justice Clearinghouse / 


Serving you—a Juvenile Justice Clearing- 
house /, 82-14055 

Set your sights on a future in the Air 
Guard., 82-9650 

Seven man life raft leeway study /, 82- 
3948, 82-6468 

Sewage sludge disposal for the City of 
Portland, Oregon : draft environmental 
impact statement /, 82-3389 

Sewage sludge disposal for the City of 
Portland, Oregon : final environmental 
impact statement /, 82-10177 

Sex and race determination of crania by 
calipers and computer : a test of the Giles 
and Elliot discriminant functions in 52 fo- 
rensic cases /, 82-3920 

Sex discrimination in the workplace, 1981 : 
hearings before the Committee on Labor 
and Human Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on examination on issues affecting 
women in our nation’s labor force, Janu- 
ary 28 and April 21, 1981., 82-1086 

Sexual abuse of children : selected readings 
/, 82-10691 

Sexual harassment : a report on the sexual 
harassment of students /, 82-13484 

SFACTOR, a computer code for calculat- 
ing dose equivalent to a target organ per 
microcurie-day residence of a radionu- 
clide in a source organ : supplementary 
report /, 82-4157 

SFC oversight : goals of the Reagan board 
of directors : hearing before a subcom- 
mittee of the Committee on Government 
Operations, House of Representatives, 
Ninety-seventh Congress, first session, 
September 17, 1981., 82-12196 

SHAKE : elastic response of sites : comput- 
er analysis of structures to resist earth- 
quake effects., 82-1525 

Share a fare : a user-side subsidy transporta- 
tion program for elderly and handicapped 
persons in Kansas City, Missouri. 82- 
893 

Sharing the skies., 82-14408 

Sharply fewer counties depend on farming 
/, 82-12641 

Shasta Lake Unit, Whiskeytown-Shasta- 
Trinity National Recreation Area /, 82- 
2770 

Shawnee sportsman’s map /, 82-4358, 82- 
4359, 82-4360 

A shear stabilized cylindrically symmetric 
mirror plasma /, 82-9887 

Shear transfer in large scale reinforced con- 
crete containment elements : report no. 1 
/, 82-11960 

Sheep, lambs, and goats, final estimates for 
vey 82-12323 

Shelter management handbook., 82-10285 

Shigella in food Shigella en alimentos., 82- 
1846 


Shingles: hope through research /, 82- 
5746 


Ship chartering alternatives for grain-ex- 
porting cooperatives /, 82-12677 
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Ship your cargo on U.S. flag ships : it 
makes sense and saves dollars : consider 
these reasons., 82-4619 

Shipboard training and maintenance for 
merchant vessel survival equipment /, 
82-2296 

A shipper’s guide to energy conservation /, 
82-13315 

Shipping, 82-1796, 82-1797, 82-1798, 
82-1799, 82-5661, 82-10449, 82-10450, 
82-10451, 82-10452, 82-13761 

Shipping Act of 1981 : hearings before the 
Subcommittee on Merchant Marine of 
the Committee on Commerce, Science, 
and Transportation, United States Senate, 
Ninety-seventh Congress, first session, on 
S. 1593 ... and S. 125 ... September 21, 23, 
and 24., 82-12113 

Shipping and transportation., 82-5536 

Shipping containers of nuclear material : a 
descriptive bibliography /, 82-6632 

Shipping Maine potatoes to eastern mar- 
kets., 82-12368 


Ship’s serviceman 3 & 2. Module 2. Ac- 
counting procedures and returns /, 82- 
9868 


Ships, shipping, and shipbuilding., 82- 
10418 


Shivwits grazing management /, 82-1900 

Shock and vibration environments for a 
large shipping container during truck 
transport /, 82-14750 

Shock associated noise reduction from in- 
verted-velcoity-profile coannular jets /, 
82-14220 

Shook quadrangle, Missouri-Wayne Co., 7.5 
minute series (topographic), SE/4 Green- 
ville 15’ quadrangle /, 82-10889 

Shooting opportunities in the Cleveland Na- 
tional Forest., 82-4314 

Shoreline plant establishment and use of a 
wave-stilling device /, 82-3183 

A Short course on guide for selecting, lo- 
cating and designing traffic barriers /, 
82-6305 

Short papers for the Second International 
Symposium on the Cambrian System, 
1981 /, 82-1957 

Short range terminal radar (SRTR) defini- 
tion study /, 82-14461 

Short-term integration forecasting system 
(STIFS) forecast validation procedures /, 
82-13446 

Shoshone National Forest, Wyoming /, 
82-12420 

Shot GALILEO : a test of the PLUMB- 
BOB series, 2 September 1957 /, 82- 
9658 

Shot HOOD : a test of the PLUMBBOB 
series, 5 July 1957 /, 82-9659 

Shot PRISCILLA : a test of the PLUMB- 
BOB series, 24 June 1957 /, 82-9660 

Shot SMOKY : a test of the PLUMBBOB 
series, 31 August 1957 /, 82-9661 

Should the federal government significantly 
curtail the powers of labor unions in the 
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United States? : intercollegiate debate 
topic, 1981-1982, pursuant to Public Law 
88-246 /, 82-11794 

Should the Postal Service offer electronic 
mail? : hearing before a subcommittee of 
the Committee on Government Oper- 
ations, House of Representatives, Ninety- 
seventh Congress, first session, October 
5, 1981., 82-12193 

Shrinkage-compensating cement for airport 
pavement : phase 2 /, 82-14472 

Side impact conference /, 82-2334 

SIDPERS user manual : SIB level proce- 
dures organization and operations (gener- 
al)., 82-9727 

SIDPERS user manual : Standard Installa- 
tion Division Personnel System : SIB/ 
SID level procedures data base descrip- 
tions and file structures., 82-9728, 82- 
9729 

The sights and sounds of DARCOM, §82- 
4935, 82-4936 

Signal lighting system requirements for 
emergency, school bus and service vehi- 
cles /, 82-3968 

Signaling and traffic control system stand- 
ards : task 205 ; prepared for U.S. De- 
partment of Transportation, Federal Rail- 
road Administration, Northeast Corridor 
Improvement Project., 82-14379 

Signals intelligence (SIGINT)/electronic 
warfare (EW) /, 82-3175 

Significance of warm prestress to crack ini- 
tiation during thermal shock /, 82-3213 

Significant features of fiscal federalism., 
82-11827 

Significant NASA inventions., 

Silicon, 82-617 

The Silurian salt deposits in eastern Lake, 
northwestern Ashtabula, and northeastern 
Geauga Counties, Ohio /, 82-10792 

Silver, 82-3708 

Silver prices and the adequacy of federal 
actions in the marketplace, 1979-80 : sev- 
enteenth report /, 82-6597 

Silvicultural activities and non-point pollu- 
tion abatement : a cost-effectiveness anal- 
ysis procedure /, 82-12403 

Similitude requirements and scaling rela- 
tionships as applied to model testing /, 
82-11127 

A simple economic model for energy re- 
search and supply strategies /, 82-13276 

Simplified damage assessment of nuclear 
power plants subjected to turbine frag- 
ments /, 82-958 

A simplified model for the viscous cross- 
flow in a slotted test section /, 82-14180 

Simplified N.O.D. determination /, 82- 
5247 

Simplified sanitary landfill design / by G.L. 
Gerdes, B.A. Donahue., 82-13165 

Simplifying the federal coal mining pro- 
gram : report to the Secretary of the In- 
terior /, 82-10363 


82-11084 





January — June 1982 


Simpson Springs Station : historical ar- 
chaeology in western Utah, 1974-1975 /, 
82-10963 

SIMQKE : simulation of ground motion : 
computer analysis of structures to resist 
earthquake effects., 82-229 

Simulaion of ideal-gas flow by nitrogen and 
other selected gases at cyogenic tempera- 
tures /, 82-14237 

Simulated and empirical studies of flexilevel 
testing in Air Force technical training 
courses /, 82-262 

Simulated ozone concentrations in the south 
coast air basin : comparison between 1974 
and 1987 levels /, 82-14673 

Simulated sawing of squares : a tool to im- 
prove wood utilization /, 82-2785 

Simulating barrier penetration 
combat /, 82-14793 

Simulation, correlation, and analysis of the 
structural response of a CH-47A to crash 
impact /, 82-1502 

Simulation of a thermohydraulic transient in 
a pipe using the COMMIX-1A computer 
code /, 82-11958 

Simulation of an aquifer test on the Tesu- 
que Pueblo Grant, New Mexico /, 82- 
1951 

Simulation of radar-measured doppler ve- 
locity profiles in low-level wind shear : 
(phase I) /, 82-2284 

Simulation of sodium pumps for nuclear 
power plants /, 82-6703 

Simulation of steady-state and transient 
sodium boiling experiments in a seven-pin 
bundle under flow rundown conditions 
by using bodyfit-IFE code /, 82-6680 

Simulation study of a geometric shape 
factor technique for estimating earth- 
emitted radiant flux densities from wide- 
field-of-view radiation measurements /, 
82-11151 

A simulator study of deepwater port shi- 
phandling and navigation problems in 
poor visibility /, 82-885 

Simulator training effectiveness as a func- 
tion of error counts on the F-15A flight 
simulator instructor operator station /, 
82-1592 

Simulator training requirements and effec- 
tiveness study (STRES) : abstract bibliog- 
raphy /, 82-9916 

Simulator training requirements and effec- 
tiveness study (STRES) executive sum- 
mary /, 82-1610 

Simulator training requirements and effec- 
tiveness study (STRES) : future research 
plans /, 82-1608 

Simulators for maintenance training : some 
issues, problems, and areas for future re- 
search /, 82-1570 

Simulators for mariner training and licens- 
ing : phase 1 : role of simulators in the 
mariner training and licensing process : 
CAORF technical report, simulation ex- 
periment /, 82-6471 


during 





The simultaneous determination of state un- 
employment insurance benefit and state 
unemployment rates /, 82-12050 

Sinclair Inlet sewerage facilities plan : draft 
environmental impact statement /, 82- 
10206 

Sinclair Inlet wastewater facilities project : 
final environmental impact statement /, 
82-3387 

Single-engine airplanes, 82-11510 

A single-phase pump model for analysis of 
LMFBR heat transport systems /, 82- 
14779 

Single subject training manual II (adminis- 
tration and management) of navy coun- 
selor 1 & C training course /, 82-13208 

Single-valve prototype tests, main lock, 
Locks and Dam 26, Mississippi River, 
Alton, Illinois /, 82-5020 

Single vs dual snubber installations /, 82- 
6688 

Sipsey Wilderness, William B. Bankhead 
National Forest, Alabama /, 82-4339 

Siskiyou National Forest, Oregon and Cali- 
fornia /, 82-2771 

Site development planning handbook /, 
82-9972 

Site safety evaluation report /, 82-14719 

Situation in Poland : December 23, 1981 /, 
82-11265 

Situational factor identification in Air Force 
organizations /, 82-3326 

Sixty-sixth National Conference on Weights 
and Measures : July 13-17, 1981, St. 
Louis, Missouri., 82-4605 

Sixty years of change on a central Arizona 
grassland-juniper wood-land ecotone., 
82-12670 

Size dependent model of hazardous sub- 
stances in aquatic food chain /, 82-1669 

Skills maintenance and reacquisition train- 
ing research program : tactical air com- 
mand preliminary evalution /, 82-304 

Skylight illumination., 82-5091 

The SKYSHINE-II procedure : calculation 
of the effects of structure design on neu- 
tron, primary gamma-ray, and secondary 
gamma-ray dose rates in air /, 82-14852 

Slabtown Spring quadrangle, Missouri, 7.5 
minute series (topographic), SE/4 Big 
Piney 15’ quadrangle /, 82-10867 

Slag-iron and steel, 82-618 

Sleeping Bear Dunes National Lakeshore., 
82-637 

Slips & falls : truck related personal injury 
accidents., 82-6337 

SLRV engineering tests at Department of 
Transportation, Transportation Test 
Center : final test report /, 82-6489 

Sludge disposal alternatives, South Paris, 
Maine., 82-5276 

Small and minority business in the decade 
of the 80’s : hearings before the Commit- 
tee on Small Business, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session., 82-12263 
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Small wastewater systems : alternative systems for small communities and rural 


Small arms repairer., 82-13051 

Small break calculations for Westinghousee 
PWRs with upper head injection /, 82- 
4166 

Small business., 82-3575 

Small Business Administration’s direct loan 
programs : hearing before the Committee 
on Small Business, United States Senate, 
Ninety-seventh Congress, first session, on 
Small Business Administration’s direct 
loan programs, October 27, 1981., 82- 
12269 

Small Business Administration’s 8(a) pro- 
gram : hearings before the Subcommittee 
on SBA and SBIC Authority, Minority 
Enterprise, and General Small Business 
Problems of the Committee on Small 
Business, House of Representatives, 
Ninety-seventh Congress, first session, 
Washington, D.C., May 21, June 4 and 
10, 1981., 82-6904 

Small business and the federal procurement 
system : hearings before the Subcommit- 
tee on General Oversight of the Commit- 
tee on Small Business, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, Washington, D.C., June 18, 23, 
and 25, 1981., 82-6903 

Small Business Innovation Reserved Act of 
1981 : a report together additional views 
(to accompany S. 881)., 82-2366 

Small car driver inflatable restraint system 
evaluation /, 82-14553 

Small-group decision making and complex 
information tasks /, 82-14082 

Small, high technology firms, inventors, 
and innovation : hearings before the Sub- 
committee on Investigations and Over- 
sight of the Committee on Science and 
Technology, U.S. House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, July 21, 22, 1981., 82-6902 

“Small issue” industrial developmemt bonds 
: hearings before the Subcommittee on 
Oversight of the Committee on Ways and 
Means, House of Representatives, Ninety- 
seventh Congress, first session, April 8, 9, 
10, 1981., 82-2736 

Small mammals of the Black Canyon and 
Skull Valley planning units, Maricopa 
and Yavapai Counties, Arizona /, 82- 
5938 

Small multiengine airplanes, 82-11511 

Small power production and cogeneration 
facilities : qualifying status/rates and ex- 
emptions : a rulemaking in docket nos. 
RM79-54 and RM79-55., 82-13400, 82- 
13401 

Small problems program., 82-9793 

Small-stream flood investigations in Minne- 
sota, October 1958 to September 1977 : 
with floods from selected larger drainage 
areas /, 82-10809 

Small wastewater systems : alternative sys- 
tems for small communities and rural 
areas., 82-10229 
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Small water purification systems / 


Small water purification systems /, 82- 
3735, 82-5939 

Small wind turbine production evaluation 
and cost analysis : a subcontract report /, 
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lombian rain forest /, 82-6227 

Social indicators., 82-105 

Social indicators (United States. Bureau of 
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before the Subcommittee on Oversight of 
Government Management of the Com- 
mittee on Governmental Affairs, United 
States Senate, Ninety-seventh Congress, 
first session, May 20 and 22, 1981., 82- 
1067 

Special report : investigation of review 
issues, Narrows Unit, Colorado, Pick- 
Sloan Missouri Basin Program., 82-5847 

Special report on aging /, 82-13832 

Special study : fatalities and injuries associ- 
ated with riding in cargo areas of pickup 
trucks., 82-6286 

Species list of Alaskan birds, mammals, fish, 
amphibians, reptiles, and invertebrates /, 
82-12552 

Specification : data terminal equipment key- 
board display printer set /, 82-872 
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Specification : VOR/VORTAC equipment replacement and facility modernization / 


Specification : VOR/VORTAC equipment 
replacement and facility modernization /, 
82-873 

Specification currency list for procurement 
in the air traffic control and navigation 
system., 82-866 

Specification for airport light base and 
transformer housings, junction boxes, and 
accessories., 82-6421 

Specification for discharge-type flashing 
light equipment., 82-6422 

Specification for L-823 plug and receptacle, 
cable connectors., 82-6419 

Specification for L-824 underground electri- 
cal cable for airport lighting circuits., 
82-6418 

Specifications for descriptions of tracts of 
land for use in land orders and proclama- 
tions., 82-10943 

Specifications, tolerances and other techni- 
cal requirements for livestock, poultry & 
monorail scales., 82-12649 

SPECTR : spectra response analysis : com- 
puter analysis of structures to resist earth- 
quake effects., 82-9856 

Spectral estimates of band-limited signals /, 
82-3244 

Spectral properties of gaseous Uranium 
Hexafluoride at high temperature /, 82- 
14197 

Spectrum resource assessment in the 1710- 
1850 MHz band /, 82-12889 

Speed enforcement/patrol configurations 
for the National Maximum Speed Limit 
(NMSL) : administrator’s guide /, 82- 
4016 

SPEL, 82-14362 

Spending reduction proposals : hearings 
before the Committee on Finance, United 
States Senate, Ninety-seventh Congress, 
first session ...., 82-1057 

Spillway modifications for Chief Joseph 
Dam, Columbia River, Washington : hy- 
draulic model investigation /, 82-161 

A spin-recovery parachute system for light 
general-aviation airplanes /, 82-6083 

Spinoff., 82-11076 

Sprayed asbestos-containing materials in 
buildings : a guidance document /, 82- 
10099 


The spruce budworm : a2 pest of Alaska 
white spruce., 82-1171 

Spruce budworm in the eastern United 
States /, 82-2775 

Spruce Knob-Seneca Rocks National Rec- 
reation Area, Monongahela National 
Forest /, 82-1155 

SSI can make the difference, 82-13770 

SSN—688—class submarine procurement : 
hearing before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-seventh Congress, 
first session : special hearing, congression- 
al and nondepartmental witnesses, De- 
partment of Defense—Navy., 82-15029 

SSN-688-class submarine procurement =: 
hearing before a subcommittee of the 
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Committee on Appropriations, United 
States Senate, Ninety-seventh Congress, 
first session : special hearing, congression- 
al and nondepartmental witness, Depart- 
ment of Defense—Navy., 82-12090 

St. Bernard Parish, Louisiana taxi feeder 
demonstration project., 82-3954 

Stability analysis for laminar flow control, / 
, 82-14199 

Stability and heating of a poloidal divertor 
tokamak /, 82-1631 

Stability of beta limited thermonuclear burn 
/, 82-9888 

Stably stratified building wakes /, 82- 
11950 

Stack sampling technical information : a 
collection of monographs and papers /, 
82-3396, 82-5312, 82-5333 

Staff data and materials related to social 
security financing /, 82-4230 

Staff report on retired hydropower plants 
in the United States., 82-9987 

Staffing standards manual., 82-11571 

Staggers Rail Act of 1980 : hearing before 
the Subcommittee on Surface Transporta- 
tion of the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-seventh Congress, 
first session, on oversight of Staggers Rail 
Act of 1980, November 10, 1981., 82- 
15066 

Stainless steel and alloy tool steel : report 
to the president on investigation no. TA- 
203-5 under section 203 of the Trade act 
of 1974., 82-14313 

The Standard Army Publications System 
(STARPUBS) : resupply guide., 82-9713 

Standard calibration and maintenance pro- 
cedures for wet test meters and coal mine 
respirable dust samplers : (supersedes IR 
1073)., 82-2048 

Standard containers for SNM_ storage, 
transfer, and measurement : final report, 
April 1978-August 1980 /, 82-14957 

Standard distribution for unclassified U.S. 
Nuclear Regulatory Commission publica- 
tions., 82-6619, 82-6620 

The Standard evaluation technique : techni- 
cal support document for notice of pro- 
posed rulemaking on energy performance 
standards for new buildings., 82-1633 

A standard for RF modulation factor /, 
82-3939 

Standard Installation/Division Personnel 
System : SIDPERS handbook for com- 
manders., 82-9731 

Standard Installation/Division Personnel 
System (SIDPERS) : military personnel 
office level procedures., 82-9726 

Standard Installation/Division Personnel 
System (SIDPERS) : unit level proce- 
dures., 82-9725 

Standard Reference Data publications, 
1964-1980 /, 82-9482 

Standard reference materials : preparation 
and characterization of an iron-chromi- 
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um-nickel alloy for microanalysis : SRM 
479a /, 82-3080 

Standard reference materials : summary of 
the clincial laboratory standards issued by 
the National Bureau of Standards /, 82- 
12800 

Standard repair specification for Pratt & 
Whitney FT 4A-2 and 6 gas turbine 
engine (gas generator unit) for 378 foot 
WHEC’s /, 82-14498 

Standard repair specifications for Altair (3)- 
way liquid fuel shut-off valve installed on 
Pratt & Whitney FT4A-2 and 6 gas tur- 
bines for 378 foot WHEC’s /, 82-14497 

Standard repair specifications for GM series 
53 diesel marine propulsion unit, model 
no. 5062-3000 and 5062-7000 and Borg 
Warner Velvet drive model 73C marine 
gear for 44 foot motor life boat /, 82- 
14496 

Standard review plan for the review of ra- 
diological contingency plans for fuel 
cycle and materials facilities /, 82-11875 

Standard review plan for the review of 
safety analysis reports for nuclear power 
plants., 82-954 

Standard specifications for construction of 
roads and bridges on federal highway 
projects., 82-2231 

Standard systems handbook., 82-14487 

Standardized commodity transportation 
survey (CTS) data base : user’s manual /, 
82-6368 

Standardizing use of military land timber 
harvesting receipts : report (to accompa- 
ny H.R. 4543) (including cost estimate of 
the Congressional Budget Office)., 82- 
4072 

Standards applicable to owners and opera- 
tors of hazardous waste treatment, stor- 
age, and disposal facilities under RCRA, 
subtitle C, section 3004 : closure and 
postclosure, interim status standards, 40 
CFR 265, subpart G., 82-10112 

Standards applicable to owners and opera- 
tors of hazardous waste treatment, stor- 
age, and disposal facilities under RCRA, 
subtitle C, section 3004 : financial re- 
quirements, interim status standards, 40 
CFR 265, subpart H., 82-10113 

Standards applicable to owners and opera- 
tors of hazardous waste treatment, stor- 
age, and disposal facilities : (40 CFR 
parts 264 and 265) /, 82-10080 

A standards application and development 
plan for solar thermal technologies /, 
82-330 


Standards for exemptions from ERISA pro- 
hibited transactions provisions /, 82° 
2004 

Standards for local civil preparedness /, 
82-10273 

Standards for office furniture and equip- 


ment., 82-14426, 82-14427 
Standards of performance for new station- 
ary sources : asphalt processing and as- 
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phalt roofing manufacture : enforcement 
aspects statement and reports impact 
analysis., 82-1680 

Standards support and environmental 
impact statement /, 82-13539, 82-13668 

Standards support document, promulgated 
amendments to the national emission 
standard for asbestos /, 82-3378 

Standby revenue recycling authority to deal 
with petroleum supply disruptions : hear- 
ing before the Subcommittee on Energy 
and Agricultural Taxation of the Com- 
mittee on Finance, United States Senate, 
Ninety-seventh Congress, first session, 
December 8, 1981., 82-15104 

Standing Indian Area Trails map, Nantahala 
National Forest., 82-1146 

Standing rules of the Senate (pursuant to 
the adoption of S. Res. 274 and S. Res. 
389, 96th Cong., Nov. 14, 1979, and Mar. 
25, 1980, respectively)., 82-11737 

Standing rules of the United States Senate, 
and provisions of the Legislative Reorga- 
nization Acts of 1946 and 1970 and the 
Budget Control Act relating to operation 
of the Senate /, 82-12247 

Staphylococci in food Estafilococos en ali- 
mentos., 82-1847 

STAR, an abstract journal, 82-716, 82- 
117 

Starting and managing a small service busi- 
ness /, 82-2200 

State and federal pressures for equity and 
efficiency in education financing /, 82- 
13785 

State and local economic development 
strategy : a “supply side” perspective : a 
staff study /, 82-4215 

State and Local Government Cost Estimate 
Act of 1981 : report (to accompany H.R. 
1465) (including cost estimate of the Con- 
gressional Budget Office)., 82-14647 

State and local ordinances for sprinkler sys- 
tems : final report., 82-13694 

State definitions and reporting requirements 
for live births, fetal deaths, and induced 
terminations of pregnancy., 82-3642 

State demonstration program for general 
aviation airport development : a report /, 
82-11485 

State distribution of public employment, 
82-4585 

State education agency officials, 82-10040 

State energy conservation activities /, 82- 
6336 

State government tax collections, 82-9272 

State government tax collections in ..., 82- 
9272 

State information needs related to onshore 
and nearshore effects of OCS petroleum 
development /, 82-643 

State of Rhode Island coastal management 
program and final environmental impact 
statement /, 82-4645 

State of technology for quality assurance of 
plastic concrete : phase I, feasibility study 
/, 82-14369 





State-of-the-art methods for calculating flut- 
ter, vortex-induced, and buffeting re- 
sponse of bridge structures /, 82-11441 

State-of-the-art of structure activity meth- 
ods development /, 82-10210 

State of the art of undisturbed sampling of 
cohesionless soils /, 82-5015 

State of the art report : residential traffic 
management., 82-2238 

State of the art study concerning near-field 
earthquake ground motion : annual 
report, September 1978 - September 1979 
/, 82-4147 

State of Utah, land ownership and public 
management /, 82-645, 82-646, 82- 
647, 82-648, 82-649, 82-650 

State PMVI program evaluation /, 82- 
11650 

State power plant productivity programs /, 
82-13467 

State salary survey., 82-14248 

State salary survey (Washington, D.C.), 
82-14248 

State statistics, data from the client oriented 
data acquisition process /, 82-10673 

State strategies for new initiatives in home 
economics /, 82-12354 

State survey forms., 82-3737 

State tax collections, 82-9272 

State trees and arbor days., 82-12406 

Statehood initative : hearing and markup 
before the Committee on the District of 
Columbia, House of Representatives, 
Ninety-seventy Congress, first session, on 
H. Con. Res. 75 ... March 4, 1981., 82- 
4213 

Statement of Douglas Costle, administrator, 
Environmental Protection Agency before 
the Subcommittee on Oversight and 
Review, Committee on Public Works and 
Transportation, U.S. House of Repre- 
sentatives : July 18, 1979., 82-10107 

Statement of El Salvador : March 19, 1981., 
82-11231 

Statement on Iran to Security Council : De- 
cember 29, 1979 /, 82-11211 

Statement to U.N. on Iran : December 1, 
1979 /, 82-6202 

Staten Island LNG Project : Environmental 
impact statement., 82-13404 

The states aviation forecasting needs /, 
82-3906 

The States’ choice, 404 permit program /, 
82-1662 

The States’ role in the cooperative state- 
federal research system for agriculture 
and forestry., 82-12364 

Static and dynamic J-R curve testing of 
A533B steel using the key curve analysis 
technique /, 82-6716 

Static and transient performance of YF-102 
engine with up to 14 percent core airb- 
leed for the quiet short-haul research air- 
craft /, 82-11154 

Static test-stand performance of the YF-102 
turbofan engine with several exhaust con- 
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Statistical yearbook / 


figurations for the Quiet Short-haul Re- 
search Aircraft (QSRA) /, 82-6152 


Statistical analysis : technical support docu- 


ment for notice of proposed rulemaking 
on energy performance standards for new 
buildings., 82-320 

A Statistical analysis of selected parameters 
for predicting food chain transport and 
internal dose of radionuclides /, 82- 
11931 

Statistical analysis of steam generator in- 
spection plans and eddy current testing /, 
82-11954 

A Statistical analysis of the world’s mer- 
chant fleets /, 82-9489 

Statistical appendix to Minerals yearbook, 
82-5901, 82-13999 

Statistical comparisons of aircraft flyover 
noise adjustment procedures for different 
weather conditions /, 82-738 

Statistical evaluation of physical properties 
in area 12, Nevada test site, using the 
USGS/DNA storage and retrieval system 
/, 82-5790 

Statistical evaluation of the effectiveness of 
federal motor vehicle safety standard 108, 
side marker lamps (only) : report no. 1 of 
7/, 82-897 

Statistical evaluation of the effectiveness of 
federal motor vehicle safety standard 202 
: head restraints : report no. 2 of 7 /, 
82-3988 

Statistical evaluation of the effectiveness of 
federal motor vehicle safety standard 207 
: seat back locks (only) : report no. 3 of 7 
/, 82-3998 

Statistical evaluation of the effectiveness of 
federal motor vehicle safety standard 214, 
side door strength : report no. 5 of 7 /, 
82-896 

Statistical evaluation of the effectiveness of 
federal motor vehicle safety standard 222 
: school bus seating and crash protection : 
report no. 6 of 7 /, 82-3999 

A statistical history of tree planting in the 
South, 1925-1979 /, 82-42 

Statistical notes from the National Clearing- 
house on Aging., 82-13924 

Statistical perspectives on drug abuse treat- 
ment., 82-3658 

Statistical report on mergers and acquisi- 
tions /, 82-10323 

A Statistical study of coal sulfur variability 
and related factors /, 82-5311 

A Statistical study of coal sulfur variability 
and related factors, documentation for 
the coal sulfur variability data base and 
analytical program /, 82-10230 

Statistical study of the cases of shutdown 
periods in nuclear power plants with 
light water reactors /, 82-5219 

Statistical supplement to the survey of cur- 
rent business, 82-130 

Statistical yearbook /, 82-10696 
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Statistical yearbook of the U.S. Dept of Housing and Urban Development 


Statistical yearbook of the U.S. Department 
of Housing and Urban Development, 
82-10696 

Statistical yearbook (1977), 82-10696 

Statistics of electric utilities in the United 
States; class A and B publicly owned sys- 
tems, 82-13437 

Statistics of income, 82-14305, 82-14306 

Statistics of income. Individual income tax 
returns., 82-14305, 82-14306 

Statistics of income. Sole proprietorship re- 
turns., 82-14307 

Statistics of income and related administra- 
tive record research : selected papers 
given at the 1981 annual meeting of the 
American Statistical Association in De- 
troit, Michigan August 10-13, 1981 /, 
82-11382 

Statistics of income. Business income tax 
returns, sole proprietorships, partnerships, 
82-14307 

Statistics of income. Sales of capital assets 
reported on individual income tax re- 
turns. Supplemental report, 82-14305, 
82-14306 

Statistics of public elementary and second- 
ary day schools., 82-10041, 82-10042 

Statistics of public elementary and second- 
ary school systems., 82-10042 

Statistics of publicly owned electric utilities 
in the United States., 82-13437 

Statistics on service industries., 82-4604 

Status and future of extraterrestrial mapping 
programs /, 82-2076, 82-6119 

The status and management of the harp seal 
in the North-West Atlantic : a review 
and evaluation /, 82-945 

The status of advanced propulsion systems 
for urban rail vehicles : interim report /, 
82-14525 

The status of compact-toroid research using 
high energy particle beams : a panel 
report to the Director, Division of Ap- 
plied Plasma Physics, Office of Fusion 
Energy, Office of Energy Research., 82- 
314 

Status of competition and deregulation in 
the telecc ications industry : hear- 
ings before the Subcommittee on Tele- 
communications, Consumer Protection, 
and Finance of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, May 20, 27, and 28, 1981., 82-2624 

Status of federal aviation regulations., 82- 
2260, 82-6377 

The status of hospital discharge data in 
Denmark, Scotland, West Germany, and 
the United States /, 82-13855 

Status of state legislation on health insur- 
ance coverage for alcoholism treatment 
as of December 31, 1980 : an interim 
report /, 82-5770 

Status of the domestic uranium mining and 
milling industry : the effects of imports : 
hearing before the Subcommittee on 
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Energy Research and Development of 
the Committee on Energy and Natural 
Resources, United States Senate, Ninety- 
seventh Congress, first session, on the 
status of the domestic uranium mining 
and milling industry : the effects of im- 
ports, September 25, 1981., 82-15078 

Status of the family farm /, 82-15015 

Status of the Great Plains coal gasification 
plant : report /, 82-464 

The status of the nation’s highways, condi- 
tions and performance : report of the 
Secretary of Transportation to the United 
States Congress, pursuant to section 3, 
Public Law 89-139., 82-15187 

Status of the U.S. photovoltaic industry and 
its potential foreign markets : hearing 
before the Subcommittee on Energy Re- 
search and Development of the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on the review of 
the domestic photovoltaic industry and 
the General Accounting Office survey of 
members of the U.S. photovoltaic indus- 
try regarding the effects of the Depart- 
ment of Energy’s budget reorientation 
toward more emphasis on R. & D. 
review this industry’s ability to compete 
in foreign markets, September 21, 1981., 
82-15081 

Status of the world’s nations., 82-6217 

Status report of accident investigation data : 
“motorcycle accident cause factors and 
identification of countermeasures” /, 82- 
3963 

Status report of interagency linkages at the 
state level : vocational education models 
for linking agencies serving the handi- 
capped /, 82-1654 

Status report on U.S. participation in the 
International Fund for Agricultural De- 
velopment : study /, 82-494 

Statutes and court decisions pertaining to 
the Federal Trade Commission, 82-3501, 
82-13699 

Statutes and court decisions pertaining to 
the Federal Trade Commission. Supple- 
ment, 82-3501, 82-13699 

Statutory authorities for the activities of the 
Soil Conservation Service /, 82-10 

Steady-state axial pressure losses among the 
exterior of deformed fuel cladding : mul- 
tirod burst test (MRBT) bundles B-1 and 
B-2 /, 82-11932 

Steady state magnetic diffusion from resis- 
tive interchange modes /, 82-9889 

Steam chugging in pressure suppression 
containment : final report July 1976 - 
July 1979 /, 82-14934 

Steam-electric plant construction cost and 
annual production expenses /, 82-13436 

Steam-electric plant construction cost and 
annual production expenses. Annual sup- 
plement, 82-13436 

Steam explosion triggering phenomena : 
stainless steel and Corium-E simulants 
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studied with a floodable arc melting ap- 
paratus /, 82-11886 

Steam-water mixing amd system hydrodyn- 
amics program, task 4 : quaterly progress 
report October 1, 1977 - December 31, 
1977 /, 82-14730 

Steam-water mixing and system hydrodyna- 
mics program /, 82-12010 

Steam-water mixing and system hydrodyna- 
mics program : quarterly progress report, 
April 1979 - June 1979 /, 82-2532 

Steam-water mixing and system hydrodyna- 
mics program - task 4 : quartely report, 
July - September 1980 /, 82-2547 

Steam-water mixing and system hydrodyna- 
mics program - task 4 : quarterly progress 
report April - June 1980 /, 82-11987 

Steam-water mixing and system hydrodyna- 
mics program - task 4 : quarterly progress 
report January - March 1980 /, 82- 
11986 

Steam-water mixing and system hydrodyna- 
mics program - task 4 : quarterly progress 
report July - September 1979 /, 82- 
11973 

Steam-water mixing and system hydrodyna- 
mics program - task 4 : quarterly progress 
report October - December 1980 /, 82- 
12001 

Steam-water mixing system hydrodynamics 
program - task 4 : quarterly progress 
report October - December 1979 /, 82- 
11977 

Steel Industry Compliance Extension Act 
of 1981, 82-1809 

Steel/ply attack-resistant wall system., 82- 
251 

Steel power boilers, 82-1347 

Steering wheel oscillations and vertical 
movement in 30 mph barrier impacts /, 
82-11665 

Stenography, typing and writing., 82-5552 

Stock up for the future in the Air Guard., 
82-9653 

Stockpile report to the Congress., 
10296, 82-10463 

Stone, 82-3709 

Stop, yield, and no control at intersections 
/, %82-11447 

Storage distribution, and dispensing of air- 
craft and automotive fuels., 82-9671 

Storekeeper 3 &2/, 82-9866 

Storm runoff as related to urbanization in 
the Portland, Oregon-Vancouver, Wash- 
ington area /, 82-5833 

Stormwater-runoff data for a multifamily 
residential area, Dade County, Florida /, 
82-10821 

The Story of the United States Patent and 
Trademark Office., 82-12813 

Straight baselines : Chile., 82-11279 

Straight baselines : Cuba., 82-11275 

Straight baselines : Republic of Korea., 
82-11281 


82- 
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A strategic approach to American foreign 
policy : August 11, 1981 /, 82-6216 

Strategic command, control and communi- 
cations : alternative approaches for mod- 
ernization /, 82-1131 

The Strategic future : anticipating tomor- 
row’s crises : a report /, 82-2621 

Strategic petroleum reserve: substantial 
progress made, but capacity and oil qual- 
ity concerns remain : report to the Con- 
gress /, 82-10366 

Strategic weapons proposals hearings 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety-sev- 
enth Congress, first session, on the for- 
eign policy and arms control implications 
of President Reagan’s strategic weapons 
proposals., 82-6837 

Strategies for promoting health for specific 
populations., 82-5674 

Strategy and tactics /, 82-5072 

A strategy for oil proliferation, expediting 
petroleum exploration and production in 
non-OPEC developing countries : a staff 
working paper /, 82-4288 

A Strategy for selecting a worth assessment 
technique /, 82-9749 

Strategy, predation, and antitrust analysis /, 
82-13698 

Stratigraphic and hydrogeologic framework 
of part of the Coastal Plain of Texas /, 
82-10750 

Stratigraphy of the Chattanooga Shale 
(Upper Devonian and Lower Mississippi- 
an) in vicinity of Big Stone Gap, Wise 
County, Virginia /, 82-580 

Stratospheric aerosol modification by super- 
sonic transport operations with climate 
implications /, 82-755 

Stratospheric composition balloon-borne ex- 
periment 23-26 September 1975 /, 82- 
13179 

Stream channel degradation and aggrada- 
tion : analysis of impacts to highway 
crossings /, 82-11443 

Stream dynamics : an overview for land 
managers /, 82-12528 

Streamflow characteristics of the Yellow- 
stone River Basin, Montana, through 
1976 /, 82-1930 

Streamflow model of Wisconsin River for 
estimating flood frequency and volume /, 
82-3684 

Streamlining legal review of criminal tax 
cases would strengthen enforcement of 
federal tax laws : report to the Joint 
Committee on Taxation, Congress of the 
United States /, 82-13723 

Strengtening NATO’s defense : December 
12, 1979 / Secretary Vance., 82-11212 

Strength and stiffness of reinforced con- 
crete panels subjected to membrane 
shear, two-way and four-way reinforcing 
/, %82-12009 

Strength design of reinforced concrete hy- 
draulic structures. Report 1. Preliminary 
strength design criteria /, 82-9808 
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Strength of log bridge stringers after sever- 
al year’s use in southeast Alaska /, 82- 
9108 

Strengthening developing institutions, Title 
III of the Higher Education Act of 1965, 
annual report, 82-10031 

Strengthening research library resources 
program, 82-10033 

Strengthening the Law Library of Congress 
: service to the Congress through helping 
meet national needs for legal information 
: final report to the Library of Congress., 
82-711 

Strengthening U.S.-African relations : June 
20, 1981., 82-11238 

Stress and duress detection for NRC-li- 
censed facilities : a constitutional and reg- 
ulatory analysis /, 82-14888 

Stress and duress monitoring at NRC-li- 
censed facilities /, 82-6645 

Stress and simulation in pilot training /, 
82-3324 

Stress, anxiety, and the air traffic control 
specialist : some conclusions from a 
decade of research /, 82-3926 

Stress-concentration factors for finite ortho- 
tropic laminates with a circular hole and 
uniaxial loading /, 82-14231 

Stress in air traffic personnel : low-density 
towers and flight service stations /, 82- 
3911 

Stress indices and flexibility factors for noz- 
zles in pressure vessels and piping /, 82- 
14850 

Stress indices for girth welded joints, in- 
cluding radial weld shrinkage, mismatch, 
and tapered-wall transitions /, 82-2461 

Stress intensity distributions in nozzle 
corner cracks of complex geometry /, 
82-11920 

Stress intensity factors in the third-stage fan 
disk of the TF-30 turbine engine /, 82- 
3217 

Stress triggered tree diseases : 
and declines., 82-9106 

Stresses in reinforced nozzle-cylinder at- 
tachments under external moment load- 
ings analyzed by the finite-element 
method : a parameter study /, 82-11913 

Stringtown quadrangle, Méissouri-Butler 
Co., 7.5 minute series (topographic), SE/ 
4 Williamsville 15°’ quadrangle /, 82- 
10857 

Stronger actions needed to recover $730 
million in defaulted national direct stu- 
dent loans : report /, 82-1755 

Stronger crackdown needed on clandestine 
laboratories manufacturing dangerous 
drugs : report to the Congress /, 82- 
3511 

Stronger crackdown needed on clandestine 
laboratories manufacturing dangerous 
drugs : report to the Congress : summary 
/, 82-13730 

Stronger enforcement 
misuse of pesticides : 
gress /, 82-1731 


the diebacks 


needed against 
report to the Con- 
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Stronger enforcement needed against 
misuse of pesticides : summary : report to 
the Congress /, 82-13718 

Stronger federal effort needed in fight 
against organized crime : report /, 82- 
10384 

Stronger federal effort needed in fight 
against organized crime : summary : 
report /, 82-13729 

Stronger federal effort needed to foster pri- 
vate sector productivity : summary : 
report to the Congress /, 82-1719 

Stronger federal efforts needed for provid- 
ing employment opportunities and enforc- 
ing labor standards in sheltered work- 
shops : report to the Honorable Barry M. 
Goldwater, Jr., House of Representatives 
/, 82-5489 

Structural area inspection frequency evalua- 
tion (SAIFE) /, 82-14460 

Structural evaluation of open-graded bases 
for highway pavements /, 82-9810 

Structural integrity of water reactor pres- 
sure boundary components : progress 


report ending 28 February 1977 /, 82- 
1544 


Structural integrity of water reactor pres- 
sure boundary components : progress 
report ending 30 November 1977 /, 82- 
13213 

Structural integrity of water reactor pres- 
sure boundary components : progress 
report ending 31 August 1977 /, 82- 
5133 

Structural integrity of water reactor pres- 
sure boundary components : progress 
report ending 31 May 1977 /, 82-1545 

Structural integrity of water reactor pres- 
sure boundary components : quarterly 
progress report, April-June 1979 /, 82- 
9881 

Structural integrity of water reactor pres- 
sure boundary components : quarterly 
progress report, January-March 1980 /, 
82-3288 

Structural integrity of water reactor pres- 
sure boundary components : quarterly 
progress report, October-December 1979 
/, 82-11953 

Structural Integrity Recording System 
(SIRS) for U.S. Army AH-1G helicop- 
ters /, 82-1495 

Structural Integrity Recording System 
(SIRS) for U. S. Army AH-1S helicop- 
ters /, 82-13192 

Structural tests of SL-7 ship model/, 82- 
6722 

Structure study of a CF,Br.-inhibited meth- 
ane flame : effect of CF.Brzon composi- 
tion, net reaction rates, and rate coeffi- 
cients /, 82-5866 

The structured assessment approach, ver- 
sionI /, 82-11948 

Student guide : armor officer basic course : 
tank platoon leader., 82-4877 
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Student loan cancellation/deferment provisions, July 1980. 


Student loan cancellation/deferment provi- 
sions, July 1980., 82-13480 

Student workbook for training course on 
water supply and wastewater treatment 
and disposal systems for safety rest areas 
/, 82-6304 

Students receiving Federal aid are not 
making satisfactory academic progress : 
tougher standards are needed : report to 
the Chairman, Committee on Labor and 
Human Resources United States Senate /, 
82-10388 

Students receiving Federal aid are not 
making satisfactory academic progress— 
tougher standards are needed : suminary : 
report to the Chairman, Committee on 
Labor and Human Resources, United 
States Senate /, 82-13735 

Students, you— alcohol and driving., 82- 
14570 

Studies in comparative federalism : Austra- 
lia : an information report., 82-6607 

Studies in comparative federalism : Canada 
: an information report., 82-6608 

Studies in comparative federalism : West 
Germany : an information report., 82- 
4085 

Studies in comparative federalism, Austra- 
lia, Canada, the United States, and West 
Germany : an information report., 82- 
11829 

Studies of dust cake formation and structure 
in fabric filtration : second year /, 82- 
13604 

Studies of the effects of operating the Mt. 
Elbert pumped-storage powerplant on 
Twin Lakes, Colorado : 1979 report of 
findings /, 82-5849 

Study and analysis of portability and reci- 
procity in single employer pension plans 
/, 82-5967 

Study mission on international controls of 
narcotics trafficking and production, Jan- 
uary 2-22, 1978 : a report of the Select 
Committee on Narcotics Abuse and Con- 
trol, Ninety-fifth Congress, second ses- 
sion., 82-1090 

Study mission on narcotics trafficking and 
production in Thailand, Hong Kong and 
Macau (July 6-16, 1978) : a report of the 
Select Committee on Narcotics Abuse 
and Control, Ninety-fifth Congress, 
second session., 82-12234 

Study of air pollution control technology : 
case studies of air pollution control tech- 
nology innovations / prepared by A.S. 
Forrest ... [et al.]., 82-2423 

Study of air pollution control technology, 
research, and development : public and 
private roles in undertaking and stimulat- 
ing innovation : survey of eight air pollu- 
tion control technology innovations /, 
82-14690 

Study of anticipated impact on DOE pro- 
grams from proposed reductions to the 
external occupational radiation exposure 
limit., 82-13254 
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Study of automotive emission control tech- 
nology : emission control technology for 
1980-1985 model year vehicles /, 82- 
14671 

Study of automotive emission control tech- 
nology : emissions from future in-use ve- 
hicles 1980-1985 /, 82-11835 

Study of automotive emission control tech- 
nology : fuel switching analysis : final 
report /, 82-11834 

Study of automotive emission control tech- 
nology, motor vehicles emissions technol- 
ogy : final report /, 82-6605 

A study of climatic effects on roof systems 
at Cape Hatteras, North Carolina /, 82- 
13161 

A study of droplet hydrodynamics impor- 
tant in LOCA reflood : quarterly prog- 
ress report, January | - March 31, 1978 /, 
82-2465 

Study of Federal oil imports reporting sys- 
tems /, 82-13451 

A study of film boiling, quench, and rewet 
phenomena during high pressure power- 
cooling-mismatch testing /, 82-14939 

Study of helicopter performance and termi- 
nal instrument procedures /, 82-11442 

A Study of inner zone electron data and 
their comparison with trapped radiation 
models /, 82-2086 

Study of liability, insurance and indemnifi- 
cation problems for FRA programs., 82- 
11465 

Study of LPE methods for growth of In- 
GaAsP/InP CW lasers /, 82-14203 

Study of mean-and turbulent velocity fields 
in a large-scale turbine-vane passage /, 
82-6107 

Study of methods for increasing safety belt 
use /, 82-11647 

A study of minority business participation 
in the urban mass transportation industry 
/, 82-14502 

A study of ocean rate disparities /, 82- 
2214, 82-6263 

Study of operator absenteeism and workers’ 
compensation trends in the urban mass 
transportation industry /, 82-6492 

Study of optical techniques for indirect gen- 
eration of runway approach lights /, 82- 
6464 

A study of panel loads and centers of pres- 
sure of three different cruciform aft-tail 
control surfaces of a wingless missile 
from March 1.60 to 3.70 /, 82-11080 

Study of plutonium oxide powder emissions 
from simulated shipping container leaks / 
, 82-4141 

A Study of relationships between diet and 
dental health, United States, 1971-1974 /, 
82-10634 

A study of state programs for rail-highway 
grade crossing improvements /, 82- 
14400 

A study of stratosphere-to-troposphere 
transfer using radioactive tracer data in a 
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one-dimensional parameterization /, 82- 
6440 

Study of the adequacy of air monitoring : 
phase II—analysis of EPA regulations on 
ambient air quality monitoring /, 82- 
6612 

Study of the adequacy of air monitoring : 
phase I : task 1— literature review /, 
82-11838 

A Study of the application of singular per- 
turbation theory /, 82-14169 

A study of the blast and combustion over- 
pressure characteristics of the 23mm high 
explosive incendiary-tracer (HEI-T) /, 
82-203 

A study of the implications of applying 
quantitative risk criteria in the licensing 
of nuclear power plants in the United 
States /, 82-4174 

A Study of the laboratory system, State of 
Illinois : Department of Mental Health 
and Developmental Disabilities, Depart- 
ment of Public Health, Department of 
Public Aid /, 82-10651 

Study of the Nuclear Regulatory Commis- 
sion’s appellate system /, 82-4090 

Study of the role of transport in fine and 
total suspended particulate air quality /, 
82-11844 

Study of the 1979 state implementation plan 
submittals : an overview of the SIP 
review process at the state level and the 
SIPs for particulate matter, sulfur dioxide 
and ozone /, 82-11836 

A Study of trucking service in six small 
communities /, 82-6265 

A study on the protection of fish larvae at 
water intakes using wedge-wire screening 
/, 82-12045 

Study skills package : development and 
evaluation /, 82-1591 

A Study to assess status of smoltification 
and fitness for ocean survival of chinook 
and coho salmon and steelhead /, 82- 
12880 

Study to assess the feasibility of alternative 
UCFE chargeback systems for all federal 
agencies /, 82-6729 

A Study to define the migration character- 
istics of chinook and coho salmon and 
steelhead in the Columbia River estuary : 
annual report - 1979 /, 82-9550 

Study to determine why vehicle owners re- 
spond to or ignore recall notifications /, 
82-14568 

A study to investigate the chemical stability 
of gallium phosphate oxide/gallium ar- 
senide phosphide /, 82-729 

Stuttering : hope through research /, 82- 
10608 

Subcommittees, 82-15125 

Subcompact vehicle energy absorbing steer- 
ing column evaluation and improvement 
/, 82-4007 
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Subcompact vehicle energy absorbing steer- 
ing column evaluation and improvement : 
executive summary /, 82-4006 

Subcompartment analysis procedures /, 
82-4137 

Subgroup differences in military-related 
perceptions and attitutes : implications for 
ROTC recruitment /, 82-9778 

Subject filing., 82-3583 


Subject headings used in the Library of 
Congress Prints and Photographs Divi- 
sion /, 82-708 

A subjective assessment of model initial 
conditions using satellite imagery /, 82- 
4644 


Subjective motion discrimination in the sim- 
ulator for air-to-air combat /, 82-3315 

Subsistence management /, 82-3179 

Subsistence supply and management in the- 
aters of operations., 82-13066 

Subsistence supply specialist., 
82-13068 

Subsurface pulsed radar measurements : 
Beatty, Nevada, October 29-November 2, 
1979 /, 82-967 

Subsurface radar profiling field tests at low- 
level nuclear waste burial sites : Maxey 
Flats, Kentucky and Beatty, Nevada /, 
82-968 

A subsynoptic-scale kinectic energy study 
of the Red River Valley tornado out- 
break (AVE-SESAME I) /, 82-14221 

The subterranean Asellids (Caecidotea) of 
Illinois : (Crustacea, Isopoda, Asellidae) / 
, 82-6228 

Subversive activities, 82-5627 

Successful natural regeneration cuttings in 
California true firs /, 82-12460 

Suggested audit guide for independent ac- 
countants and auditors for use in auditing 
programs funded under Title III and 
Tilte VII of the Older Americans Act of 
1965, as amended., 82-13923 

Suggestions for incorporating forestry into 
the school curriculum., 82-4365 

Suitability of beetle-killed pine in Colora- 
do’s front range for wood and fiber prod- 
ucts /, 82-12506 

Sulfate and nitrate collected by filter sam- 
pling near the tropopause /, 82-11141 

Sulfur and pyrites, 82-619 

Sulphur extended asphalt base evaluation, 
Alachua County, Gainesville, Florida : 
design & construction report (executive 
summary) /, 82-3889 

Sulprofos : pesticide registration standard /, 
82-5331 

Summaries of the FY 1981 Applied math- 
ematical sciences research program., 82- 
13288 

Summary and bibliography of operating ex- 
perience with valves in light-water-reac- 
tor nuclear power plants for the period 
1965-1978 /, 82-4125 

Summary and bibliography of safety-related 
events at boiling-water nuclear power 
plants as reported in 1978 /, 82-2479 
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Summary of veterans legislation reported 


Summary data for U.S. commercial nuclear 
power plants in the United States /, 82- 
14767 

Summary, draft environmental impact state- 
ment : Alpine Lakes Area management 
plan : Chelan, King, Kittitas, Snohomish 
Counties, Washington., 82-1170 

Summary of accounts and deposits in all 
mutual savings banks., 82-941 

Summary of activities /, 82-11736 

Summary of activities : a report of the 
Committee on Small Business, House of 
Representatives, Congress, together with 
additional views., 82-912 

Summary of activities ... Congress : a report 
of the Committee on Standards of Offi- 
cial Conduct, United States House of 
Representatives., 82-914 

Summary of activities. A report of the com- 
mittee on Standards of Official Conduct, 
United States House of Representatives, 
82-914 

Summary of AEC-ERDA-NRC supported 
research at NSSL 1973-1979 /, 82-12822 

Summary of airline delay trends : 1972-1975 
/, 82-11518 

Summary of ASAP results for application 
to state and local programs /, 82-14528 

Summary of Education and Public Affairs, 
Inc. report on Predicting success of appli- 
cants for positions as air traffic control 
specialists in the Air Traffic Service /, 
82-2257 

Summary of federal hunting regulations., 
82-640 

Summary of GAO reports issued since 1977 
pertaining to farm bill legislation : report 
/, 82-5474 

Summary of gas stream control technology 
for major pollutants in raw industrial fuel 
gas /, 82-13613 

Summary of group I control technique 
guideline documents for control of vola- 
tile organic emissions from existing sta- 
tionary sources /, 82-5313 

Summary of H.R. 4717 as passed by the 
Senate /, 82-12272 

Summary of H.R. 5159 : the Black Lung 
Benefits Revenue Act of 1981 (including 
other tax provisions adopted) /, 82- 
15213 

Summary of hydrologic data collected 
during 1975 in Dade County, Florida /, 
82-10753 

Summary of hydrologic data collected 
during 1976 in Dade County, Florida /, 
82-10779 

Summary of hydrologic data for the East 
Everglades, Dade County, Florida /, 
82-1953 

Summary of legislative activities and ac- 
complishments, 82-1097 

Summary of legislative activities and ac- 
complishments of the Committee on En- 
vironment and Public Works, United 
States Senate for the ... Congress., 82- 
1097 
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Summary of low-speed longitudinal aerody- 
namics of two powered close-coupled 
wing-canard fighter configurations /, 
82-3797 

Summary of major legislative action of the 
Committee on Education and Labor, U.S. 
House of Representatives, 97th Congress, 
Ist session., 82-15075 

Summary of national transportation statis- 
tics, 82-14577 

Summary of on-line or interactive physico- 
chemical numerical data systems /, 82- 
12808 

A summary of recent investigations of com- 
pact specimen geometry effects on J1-R 
curve of high-strength steels /, 82-4162 

Summary of report : costs of producing se- 
lected crops in the United States—1978, 
1979, 1980, and projections for 1981., 
82-12638 

Summary of solar energy technology char- 
acterizations /, 82-13260 

Summary of testimony at July 1979 public 
meetings on truck size and weight limits : 
Chicago, Illinois, Greensboro, North 
Carolina, Newark, New Jersey, Oakland, 
California /, 82-840 

Summary of testimony on administration 
tax proposals before the Committee on 
Ways and Means /, 82-6907 

Summary of testimony on President Rea- 
gan’s social security financing package /, 
82-1122 

Summary of testimony received on propos- 
als to stimulate competition in the financ- 
ing and delivery of health care /, 82- 
12299 

Summary of testimony received on the 
Hospital Cost Containment Act of 1977, 
May 11, 12, and 13, 1977 /, 82-1119 

Summary of the draft environmental impact 
statement and the proposed plan : Black 
Hills National Forest land and resource 
management pla., 82-12543 

Summary of the draft environmental impact 
statement and the proposed plan : Ne- 
braska National Forest land and resource 
management plan., 82-12546 

Summary of the open file on truck size and 
weight limits /, 82-841 

Summary of the Tax Incentive Act of 1981, 
H.R. 4242, as ordered reported by the 
Committee on Ways and Means /, 82- 
1124 

Summary of thermal-hydraulic calculations 
for a pressurized water reactor /, 82- 
2525 

Summary of tube integrity operating experi- 
ence with once-through steam generators 
/, 82-11871 

Summary of U.S. Geological Survey inves- 
tigations and hydrologic conditions in the 
Southwest Florida Water Management 
District for 1977 /, 82-10765 

Summary of veterans legislation reported, 
82-11767 
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Summary of water resources for the Campo, Cuyapaipe, La Posta, and Manzanita Indian 


Summary of water resources for the 
Campo, Cuyapaipe, La Posta, and Man- 
zanita Indian Reservations and vicinity, 
San Diego County, California /, 82- 
10747 

Summary report : ballast and foundation 
materials research program /, 82-14385 

Summary report Department of Energy 
sunset review : message from the presi- 
dent of the United States transmitting a 
summary of the program-by-program 
analysis of the Department of Energy re- 
quired by section 1001 of Public Law 95- 
91., 82-14637 

Summary report of a survey of transporta- 
tion handicapped users and non-users of 
special transportation systems in four 
cities /, 82-6480 

Summary report on real property owned by 
the United States throughout the world, 
82-514 

Summary report on real property owned by 
the United States throughout the world 
as of... /, 82-514 

Summary statement of work : quality of 
emission inventories an d their impact on 
public policy decisions., 82-11847 

Summary statement of work : study of the 
inspection/maintenance program., 82- 
6616 

Summary statement of work : study of the 
relationship of motor vehicle CO and 
NOx standards to national ambient air 
quality standards., 82-14694 

Summary statement of work : study of the 
role of transport in fine and total sus- 
pended particulate air quality., 82-14692 

Summary statement of work : study of 
transportation control programs /, 82- 
2424 

Summary statements of NIEHS-supported 
research projects., 82-13823 

Summary statements of water resources in- 
vestigations in Florida, 82-10717 

A summation and inhibition model of an- 
noyance response to multiple community 
noise sources /, 82-11130 

Summer moisture content of some northern 
Lower Michigan understory plants /, 
82-1167 

Sumter National Forest (Andrew Pickens 
Ranger District), South Carolina /, 82- 
21 


Sun Valley grazing : environmental impact 
statement (final), Butte, Blaine, Camas 
and Elmore Counties, State of Idaho /, 
82-5786 

Sun Valley grazing environmental impact 
statement (draft) : Butte, Blaine, Camas, 
and Elmore Counties, State of Idaho /, 
82-576 

Supercritical fluid regeneration of activated 
carbon for adsorption of pesticides /, 
82-13559 

Superfund oversight : hearings before the 
Subcommittee on Commerce, Transporta- 
tion, and Tourism of the Committee on 
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Energy and Commerce, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, on oversight of the Comprehen- 
sive Environmental Response Compensa- 
tion and Liability Act of 1980, February 
19, 26, and July 29, 1981., 82-15086 

Superhard transparent coatings /, 82-5077 

Supersonic cruise military aircraft research : 
an annotated bibliography /, 82-11079 

Supersonic stability and control characteris- 
tics of a cruciform missile model with 
delta wings and aft tail fin controls /, 
82-3777 

A supersonic three-dimensional code for 
flow over blunt bodies : program docu- 
mentation and test cases /, 82-14191 

A supersonic, three-dimensional code for 
flow over blunt bodies : user’s manual /, 
82-14190 

Superstructure icing in Alaskan waters /, 
82-9567 

Supervise performance., 82-1869 

A Supervisor’s guide to the incentive 
awards program., 82-4933 

Supervisory guidelines for motor vehicle in- 
spection programs /, 82-11659 

Supplement : tumors of bone and cartilage 
/, 82-9589 

Supplement budget of District of Columbia 
: communicaton from the president of the 
United States transmitting proposed sup- 
plemental for fiscal year 1981 of $17 mil- 
lion from District of Columbia’s own rev- 
enues., 82-14610 

Supplement no. 3 to the safety evaluation 
report by the Office of Nuclear Reactor 
Regulation, U.S. Nuclear Regulatory 
Commission in the matter of offshore 
power systems, floating nuclear plants (1- 
8), docket no. STN 50-437., 82-14713 

Supplement to ... Organization of federal 
executive departments and agencies /, 
82-15137 

Supplement to bicycling laws in the United 
States /, 82-6541 

Supplement to employment and earnings, 
states and areas, data for 1977-79 /, 82- 
2006 

Supplement to final environmental state- 
ment related to the construction of Allens 
Creek Nuclear Generating Station, Unit 
no. 1, docket no. 50-466, Houston Light- 
ing & Power Company /, 82-4089 

Supplement to the NIOSH certified equip- 
ment list, October 1, 1981., 82-10657 

Supplemental appropriations : communica- 
tion from the president of the United 
States transmitting additional proposed 
appropriation language for fiscal year 
1983 for the Department of Labor., 82- 
14638 

Supplemental appropriations and budget 
amendment : communication from the 
president of the United States transmit- 
ting proposed supplemental appropri- 
ations for fiscal year 1981 and a budget 
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amendment for fiscal year 1982., 82- 
14628, 82-14632 

Supplemental appropriations and budget 
amendments : communication from the 
president of the United States transmit- 
ting supplemental appropriations for 
fiscal year 1980 and budget amendments 
for fiscal year 1981., 82-14602, 82- 
14623, 82-14625 

Supplemental Appropriations and Rescis- 
sion Act, 1981, 82-1802 

Supplemental Appropriations and Rescis- 
sion Act, 1981. : [An Act Making Supple- 
mental and Further Continuing Appropri- 
ations for the Fiscal Year Ending Sep- 
tember 30, 1981, Rescinding Certain 
Budget Authority, and for Other Pur- 
poses]., 82-1802 

Supplemental data from the Ennis and 
other thermal-springs areas, Southwestern 
Montana, 1978-80 /, 82-3686 

Supplemental environmental statement 
draft : Sun River flood protection pro- 
ject, Great Falls, Montana /, 82-13177 

Supplemental national crash severity study : 
accident reconstruction /, 82-11611 

Supplemental report of the Japan-United 
States economic relations group /, 82- 
3807 

Supplemental structural inspection program 
for large transport category airplanes., 
82-6401 

Supplemental summary fiscal year ... budget 
: communication from the Director, 
Office of Management and Budget, Ex- 
ecutive Office of the President transmit- 
ting the supplemental summary of the 
budget, pursuant to section 201 of the 
Budget and Accounting Act of 1921, as 
amended., 82-14597, 82-14631 

Supplemental tidal predictions Anchorage, 
Nikisha, Seldovia, and Valdez, Alaska, 
1981 /, 82-4683 

Supplementary telephone directory /, 82- 
13933 

Supplementary transportation for elderly 
and handicapped persons., 82-11582 

Supply and service company, direct sup- 
port., 82-13101 

Supply rate and equilibrium inventory of 
Air Force enlisted personnel : a simulta- 
neous model of the accession and reten- 
tion markets incorporating force level 
constraints /, 82-3313 

Supply support costs of combat ships can 
be reduced by millions and readiness en- 
hanced : report to the Congress /, 82- 
3519 

Supply support costs of Combat Ships can 
be reduced by millions and readiness en- 
hanced summary : report to the Congress 
/, 82-3520 

Supplying Washington’s Army /, 82-189 

Support document decision not to require 
testing for health effects : acrylamide /, 
82-3403 
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Support document for proposed rule on fri- 
able asbestos-containi materials in 
school buildings : health effects and mag- 
nitude of exposure., 82-3401 

Support studies in fluidized-bed combustion 
: 1978 annual report /, 82-10153 

Supreme Court reports., 82-3532 

Surface charge measurements of amphibole 
cleavage fragments and fibers /, 82-5858 

Surface coal gasification., 82-13324 

Surface coal mining impact and rehabilita- 
tion analysis, Yellowstone River Basin 
study area /, 82-14030 

Surface heat flux perturbations in BDHT 
fuel pin simulators /, 82-14819 

Surface management of public lands under 
the U.S. mining laws, 43 CFR 3809 /, 
82-10713 

Surface observations., 82-4466 

Surface observations (additional Weather 
Service instructions)., 82-12686 

Surface preparation for coatings., 82-244 

Surface synoptic codes, effective January 1, 
1982., 82-2837 

Surface temperature and glassy state inves- 
tigations in tribology /, 82-11101, 82- 
14206 

Surface 
5814, 

Surface 
5816 

Surface water records of Florida, 82-5817 

Surface water records of Hawaii and other 
Pacific areas, 82-13962 

Surface water records of Idaho, 82-5818 

Surface water records of Kentucky, 82- 
13963 

Surface water records of Maryland and 
Delaware, 82-5819 

Surface water records of Minnesota, 
13964, 82-13965 

Surface water records of Nebraska, 82- 
5820 

Surface water records of Nevada, 82-5821 

Surface water records of Ohio, 82-5822 

Surface water records of Pennsylvania, 
82-5823 

Surficial geology of Dugway quadrangle, 
Oswego County, New York /, 82-5842 

Surficial geology of Hannibal quadrangle, 
Oswego County, New York /, 82-3687 

Surficial geology of Mallory quadrangle, 
Oswego County, New York /, 82-3693 

Surficial geology of Panther Lake quadran- 
gle, Oswego County, New York /, 82- 
3689 

Surficial geology of part of Camden West 
quadrangle, Oswego County, New York 
/, 82-3688 

Surficial geology of Williamstown quadran- 
gle, Oswego County, New York /, 82- 
3691 


water records of California, 82- 
82-5815, 82-13960, 82-13961 


water records of Colorado, 82- 


82- 


Surficial geophysical data for two cross- 
valley lines in the middle Eagle River 
valley, Alaska /, 82-1955 





Surgery for breast cancer /, 82-12036 

Surificial [i.e. surficial] geology of part of 
Westdale quadrangle, Oswego County, 
New York /, 82-3690 

Surrogate-equation technique for simulation 
of steady inviscid flow /, 82-14236 

Surveillance, epidemiology, and end results 
: incidence and mortality data, 1973-77 /, 
82-3619 

Survey and analysis of bus rehabilitation in 
the mass transportation industry /, 82- 
6487 

Survey and bibliography on attainment of 
laminar flow control in air using pressure 
gradient and suction /, 82-753 

A survey by senior NRC management to 
obtain viewpoints on the safety impact of 
regulatory activities from representative 
utilities operating and costructing nuclear 
power plant[s] /, 82-11878 

Survey of activities of the House Commit- 
tee on Rules, 82-918 

Survey of activities of the House Commit- 
tee on Rules ... Congress : report by the 
Committee on Rules., 82-918 

Survey of current business, 82-130 

Survey of dental benefit plans, 1978., 
5757 

Survey of fouling, foam, corrosion, and 
scaling control in iron and steel industry 
recycle systems /, 82-13548 

Survey of human operator modeling tech- 
niques for measurement applications /, 
82-273 

Survey of irrigation in eight Asian nations, 
India, Pakistan, Indonesia, Thailand, Ban- 
gladesh, South Korea, Philippines, and 
Sri Lanka /, 82-1229 

A Survey of leave provisions in federal 
labor agreements /, 82-4713 

Survey of postirradiation heat treatment as 
a means to mitigate radiation embrittle- 
ment of reactor vessel steels /, 82-3233 

A survey of radioactive effluent releases 
from byproduct material facilities /, 82- 
11876 

A survey of sensible and latent heat thermal 
energy storage projects /, 82-13329 

A survey of services to unions : provisions 
in federal labor agreements /, 82-4714 

A survey of standardization efforts of 
coded character sets for text processing / 
, 82-1366 

Survey of the Huntington and Philadelphia 
River water supplies for purgeable organ- 
ic contaminants /, 82-3375 

Survey of the literature on discovery from 
1970 to the present : expressed dissatisfac- 
tions and proposed reforms /, 82-11014 

A survey of the market, supply and avail- 
ability of gallium /, 82-13282 

Survey of the role NOx in nonurban ozone 
formation /, 82-10236 

Survey of utility cogeneration interconnec- 
tion practices and cost, final report /, 
82-13373 


82- 
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Synthetic fuels development : hearing before the Subcommittee on Energy and 


A survey of vandalism to archaeological 
resources in southwestern Colorado /, 
82-10962 

Survey records investigation, 82-10958 

Surveying and mapping., 82-3553 

Survival in a disaster is your business : act 
now!, 82-10290 

Susceptibility of dispersive clay at Grenada 
Dam, Mississippi to piping and rainfall 
erosion /, 82-4988 

Sustained molten steel/concrete interactions 
tests : a preliminary report on the feasibil- 
ity of experimental techniques /, 82- 
14759 

Sustained Yield Unit 13, 10-year timber 
management plan : final environmental 
impact statement /, 82-577 

Suwanee County, Florida, soil interpretive 
map of limitation for dwellings without 
basements /, 82-2821 

Suwanee County, Florida, soil interpretive 
map of limitation for local roads and 
streets /, 82-2822 

Suwanee County, Florida, soil interpretive 
map of limitation for septic tank absorp- 
tion fields /, 82-2823 

Suwanee County, Florida, soil interpretive 
map of soil drainage and water table 
depths /, 82-1221 

Suwannee County, Florida, soil interpretive 
map of important farmlands /, 82-4448 

Sweden., 82-14126 

Swimming accuracy and consistency of 
scuba divers under conditions of low visi- 
bility /, 82-5110 

Swine farrowing units /, 82-12382 

Swine rations /, 82-12388 

The sword and the meat-ax : Serrano, Prop- 
osition 13 and the shaping of school fi- 
nance in California /, 82-13784 

Symposium Community Development and 
Passenger Transportation /, 82-6484 

Symposium on protecting the marine envi- 
ronment : research and regulation /, 82- 
10161 

Symposium on the Handling of Toxicologi- 
cal Information, May 27-28, 1976, Masur 
Auditorium, Clinical Center, National In- 
stitutes of Health, Bethesda, Maryland /, 
82-13791 

Synthesis of regional electric reliability 
council responses to the recommenda- 
tions issued by the Federal Power Com- 
mission following the 1977 New York 
City blackout /, 82-1652 

Synthesis of the Texoma/Capline chemical 
and biological survey results, June 1978- 
May 1979 /, 82-3114 

Synthetic fuels development hearing 
before the Subcommittee on Energy and 
Development and Applications and the 
Subcommittee on Investigations and 
Oversight of the Committee on Science 
and Technlogy, U.S. House of Repre- 
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Synthetic fuels development : hearing before the Subcommittee on Energy and 


sentatives, Ninety-seventh Congress, first 


session, July 27, 1981., 82-6896 

System acquisition management., 82-14421 

System interactions and common mode fail- 
ures : review of methods /, 82-11882 

System performance, error rates, and train- 
ing time for recent FAA academy nonra- 
dar graduates, community persons, and 
handicapped persons on the radar train- 
ing facility pilot position /, 82-6452 

System theory as applied differential geom- 
etry /, 82-14183 

A systematic management approach is 
needed for Congressional reporting re- 
quirements : report to the Congress /, 
82-10392 

Systematic training program for enhancing 
learning strategies and skills : further de- 
velopment /, 82-5149 

Systems analysis for the development of 
small resource recovery systems /, 82- 
9961 

Systems feasibility study states’ assistance in 
defect recall campaigns /, 82-6526 

Systems navigation : RNAV and the up- 
graded third generation system /, 82- 
6457 

Systems operation studies for automated 
guideway transit systems : classification 
and definition of AGT systems /, 82- 
892 


T 


T or C baffled apron spillway /, 82-5853 

Tables of redemption values for United 
States savings bonds for all months from 
.. Series E., 82-3845, 82-14311 

Tables of redemption values for United 
States savings bonds for all months from 
.. Series EE., 82-3846, 82-14312 

Tables of redemption values for United 
States savings bonds. Series A-E, 82- 
3845, 82-3846, 82-14311, 82-14312 

Tabulations of ambient ozone data obtained 
by GASP airliners : March 1975 to De- 
cember 1977 /, 82-11523 

Tacfire operations  specialist., 
82-13038, 82-13039 

Tactical (combat support)/strategic intelli- 
gence /, 82-4955 

Tactical engagement simulation training : a 
method for learning the realities of 
combat /, 82-4944 

Tactical operations handbook., 82-9666 

Tactical performance characterization 
basic methodology /, 82-3323 

Tailoring alcoholism therapy to client needs 
/, 82-1886 

Taiwan agents in America and the death of 
Prof. Wen-chen Chen : hearings before 
the Subcommittees on Asian and Pacific 
Affairs and on Human Rights and Inter- 
national Organizations of the Committee 
on Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
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sion, July 30 and October 6, 1981., 82- 
15117 

Take command., 82-13021 

Taking charge of your life : a guide to 
i for teens with physical dis- 
abilities /, 82-13492 

Tales of Afghanistan, Moscow style /, 82- 
11216 

Tally Lake Ranger District, Flathead Na- 
tional Forest /, 82-2765 

Taper and volume equations for selected 
Appalachian hardwood species /, 82- 
2793 

Target size and corrections for empty-field 
myopia /, 82-5122 

Targeted jobs tax credit., 82-6064 

Targeted jobs tax credit : hearing before 
the Subcommittee on Economic Growth, 
Employment, and Revenue Sharing of 
the Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, April 3, 1981., 82-1056 

Targeting assistance to the needy : hearings 
before the Subcommittee on International 
Development Institutions and Finance of 
the Committee on Banking, Finance, and 
Urban Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
May 5 and July 16, 1981., 82-4204 

Tariff Act of 1930. Title I, 82-3738, 82- 
3851 

Tariff schedules of the United States anno- 
tated /, 82-3738, 82-3851 

Task analysis schema based on cognitive 
style and supplantational instructional 
design with application to an Air Force 
training course /, 82-5168 

Task force report on interim operation of 
Indian Point /, 82-4091 

Task force report on safety belt usage laws 
/, 82-2333 

Task level job performance criteria devel- 
opment /, 82-5144 

Task IV, Development of an insolation 
handbook and instrument package : an 
introduction to meteorological meas- 
urements and data handling for solar 
energy applications., 82-313 

Task IV, Development of an insolation 
handbook and instrumentation package, 
subtask report : validation of the guide- 
lines for portable meteorological instru- 
ment packages, (an interim report)., 82- 
312 


Tasks for U.S. foreign policy in the hemi- 


sphere : Latin America and the Caribbe- 
an, June 3, 1981., 82-11236 

Tax aspects of the president’s economic 
program : hearings before the Committee 
on Ways and Means, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session., 82-2735 

Tax benefits for older Americans., 82-6255 

Tax convention with Jamaica : message 
from the president of the United States, 
transmitting the convention between the 
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government of the United States of 
America and the government of Jamaica 
for the avoidance of double taxation and 
the prevention of fiscal evasion with re- 
spect to taxes on income (the conven- 
tion), together with a related exchange of 
notes, signed at Kingston on May 21, 
1980., 82-11741 

Tax convention with the Arab Republic of 
Egypt : message from the president of the 
United States, transmitting a convention 
between the government of the United 
States of America and the government of 
the Arab Republic of Egypt for the 
avoidance of double taxation and the pre- 
vention of fiscal evasion with respect to 
taxes on income, signed at Cairo on 
August 24, 1980., 82-11739 

Tax convention with the Federal Republic 
of Germany : message from the president 
of the United States, transmitting a con- 
vention between the United States of 
America and the Federal Republic of 
Germany for the avoidance of double 
taxation and the prevention of fiscal eva- 
sion with respect to taxes on estates, in- 
heritances, and gifts, signed at Bonn on 
December 3, 1980., 82-11763 

Tax convention with the Kingdom of Den- 
mark : message from the president of the 
United States, transmitting the conven- 
tion between the government of the 
United States of America and the govern- 
ment of the Kingdom of Denmark for the 
avoidance of double taxation and the pre- 
vention of fiscal evasion with respect to 
taxes on income (the convention), togeth- 
er with a related exchange of notes, 
signed at Washington on June 17, 1980., 
82-11738 

Tax convention with the People’s Republic 
of Bangladesh : message from the presi- 
dent of the United States transmitting the 
convention between the government of 
the United States of America and the 
government of the People’s Republic of 
Bangladesh for the avoidance of double 
taxation and the prevention of fiscal eva- 
sion with respect to taxes on income, to- 
gether with a related exchange of notes, 
signed at Dacca on October 6, 1980., 
82-11740 

Tax convention with the Republic of Ar- 
gentina, with related protocol : message 
from the president of the United States, 
transmitting the convention between the 
government of the United States of 
America and the government of the Re- 
public of Argentina for the avoidance of 
double taxation and the prevention of 
fiscal evasion with respect to taxes on 
income and capital, together with a relat- 
ed protocol, signed at Buenos Aires on 
May 7, 1981., 82-11765 

Tax-exempt status of 4-H organizations au- 
thorized to use the 4H name and 
emblem., 82-12361 





January — June 1982 


Tax Expenditure Limitation and Control 
Act of 1981 (S.193) : hearing before the 
Committee on the Budget, United States 
Senate, Ninety-seventh Congress, first 
session, November 24, 1981., 82-12108 

Tax expenditures : a primer., 82-3504 

Tax havens and their use by United States 
taxpayers : an overview : a report to the 
Commissioner of Internal Revenue, the 
Assistant Attorney General (Tax Divi- 
sion) and the Assistant Secretary of the 
Treasury (Tax Policy) /, 82-2203 

Tax information on individual retirement 
arrangements., 82-11383 

Tax information on U.S. Civil Service re- 
tirement and disability., 82-6256 

Tax issues involved in the sale or transfer of 
professional sports franchises : hearing 
before the Subcommittee on Select Reve- 
nue Measures of the Committee on Ways 
and Means, House of Representatives, 
Ninety-seventh Congress, first session, 
May 1, 1981, Oakland, California. 82- 
6916 

Tax policy and productivity in the 1980's : 
hearing before the Subcommittee on 
Trade, Productivity, and Economic 
Growth of the Joint Economic Commit- 
tee, Congress of the United States, 
Ninety-seventh Congress, first session, 
June 17, 1981., 82-4216 

Tax reduction proposals : hearings before 
the Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session., 82-6825 

Tax revenues lost and beneficiaries inad- 
equately protected when private pension 
plans terminate : report to the Congress / 
, 82-1753 

Tax treaties : hearing before the Committee 
on Foreign Relations, United States 
Senate, Ninety-seventh Congress, first 
session, On various tax treaties, (Ex. T, 
96-2), (Ex. M, 96-2), (Ex. C, 94-2), (Ex. U 
96-2), (Ex. H, 95-2), (Ex. O, 96-2), (Ex. 
Z, 96-2), (97-1), (Ex. E, 96-2), (97-10), 
(Ex. Y, 96-2), (Ex. C, 95-1), September 
24, 1981., 82-12181 

Taxis as public transit 
82-886 

Taxpayer bill of rights : hearing before the 
Subcommittee on Oversight of the Inter- 
nal Revenue Service of the Committee on 
Finance, United States Senate, Ninety- 
seventh Congress, first session, on S. 850, 
June 2, 1981., 82-4226 

Teachers and teaching methods., 82-1781 

Teaching family fire safety : nine exhibits /, 
82-10313 

Technical amendments to Titles 10, 14, 37, 
and 38, United States Code : report (in- 
cluding cost estimate of the Congression- 
al Budget Office) (to accompany H.R. 
4623)., 82-14649 

Technical and economic evaluation of 
BATEA textile guidelines /, 82-10130 

Technical appendices : draft environmental 
impact statement : South Tahoe Public 


: a bibliography /, 





Telecommunications miscellaneous : hearings before the Subcommittee on 


Utilities District and Douglas County 
Sewer Improvement District No. 1, pro- 
posed wastewater treatment facilities /, 
82-5285 

Technical appraisal program (TAP), air 
traffic control center, air traffic control 
specialist : extended performance rating., 
82-865 

Technical assessment of radon-222 control 
technology for underground uranium 
mines /, 82-10261 

Technical escort operations /, 82-9677 

Technical notes /, 82-10468 

Technical notes (United States. Dept. of 
Health and Human Services. Division of 
Children, Youth, and Family Policy), 
82-10468 

Technical notes (United States. Dept. of 
Health, Education, and Welfare. Office of 
the Assistant Secretary for Planning and 
Evaluation), 82-10468 

Technical papers on airborne laser hydrog- 
raphy : (March -December 1978) /, 82- 
4642 

Technical standards for machine-readable 
data supplied to the Bureau of Justice 
Statistics, 82-11007 

Technique for estimating the magnitude and 
frequency of floods in Texas /, 82-5801 

Techniques for estimating magnitude and 
frequency of floods for Wisconsin 
streams /, 82-10845 

Techniques for improving the railroad 
maintenance-of-way equipment evaluation 
process /, 82-14391 

Techniques in job development and place- 
ment for ex-addicts : a success story /, 
82-3660 

Techniques of trend analysis for monthly 
water-quality data, 82-13985 

Technology and innovation for manufactur- 
ing : proceedings of a conference, May 4, 
5, 1979 /, 82-1102 

Technology and labor in four industries : 
meat products/foundries, metalworking 
machinery, electrical and _ electronic 
equipment., 82-14088 

Technology and oceanography : an assess- 
ment of federal technologies for oceano- 
graphic research and monitoring., 82- 
4188 

Technology & Soviet energy availability., 
82-6723 

Technology & Soviet energy availability : 
summary., 82-6724 

Technology assessment of low energy vehi- 
cles /, 82-3949 

Technology assessment of wind energy 
conversion systems /, 82-13261 

Technology assessment report for industrial 
boiler applications : flue gas desulfuriza- 
tion /, 82-13616 

Technology assessment report for industrial 
boiler applications : fluidized-bed com- 
bustion /, 82-13615 
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Technology assessment report for industrial 
boiler applications : oil cleaning /, 82- 
9956 

Technology assessment report for industrial 
boiler applications : synthetic fuels /, 
82-13614 

Technology characterizations., 82-13257 

Technology for handicapped individuals, 
1981-1985 : appendix B : the National In- 
stitute of Handicapped Research long- 
range plan., 82-13485 

Technology requirements for future Earth- 
to-Geosynchronous orbit transportation 
systems /, 82-14202 

Technology, safety, and costs of decommis- 
sioning a reference low-level waste burial 
ground /, 82-957 

Technology, safety, and costs of decommis- 
sioning a reference low-level waste burial 
ground : environmental surveillance pro- 
grams /, 82-14814 

Technology, safety and costs of decommis- 
sioning a reference small mixed oxide fuel 
fabrication plant /, 82-4127 

Technology, safety, and costs of decommis- 
sioning reference non-fuel-cycle nuclear 
facilities /, 82-987 

Technology transfer at the National Insti- 
tutes of Health., 82-14998 

Technology transfer in New Mexico : hear- 
ing before the Subcommittee on Science, 
Technology, and Space of the Committee 
on Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sev- 
enth Congress, first session, on technol- 
ogy transfer in New Mexico, August 18, 
1981., 82-12111 

Technology utilization program 
82-11076 

Telecc ications., 82-3570, 82-10453, 
82-13762, 82-13763, 82-13764 

Telecommunications and information prod- 
ucts and services in international trade : 
hearings before the Subcommittee on 
Telecc ications, Consumer Protec- 
tion, and Finance of the Committee on 
Energy and Commerce, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, April 29, and July 22, 1981., 82- 
6817 

Telecc ications Competition and De- 
regulation Act of 1981 : hearings before 
the Committee on Commerce, Science, 
and Transportation, United States Senate, 
Ninety-seventh Congress, first session, on 
S. 898 ... June 2, 11, 15, 16, and 19, 1981., 
82-6775 

Telecc in transition the 
status of competition in the telecommuni- 
cations industry : a report /, 82-2622 

Telecc ications miscellaneous : hear- 
ings before the Subcommittee on Tele- 
communications, Consumer Protection, 
and Finance of the Commitee on Energy 
and Commerce, House of Representa- 
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Telecommunications miscellaneous : hearings before the Subcommittee on 


tives, Ninety-seventh Congress, first ses- 
sion ...., 82-15084 

Telephone and service directory /, 82- 
5683 

Telephone directory /, 82-2421, 82-13933 

Telephone directory : communications in- 
formation., 82-2444 

Television and radio coverage of proceed- 
ings in the Senate Chamber : report to- 
gether with additional views (to accom- 
pany S. Res. 20)., 82-4026 

Television as a teacher : a research mono- 
graph /, 82-10665 

A temperature probe for radio-frequency 
heated material / Ronald R. Bowman., 
82-4615 

Temperature setback guide for central air- 
handling/reheat system., 82-235 

Temperature setback guide for forced air 
furnance heating system., 82-239 

Temperature setback guide for heating and 
ventilating system., 82-238 

Temperature setback guide for hot water 
radiation/convection system., 82-13204 

Temperature setback guide for packaged 
heating and cooling system., 82-236 

Temperature setback guide for steam radi- 
ation/convection system., 82-237 

Temporal integration in low frequency au- 
ditory detection /, 82-13194 

Temporary barriers used in construction 
zones /, 82-6319 

Temporary workers : hearing before the 
Subcommittee on Immigration and Refu- 
gee Policy of the Committee on the Judi- 
ciary, United States Senate, Ninety-sev- 
enth Congress, first session, on a new 
temporary worker program with Mexico, 
October 22, 1981., 82-15163 

Tennessee forest industries, 
12507 

Tennessee Valley Authority oversight 
hearings before the Committee on Envi- 
ronment and Public Works, United States 
Senate, Ninety-seventh Congress, first 
session, March 16 and 17, 1981., 82-1096 

Tensile properties of irradiated and unirra- 
diated welds of A533 steel plate and 
A508 forgings /, 82-11940 

Terminal area automatic navigation, guid- 
ance control research using the micro- 
wave landing system (MLS) /, 82-14217 

Terms of trade for developing countries : a 
commodity and regional analysis /, 82- 
2828 

Terrestrial ecology protocols for environ- 
mental assessment programs : workshop 
proceedings /, 82-13555 

Terrestrial solar spectra, solar simulation, 
and solar cell efficiency measurement /, 
82-13342 

Territorial forces /, 82-13184 

Territorial policy : message from the presi- 
dent of the United States transmitting 
proposals for a comprephensive federal 
territorial policy toward Guam, the 


1979., 82- 
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United States Virgin Islands, American 
Samoa, and the Northern Mariana Is- 
lands., 82-14590 

Territorial sea and continental shelf bound- 
aries : Australia and Papua New Guinea- 
Indonesia., 82-11286 

Territorial sea and continental shelf bound- 
aries : France-Spain (Bay of Biscay)., 
82-11282 

Terror Lake project, no. 2743 - Alaska : 
applicant, Kodiak Electric Association, 
Inc. /, 82-13405 

Terrorism, avoidance and survival /, 82- 
10974 

Terrorism, origins, direction, and support : 
hearing before the Subcommittee on Se- 
curity and Terrorism of the Committee 
on the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, on 
the origins, direction, and support of ter- 
rorism, April 24, 1981., 82-1082 

Terrorism, the role of Moscow and its sub- 
contractors : hearing before the Subcom- 
mittee on Security and Terrorism of the 
Committee on the Judicuary, United 
States Senate, Ninety-seventh Congress, 
first session, on terrorism, the role fo 
Moscow and its subcontractors, June 26, 
1981., 82-15159 

Terrorism, the Turkish experience : hearing 
before the Subcommittee on Security and 
Terrorism of the Committee on the Judi- 
ciary, United States Senate, Ninety-sev- 
enth Congress, first session, on Turkish 
experience with terrorism, June 25, 1981., 
82-6865 

Tertiary treatment of wastewater using a 
rotating biological contactor system /, 
82-5058 

Tertiary volcanic rocks and uranium in the 
Thomas Range and northern Drum 
Mountains, Juab County, Utah /, 82- 
13957 

Tessie and Enrique Marfori : report (to ac- 
company S 191)., 82-4045 

Test and evaluation of potassium sensors in 
fresh- and saltwater /, 82-13587 

Test of 6-in.-thick pressure vessels / series 
3, intermediate test vessel V-8 /, 82- 
11921 

Test PCM-S5 fuel rod materials behavior /, 
82-2516 

Test train program : eleventh annual report 
/, 82-3895 

Testing aerially applied orthene for control 
of larch casebearer /, 82-12458 

Testing an improved FMVSS no. 104 wind- 
shield washer procedure and spray /, 
82-4014 

Testing and evaluation in schools : 
tioners’ views /, 82-13518 

Testing of brush-type polonium-210 static 
eliminators for source integrity /, 82- 
14734 

Testing to evaluate synergistic effects from 
LOCA environments : test IX: simulta- 
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neous mode, cables, splice assemblies, and 
electrical insulation samples /, 82-11890 

Tests and studies of U.S.S.R. materials at 
the U.S. Coal Burning MHD Facility 
UTSI-2 /, 82-13247 

Tests of the AMTRAK SDP-40F train con- 
sist conducted on Chessie System track /, 
82-6361 

Tests to determine the ullage explosion tol- 
erance of helicopter fuel tanks /, 82- 
9847 

Teton Dam—Foundation Grout Testing 
Program /, 82-1963 

Tetrode field effect transistor, 
82-1616 

Texas barrier islands region ecological char- 
acterization environmental synthesis 
papers /, 82-5917 

Thank you for helping us /, 82-14029 

Then—and now /, 82-1999 

Theoretical and experimental investigation 
of ground-induced effects for a low- 
aspect-ratio highly swept arrow-wing 
configuration /, 82-6145 

Theoretical manual and users’ guide : longi- 
tudinal-vertical train action model /, 82- 
6348 

Theoretical prediction of nonlinear propa- 
gation effects on noise signatures generat- 
ed by subconic or supersonic propeller - 
or rotor-blade tips /, 82-11153 

Theoretical studies of microstrip antennas /, 
82-14436, 82-14437 

Theoretical study of nonadiabatic bound- 
ary-layer stabilization times in a cryogen- 
ic wind tunnel for typical stainless-steel 
wing and fuselage models /, 82-6080 

Theories on drug abuse : selected contem- 
porary perspectives /, 82-5768 

The theory and practice of estimating the 
accuracy of dynamic flight-determined 
coefficients, 82-11167 

Theory of electron cyclotron resonance 
heating of tokamak plasmas /, 82-9880 

Theory of secoud harmonic electron cyclo- 
tron resonance heating of tokamak 
plasma /, 82-9883 

Theresa Macam Alcalen : report (to accom- 
pany H.R. 1624)., 82-4064 

Thermal analysis of the Manning S-4000 
portable wastewater sampler /, 82-5301 

Thermal and economic analysis of solar-as- 
sisted heat pumps for low-temperature 
IPH applications /, 82-9965 

Thermal characteristics of thick red oak fla- 
keboard /, 82-30 

Thermal-conductivity measurements of 
tungsten-fiber-reinforced superalloy com- 
posites using a thermal-conductivity com- 
parator /, 82-741 

Thermal elastohydrodynamic lubrication of 
spur gears /, 82-14194 

Thermal/hydraulic analysis research pro- 
gram quarterly report July-September 
1980 /, 82-963 


82-1615, 





January — June 1982 


Thermal initiation of high explosives with 
an electron beam /, 82-1540 


Thermal performance and water utilization 
measurement on ultimate heat sinks - 
cooling ponds and spray ponds /, 82- 
992 


Thermodynamic properties of liquefied pe- 
troleum gases /, 82-3891 

Thermodynamic properties of nitrogen gas 
derived from measurements of sound 
speed /, 82-754 

Thermogravimetric analysis of solid refuse- 
derived fuels and coal /, 82-13155 

Thermophysical properties., 82-116 

Thermostructural response of advanced re- 
actor cell liners /, 82-14813 

Third annual proceedings of Thermal 
Energy Storage Contractors’ Information 
Exchange Meeting, December 5-6, 1978, 
Springfield, Virginia /, 82-3340 

Third Automotive Fuel Economy Research 
Contractors’ Coordination Meeting, De- 
cember 1-2, 1980 : b summary report., 
82-14531 

Third evaluation of the Thailand national 
family planning program., 82-2198 

Third International Radiopharmaceutical 
Dosimetry Symposium : proceedings of a 
conference held at Oak Ridge, Tennessee, 
October 7-10, 1980 /, 82-10621 

Third Symposium on Fabric Filters for Par- 
ticulate Collection /, 82-13562 

This is EMS : Emergency Medical Serv- 
ices., 82-1851 

This is FmHA., 82-12355 

This is Interior., 82-13936 

This is the Federal Emergency Manage- 
ment Agency., 82-13688 

Thorium, 82-622 

Thorium in human tissues /, 82-4139 

Threadfin shad impingement : effect of cold 
stress on a reservoir community /, 82- 
11918 

Threadfin shad impingement : effect of cold 
stress : report to the Nuclear Regulatory 
Commission for period October 1, 1976, 
to September 30, 1978 /, 82-6647 

Three dimensional digital-computer model 
of the Ferron sandstone aquifer near 
Emery, Utah /, 82-1931 

A three-dimensional fluid finite element /, 
82-6650 

Three-dimensional photoelastic stress analy- 
sis of the dovetail region of the TF-30 
turbine engine’s third-stage fan /, 82- 
3228 

A three dimensional vortex wake model for 
missiles at high angles of attack /, 82- 
14182 

A three region steam drum model for a 
nuclear power plant simulator 
(BRENDA) /, 82-6702 

Three reports relevant to stress in aviation 
personnel /, 82-6448 

Three sets of task factor benchmark scales 
for training priority analysis /, 82-5158 





Tongass Natl Forest, Alaska, 1973 / 


Three-year report of the United States At- 
torney for the Southern District of Ohio 
to the Attoney General : April 1, 1978— 
March 31, 1981., 82-3739 

A throat-bypass stability-bleed system using 
relief valves to increase the transient sta- 
bility of a mixed-compression inlet /, 
82-3793 

Thunderstorm-environment interactions de- 
termined with three-dimensional trajec- 
tories /, 82-11166 

TI-59 programmable calculator programs 
for in-stack opacity, venuri scrubbers, 
and electrostatic precipitators /, 82- 
10050 

Tidal corrections to geodetic quantities /, 
82-4627 

Tides and tidal datums in the United States 
/, 82-13133 

Tight gas research and development : the 
industry prespective /, 82-13389 

Timber resources of western South Dakota 
/, 82-12505 

Timber sale contract law for contracting 
officers and Forest Service representa- 
tives : timber sale administration., 82- 
12404 

Timber volumes of old Pennsylvania sur- 
face mine reclamation plantations /, 82- 
12486 

Timber yield and financial return perform- 
ance of the 1974 forestry incentives pro- 
gram /, 82-12464 

Time history solution program, L225 
(TEV126)., 82-6099 

Time-of-day corrections to aircraft noise 
metrics /, 82-6134 

Time reference scanning beam multimode 
digital processor /, 82-3935 

Time-temperature control of foodborne 
pathogens : a collection of papers /, 82- 
1866 
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Treaty on Mutual Legal Assistance with 
the Kingdom of the Netherlands : report 
(to accompany treaty doc. no. 97-16)., 
82-14622 

Tree biomass estimates for Minnesota’s 
aspen-birch forest survey unit /, 82- 
12485 

Trees, forest products, and forest manage- 
ment., 82-10407 

Trees of our national forests., 82-12357 

Trend report, data from the client oriented 
data acquisition process, 82-10671, 82- 
10674 

Trends in federal transportation financial 
activity, fiscal years 1970-1979 : report 
number 3 : projections of federal trans- 
portation obligations, 1980-1989 (based on 
1970-1979 historical patterns) /, 82- 
14329 

Trends in power plant capacity and utiliza- 
tion, inventory of power plants in the 
United States, 82-13453 

Trends in recreational use of national forest 
wilderness /, 82-12482 

Trends in refinery capacity and utilization., 
82-13375 

Trends in the savings and loan field, 82- 
10321 

Trenton, New Jersey, metropolitan area, 
82-3752 

Tri-level study, modification : task 1, final 
report on the potential benefits of various 
improvements in vehicle systems in pre- 
venting accidents or reducing their sever- 
ity /, 82-2328 

Tri-level study, modification : task 2, final 
report on driver/vehicle characteristics : 
related to vehicle condition and causation 
and an assessment of Indiana PMVI ef- 
fectiveness to reduce the frequency and 
severity of accidents causes by vehicular- 
related malfunctions/degradations /, 82- 
6533 

Tri-level study, modification : task 3, valid- 
ity assessment of police-reported accident 
data /, 82-6534 

Tri-level study, modification : task 6, a final 
report on supplemental causation assess- 
ments through hypothesis testing /, 82- 
6535 

Tri-level study of the causes of traffic acci- 
dents : executive summary /, 82-2329 

Tribal enrollment., 82-10893 

Tributes to Walter J. Stewart, secretary for 
minority, upon the occasion of his retire- 
ment, delivered on the floor of the 
United States Senate., 82-11760, 82- 
11761 

Triennial assessment of the Tennessee 
Valley Authority : communication from 
the Comptroller General of the United 
States transmitting the triennial assess- 
ment of the Tennessee Valley Authority, 
pursuant to section 106 of the Govern- 
ment Corporation Control Act., 82- 
14601 
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Trinity Unit, Whiskeytown-Shasta-Trinity 
National Recreation Area., 82-23 

Truck, bus, and motorcycle safety status 
methodology /, 82-14557 

Truck design optimization project : phase 
II, interim report /, 82-11474 

Truck design optimization project : phase II 
: introductory report /, 82-14389 

Truck design optimization project, phase II 
: analysis plan /, 82-2254 

Truck design optimization project, phase II 
: analytical tool assessment report /, 82- 
2253 

Truck design optimization project phase II : 
friction snubber force measurement 
system field test report /, 82-2252 

Truck design optimization project phase II : 
performance characterization of type I 
freight car trucks /, 82-2256 

Truck noise IV-H : post-fleet test results on 
heavy duty diesel trucks having reduced 
noise emissions /, 82-11635 

Trucker’s guide to fuel savings., 

Trusteeship requirements under the 
LMRDA and the CSRA., 82-11024 

TSM : an assessment of impacts : interim 
report /, 82-11587 

Tuberculosis control for developing coun- 
tries /, 82-13880 

Tuition tax credits : hearings before the 
Subcommittee on Taxation and Debt 
Management of the Committee on Fi- 
nance, United States Senate, Ninety-sev- 
enth Congress, first session., 82-6826 

Tumors of the ovary and maldeveloped 
gonads /, 82-9590 

Tungsten, 82-3710 

Tunisia, post report /, 82-3822 

Tunnel design by rock mass classifications / 
, 82-4989 

Tunnel instrumentation, benefits and imple- 
mentation : proceedings of a conference 
held March 24-25, 1980 at New Orleans, 
Louisiana., 82-11452 

Turbine engine particulate emission charac- 
terization /, 82-3937 

Turbine tip clearance measurement /, 82- 
1499 

Turbojet-exhaust-nozzle secondary-airflow 
pumping as an exit control of an inlet- 
stability bypass system for a Mach 2.5 
axisymmetric mixed-compression inlet /, 
82-745 

Turkey, a country profile /, 82-829 

Turkeys, final estimates for .... 82-12334 

Turkeys (Washington, D.C.), 82-12340 

Turn off the lights!!, 82-250 

A tutorial review of the new EMI models 
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/, 82-4691 

Tuvaluan lexicon /, 82-12684 

TVA’s coal procurement practices, more 
effective management needed : report to 
the Congress /, 82-10358 
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Twenty-third meeting of the North Atlantic 
Assembly, held at Paris France, Septem- 
ber 18 through September 23, 1977 : 
report of the U.S. Delegation., 82-4236, 
82-6836 

Twenty years of Peace Corps /, 82-102 

Twin Cities regional study : analysis. of al- 
ternate development scenarios /, 82- 
14686 

Two contracts for nuclear attack subma- 
rines modified by Public Law 85-804— 
status as of December 23, 1979. : report 
to the Congress /, 82-13752 

Two finite element techniques for comput- 
ing mode I stress intensity factors in two- 
or three-dimensional problems /, 82- 
2529 

Two-impulse reorientation of asymmetric 
spacecraft /, 82-11135 

Two-phase choked flow of converging-di- 
verging nozzles /, 82-11131 

Two-phase flow model test facility /, 82- 
2249 

Two-phrase interactions in countercurrent 
flow : annual report, November 1977-De- 
cember 1978 /, 82-4124 

Two-year report on the Northeast Corri- 
dor., 82-6262 

Tyee Lake project, FERC no. 3015 - 
Alaska /, 82-13403 

Type certificate data sheets and specifica- 
tions. Volume I, Single-engine airplanes, 
82-11510 

Type certificate data sheets and specifica- 
tions. Volume V, Aircraft engines & pro- 
pellers, 82-11514 

Type certificate data sheets and specifica- 
tions. Volume II, Small multiengine air- 
planes, 82-11511 

Type certificate data sheets and specifica- 
tions. Volume III, Large multiengine air- 
planes, 82-11512 

Type certificate data sheets and specifica- 
tions. Volume 4, Rotorcraft, gliders & 
balloons, 82-11513 

Type certificate data sheets and specifica- 
tions. Volume 1, Single-engine airplanes, 
82-11510 

Type certificate data sheets and specifica- 
tions. Volume 2, Small multiengine air- 
planes, 82-11511 

Type certificate data sheets and specifica- 
tions. Volume 3, Large multiengine air- 
planes, 82-11512 

Type certificate data sheets and specifica- 
tions. Volume 4, Rotorcraft, gliders & 
balloons, 82-11513 

Type certificate data sheets and specifica- 
tions. Volume 5, Aircraft engines & pro- 
pellers, 82-11514 

Type certification., 82-14429 

Type certification-fixed-wing gliders (sail- 
planes)., 82-6391 

Type 16 flood insurance study : Tsunami 
predictions for the west coast of the con- 
tinental United States /, 82-172 
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Typical electric bills., 82-13438 

Typical electric bills, cities of 50,000 popu- 
lation and more, 82-13438 

Typical residential electric bills, cities of 
2,500 population and more, 82-13438 

Typical Tennessee-Tombigbee canal section 
spillways, Spillways A and B : hydraulic 
model investigation /, 82-171 

A Typological approach to doing social 
area analysis /, 82-10666 
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U.N. third Conference on the Law of the 
Sea (resumed 10th session) : Geneva, 
Switzerland, August 3-28, 1981 : report 
submitted to the Committee on Foreign 
Affairs, U.S. House of Representatives., 
82-2645 

U.S.-European Economic relation : Decem- 
ber 16, 1981., 82-11266 

U.S.-Japanese economic relations : hearings 
before the Subcommittee on International 
Trade, Finance, and Security Economics 
of the Joint Economic Committee, Con- 
gress of the United States, Ninety-seventh 
Congress, first session, June 19 and July 9 
and 13, 1981., 82-6784 

U.S.-Soviet relations : an overview : Octo- 
ber 16, 1979., 82-6201 

The U.S. adviser /, 82-5064 

U.S. air carrier operations, 82-14337 

U.S. Arms Control and Disarmament 
Agency ... annual report : message from 
the President of the United States, trans- 
mitting the Annual report of the U.S. 
Arms Control and Disarmament Agency, 
pursuant to section 50 of the Arms Con- 
trol and Disarmament Act as amended 
(75 stat. 639, 89 stat. 760), 82-15110 

U.S. Arms Control and Disarmament 
Agency .. annual report (Committee 
print), 82-15110 

U.S. arms transfer policy in Latin America : 
hearing before the Subcommittees on In- 
ternational Security and Scientific Af- 
fairs, and on Inter-American Affairs of 
the Committee on Foreign Affairs, House 
of Representatives, Ninety-seventh Con- 
gress, first session, October 22, 1981., 
82-12163 

The U.S. Army Ordnance Center and 
School apprenticeship program for the 
trade of machinist., 82-4903 

The U.S. automobile industry, 1980 : report 
to the President from the Secretary of 
Transportation /, 82-3863 

U.S. budget in brief, 82-6188, 82-11193 

U.S. Bureau of Mines research, 82-3720 

The U.S. Coast Guard /, 82-15056 

U.S. Commercial Service offices and the 
Foreign Commercial Service posts : a 
guide for business., 82-4707 

U.S. consular operations in Mexico City 
and Mexican government attitudes on im- 
migration reform : a study trip /, 82- 
6853 
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U.S. corn industry /, 82-12374 

U.S. Court of Claims reports, 82-666, 82- 
14074, 82-14075 

U.S. Court of Customs and Patent Appeals 
reports and U.S. Customs Court reports., 
82-3537, 82-5539 

U.S. crisis relocation planning /, 82-10265 

U.S. crude oil and natural gas reserves, 
82-13454 

U.S. crude oil and natural gas reserves ... 
annual report., 82-13454 

U.S. customs guide for private flyers, (gen- 
eral aviation pilots), 82-11381 

U.S. Department of Commerce, Office of 
Federal Statistical Policy and Standards : 
a government-wide perspective on statis- 
tical programs., 82-2836 

U.S. disaster assistance to developing coun- 
tries : lessons applicable to U.S. domestic 
disaster programs., 82-4186 

U.S. drifting buoy performance during 
FGGE /, 82-4629 

U.S. energy outlook : a demand perspective 
for the eighties : a report /, 82-1048 

U.S. exports. Schedule B commodity by 
country., 82-4589, 82-4590 

U.S. exports of reported agricultural com- 
modities for 1975/76-1979/80 marketing 
years., 82-12614 

U.S. exports. Schedule B commodity 
groupings, schedule B commodity by 
country, 82-4589, 82-4590 

U.S. foreign policy : our broader strategy, 
March 27, 1980 / Secretary Vance., 82- 
11219 

U.S. foreign trade statistics : classifications 
and cross-classifications, 1980., 82-104 

U.S. Forest Service American chestnut co- 
operators’ meeting /, 82-4380 

U.S.G.S. water resources data for Colora- 

' do, 82-5816 

U.S.G.S. water resources data for Florida, 
82-5817 

U.S.G.S. water resources data for Idaho, 
82-5818 

U.S.G.S. water resources data for Ken- 
tucky, 82-13963 

U.S.G.S. water resources data for Pennsyl- 
vania, 82-5823 

U.S.G.S. water resources data for South 
Dakota, 82-5824 

U.S. Geological Survey activities in New 
York, 1979 /, 82-10829 

U.S. Geological Survey in Alaska, accom- 
plishments during .., 82-13951, 82- 
13952 

U.S. Geological Survey workshop on non- 
fuel mineral-resource appraisal of wilder- 
ness and CUSMAP areas /, 82-1915 

U.S. government exchange programs are 
not being coordinated in Japan and India 
: report to the Director, Internatonal 
Communication Agency /, 82-5493 

U.S. Government Printing Office publica- 
tions., 82-5619 
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U.S. grain transportation network needs 
system perspective to meet future world 
needs : report /, 82-10342 

U.S. imports and exports of natural gas /, 
82-13439 

USS. industrial outlook, 82-9576 

U.S. industrial outlook for 200 industries 
with projections for ..., 82-9576 

U.S. inspection meat and poultry packing 
plants : a guide to construction and 
layout., 82-12366 

USS. intelligence analysis and the oil issues, 
1973-1974 : staff report of the Select 
Committee on Intelligence, Subcommittee 
on Collection, Production and Quality, 
United States Senate., 82-6851 

U.S. interests in Southeast Asia : July 1981., 
82-11242 

U.S. laws and regulations applicable to im- 
ports from nonmarket economies could 
be improved : report to the Congress /, 
82-495 

U.S. Metric Board annual report., 
11860 

U.S. Metric Board biographical data., 
14706 

U.S. national aviation standard for the 
active beam collision avoidance system 
(final standard for public comment)., 82- 
876 

U.S. Nuclear Regulatory Commission func- 
tional organization charts., 82-14714 

U.S. policy in Southeast Asia : hearings 
before the Subcommitteeon East Asian 
and Pacific Affairs of the Committee on 
Foreign Relations, United States Senate, 
Ninety-seventh Congress, first session, on 
U.S. policy objectives in Southeast Asia 
and the factors which shape these objec- 
tives, July 15, 21, and 22, 1981., 82-4240 

U.S. policy options in El Salvador : hearing 
and markup before the Committee on 
Foreign Affairs and its Subcommittee on 
Inter-American Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session on H. Con. Res. 197, H. Con. 
Res. 212, September 24, November 5, and 
19, 1981., 82-12167 

U.S. policy toward international investment 
: hearings before the Subcommittee on 
International Economic Policy of the 
Committee on Foreign Relations, United 
States Senate, Ninety-seventh Congress, 
first session, July 30, September 28 and 
October 28, 1981., 82-12173 

U.S. policy toward Namibia : spring 1981 : 
hearing before the Subcommittee on 
Africa of the Committee on Foreign Af- 
fairs, House of Representatives, Ninety- 
seventh Congress, first session, June 17, 
1981., 82-4234 

U.S. policy toward the Philippines : hearing 
before the Subcommittees on Asian and 
Pacific Affairs, and on Human Rights and 
International Organizations of the Com- 
mittee on Foreign Affairs, House of Rep- 
resentatives, Ninety-seventh Congress, 
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first session, November 18, 1981., 
15118 

U.S. policy toward West Europe and 
Canada : June 2, 1981., 82-14262 

U.S. production of fish fillets and steaks, 
annual summary., 82-9559 

U.S. program for peace and arms control : 
November 18, 1981 /, 82-11205 

U.S. refugee program : oversight hearings 
before the Subcommittee on Immigration, 
Refugees, and International Law of the 
Committee on the Judiciary, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on U.S. refugee pro- 
gram, September 16, 17, and 23, 1981., 
82-12211 

U.S. relations with the Pacific area : report 
of a study mission to Fiji, New Zealand, 
Australia, Singapore, Thailand, Hong 
Kong, and Taiwan, August 6-24, 1981 /, 
82-2643 

U.S. relationship with Persian Gulf States : 
September 3, 1980., 82-11220 

U.S. shale oil forecasts (1985-1995) /, 82- 
13448 

The U.S. Small Business Development Pro- 
gram : 8(a) handbook /, 82-11370 

U.S. Small Business Week, May 10-16, 
1981: 1980’s the small business decade., 
82-11368 

U.S. statement on Afghanistan : U.N. reso- 
lution., 82-11225 

U.S. strategy in the Middle East : Septem- 
ber 17, 1981 /, 82-11253 

U.S. strategy needed for water supply as- 
sistance to developing countries : report 
to the Congress /, 82-3517 

U.S. whaling policies/International Whaling 
Commission : hearing before the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, Ninety- 
seventh Congress, first session, on U.S. 
whaling policies/International Whaling 
Commission, June 25, 1981., 82-1032 

The U.S. wheat economy in an internation- 
al setting : an econometric investigation / 
, 82-2750 

Uinta National Forest, Utah, travel plan/ 
recreation guide., 82-4340 

Uinta-Southwestern Utah coal 
region., 82-10705 

Ultimate boundedness stability and control- 
lability of hereditary systems /, 82- 
11088 

Ultrasonic attenuation and velocity in AS/ 
3501-6 graphite / exoxy fiber composite / 

82-11107 

Ultrasonic attenuation as an indicator of fa- 
tigue life of granite/epoxy fiber compos- 
ite /, 82-11106 

An Ultrasonic thermometry system for 
measuring very high temperatures in re- 
actor safety experiments /, 82-2526 

UN Conference on New and Renewable 
Sources of Energy /, 82-2140 

UN special session on disarmament 
achievements /, 82-2138 
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Unauthorized reception on _ subscription 
television : hearing before the Subcom- 
mittee on Telecommunications, Consumer 
Protection, and Finance of the Commit- 
tee on Energy and Commerce, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 4717 ... No- 
vember 17, 1981., 82-15091 

Uncertain quality energy savings, and 
future production hamper the weatheriza- 
tion program : report to the Congress /, 
82-3508 

Uncertain quality, energy savings, and 
future production hamper the weatheriza- 
tion program : summary : report to the 
Congress /, 82-13719 

Uncertainty analysis for a PWR _loss-of- 
coolant accident : II. alternative core 
damage estimators /, 82-2506 

Uncertainty in calculated surface tempera- 
ture and surface heat flux of THTF 
heater rods /, 82-14903 

Under secretary of commerce for economic 
affairs : hearing before the Subcommittee 
on Human Resources of the Committee 
on Post Office and Civil Service, House 
of Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 3141 ... Octo- 
ber 15, 1981., 82-2692 

Under the rule of thumb : battered women 
and the administration of justice /, 82- 
9582 

Undergraduate pilot training : visual dis- 
crimination pretraining for landing task /, 
82-284 

Underground natural gas storage in the 
United States, 82-10003 

Underground storage of natural gas by in- 
terstate pipeline companies, 82-13434 

Underground storage of natural gas by in- 
terstate pipeline companies for ..., 82- 
13434 

Understanding metrics 
82-14708 

Underwear and nightwear, 82-4587 

Unemployment insurance and special pro- 
tection programs., 82-14137 

Uneven-aged forest management : state of 
the art (or science?) /, 82-12515 

Uniform ambulatory medical care 
mum data set /, 82-5755 

Uniform crime reports for the United 
States., 82-1998 

Uniform data management system : system 
development and testing /, 82-11392 

Uniform margin requirements : report (to 
accompany H.R. 4145) (including cost es- 
timate of the Congressional Budget 
Office)., 82-2396 

Uniform Motor Vehicle Standards Act : 
hearing before the Subcommittee on Sur- 
face Transportation of the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 1402 ... Sep- 
tember 24, 1981., 82-12114 
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Uniform Services Pay Act of 1981 : conference report (to accompany S. 


Uniform Services Pay Act of 1981 : confer- 
ence report (to accompany S. 1181)., 
82-2400 

The uniform system of home health agency 
reporting : an analysis of its impact on 
home health care providers /, 82-13914 

Uniform tire quality grading treadwear 
course monitoring-IV /, 82-14564 

The uniform traffic ticket study /, 82-6536 

Union contract expirations in the North 
Central Region V /, 82-683, 82-14118 

Union recognition in the federal govern- 
ment., 82-11179 

Union Station—National Vistor Center : 
hearing before the Committee on Envi- 
ronment and Public Works, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 548 ... and S. 1192 ... July 
20, 1981., 82-6886 

Union Station Redevelopment Act of, 1981 
: report (to accompany S. 1192)., 82- 
4058 

Unit air movement planning., 82-4894 

Unit II : the domestic environment : read- 
ings., 82-4782 

Unit VI : defense resource management : 
reading and case study., 82-1425 

United Nations Educational, Scientific and 
Cultural Organization : amendments to 
articles IV, V, and VIII of the constitu- 
tion : adopted by the general conference 
of the United Nations Educational, Scien- 
tific and Cultural Organization at the sev- 
enteenth session, Paris, October 24 and 
30, 1972., 82-781 

United Nations Educational, Scientific and 
Cultural Organization : amendments to 
article V of the constitution : adopted by 
the general conference of the United Na- 
tions Educational, Scientific and Cultural 
Organization at the nineteenth session, 
Nairobi, November 8, 1976., 82-782 

The United Nations, 1976 : report to the 
Committee on Foreign Relations, United 
States Senate /, 82-6838 

United States. Federal Food, Drug, and 
Cosmetic Act., 82-13838 

United States Air Force Academy Prepara- 
tory School catalog., 82-9923 

United States Air Force manuals., 82-5594 

United States Army Corps of Engineers., 
82-5629 

United States Army in World War IL., 
5530 

United States as a country of mass first 
asylum : hearing before the Subcommit- 
tee on Immigration and Refugee Policy 
of the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on oversight on 
the legal status of the Cubans and Hai- 
tians who have entered the United States 
and the policies and procedures which 
should be adpoted in order to handle 
mass asylum cases and crises, July 31, 
1981., 82-12218 
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United States-Australia agreement on 
peaceful uses of nuclear energy : message 
from the president of the United States 
transmitting the text of the proposed 
agreement between the United States and 
Australia concerning peaceful uses of nu- 
clear energy, pursuant to section 123d. of 
the Atomic Energy Act of 1954, as 
amended (92 Stat. 144)., 82-11727 

United States-Bangladesh agreement of 
peaceful uses of nuclear energy : message 
from the president of the United States 
transmitting the text of the proposed 
agreement for cooperation between the 
United States of America and the Peo- 
ple’s Republic of Bangladesh concerning 
peaceful uses of nuclear energy, pursuant 
to section 123d. of the Atomic Energy 
Act of 1954, as amended., 82-11802 

The United States budget in brief., 
6188, 82-11193 

United States-Canadian trade policies 
impact on border state industries : hear- 
ing before the Subcommittee on Over- 
sight of Government Management of the 
Committee on Governmental Affairs, 
United States Senate, Ninety-seventh 
Congress, first session, November 17, 
1981., 82-15143 

United States Capitol Historical Society ex- 
emption from District of Columbia sales 
tax : report (to accompany H.R. 4491) 
(including cost estimate of the Congres- 
sional Budget Office)., 82-14661 

United States Coast Guard publications., 
82-5631 

United States code, 
82-11821, 82-14664 

United States code. Supplement /, 82- 
6602, 82-6603, 82-11821, 82-14663, 
82-14664 

United States Code, 1976., 82-5600 

United States Commission on Civil Rights., 
82-12900 

United States contributions to international 
organizations., 82-6200, 82-14261 

United States court directory., 82-14079 

United States court directory (United 
States. Administrative Office of the 
United States Courts), 82-14079 

United States Court of Claims reports., 
5593 

The United States courts., 82-667 

The United States courts (Washington), 
82-667 

United States courts (Washington, (D.C.)), 
82-667 

United States Customs Court reports : cases 
adjudged in the United States Customs 
Court., 82-14078 

United States Department of Labor 
annual report., 82-14084 

United States directory of federal regional 
structure., 82-539 

United States earthquakes., 82-9518 

United States-France cooperative science 
program between the National Science 
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Foundation of the United States and the 
National Center for Scientific Research 
of France., 82-14244 

United States Frigate Constellation : moni- 
toring of water at Constellation Pier, Bal- 
timore Harbor, for the presence of 
marine wood-destroyers : first year of ob- 
servations from April 1978 to May 1979 / 
, 82-5131 

The United States Geological Survey in 
Alaska. Accomplishments, 82-13951, 
82-13952 

The United States Geological Survey in 
Alaska, accomplishments during ..., 82- 
13951, 82-13952 

United States government memorandum : 
final recommendations relative to task 
force report : from FHWA Personnel 
Management Task Force : to Mr. Karl S. 
Bowers, Federal Highway Administra- 
tor., 82-14351 

United States imports and exports of natural 
gas, 82-13439 

United States intelligence activities., 
5636 

United States/Mexico electricity exchanges 
/, %2-10007 

United States military postal system : hear- 
ing before the Committee on Post Office 
and Civil Service, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, October 7, 1981., 82-4262 

United States naval history., 82-10420 

United States of America, treasury bonds of 
2001., 82-6241, 82-6251, 82-14298 

United States of America, treasury bonds of 
2006-2011., 82-6246 

United States of America, treasury notes of 
April 15, 1988, series D-1988., 82-6242 

United States of America, treasury notes of 
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United States of America, treasury notes of 
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14294 

United States of America, treasury notes of 
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United States of America, treasury notes of 
July 31, 1983, series T-1983., 82-6253 

United States of America, treasury notes of 
June 30, 1983, series S-1983., 82-6249 

United States of America, treasury notes of 
June 30, 1985, series H-1985., 82-6250 

United States of America, treasury notes of 
March 31, 1983, series P-1983., 82-6239 

United States of America, treasury notes of 
March 31, 1985, series G-1985., 82-6240 

United States of America, treasury notes of 
May 15, 1984, series K-1984., 82-6244 

United States of America, treasury notes of 
May 15, 1991, series A-1991., 82-6245 

United States of America, treasury notes of 
May 31, 1983, series R-1983., 82-6247 
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United States of America, treasury notes of 
November 15, 1984, series L-1984., 82- 
11378 

United States of America, treasury notes of 
November 15, 1984, series M-1984., 82- 
14301 

United States of America, treasury notes of 
November 15, 1986, series E-1986., 82- 
6248 

United States of America, treasury notes of 
November 15, 1986, series F-1986., 82- 
14295 

United States of America, treasury notes of 
November 15, 1991, series C-1991., 82- 
14302 

United States of America, treasury notes of 
October 15, 1988, series F-1988., 82- 
14299 

United States of America, treasury notes of 
October 31, 1983, series W-1983., 82- 
14300 

United States of America, treasury notes of 
September 30, 1983, Series V-1983., 82- 
14296 

United States of America, treasury notes of 
September 30, 1985, series J-1985., 82- 
14297 

United States of America, 14 1/2 % treas- 
ury notes of May 15, 1991, series A-1991., 
82-11379 

United States participation in the multilater- 
al development banks in the 1980s., 82- 
14292 

United States ports on Lake Erie : Erie, 
Pa., Conneaut, Ashtabula, Fairport 
Harbor, Lorain, Huron, Sandusky, Ohio 
/, 82-4979 

United States postage stamps., 82-5525 

United States public Health service hospi- 
tals and clinics : hearings before the Sub- 
committee on Merchant Marine of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-seventh Congress, first session, on 
public health service hospitals oversight, 
March 23, 1981 ... April 3, 1981 ... April 
24, 1981 ... Public Health Service Hospi- 
tals Closure and Eliminate Merchant 
Seamen Entitlement—H.R. 3223, April 
27, 1981 ... June 9, 1981., 82-12233 

United States Railway Association authori- 
zation, fiscal year 1982 : hearing before 
the Subcommittee on Commerce, Trans- 
portation, and Tourism of the Committee 
on Energy and Commerce, House of 
Representatives, Ninety-seventh Con- 
gress, first session, February 25, 1981., 
82-12145 

The United States remains unprepared for 
oil import disruptions : report to the Con- 
gress /, 82-1735 

United States reports : cases adjudged in 
the Supreme Court at ..., 82-5963, 82- 
14076 

United States reports, Supreme Court, 82- 
5963, 82-14076 





United States statutes at large., 
82-10461, 82-10462 

United States Submarine Veterans of World 
War II : report (to accompany H.R. 
4766) (including cost estimate of the Con- 
gressional Budget Office)., 82-2410 

United States Tax Court reports, 82-668, 
82-669, 82-14080 

United States treaties and other internation- 
al agreements., 82-2197, 82-14281 

United States versus Soviet synthetic fuels 
technology assessment /, 82-6766 

Universal Postal Union : general regula- 
tions, convention and related documents 
between the United States of America 
and other goverments : done at Rio de 
Janeiro, October 26, 1979 with English 
text of the constitution signed at Vienna 
July 10, 1964, as amended, and final pro- 
tocol., 82-3831 

Universal Postal Union (1964), 82-3831 

The University of Akron urban air pollu- 
tion and human health study /, 82-10211 

University of Wyoming, Leningrad State 
University cooperative stratospheric aero- 
sol research program /, 82-11559 

UO.densification in L.O.F.T. fuel., 
14712 

UO.densification on LOFT fuel /, 82- 
14712, 82-14977 

Update report on the performance of 400 
megawatt and larger nuclear and coal- 
fired generating units., 82-13466 

Updating the Hoover Dam documents, 
1978 /, 82-1958 

Upland habitat development with dredged 
material : engineering and plant propaga- 
tion /, 82-9797 

Upper Mississippi River, Minnesota : wild 
and scenic river study /, 82-10706 

Uranium and sodium oxide aerosol experi- 
ments : NSPP tests 201-203 and tests 301- 
302, data record report /, 82-14887 

The uranium dispersion and dosimetry 
(UDAD) code : version IX, a comprehe- 
sive computer program to provide esti- 
mates of potential radiation exposure to 
individuals and to the general population 
in the vicinity of a uranium processing 
facility /, 82-2467 

Uranium enrichment pricing oversight 
hearing before the Subcommittee on 
Energy Conservation and Power of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-seventh 
Congress, first session, June 5, 1981., 82- 
12151 

Uranium ion exchange from low-grade 
acidic solutions in a fluidized system /, 
82-5863 

Uranium ore residues : potential hazards 
and disposition : hearings before the Pro- 
curement and Military Nuclear Systems 
Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, June 24 and 25, 1981., 82-1018 
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Urgent supplemental appropriations bill, 1982 : hearing before a subcommittee of 


Urban and rural housing characteristics, 
82-12712 

Urban crossing problems /, 82-4005 

Urban development action grant program /, 
82-10697 

Urban development action grant program, 
annual report, 82-10697 

Urban enterprise zones : hearings before the 
Subcommittee on Savings, Pensions, and 
Investment Policy of the Committee on 
Finance, United States Senate, Ninety- 
seventh Congress, first session, on S. 1310 
.- July 13 and 16, 1981., 82-2638 

Urban fire education : Seattle case study /, 
82-10310 

Urban initiatives anti-crime program 
annual report to Congress : in response to 
the Public Housing Security Demonstra- 
tion Act of 1978 and as part of the Presi- 
dent’s National Urban Policy /, 82- 
10700 

The Urban Jobs and Enterprise Zone Act 
of 1981 : hearing before the Subcommit- 
tee on Economic Stabilization of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representatives, 
Ninety-seventh Congress, first session, on 
H.R. 3824 ... New York, N.Y., July 8, 
1981., 82-12100 

Urban mass transportation industry uniform 
system of accounts and records and re- 
porting system : level C reporting manual 
and sample forms., 82-6483 

Urban parks and recreation : a trend/analy- 
sis report., 82-14040 

Urban parks and recreation recovery pro- 
gram : oversight hearing before the Sub- 
committee on Oversight and Investiga- 
tions of the Committee on Interior and 
Insular Affairs, House of Representatives, 
Ninety-seventh Congress, first session, on 
urban parks and recreation recovery pro- 
gram, hearing held in Louisville, Ky., 
June 15, 1981., 82-1072 

Urban property insurance : a guide to local 
issues, problems and remedies : an Urban 
Consortium guidebook /, 82-10695 

Urban stormwater and combined sewer 
overflow impact on receiving water 
bodies : proceedings of the national con- 
ference, Orlando, Florida November 26- 
28, 1979 /, 82-13561 

Urban stormwater runoff data for a residen- 
tial area, Pompano Beach, Florida /, 82- 
10764 

Urban users of wildland areas as forest fire 
risks /, 82-12457 

Urbanization and agricultural policy in 
Egypt /, 82-12642 

Urgent supplemental appropriation for the 
Department of Health and Human Serv- 
ices : report (to accompany H.J. Res. 
392)., 82-11818 

Urgent supplemental appropriations bill, 
1982 : hearing before a subcommittee of 
the Committee on Appropriations, House 
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Urgent supplemental appropriations bill, 1982 : hearing before a subcommittee of 


of Representatives, Ninety-seventh Con- 
gress, second session, Subcommittee on 
HUD—lIndependent Agencies ... Envi- 
ronmental Protection Agency, construc- 
tion grants., 82-12087, 82-15022, 82- 
15023, 82-15024 

The US and the South Pacific /, 82-3830 

US Army Chaplain Center and School cor- 

course catalog., 82-9717 

US Army Institute for Military Assistance 
correspondence course catalog., 82-9719 

US Army Institute of Administration corre- 
spondence course catalog., 82-9718 

US Army Intelligence Center and School 
correspondence course catalog., 82-9720 

US Army Intelligence School, Fort Devens 
correspondence course catalog., 82-9723 

The US Army Missile and Munitions 
Center and School apprenticeship pro- 
gram for the trade of electrical-instru- 
ment repairer., 82-9737 

US Army Missile and Munitions Center and 
School correspondence course catalog., 
82-9716 

The US Army Ordnance Center and 
School apprenticeship program for the 
trade of artillery repairer, 82-4907 

The US Army Ordnance Center and 
School apprenticeship program for the 
trade of automobile body repairer and 
painter., 82-4905 

The US Army Ordnance Center and 
School apprenticeship program for the 
trade of heavy duty equipment mechan- 
ic., 82-9736 

The US Army Ordnance Center and 
School apprenticeship program for the 
trade of industrial welder., 82-4906 

The US Army Ordnance Center and 
School apprenticeship program for the 
trade of sewing machine repairer., 82- 
4904 

The US Army Ordnance Center and 
School apprenticeship program for the 
trade of small weapons repairer., 82- 
9735 

The US Army Ordnance Center 
School apprenticeship program for 
trade of truck mechanic., 82-4902 

US Army Quartermaster School corre- 
spondence course catalog., 82-9721 

The US Army Signal School apprenticeship 
program for the trade of aircraft electri- 
cal mechanic., 82-4901 

The US Army Signal School apprenticeship 
program for the trade of aircraft engine 
mechanic (turbine)., 82-4925 

The US Army Signal School apprenticeship 
program for the trade of automatic equip- 
ment technician., 82-4910 

The US Army Signal School apprenticeship 
program for the trade of cable splicer., 
82-4909 

The US Army Signal School apprenticeship 
program for the trade of central office 
telephone installer and repairer., 82-4900 
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The US Army Signal School apprenticeship 
program for the trade of control room 
technician (radio and television broad- 
casting)., 82-9738 

The US Army Signal School apprenticeship 
program for the trade of electrical repair- 
er., 82-4931 

The US Army Signal School apprenticeship 
program for the trade of electrician, 
radio., 82-4919 

The US Army Signal School apprenticeship 
program for the trade of electronic tech- 
nician (communication)., 82-4927 

The US Army Signal School apprenticeship 
program for the trade of electronics me- 
chanic (computer)., 82-4917 

The US Army Signal School apprenticeship 
program for the trade of electronics me- 
chanic (RADAR)., 82-4929 

The US Army Signal School apprenticeship 
program for the trade of field engineer 
(microwave)., 82-4926 

The US Army Signal School apprenticeship 
program for the trade of instrument re- 
pairer (electronic)., 82-4915 

The US Army Signal School apprenticeship 
program for the trade of line installer- 
repairer., 82-4918 

The US Army Signal School apprenticeship 
program for the trade of office machine 
servicer., 82-4913 

The US Army Signal School apprenticeship 
program for the trade of photographer, 
motion picture., 82-4923 

The US Army Signal School apprenticeship 
program for the trade of photographer, 
still., 82-4916 

The US Army Signal School apprenticeship 
program for the trade of photographic 
equipment maintenance technician., 82- 
4922 

The US Army Signal School apprenticeship 
program for the trade of production co- 
ordinator (television and radio broadcast- 
ing)., 82-4928 

The US Army Signal School apprenticeship 
program for the trade of radio and televi- 
sion repairer., 82-4911 

The US Army Signal School apprenticeship 
program for the trade of radio communi- 
cations technician., 82-4896 

The US Army Signal School apprenticeship 
program for the trade of radio mechanic., 
82-4921 

The US Army Signal School apprenticeship 
program for the trade of radio operator., 
82-4914 

The US Army Signal School apprenticeship 
program for the trade of telegraphic-tele- 
typewriter operator., 82-4920 

The US Army Signal School apprenticeship 
program for the trade of television-cable 
installer., 82-4930 

The US Army Transportation School ap- 
prenticeship program for the trade of air- 
craft mechanic, armament., 82-4924 
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The US Army Transportation School ap- 
prenticeship program for the trade of air- 
plane mechanic., 82-4908 

The US Army Transportation School ap- 
prenticeship program for the trade of 
electrical mechanic (aircraft)., 82-4898 

The US Army Transportation School ap- 
prenticeship program for the trade of he- 
licopter mechanic., 82-4912 

The US Army Transportation School ap- 
prenticeship program for the trade of 
marine heavy duty mechanic (heavy-duty 
mechanic diesel)., 82-4899 

The US Army Transportation School ap- 
prenticeship program for the trade of 
marine hull repairer, ironworker (boat- 
builder, steel)., 82-4895 

The US Army Transportation School ap- 
prenticeship program for the trade of 
sheet metal worker (aircraft)., 82-4897 

US-China agricultural trade /, 82-2165 

US-China cultural exchanges /, 82-2169 

US-China economic relations /, 82-3823, 
82-3824 

US-China exchanges /, 82-2135 

US-China relations /, 82-2163 

US-China science and technology ex- 
changes /, 82-2164 

US-China trade agreement /, 82-2134 

US-Cuban relations /, 82-2159 

US export expansion /, 82-2166 

US-Mexico relations /, 82-2161 

US-People’s Republic of China economic 
relations /, 82-2133 

US prosperity and the developing countries 
/, 82-2151, 82-2168 

US-Romanian relations /, 82-2160 

US trade policy /, 82-2167 

US-USSR exchanges /, 82-2162 

USA, Boston and New England., 82-1377 

USA, Hawaii and the U.S. islands of the 
Pacific., 82-3090 

USA, Los Angeles, Las Vegas, Southern 
California, and Southern Nevada. 82- 
3091 

USA, Miami Beach and Florida. 82-3089 

USA, New York City, New York and New 
Jersey., 82-3088 

USA, San Francisco, northern California, 
and northern Nevada., 82-1378 

USA, Texas., 82-3092 

USA, Washington, D.C., Philadelphia, and 
George Washington country., 82-1376 

USDA estimates of the cost of raising a 
child : a guide to their use and interpreta- 
tion., 82-2752 

USDA human nutrition service reorganiza- 
tion : hearing before the Subcommittee 
on Department Operations, Research, and 
Foreign Agriculture and the Subcommit- 
tee on Domestic Marketing, Consumer 
Relations, and Nutrition of the Commit- 
tee on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, September 17, 1981., 82-12075 
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The use and fate of laubricants, oils, 
greases, and hydraulic fluids in the iron 
and steel industry /, 82-10123 

Use of a black “culture assimilator” to in- 
crease racial understanding /, 82-9759 

Use of auxiliary ellipsoids in height-con- 
trolled spatial adjustments /, 82-1391 

Use of calibration base lines /, 82-3104 

The use of computer-generated color 
graphic images for transient thermal anal- 
ysis /, 82-744 

The use of drifting buoy data at NMC /, 
82-12825 

Use of environmental satellite data for input 
to energy balance snowmelt models., 
82-9566 

Use of fabrics and other measures for re- 
tarding reflective cracking of asphaltic 
concrete overlays /, 82-14478 

The use of fluorescein angiography to study 
oxygen toxicity /, 82-5095 

The use of gabions to improve aquatic habi- 
tat /, 82-5937 

Use of hospital outpatient services, 
10684, 82-13915 

Use of human resources data in weapon 
system design : identification of data/data 
systems and related technology /, 82- 
1590 

The Use of ion exchange to treat radioac- 
tive liquids in light-water-cooled nuclear 
reactor power plants /, 82-14755 

Use of Landsat data to assess waterfowl 
habitat quality /, 82-5919 

The use of Landsat digital data and com- 
puter-implemented techniques for an agri- 
cultural application /, 82-11160 

The use of large scale color infrared pho- 
tography for stream habitat and riparian 
vegitation inventory /, 82-10961 

The use of LEDS to simulate weak Yag- 
laser beams /, 82-1367 

Use of lime in levee restoration /, 82-4987 

Use of meteorological data in air quality 
trend analysis /, 82-10066 

Use of oak in linerboards /, 82-1162 

Use of oscilloscope, 82-1613, 82-1614 

The use of polyalkylene glycol in sonar 
transducers /, 82-3231 

Use of polymeric materials in energy stor- 
age systems /, 82-13240 

Use of psychiatric facilities by children and 
youth, United States 1975 /, 82-13890 

Use of radionavigational land test stations 
and signal generators., 82-6426 

The use of school buses for public transpor- 
tation /, 82-2221 

Use of services for family planning and in- 
fertility, United States., 82-10638 

The Use of Solar Energy for the Cooling of 
Buildings : proceedings of workshop, 
February 15-17, 1978, San Francisco, 
California /, 82-9929 

Use of “sulphur” in pavements /, 82-2227 

“Use of the airshed grid model to evaluate 
the air quality impacts of alternative air 


82- 





pollution control policies on the South 
Coast Air Basin” : draft final report /, 
82-14696 

Use of the occupational knowledge test to 
assign extra credit in selection of air traf- 
fic controllers /, 82-2269 

User fee proposals : hearing before the Sub- 
committee on Coast Guard and Naviga- 
tion of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, on the proposition of assessing 
user fees for certain services provided by 
the U.S. Coast Guard, May 19, 1981., 
82-2685 

User needs and concerns in telecommunica- 
tions marketplace : hearings before the 
Subcommittee on Telecc ications, 
Consumer Protection, and Finance of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-seventh 
Congress, first session, June 23, 24, 
August 18, 19, and September 11, 1981., 
82-15083 

User performance under several automated 
approaches to changing displayed maps /, 
82-9769 

User’s guide for the BWR LOCA analysis 
capability of the WRAP-EM system /, 
82-14831 

User’s guide for vectorized code EQUIL 
for calculating equilibrium chemistry on 
Control Data STAR-100 computer / 
Ajay Kumar, Randolph A. Graves, Jr., 
and K. James Weilmuenster., 82-3782 

A user’s guide to EPIC : a computer pro- 
gram to calculate the motion of fuel and 
coolant subsequent to pin failure in an 
LMFBR /, 82-6666 

User’s guide to GASPAR code /, 82- 
14725 

User’s manual : RID*POLY geographic in- 
formation system /, 82-12518 

User’s manual : the national death index., 
82-1859 

User’s manual for LADTAP II : a comput- 
er program for calculating radiation ex- 
posure to man from routine release of 
nuclear reactor liquid effluents /, 82- 
14919 

Users’ manual for lateral stability computer 
programs for railway freight car models 
/, 82-6364 

Users’ manual for linear freight car forced 
lateral response analysis computer pro- 
gram /, 82-6366 

User’s manual for mixing height computer 
program /, 82-10250 

User’s manual for program conform (CON- 
FORMal contact stress problems) /, 82- 
11471 

User’s manual for program COUNTACT 
(COUNTerformal contACT stress prob- 
lems) /, 82-2251 

User’s manual for the dynamic (Potomac) 
estuary model /, 82-10085 
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VA Vietnam veterans’ readjustment counseling program : hearing before a 


User’s manual for the Plume Visibility 
Model (PLUVUE) /, 82-364 

USES interest inventory., 82-3763 

Using modules in an environmental health 
training program : module 20., 82-13482 

Using rights-of-way for recreation /, 82- 
14034 

USS Arthur W. Radford : DD-968 : Unitas 
XXI—WATC ’80., 82-226 

USSAERO computer program develop- 
ment, versions B and C /, 82-14192 

Utah BLM intensive wilderness inventory, 
wilderness study areas /, 82-1985 

Utah, Water and Power Resources Service 
projects., 82-600 

Utilitiesman 1 & C., 82-9867 

Utility financing : hearing before the Sub- 
committee on Energy Conservation and 
Power of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, on 
the finanical condition of utilities and 
their future in the 1980’s, April 6, 1981., 
82-6807 

The Utility of the racial attitudes and per- 
ceptions survey (RAPS) for assessing 
impact of race relations training programs 
in the military /, 82-13116 

Utility siting of WECS : a preliminary 
legal/regulatory assessment /, 82-13350 

Utilization of equipment crisis relocation 
program : final report for Defense Civil 
Preparedness Agency /, 82-9655 

Utilization of marginal construction materi- 
als for LOC /, 82-167 

Utilization of short-stay hospitals : annual 
summary for the United States, 1979 /, 
82-10636 

Utilization of short-stay hospitals by per- 
sons with heart disease and malignant 
neoplasms : the national hospital dis- 
charge survey, United States, 1977 /, 
82-13858 

Utilization of women in industrial career 
fields /, 82-1574 

U25B MHD facility : the 1 channel for U- 
25B facility /, 82-1619 


Vv 


Vv. C. Summer Nuclear Station Unit 1 
emergency feedwater system reliability 
study evaluation /, 82-991 

V/STOL rotary propulsor noise prediction 
model update and evaluation /, 82-2286 

VA annual report on activities carried out 
under the Veterans’ Administration Medi- 
cal School Assistance and Health Man- 
power Training Act of 1972, 82-12290 

VA Vietnam veterans’ readjustment coun- 
seling program : hearing before a Sub- 
committee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, October 19, 1981., 82-6846 
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VA-70 shrub lespedeza. 


VA-70 shrub lespedeza., 82-4295 

Validation and application of the WRECK- 
ER nonlinear finite element program in 
analyzing vehicle side structures /, 82- 
14560 

Validation and assessment of energy models 
: proceedings of a symposium held at the 
National Bureau of Standards, Gaithers- 
burg, MD, May 19-21, 1980 /, 82-3082 

Validation and software documentation of 
the ANL fish-impingement model /, 82- 
11888 

Validation methods research for fault-toler- 
ant avionics and control systems : work- 
ing group meeting, II : proceedings of a 
working group meeting held at Langley 
Research Center, Hmapton, Virginia, Oc- 
tober 3-4, 1979 /, 82-2091 

Validation of an expert estimate technique 
for predicting manpower, maintenance, 
and training requirements for proposed 
Air Force systems /, 82-1564 

Validation of scramjet exhaust simulation 
technique at Mach 6 /, 82-6105 

Validity of peer ratings obtained during 
ranger training /, 82-4941 

The value-added tax in the European Eco- 
nomic Community : report to the Con- 
gress /, 82-3514 

Value engineering for highways : 
and training course /, 82-6298 

Value engineering study of pavement joint 
repair /, 82-2242 

Value for small diameter stumpage affected 
by product prices, processing equipment, 
and volume measurement /, 82-1166 

The value of special training for the inter- 
pretation of UGS employed in a grid /, 
82-156 

Vanadium, 82-623 

Vanderwagen-Navajo nation land exchange 
: hearing before the Select Committee on 
Indian Affairs, United States Senate, 
Ninety-seventh Congress, first session, on 
S. 1779 ... November 23, 1981, Washing- 
ton, D.C., 82-12203 

Vapor explosion phenomena with respect to 
nuclear reactor safety assessment /, 82- 
14780 

Variable housing allowance : rate setting 
criteria and procedures need to be im- 
proved : report /, 82-1739 

Variation in cold hardiness among popula- 
tions of Pseudotsuga menziesii var. glauca 
/, 82-12448 

Variations in climatic characteristics as re- 
lated to evapotranspiration in South Park, 
central Park County, Colorado /, 82- 
3679 

Various measures of the effectiveness of 
yellow goggles /, 82-5125 

Vascular plants of the Uinta Basin : a pre- 
liminary checklist /, 82-10948 

Vehicle access and control planning docu- 
ment /, 82-4111 

Vehicle access and search training manual / 
, 82-4112 


textbook 
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Vehicle accidents in highway work zones /, 
82-6317 

Vehicle anti-theft security system design /, 
82-14567 

Vehicle data acquisition system., 82-14526 

Vehicle identification using the acoustic 
sensor : training, sensing concepts, and 
bandwidth /, 82-4940 

Vehicle integration and evaluation of ad- 
vanced restraint systems /, 82-11642 

Vehicle modification for alcohol use /, 82- 
13319 

Vending machines, coin operated, 82-1350 

Venezuela, Trinidad and Tobago : crude oil 
potential from known deposits /, 82- 
3371 

Ventilation measurements at underground 
mine regulators., 82-11070 

Verification of multidimensional reactor 
safety analysis codes developed in group 
T-3 /, 82-2551 

Verifying seismic design of nuclear reactors 
by testing /, 82-11962 

Vertical motions in the equatorial middle 
atmosphere /, 82-725 

Vertical shear of the horizontal wind speed 
in tropical cyclones /, 82-1383 

Very-high-frequency aerosat airborne termi- 
nal /, 82-11536 

Vesatile Experimental Kelvar Array hydro- 
phones : USRD type H78 /, 82-3234 

Vessel service to Dutch Harbor : hearing 
before the Subcommittee on Merchant 
Marine of the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-seventh Congress, 
first session, on S. 1682 ... October 16, 
1981., 82-15061 

Veterans’ Administration and Department 
of Defense Health-Care Resources Shar- 
ing Act : report (to accompany S. 266)., 
82-2367 

Veterans’ Administration report on imple- 
mentation of special pay for physicians 
and dentists in the Department of Medi- 
cine and Surgery, pursuant to Public 
Law 96-330., 82-1115 

Veterans affairs and benefits., 82-508 

Veterans’ disability compensation and survi- 
vors’ benefits amendments of 1981 : hear- 
ings before the Committee on Veterans’ 
Affairs, United States Senate, Ninety-sev- 
enth Congress, first session, on S. 112, S. 
415, S. 416, S. 779, S. 911, S. 915, S. 917, 
S. 1297, S. 1315, and S. 1317 and related 
bills, June 11, 1981., 82-12293 

Veterans employment programs : hearing 
before the Subcommittee on Education, 
Training, and Employment of the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, October 9, 1981., 82- 
6909 

Veterans’ employment programs in the U.S. 
Postal Service : hearings before the Sub- 
committee on Education, Training, and 
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Employment of the Committee on Veter- 
ans’ Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
October 14, 1981., 82-12282 

Veterans’ programs extension and improve- 
ment act of 1981 : hearing before the 
Committee on Veterans’ Affairs, United 
States Senate, Ninety-seventh Congress, 
first session on S. 26 (Titles II and III, 
only), S. 380, S. 458, S. 636, S. 689, S. 
872, S. 914, S. 921, and related bills, 
April 30, 1981., 82-12294 

Veterans readjustment appointments in the 
federal government : special hiring au- 
thority for 30 percent or more disabled 
veterans : a report /, 82-6913 

Viability of the Social Security Administra- 
tion’s (SSA) computer systems : hearing 
before a subcommittee of the Committee 
on Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, September 23, 1981., 
82-12195 

Vibration aspects of ride quality modeling 
for the DOT PTACV— theory and ex- 
periment /, 82-6354 

Vibration characteristics of walls and a 
plate glass window representative of 
those of a wood-frame house /, 82- 
11128 

Vibration evaluation of aircraft propellers., 
82-6379 

Vibratory ice protection for helicopter 
rotor blades /, 82-3196 

Victims of crime : a review of research 
issues and methods., 82-14063 

The Vietnam veterans leadership program/ 
Action : hearing before the Subcommit- 
tee on Education, Training, and Employ- 
ment of the Committee on Veterans’ Af- 
fairs, House of Representatives, Ninety- 
seventh Congress, first session, October 
20, 1981., 82-6910 

Vietnamization and the cease-fire /, 82- 
5073 

Views and estimates of committees of the 
House and joint committees (together 
with supplemental and minority views) 
on the congressional budget for fiscal 
year .../, 82-15050, 82-15052 

Views and estimates of committees of the 
House and the Joint Economic Commit- 
tee, 82-15050 

Views and estimates of committees of the 
House (together with supplemental and 
minority views) on the congressional 
budget for fiscal year... /, 82-15052 

Views and estimates of the Committee on 
Foreign Affairs on the budget, 82-15111 

Views and estimates of the Committee on 
Foreign Affairs on the budget for fiscal 
year... /, 82-15111 

Views and estimates of the Committee on 
Interior and Insular Affairs, House of 
Representatives on the budget proposed 
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for fiscal year ... : report to the Commit- 
tee on the Budget /, 82-15146 

Views and estimates of the Committee on 
International Relations on the budget, 
82-15111 

Views and estimates on the budget pro- 
posed for fiscal year ... together with sep- 
arate and additional views /, 82-15017, 
82-15018, 82-15019 

Views of the Committee on Appropriations, 
United States Senate, the first concurrent 
resolution on the budget, 82-15025 

Views of the Committee on Appropriations, 
United States Senate, together with addi- 
tional views on the first concurrent reso- 
lution on the budget, fiscal year 1982., 
82-1015, 82-15025 

Viking Mars mission support investigations 
in the Langley Transonic Dynamics 
Tunnel /, 82-6082 

Vinyl chloride : an information resource /, 
82-1832 

Vinyl ester polymer concrete and experi- 
menal repair of Madera Canal drop struc- 
ture /, 82-5851 

Violent juvenile crime : hearing before the 
Subcommittee on Juvenile Justics of the 
Committee on the Judiciary, United 
States Senate, Ninety-seventh Congress, 
first session, on the problem of juvenile 
crime, July 9, 1981., 82-2674 

Virden Creek pumping station and gravity- 
flow outlet structure, Waterloo, Iowa : 
hydraulic model investigation /, 82-1466 

Virgin Islands Nonimmigrant Alien Adjust- 
ment Act of 1981 : hearing before the 
Subcommittee on Immigration, Refugees, 
and International Law of the Committee 
on the Judiciary, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, on H.R. 3517 ... June 18, 1981., 82- 
6857 

Virginia landings, annual summary., 
3123 

Virginia 
12835 

Visa waiver program : hearing before the 
Subcommittee on Business, Trade, and 
Tourism of the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-seventh Congress, 
first session, on visa waiver program, 
September 22, 1981., 82-12115 

A viscous flow analyis for the tip vortex 
generation process /, 82-11109 

The Vision of submariners and National 
Guardsmen : a longitudinal study, 82- 
$121 

Visit to Japan to observe damage which 
occurred during the near Izu Oshima 
earthquakes, January 14 and 15, 1978 /, 
82-5016 

Visiting fellowship program /, 82-2001, 
82-10988 

Visual arts /, 82-14241 

Visual arts program, 82-14241 


82- 


[meteorological  stations]., 82- 





Washington, Water and Power Resources Service projects. 


Visual detection of driving while intoxicat- 
ed : project interim report : identification 
of visual clues and development of detec- 
tion methods /, 82-2331 

Visual evoked cortical potentials in men 
during compression and saturation in He- 
Oxequivalent to 400, 800, 1200, and 1600 
feet of sea water /, 82-5099 

Visual evoked responses, EEG’s and reac- 
tion time during a normoxic saturation 
dive, NISATI/, 82-5096 

Visual information processing based on spa- 
tial filters constrained by biological data 
/, 82-1611 

Visual performance assessment through 
clear and sunscreen-treated windows /, 
82-2275 

Visual-proprioceptive cue conflicts in the 
control of remotely piloted vehicles /, 
82-3303 

Visual search performance during simulated 
radar observation with and without a 
sweepline /, 82-3923 

Visual search performance in simulated re- 
motely piloted vehicle utilization as a 
function of auxiliary task loading on the 
observer /, .82-9763 

Vital and health statistics., 82-5567 

Vital area analysis using SETS /, 82-4154 

Vital statistics of the United States. 82- 
1860 

Vital statistics of the United States. Volume 
2. Section 5, Life tables., 82-1861 

Vitamin C status of submariners /, 82-5123 

VOC fugitive emissions in synthetic organic 
chemicals manufacturing industry : back- 
ground information for proposed stand- 
ards /, 82-13677 

VOC fugitive emissions in synthetic organic 
chmeicals manufacturing industry : back- 
ground information for proposed stand- 
ards /, 82-13678 

Vocational and career education., 82-3546 

Vocational education in correctional institu- 
tions : a report based on four national 
hearings /, 82-12053 

Vocational interest-career examination : use 
and application in counseling and job 
placement /, 82-5148 

Voices for women : 1980 report of the 
President’s Advisory Committee for 
Women., 82-777 

Volatile organic compound (VOC) species 
data manual /, 82-5316 

Volume and weight characteristics of a 
typical Douglas-fir/western larch stand, 
Coram Experimental Forest, Montanta /, 
82-2802 

Volume providers of medical examinations 
for social security disability cases., 82- 
2733 

Volume providers of medical examinations 
for the social security disability program : 
hearing before the Subcommittee on 
Social Security and Subcommittee on 
Oversight of the Committee on Ways and 
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Means, House of Representatives, Ninety- 
seventh Congress, first session, September 
18, 1981., 82-6919 

Volume reduction techniques in !ow-level 
radioactive waste management /, 82- 
2572 

Voluntary early retirements in the civil 
service too often misused : report to the 
Congress /, 82-469 

Voluntary early retirements in the civil 
service too often misused : s' 
report to the Congress /, 82-470 

Volunteers who produce books /, 82-6070 

Vortex advisory system safety analysis /, 
82-14463 

Vortex problem at intake, Lower St. An- 
thony Falls Lock and Dam, Mississippi 
River, Minneapolis, Minnesota : hydrau- 
lic model investigation /, 82-4997 

Votes at the thirtieth regular session of the 
General Assembly : September 16, 1975- 
December 17, 1975., 82-14260 

Voting and elections., 82-5620 

VSS demonstration program /, 82-11472 


Ww 


Wage calendar, 82-14092 

Wage chronology, bituminous coal mine 
operators and United Mine Workers, 
1933-81., 82-672 

Wage differences among large city govern- 
ments and comparisons with industry and 
federal pay /, 82-14116 

Waivers - airshows/contests/races., 
6400 

Waivers of part 101, federal aviation regula- 
tions., 82-6402 

Waiving certain points of order against 
H.R. 4995 : report (to accompany H. Res. 
275)., 82-14643 

Waiving certain points of order against the 
conference report on S. 815 : report (to 
accompany H. Res. 270)., 82-4082 

Wappapello quadrangle, Missouri, 7.5 
minute series (topographic), NE/4 Poplar 
Bluff 15’ quadrangle /, 82-10858 

The war on arthritis : when does it begin? : 
hearing before the Subcommittee on 
Health and Long-Term Care of the 
Select Committee on Aging, House of 
Representatives, Ninety-seventh Con- 
gress, first session, June 10, 1981., 82- 
6738 

Wasatch-Cache National Forest travel plan 
/, 82-4317 

Washington, D.C. weather., 82-3115 

Washington environmental quality profile /, 
82-1678 

Washington headquarters directives check- 
lists as of April 30, 1981., 82-11486 

Washington, Water and Power Resources 
Service projects., 82-601 


82- 
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Waste and water mgt for conventional coal combustion assessment report, 1979 / 


Waste and water management for conven- 


tional coal combustion assessment report, 
1979 /, 82-357 

Waste-assimilation capacity of the Arkansas 
River in Pueblo County, Colorado, as it 
relates to water-quality guidelines and 
stream classification /, 82-1932 

Waste heat project, upper Rhine area, first 
semiannual report 1977 » /, %82-13381 

Wastewater collection and treatment facili- 
ties, Yarmouth, Barnstable County, Mas- 
sachusetts /, 82-10186 

Wastewater treatment facilities for the met- 
ropolitan area, Columbus, Ohio : draft en- 
vironmental impact statement /, 82- 
10190 

Water, a resource you can help restore /, 
82-1663 

Water data management systems : [proceed- 
ings] /, 82-1908 

Water jet perforation : a new method for 
completing and stimulating in situ leach- 
ing wells /, 82-5883 

Water-level data for wells in and near 
burial ground 3, Oak Ridge National 
Laboratory, Tennessee, 1975-1979, 82- 
13986 

Water-level data for wells in burial ground 
6 : Oak Ridge National Laboratory, Ten- 

nessee, 1975-1979 /, 82-1956 

Water wean Fete in artesian and noi 
aquifers of Florida, 1975-76 /, 82-10771 

Water on the fire, 82-12318 

Water pollution potential of coal-slurry pie- 
plines /, 82-5299 

Water-quality assessment of the Cypress 
Creek watershed, Warrick County, Indi- 
ana /, 82-5805 

Water-quality assessment of the L’Anguille 
River basin, Arkansas : progress report /, 
82-10826 

Water-quality data for aquifers, streams, 
and lakes in the vicinity of Keechi, 
Mount Sylvan, Oakwood, and Palestine 
salt domes, northeast Texas salt-dome 
basin, 82-13981 

Water-quality data for canals in eastern 
Broward County, Florida, 1975-78 /, 
82-10830 

Water-quality data for landfills, Hillsbor- 
ough County, Florida, January 1974-Oc- 
tober 1977 /, 82-10776 

Water-quality data for the Village Creek 
Watershed, northeast Arkansas /, 82- 
13968 

Water-quality data needs for small water- 
sheds : surface-water data /, 82-5793 

Water quality in the Merced River above 
and below the El Portal Sewage Treat- 
ment Plant near Yosemite National Park, 
California, 1975-77 /, 82-10796 

Water quality in the Old Plantation Water 
Control District, Broward County, Flor- 
ida : progress report, July 1976-June 1977 
/, %2-10767 

Water Quality Instructional Resources In- 
formation System (IRIS) : a compilation 
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of abstracts to water quality and water 
resources materials /, 82-5251 

Water-quality investigation of the Caney 
Creek watershed, northeast Arkansas /, 
82-10812 

Water-quality investigation of the Tyronza 
River watershed, Arkansas /, 82-10760 

Water-quality investigation of the Vache 
Grasse Creek watershed, Sebastian 
County, Arkansas /, 82-10780 

Water quality issues and energy assessments 
/, 82-5195 

Water Reactor Safety Research Division : 
quaterly progress report July 1-Septem- 
ber 30, 1979 /, 82-11951 

Water reactor safety research program : a 
description of current and planned re- 
search., 82-2433 

Water requirements of honeylocust (Glen- 
ditsia triacanthos f. inermis) in the urban 
forest /, 82-2792 

Water resource appraisal program for hy- 
droelectric licensing /, 82-339 

Water resources along the TAPS route, 
Alaska, 1970-74 /, 82-10757 

Water resources and geology of the Los 
Coyotes Indian Reservation and vicinity, 
San Diego County, California /, 82- 
1949 

Water resources and the Nation’s water 
supply : issues and concerns study /, 82- 
10326 

Water resources appraisal for hydroelectric 
licensing : Altamaha River basin, Geor- 
gia., 82-13409 

Water resources appraisal for hydroelectric 
licensing : Elwha River basin, Washing- 
ton., 82-13410 

Water resources appraisal for hydroelectric 
licensing : Jordan River basin, Utah., 
82-13417 

Water resources appraisal for hydroelectric 
licensing : Payette River Basin, Idaho., 
82-9995 

Water resources appraisal for hydroelectric 
licensing : Potomac River basin, Pennsyl- 
vania, Maryland, West Virginia, and Dis- 
trict of Columbia., 82-13408 

Water resources appraisal for hydroelectric 
licensing : Yampa River Basin, Colorado, 
Wyoming., 82-1645 

Water-resources appraisal of the south-Ar- 
kansas lignite area /, 82-10803 

Water resources appraisals for hydorelectric 
licensing : Black River basin, New York., 
82-9993 

Water resources appraisals for hydroelectric 
licensing : Allegheny River basin, Penn- 
sylvania-New York., 82-13416 

Water resources appraisals for hydroelectric 
licensing : American River basin, Califor- 
nia., 82-13412 

Water resources appraisals for hydroelectric 
licensing : Cape Fear River basin, North 
Carolina - South Carolina., 82-13418 
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Water resources appraisals for hydroelectric 
licensing : Colorado River basin, Texas., 
82-13415 

Water resources appraisals for hydroelectric 
licensing: Cumberland River basin, Ken- 
tucky-Tennessee., 82-13413 

Water resources appraisals for hydroelectric 
licensing: Lower Red River basin, Arkan- 
sas, Louisiana, Oklahoma and Texas., 
82-13407 

Water resources appraisals for hydroelectric 
licensing : Merrimack River basin, New 
Hampshire, Massachusetts., 82-9996 

Water resources appraisals for hydroelectric 
licensing : Santee River basin, South 
Carolina-North Carolina., 82-13411 

Water resources appraisals for hydroelectric 
licensing : Savannah and Edisto River 
basins area, Georgia-South Carolina- 
North Carolina., 82-9992 

Water resources appraisals for hydroelectric 
licensing : St. Joseph-Kalamazoo River 
basin, Indiana-Michigan., 82-13420 

Water resources appraisals for hydroelectric 
licensing : Tennessee River basin, Viri- 
ginia-Tennessee-North Carolina-Mississip- 
pi-Georgia-Kentucky-Alabama., 82-9991 

Water resources appraisals for hydroelectric 
licensing Tombigbee-Warrior River 
basin, Alabama-Mississippi., 82-13414 

Water resources appraisals for hydroelectric 
licensing : Yadkin-Pee Dee River basin, 
North Carolina, South Carolina, and Vir- 
ginia., 82-13419 

Water resources coordination directory., 
82-12054 

Water resources data for California., 82- 
5814, 82-5815, 82-13960, 82-13961 

Water resources data for Colorado., 82- 
5816 

Water resources data for Florida., 82-5817 

Water resources data for Hawaii and other 
Pacific areas., 82-13962 

Water resources data for Idaho., 82-5818 

Water resources data for Kentucky., 82- 
13963 

Water resources data for Maryland and 
Delaware /, 82-5819 

Water resources data for Minnesota., 82- 
13964, 82-13965 

Water resources data for Nebraska. 82- 
5820 

Water resources data for Nevada., 82-5821 

Water resources data for North Dakota and 
South Dakota, 82-5824 

Water resources data for Ohio., 82-5822 

Water resources data for Pennsylvania /, 
82-5823 

Water resources data for South Dakota., 
82-5824 

Water-resources data, 1970-75, for Perris 
Valley and vicinity, Riverside County, 
California /, 82-10817 
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Water resources development by the U.S. 
Army Corps of Engineers ... Maine., 82- 
176 

Water resources development by the U.S. 
Army Corps of Engineers ... Massachu- 
setts., 82-177 

Water resources development by the U.S. 
Army Corps of Engineers ... New Hamp- 
shire., 82-178 

Water resources development by the U.S. 
Army Corps of Engineers .. Rhode 
Island., 82-179 

Water resources development by the U.S. 
Army Corps of Engineers ... Vermont., 
82-181 

Water resources development by the U.S. 
Army Corps of Engineers in Wisconsin, 
82-182 

Water resources development by the US 
Army Corps of Engineers, Charleston 
District., 82-180 

Water resources development in Georgia., 
82-175 

Water resources development in South 
Carolina, 82-180 

Water resources development in Wisconsin 
/, 82-182 

Water resources development in Wisconsin 
(United States. Army. Corps of Engi- 
neers. North Central Division : 1981), 
82-182 

Water resources development, United 
States Army Corps of Engineers, in 
Georgia, 82-175 

Water resources investigations in Florida /, 
82-10717 

Water-resources investigations of the U.S. 
Geological Survey in Montana, October 
1977 through September 1978 /, 82- 
10769 

Water-resources investigations of the U.S. 
Geological Survey in Montana, October 
1978 through September 1979 /, 82- 
10793 

Water-resources investigations of the U.S. 
Geological Survey in Wyoming /, 82- 
10846 

Water resources of the Barona, Capitan 
Grande, and Sycuan Indian Reservations, 
San Diego County, California /, 82- 
10736 

Water resources of the Lower Elwha 
Indian Reservation, Washington /, 82- 
10789 

Water resources of the Swinomish Indian 
Reservation, Washington /, 82-10786 

Water Resources Policy Act of 1981 : hear- 
ing before the Subcommittee on Conser- 
vation, Credit, and Rural Development of 
the Committee on Agriculture, House of 
Representatives, Ninety-seventh Con- 

first session, on H.R. 3432, June 16, 
1981., 82-1009 

Water resources policy issues : hearings 
before the Subcommittee on Water Re- 
sources of the Committee on Environ- 
ment and Public Works, United States 





Senate, Ninety-seventh Congress, first 
session ...., 82-4265 

Water resources problems affecting the 
Northeast : the drought and present and 
future water supply problems : hearings 
before the Subcommittee on Water Re- 
sources of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-seventh Con- 
gress, first session, March 19 and 20, 
1981, at Newark, N.J., March 23, 1981, at 
New York, N.Y., March 30, 1981, at 
Philadelphia, Pa., 82-6890 

Water resources protection measures in 
land development : a handbook /, 82- 
3669 

Water resources, Saudi Arabia and United 
Arab Emirates, March 28-April 9, 1981., 
82-135 

Water safety /, 82-4974 

Water systems management users guide /, 
82-10895 

Water transportation requirements for coal 
movement in 1985 /, 82-6270 

Water vapor mass balance method for de- 


termining air infiltration rates in houses /, 


82-2799 

Waterford steam electric station unit 3 auxi- 
lary feedwater system reliability study 
evaluation /, 82-6709 

A wave amplitude approach to noise analy- 
sis with application to a new method of 
noise measurement /, 82-5172 

Wave equation analysis of pile driving : 
WEAP program /, 82-11455 

Wave information study for U.S. coastlines. 
Report 1. Surface pressure field recon- 
struction for wave hindcasting purposes / 

82-13128 

Wave interaction observations of ionos- 
pheric modification in the D-region /, 
82-4704 

Wave sensor survey., 82-4626 

Waynesville quadrangle, Missouri-Pulaski 
Co., 7.5 minute series (topographic), SW/ 
4 Waynesville 15’ quadrangle /, 82- 
10854 

Ways to improve federal management and 
use of productivity based reward systems 
: report /, 82-1737 

Wayside energy storage study /, 82-14390 

Weak internal controls make some navy ac- 
tivities vulnerable to fraud, waste and 
abuse : report to the Congress /, 82-447 

Weak internal controls make some navy ac- 
tivities vulnerable to fraud, waste, and 
abuse : summary : report to the Congress 
/, 82-448 

Weak internal controls make the depart- 
ment of Labor and selected CETA grant- 
ees, vulerable to fraud, waste, and abuse : 
report to the Congress /, 82-450 

Weak internal controls make the Depart- 
ment of Labor and selected CETA grant- 
ees vulnerable to fraud, waste and abuse : 
Summary : report to the Congress /, 82- 
451 


Do not order from index; see indicated entry 





Western Energy and Land Use Team publications : a bibliography with abstracts. 


Weak management in animal disease control 
program results in large economic losses : 
report to the Secretary of Agriculture /, 
82-13710 

Weaknesses in the Department of Energy 
financial controls : hearing before a sub- 
committee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, November 12, 1981., 82-12188 

Weaknesses in the planning and utilization 
of rental housing for persons in wheel- 
chairs : report to the Congress : summary 
/, 82-5475 

Weapons, crime, and violence in America : 
an annotated bibliography /, 82-14066 

Weapons, crime, and violence in America : 
executive summary /, 82-10993 

Wear, friction, and temperature characteris- 
tics of an aircraft tire undergoing braking 
and cornering /, 82-11143 

Wear particles of single-crystal sillicon car- 
bide in vaccum /, 82-11150 

Weather., 82-3563 

Weather for aircrews., 82-9902 

Weighing and measuring children : a train- 
ing manual for supervisory personnel., 
82-3651 

Weights and measures., 82-5560 

Weir sand-bypassing systems /, 82-5029 

Welcome to ACT '79., 82-13231 

Welcome to Fermilab., 82-13232 

Welcome to John Martin Reservoir, Colo- 
rado., 82-4971 

Welcome to the National Emergency 
Training Center., 82-10315 

West, Mares, Sousa, and Trivelpiece nomi- 
nations : hearing before the Committee 
on Energy and Natural Resources, 
United States Senate, Nintey-seventh 
Congress, first session, on the nomima- 
tions of J. Robin West to be assistant 
secretary of interior for policy, budget, 
and administration, Department of the In- 
terior, Jan W. Mares to be assistant secre- 
tary of energy for fossil energy, Depart- 
ment of Energy, Anthony G. Sousa to be 
a member of the Federal Energy Regula- 
tory Commission, Department of Energy, 
and Alvin W. Trivelpiece to be director, 
Office of Energy Research, Department 
of Energy, July 24, 1981., 82-12139 

West Valley cooperative agreement : hear- 
ing before the Subcommittee on Investi- 
gations and Oversight of the Committee 
on Science and Technology, U.S. House 
of Representatives, Ninety-seventh Con- 
gress, first session, July 9, 1981., 82-6891 

West Valley cooperative agreement : report 
/, 82-2406 

Western coal survey : a survey of coal 
mining capacity in the West., 82-13369 

Western Energy and Land Use Team publi- 
cations : a bibliography with abstracts., 
82-5924 
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Western Samoa, a country profile / 


Western Samoa, a country profile /, 82- 
825 

Western spruce budworm suppression and 
evaluation project using carbaryl : final 
report, 1977-79, New Mexico /, 82- 
12393 

Western Sun overview FY 1980 /, 82- 
9985 

Westside Salem sustained yield units ten- 
year timber management plan : Depart- 
ment of the Interior draft environmental 
impact statement /, 82-578 

WETAIR- a computer code for calculating 
thermodynamic and transport properties 
of air-water mixtures., 82-11129 

Whaling, amendments to the schedule to 
the International Whaling Convention of 
1946., 82-785, 82-786, 82-795, 82- 
800 

What can be done to check the growth of 
federal entitlement and indexed spending? 
: report to the Congress /, 82-10390 

What farm exports mean to you., 82-4462 

What IRS can do to collect more delin- 
quent taxes. : report to the Congress /, 
82-3510 

What OTA is, what OTA does, how OTA 
works., 82-14997 

What shall I feed my baby? : 
month guide., 82-12360 

What you should know! about your initial 
active duty for training., 82-9641 

Wheat forecast economics effect study /, 
82-14208 

Wheel vehicle 
13062 

When parents divorce., 82-1877 

Where can you obtain—government specifi- 
cations, Federal standards, drawings, and 
the indexes which list these specifica- 
tions?, 82-10419 

Whey and dry milk products as feedstock 
for ethanol producation /, 82-13305 

Whistleblowing and the federal employee : 
blowing the whistle on fraud, waste, and 

i 2 t—who does it and what 

happens : a report of the U.S. Merit Sys- 
tems Protection Board, Office of Merit 
Systems Review and Studies., 82-2055 

The White House Conference on Aging 
community forums handbook., 82-12056 

The White House Conference on Small 
Business : the event, the results, the con- 
tinuing process., 82-11369 

White-pine weevil attack susceptibility of 
western white pine in the Northeast /, 
82-34 

Who is guarding the guardians? : a report 
on police practices : a report /, 82-3136 

Wholesale trade in Michigan rose 70.1 per- 
cent between 1972 and 1977, Census 
Bureau says., 82-12787 

Wholesale trade statistics., 82-9351 

Why a farm energy survey?, 82-103 

Why animals and man can no longer talk to 
one another /, 82-13527 
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a month-by- 


repairer., 82-13061, 82- 








Why foreign assistance? /, 82-2132 

Why the codfish has a red face : a Shoko- 
mish legend /, 82-13523 

Wide angle, color, holographic infinity 
optics display / by Jose R. Magarinos, 
Daniel J. Coleman., 82-305 

Wide-angle, multiviewer infinity display 
design /, 82-1554, 82-1556 

Wide-body aircraft demand potential at 
Washington National Airport : technical 
supplement to the Metropolitan Washing- 
ton Airport policy analysis /, 82-2265 

The wild and scenic Rogue River /, 82-20 

Wilderness inventory, Oregon and Wash- 
ington : final intensive inventory deci- 
sions /, 82-10952 

Wilderness review, Arizona : intensive in- 
ventory of public lands administered by 
Bureau of Land Management : proposal 
report., 82-10949 

Wilderness review, Michigan /, 82-644 

Wilderness status map /, 82-3734 

Wilderness suitability report, Scab Creek /, 
82-575 

Wilderness visitor permit information for 
national forests in Oregon and Washing- 
ton., 82-4318 

Wildland fire research needs in the West : 
Forest Service managers’ views /, 82- 
12517 

Wildlife, 82-1982 

Wildlife and fisheries, 82-10459, 82-13768 

Wildlife management., 82-5563 

Will there be enough food? /, 82-12311 

The William Faulkner collection at West 
Point and the Faulkner concordances /, 
82-9840 

Williams Air Force Base air quality moni- 
toring study /, 82-1671 

Williamsville quadrangle, Missouri, 7.5 
minute series (topographic), NE/4 Wil- 
liamsville 15’ quadrangle /, 82-10852 

Wind Cave National Park., 82-635 

Wind-ceiling-visibility data at selected air- 
ports., 82-862 

Wind energy information directory /, 82- 
13332 

Wind resource of the area surrounding 
Medicine Bow, Wyoming : a report to 
the Lower Missouri region wind-hydro- 
electric energy integration study., 82- 
1959 

Wind River, Wyoming., 82-5933 

Wind shear hazard definition for a wide 
body jet /, 82-3938 

Wind shear requirements and their applica- 
tion to laser systems /, 82-11535 

Wind shear systems implementation benefit/ 
cost study /, 82-3946 

Wind tunnel evaluation of aeroelastically 
conformable rotors /, 82-1496 

Wind-tunnel investigation of the validity of 
a sonic-boom-minimization concept /, 
82-11124 

Wind-tunnel measurements of dispersion 
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reactor plants : final report, January 
1975-December 1979 /, 82-2523 
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Wind tunnels of NASA /, 82-721 

The windwave and turbulence observation 
program (WAVTOP) : the measurement 
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mixing of oil from the sea surface /, 82- 
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quadrangle /, 82-10868 

Winter circulation and hydrography over 
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Gulf of Alaska /, 82-4623 

Wiring devices and supplies, 82-1351 

Wisconsin Department of Transportation : 
vehicle insurance study., 82-6494 

With all deliberate speed, 1954-1977, 82- 
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Withholding on interest and dividend 
income : options, alternatives, and effect 
on savings incentives., 82-4287 

A woman’s guide to social security., 
5673 

Women., 82-5561 

Women, a documentary of progress during 
the administration of Jimmy Carter, 1977 
to 1981 /, 82-779 

Women and private pensions., 82-3746 

Women and ROTC summer camp, 1975 /, 
82-9756 

Women in American agriculture : a selected 
bibliography /, 82-12556 

Women in aviation and space /, 82-6373 

Women in treatment., 82-13911 

Women owned business directory : Iowa, 
Kansas, Missouri, Nebraska., 82-5652 

Women veterans : use of educational bene- 
fits under the GI Bill., 82-11671 

Women who use organized family planning 
services : United States, 1979 /, 82- 
13859 

Women _ workers, 
14119 

Women’s and childrens’ 
9271 

A women’s guide to apprenticeship., 
689 

Wood anatomy of the neotropical sapota- 
ceae. XX. Manilkara., 82-12443 

Wood anatomy of the neotropical Sapota- 
ceae. XXII. Pradosia /, 82-12444 

Wood and energy : a bibliography /, 82- 
3353 

Wood combustion systems : status of envi- 
ronmental concerns /, 82-13255 

Wood fuel potential from harvested areas in 
the eastern United States /, 82-2800 
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Wood properties of plantation-grown Son- 
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Wood residue-fired steam generator particu- 
late matter control technology assessment 
/, 82-10245 

Woodsy owl on 4wheeling and _ trail 
biking., 82-12410 

Woodward County, Oklahoma, soil inter- 
pretive map, soil potential for surface irri- 
gation /, 82-4455 

Woodwind group leader., 82-13082 

Work force effectiveness /, 82-11187 

Work in the field of fast reactors in the 
USSR /, 82-5212 

Work incentive program., 82-11068 

Work measurements & workload standards 
as management tools for public welfare : 
Michigan., 82-3610 

Work stoppages caused by labor-manage- 
ment disputes, 82-14091 

Work stoppages in government /, 82- 
14112, 82-14113 

Work years and personnel costs, Executive 
Branch, United States Government., 82- 
14250 

Workbook for comparison of air quality 
models., 82-10100 
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ment /, 82-365 

Working papers on long-term care /, 82- 
10466 


Workshop manual on technical, economic 
and legal considerations for evaluating 
solar heated buildings for lenders, ap- 
praisers, insurers, and tax consultants /, 
82-315 

Workshop on Environmental and Societal 
Consequences of a Possible CO.-Induced 
Climate Change, Annapolis, Maryland, 
April 2-6, 1979 /, 82-13250 

Workshop on Public Land Acquisition and 
Alternatives /, 82-6795 

Workshop on the Global Effects of Carbon 
Dioxide from Fossil Fuels, Miami Beach, 
Fla., March 7-11, 1977 /, 82-13238 

Workshop on the Radiation Environment 
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Lawrence Berkeley Laboratory, Berke- 
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82-9935 

World economic crisis in the 1980s? : an 
American viewpoint, Setptember 1, 1980., 
82-11221 

World hunger situation : hearings before 
the Committee on Agriculture, House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 21, 22, and 23, 
1981., 82-2594 

World indices of agricultural and food pro- 
duction., 82-12332 

[World map]., 82-14258 

World military expenditures and arms trade, 
82-12685 

World military expenditures and arms trans- 
fers /, 82-12685 
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World port index., 82-3144 

The World Wide Military Command and 
Control Information System : problems in 
information resource management 
report to the Congress /, 82-1757 

The World’s monetary stocks of gold, 
silver, and coins in ..., 82-14309 

WRAP-BWR verification studies /, 82- 
11981 

Writing achievement, 1969-79 : results from 
the third national writing assessment /, 
82-13514 

WWU Viking VI integrated research vehi- 
cle (IRV) crash test report—test no. 
3056-3.1—41 mph flat barrier frontal 
impact /, 82-4011 

Wyoming public land user maps /, 82- 
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The X-Chrom lens for correction of color 
deficiency /, 82-5120 

X-radiation and identification characteristics 
of CRT’s of foreign manufacture /, 82- 
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X-ray spectroscopy : the inside story, 82- 
6127 

X-ray spectroscopy, the inside story, 82- 
2087 

X-rays., 82-5598 

XUV aluminum spectra of laser-produced 
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Yaeko Howell : report (to accompany S. 
280)., 82-6557 
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15’ quadrangle /, 82-10891 

The Yaw stability of tractor-semitrailers 
during cornering /, 82-6537 

The Yaw stability of tractor-semitrailers 
during cornering : appendices /, 82-6538 

The Yaw stability of tractor-semitrailers 
during cornering : summary /, 82-11654 

YCC at work /, 82-5789, 82-10715 

Year-end ... statistics of the National Credit 
Union Administration., 82-757 

Year end statistics, 82-757 

Yellow-poplar : characteristics and manage- 
ment /, 82-2756 

“Yellow rain” : hearing before the Subcom- 
mittee on Arms Control, Oceans, Interna- 
tional Operations, and Environment of 
the Committee on Foreign Relations, 
United States Senate, Ninety-seventh 
Congress, first session, on “yellow rain” 
and other forms of chemical and biologi- 
cal warfare in Asia, November 10, 1981., 
82-12183 

The Yellowjackets of America north of 
Mexico., 82-7 
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York River wastewater treatment facility, 
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You and the law overseas., 82-12902 

You can, 82-9515, 82-9516 

You can fly, 82-11373, 82-11374 

Young children, a new target for public fire 
education., 82-10298 

Young men and drugs in Manhattan : a 
causal analysis /, 82-1885 

Your child and TV /, 82-13921 

Your disaster assistance center : federal, 
state, and local aid Su centro de asisten- 
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tion Agency /, 82-10089 

Your insured funds., 82-2110 
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/, 82-13536 
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Your retirement : a financial planning guide 
/, 82-4298 

Your right to federal records : questions 
and answers on the Freedom of Informa- 
tion Act and the Privacy Act., 82-3578 

Your rights and benefits as a highway dis- 
placee : under the federal relocation as- 
sistance program /, 82-11436 

Your trip aboard /, 82-3810 

Your way out, 82-12319 

Youth Conservation Corps ... anniversary 
report., 82-10715 

Youth Conservation Corps and Young 
Adult Conservation Corps hearings 
before a subcommittee of the Committee 
on Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, June 25 and July 17, 
1981., 82-12197 

Youth in the workplace, the dynamics of 
learner needs and work roles : summary / 
, 82-13506 

Youth in the workplace, the dynamics of 
learner needs and work roles : technical 
report /, 82-13505 

Youth Opportunity Wage Act of 1981 : 
hearings before the Subcommittee on 
Labor of the Committee on Labor and 
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S. 348 ... March 24 and 25, 1981., 82- 
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Zachary-Fort Lauderdale pipeline construc- 
tion and conversion project : draft sup- 
plement to final environmental impact 
statement : Florida Gas Transmission 
Company, docket no. CP74-192., 82-337 

Zaire, a country profile /, 82-830 

Zinc, 82-3711 

Zinc inventories in containment for some 
PWR and BWR power plants /, 82- 
6686 

Zircaloy cladding collapse under off-normal 
temperature and pressure conditions /, 
82-14776 

Zirconium and hafnium, 

Zoology., 82-5570 
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0,0,0,0-Tetrapropyl dithiopyrophosphate 
Aspon : pesticide registration standard /, 
82-1684 

I went to technical school and I love my 
job., 82-10010 

2-ethyl-1,3-hexanediol : pesticide registra- 
tion standard /, 82-1685 

The .2% solution, 82-10604 

2nd International Symposium on Coal-Oil 
Mixture Combustion : November 27-29, 
1979, The Radission-Ferncroft Hotel, 
Danvers, Massachusetts., 82-1626, 82- 
9933 

A %4 billion census in 1990? timely deci- 
sions on alternatives to 1980 procedures 
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/, 82-13731 

5/4 ponderosa pine shop grade cutting 
yields /, 82-4366 

VIDEOTEX systems and services /, 82- 
12890 

The 8(a) pilot program for disadvantaged 
small businesses has not been effective : 
report to the Congress /, 82-5462 

The 8(a) pilot program for disadvantaged 
small businesses has not been effective : 
report to the Congress : summary /, 82- 
5463 

8th Ocean Energy Conference 1981 : ad- 
vance program., 82-3349 

X rays, pregnancy and you., 82-3633 

14th Aerospace Mechanisms Symposium: 
Proceedings of a symposium sponsored 
by National Aeronautics and Space Ad- 
ministration, the California Institute of 
Technology, and Lockheed Missiles and 
Space Company Inc.,and held at NASA 
Langley Research Center, Hampton, Vir- 
ginia., 82-2090 

The 14th Amendment and school busing : 
hearings before the Subcommittee on the 
Constitution of the Committee on the Ju- 
diciary, United States Senate, Ninety-sev- 
enth Congress, first session, on the 14th 
Amendment and school busing, May 14 
and June 3, 1981., 82-12217 
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tunnel failure study, Detroit area, Michi- 
gan /, 82-4991 

15th Aerospace Mechanisms Symposium., 
82-6176 

20 facts on women workers., 82-688 

The 80’s: how will public education re- 
spond? : a report of the Council of Chief 
State School Officers’ 10th annual 
summer institute, July 25-August 2, 1979, 
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99 facts about the FBI : questions and an- 
swers., 82-10971 

10*bit solid state spacecraft data recorder /, 
82-14172 

208 water quality areawide management 
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impact statement /, 82-10175 

230 KV international transmission line, San 
Diego County, California to Tijuana, 
Mexico, San Diego Gas & Electric Com- 
pany., 82-13290 

911 public education 
guidelines /, 82-14572 

1890 land-grant colleges facilities : hearing 
before the Subcommittee on Department 
Operations, Research, and Foreign Agri- 
culture of the Committee on Agriculture, 
House of Representatives, Ninety-seventh 
Congress, first session on H.R. 1309, June 
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1900 federal population census : a catalog 
of microfilm copies of the schedules /, 
82-13758 

1973 annual report, Aberdeen Area, Bureau 
of Indian Affairs, U.S. Department of In- 
terior., 82-10892 

1977 census of construction industries, 82- 
9233, 82-9339, 82-9340, 82-9341, 82- 
9342, 82-9343, 82-9344, 82-9345, 82- 
9346, 82-12766, 82-12767 

1977 census of construction industries. In- 
dustry and area statistics, 82-112 

1977 census of manufacturers, 82-9216, 
82-9219 

1977 census of manufactures, 
82-9144, 82-9145, 82-9146, 
82-9148, 82-9149, 82-9150, 
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82-9212, 82-9213, 82-9214, 
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Subject statistics, 82-12687 
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82-108 

1977 census of mineral industries, 82-9279, 
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82-12721, 82-12722, 82-12723, 82- 
12724 
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1977 census of retail trade, 82-9357, 82- 
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9370, 82-9371, 82-9372, 82-9373, 82- 
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82-9455, 82-9456, 82-9457, 
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82-9471, 82-9472, 82-9473, 82-9474, 
82-9475, 82-9476, 82-9477, 82-9478, 
82-12788, 82-12789, 82-12790, 82- 
12791, 82-12792, 82-12793, 82-12794 

1977 census of service industries. Volume I. 
Subject statistics, 82-1361 

1977 census of service industries. Volume 
II. Geographic area statistics. Part 4. 
Other service industries., 82-115, 82- 
3076, 82-3077, 82-3078 

1977 census of transportation, 
82-9332, 82-9333, 82-9334, 82-9335, 
82-9336, 82-9337, 82-9338, 82-12762 

1977 census of wholesale trade, 82-9410, 
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1977 census of wholesale trade. Volume 1. 
Subject statistics, 82-114 

1977 census of wholesale trade. Volume II. 
Geographic area statistics., 82-1356 

1977 economic census of outlying areas, 
82-9354 

1977 economic censuses, 82-9347 

1977 economic censuses of outlying areas, 
82-9355, 82-9356 

The 1977 NRL air quality data /, 82-1547 

1977 survey of minority-owned business en- 
terprises, 82-9479 

1978 annual report : aerosol characteriza- 
tion from a simulated HCDA / W.A. 
Zanotelli ... [et al.] ; prepared for Divi- 
sion of Reactor Safety Research, Office 
of Nuclear Regulatory Reseach, U.S. Nu- 
clear Regulatory Commission., 82-14836 

1978 census of agriculture. Volume 1. State 
and county data. Part 6. Colorado., 82- 
12697 

1978 census of agriculture. Volume 1. State 
and county data. Part 19. Maine., 82- 
12698 

1978 census of agriculture. Volume 5. Spe- 
cial reports. Part 5. Drainage of agricul- 
tural lands., 82-2839 

1978 census of agriculture, 
report, Ada County, Idaho., 82-2925 

1978 census of agriculture, preliminary 
report, Adams County, Idaho., 82-2926 

1978 census of agriculture, preliminary 
report, Alamance County, N.C., 82-1292 

1978 census of agriculture, preliminary 
report, Alexander County, N.C., 82- 
1293 

1978 census of agriculture, 
report, Alleghany County, 
1294 


preliminary 


preliminary 
N.C., 82- 


1978 census of agriculture, 
report, Allen County, Kans., 
1978 census of agriculture, 
report, Anderson County, 
2971 

1978 census of agriculture, 
report, Anson County, N.C., 82-1295 
1978 census of agriculture, preliminary 
report, Apache County, Ariz., 82-9238 
1978 census of agriculture, preliminary 
report, Arizona., 82-9237 

1978 census of agriculture, preliminary 
report, Arkansas County, Ark., 82-2840 
1978 census of agriculture, preliminary 
report, Ashe County, N.C., 82-1296 
1978 census of agriculture, preliminary 
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2927 
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1978 census of agriculture, preliminary 
report, Barton County, Kans., 82-2974 

1978 census of agriculture, preliminary 
report, Baxter County, Ark., 82-2842 

1978 census of agriculture, preliminary 
report, Bear Lake County, Idaho., 82- 
2928 

1978 census of agriculture, preliminary 
report, Beaufort County, N.C., 82-1298 

1978 census of agriculture, preliminary 
report, Beaver County, Utah., 82-1320 

1978 census of agriculture, preliminary 
report, Benewah County, Idaho., 82- 
2929 

1978 census of agriculture, preliminary 
report, Benton County, Ark., 82-2843 © 

1978 census of agriculture, preliminary 
report, Bernalillo County, N. Mex., 82- 
9261 

1978 census of agriculture, preliminary 
report, Bertie County, N.C., 82-1299 

1978 census of agriculture, preliminary 
report, Bingham County, Idaho., 82- 
2930 

1978 census of agriculture, 
report, Bladen County, N.C., 82-1300 

1978 census of agriculture, preliminary 
report, Blaine County, Idaho., 82-2931 

1978 census of agriculture, preliminary 
report, Boise County, Idaho., 82-2932 

1978 census of agriculture, preliminary 
report, Bonner County, Idaho., 82-2933 

1978 census of agriculture, preliminary 
report, Bonneville County, Idaho., 82- 
2934 

1978 census of agriculture, 
report, Boone County, Ark., 

1978 census of agriculture, 
report, Boundary County, 
2935 

1978 census of agriculture, preliminary 
report, Bourbon County, Kans., 82-2975 

1978 census of agriculture, preliminary 
report, Box Elder County, Utah. 82- 
1321 

1978 census of agriculture, 
report, Bradley County, Ark., 82-2845 

1978 census of agriculture, preliminary 
report, Brown County, Kans., 82-2976 

1978 census of agriculture, preliminary 
report, Brunswick County, N.C., 82- 
1301 

1978 census of agriculture, preliminary 
report, Buncombe County, N.C., 82- 
1302 

1978 census of agriculture, preliminary 
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1978 census of agriculture, preliminary 
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report, Catawba County, N.C., 82-1309 
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9262 
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2979 

1978 census of agriculture, preliminary 
report, Cherokee County, N.C., 82-1311 
1978 census of agriculture, preliminary 
report, Cheyenne County, Kans., 82- 
4525 

1978 census of agriculture, 
report, Chicot County, Ark., 
1978 census of agriculture, 
report, Chippewa County, 
3006 

1978 census of agriculture, preliminary 
report, Chisago County, Minn., 82-3007 
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report, Clark County, Kans., 
1978 census of agriculture, 
report, Clay County, Ark., 
1978 census of agriculture, preliminary 
report, Clay County, Kans., 82-2980 
1978 census of agriculture, preliminary 
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2942 
1978 census of agriculture, preliminary 
report, Clearwater County, Minn., 82- 
3008 
1978 census of agriculture, preliminary 
report, Cleburne County, Ark., 82-2851 
1978 census of agriculture, preliminary 
report, Cleveland County, Ark., 82-2852 
1978 census of agriculture, preliminary 
report, Cleveland County, N.C., 82- 
1314 
1978 census of agriculture, 
report, Cloud County, Kans., 82-2981 
1978 census of agriculture, preliminary 
report, Cochise County, Ariz., 82-9239 
1978 census of agriculture, preliminary 
report, Coconino County, Ariz., 82-9240 
1978 census of agriculture, preliminary 
report, Coffey County, Kans., 82-4527 
1978 census of agriculture, preliminary 
report, Columbia County, Ark., 82-2853 
1978 census of agriculture, preliminary 
report, Columbus County, N.C., 82- 
1315 
1978 census of agriculture, preliminary 
report, Comanche County, Kans., 82- 
4528 
1978 census of agriculture, preliminary 
report, Conway County, Ark., 82-2854 
1978 census of agriculture, preliminary 
report, Cottonwood County, Minn., 82- 
3009 


preliminary 

82-4526 

preliminary 
82-2850 


preliminary 


1978 census of agriculture, preliminary 
report, Cowley County, Kans., 82-2982 
1978 census of agriculture, preliminary 
report, Craighead County, Ark., 82- 
2855 
1978 census of agriculture, preliminary 
report, Craven County, N.C., 82-1316 
1978 census of agriculture, preliminary 
report, Crawford County, Ark., 82-2856 
1978 census of agriculture, preliminary 
report, Crawford County, Kans., 82- 
2983 
1978 census of agriculture, preliminary 
report, Crittenden County, Ark., 82- 
2857 
1978 census of agriculture, 
report, Cross County, Ark., 82-2858 
1978 census of agriculture, preliminary 
report, Crow Wing County, Minn., 82- 
3010 
1978 census of agriculture, preliminary 
report, Cumberland County, N.C., 82- 
1317 


preliminary 
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1978 census of agriculture, preliminary 
report, Currituck County, N.C., 82-1318 
1978 census of agriculture, preliminary 
report, Custer County, Idaho., 82-2943 
1978 census of agriculture, preliminary 
report, Daggett County, Utah., 82-1324 
1978 census of agriculture, preliminary 
report, Dallas County, Ark., 82-2859 
1978 census of agriculture, preliminary 
report, Davidson County, N.C., 82-4555 
1978 census of agriculture, preliminary 
report, Davie County, N.C., 82-4556 
1978 census of agriculture, preliminary 
report, Davis County, Utah., 82-1325 
1978 census of agriculture, preliminary 
report, Decatur County, Kans., 82-2984 
1978 census of agriculture, preliminary 
report, Desha County, Ark., 82-2860 
1978 census of agriculture, preliminary 
report, Dickinson County, Kans., 82- 
2985 
1978 census of agriculture, preliminary 
report, Dodge County, Minn., 82-3011 
1978 census of agriculture, preliminary 
report, Doniphan County, Kans., 82- 
2986 
1978 census of agriculture, preliminary 
report, Douglas County, Kans., 82-2987 
1978 census of agriculture, preliminary 
report, Drew County, Ark., 82-2861 
1978 census of agriculture, preliminary 
report, Duchesne County, Utah., 82- 
1326 
1978 census of agriculture, preliminary 
report, Duplin County, N.C., 82-4557 
1978 census of agriculture, preliminary 
report, Durham County, N.C., 82-4558 
1978 census of agriculture, preliminary 
report, Edgecombe County, N.C., 82- 
4559 
1978 census of agriculture, preliminary 
report, Edwards County, Kans., 82-2988 
1978 census of agriculture, preliminary 
report, Elk County, Kans., 82-2989 
1978 census of agriculture, preliminary 
report, Ellis County, Kans., 82-2990 
1978 census of agriculture, preliminary 
report, Ellsworth County, Kans., 82- 
2991 
1978 census of agriculture, preliminary 
report, Elmore County, Idaho., 82-2944 
1978 census of agriculture, preliminary 
report, Emery County, Utah., 82-1327 
1978 census of agriculture, preliminary 
report, Faribault County, Minn., 82- 
3012 
1978 census of agriculture, preliminary 
report, Faulkner County, Ark., 82-2862 
1978 census of agriculture, preliminary 
report, Fillmore County, Minn., 82-3013 
1978 census of agriculture, preliminary 
report, Finney County, Kans., 82-2992 
1978 census of agriculture, preliminary 
report, Ford County, Kans., 82-2993 
1978 census of agriculture, preliminary 
report, Forsyth County, N.C., 82-4560 
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1978 census of agriculture, preliminary 
report, Franklin County, Ark., 82-2863 
1978 census of agriculture, preliminary 
report, Franklin County, Idaho., 82- 
2945 

1978 census of agriculture, preliminary 
report, Franklin County, N.C., 82-4561 


1978 census of agriculture, preliminary 
report, Freeborn County, 
3014 

1978 census of agriculture, preliminary 
report, Fremont County, Idaho., 82- 
2946 


Minn., 82- 


1978 census of agriculture, preliminary 
report, Fulton County, Ark., 82-2864 
1978 census of agriculture, preliminary 
report, Garfield County, Utah., 82-1328 
1978 census of agriculture, preliminary 
report, Garland County, Ark., 82-2865 
1978 census of agriculture, preliminary 
report, Gaston County, N.C., 82-4562 
1978 census of agriculture, preliminary 
report, Gates County, N.C., 82-4563 
1978 census of agriculture, preliminary 
report, Geary County, Kans., 82-2994 
1978 census of agriculture, preliminary 
report, Gem County, Idaho., 82-2947 
1978 census of agriculture, preliminary 
report, Gila County, Ariz., 82-9241 
1978 census of agriculture, preliminary 
report, Goodhue County, Minn., 82- 

3015 

1978 census of agriculture, 
report, Gooding County, 
2948 

1978 census of agriculture, 
report, Gove County, Kans., 82-2995 
1978 census of agriculture, preliminary 
report, Graham County, Ariz., 82-9242 
1978 census of agriculture, preliminary 
report, Graham County, Kans., 82-4529 
1978 census of agriculture, preliminary 
report, Graham County, N.C., 82-4564 
1978 census of agriculture, preliminary 
report, Grand County, Utah., 82-1329 
1978 census of agriculture, preliminary 
report, Grant County, Ark., 82-2866 
1978 census of agriculture, preliminary 
report, Grant County, Kans., 82-2996 
1978 census of agriculture, preliminary 
report, Grant County, Minn., 82-3016 
1978 census of agriculture, preliminary 
report, Granville County, N.C., 82-4565 
1978 census of agriculture, preliminary 
report, Gray County, Kans., 82-2997 
1978 census of agriculture, preliminary 
report, Greeley County, Kans., 82-4530 
1978 census of agriculture, preliminary 
report, Greene County, Ark., 82-2867 
1978 census of agriculture, preliminary 
report, Greene County, Ga., 82-4492 
1978 census of agriculture, preliminary 
report, Greene County, N.C., 82-4566 
1978 census of agriculture, preliminary 
report, Greenlee County, Ariz., 82-9243 


preliminary 
Idaho., 82- 


preliminary 





January — June 1982 


1978 census of agriculture, preliminary 
report, Greenwood County, Kans., 82- 
4531 

1978 census of agriculture, preliminary 
report, Guilford County, N.C., 82-4567 

1978 census of agriculture, preliminary 
report, Gwinnett County, Ga., 82-4493 

1978 census of agriculture, preliminary 
report, Habersham County, Ga., 82- 
4494 

1978 census of agriculture, preliminary 
report, Halifax County, N.C., 82-4568 

1978 census of agriculture, preliminary 
report, Hall County, Ga., 82-1231 

1978 census of agriculture, preliminary 
report, Hamilton County, Kans. 82- 
4532 

1978 census of agriculture, preliminary 
report, Hancock County, Ga., 82-1232 

1978 census of agriculture, preliminary 
report, Haralson County, Ga., 82-1233 

1978 census of agriculture, preliminary 
report, Harnett County, N.C., 82-4569 

1978 census of agriculture, preliminary 
report, Harper County, Kans., 82-2998 

1978 census of agriculture, preliminary 
report, Harris County, Ga., 82-1234 

1978 census of agriculture, preliminary 
report, Hart County, Ga., 82-1235 

1978 census of agriculture, preliminary 
report, Harvey County, Kans., 82-2999 

1978 census of agriculture, preliminary 
report, Haskell County, Kans., 82-3000 

1978 census of agriculture, preliminary 
report, Haywood County, N.C., 82-4570 

1978 census of agriculture, preliminary 
report, Heard County, Ga., 82-4495 

1978 census of agriculture, preliminary 
report, Hempstead County, Ark., 82- 
2868 

1978 census of agriculture, preliminary 
report, Henderson County, N.C., 82- 
4571 

1978 census of agriculture, preliminary 
report, Hennepin County, Minn., 82- 
3017 

1978 census of agriculture, 
report, Henry County, Ga., 82-4496 

1978 census of agriculture, preliminary 
report, Hertford County, N.C., 82-4572 

1978 census of agriculture, preliminary 
report, Hodgeman County, Kans., 82- 
3001 

1978 census of agriculture, preliminary 
report, Hoke County, N.C., 82-4573 

1978 census of agriculture, preliminary 
report, Hot Spring County, Ark., 82- 
2869 

1978 census of agriculture, 
report, Houston County, Ga., 82-1236 

1978 census of agriculture, preliminary 
report, Houston County, Minn., 82-3018 

1978 census of agriculture, preliminary 
report, Howard County, Ark., 82-2870 

1978 census of agriculture, preliminary 
report, Hyde County, N.C., 82-4574 


preliminary 


preliminary 





1978 census of agriculture, preliminary report, Lincoln County, Kans. 


1978 census of agriculture, preliminary 
report, Idaho., 82-2924 
1978 census of agriculture, preliminary 
report, Idaho County, Idaho., 82-2949 
1978 census of agriculture, preliminary 
report, Independence County, Ark., 82- 

2871 

1978 census of agriculture, prelimi 
report, Iredell County, N.C., 82-4575 
1978 census of agriculture, preliminary 
report, Iron County, Utah., 82-1330 
1978 census of agriculture, preliminary 
report, Irwin County, Ga., 82-1237 
1978 census of agriculture, preliminary 
report, Isanti County, Minn., 82-3019 
1978 census of agriculture, preliminary 
report, Itasca County, Minn., 82-3020 
1978 census of agriculture, preliminary 
report, Izard County, Ark., 82-2872 
1978 census of agriculture, preliminary 
report, Jackson County, Ark., 82-2873 
1978 census of agriculture, preliminary 
report, Jackson County, Ga., 82-1238 
1978 census of agriculture, preliminary 
report, Jackson County, Kans., 82-3002 
1978 census of agriculture, preliminary 
report, Jackson County, Minn., 82-3021 
1978 census of agriculture, preliminary 
report, Jackson County, N.C., 82-4576 
1978 census of agriculture, preliminary 
report, Jasper County, Ga., 82-1239 
1978. census of agriculture, preliminary 
report, Jeff Davis County, Ga., 82-4497 
1978 census of agriculture, preliminary 
report, Jefferson County, Ark., 82-2874 
1978 census of agriculture, preliminary 
report, Jefferson County, Ga., 82-4498 
1978 census of agriculture, preliminary 
report, Jefferson County, Idaho., 82- 
2950 

1978 census of agriculture, preliminary 
report, Jefferson County, Kans., 82-1256 
1978 census of agriculture, preliminary 
report, Jenkins County, Ga., 82-4499 
1978 census of agriculture, preliminary 
report, Jerome County, Idaho., 82-2951 
1978 census of agriculture, preliminary 
report, Jewell County, Kans., 82-4533 
1978 census of agriculture, preliminary 
report, Johnson County, Ark., 82-2875 
1978 census of agriculture, preliminary 
report, Johnson County, Ga., 82-1240 
1978 census of agriculture, preliminary 
report, Johnson County, Kans., 82-1257 
1978 census of agriculture, preliminary 
report, Johnston County, N.C., 82-4577 
1978 census of agriculture, preliminary 
report, Jones County, Ga., 82-4500 

1978 census of agriculture, preliminary 
report, Jones County, N.C., 82-4578 
1978 census of agriculture, preliminary 
report, Juab County, Utah., 82-1331 
1978 census of agriculture, preliminary 
report, Kanabec County, Minn., 82-3022 
1978 census of agriculture, preliminary 
report, Kane County, Utah., 82-9263 
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1978 census of agriculture, preliminary 
report, Kansas., 82-2969 
1978 census of agriculture, 


prelimi 
report, Kearny County, Kans., 82-4534 


1978 census of agriculture, preliminary 
report, Kingman County, Kans. 82- 
1258 

1978 census of agriculture, preliminary 
report, Kiowa County, Kans., 82-4535 

1978 census of agriculture, preliminary 
report, Koochiching County, Minn., 82- 
3023 

1978 census of agriculture, preliminary 
report, Kootenai County, Idaho., 82- 
2952 

1978 census of agriculture, preliminary 
report, Labette County, Kans., 82-4536 

1978 census of agriculture, preliminary 
report, Lac qui Parle County, Minn., 
82-3024 

1978 census of agriculture, preliminary 
report, Lafayette County, Ark., 82-2876 

1978 census of agriculture, preliminary 
report, Lake County, Minn., 82-3025 

1978 census of agriculture, preliminary 
report, Lake of the Woods County, 
Minn., 82-3026 

1978 census of agriculture, preliminary 
report, Lamar County, Ga., 82-4501 

1978 census of agriculture, preliminary 
report, Lane County, Kans., 82-1259 

1978 census of agriculture, preliminary 
report, Lanier County, Ga., 82-1241 

1978 census of agriculture, preliminary 
report, Latah County, Idaho., 82-2953 

1978 census of agriculture, preliminary 
report, Laurens County, Ga., 82-1242 

1978 census of agriculture, preliminary 
report, Lawrence County, Ark., 82-2877 

1978 census of agriculture, preliminary 
report, Le Sueur County, Minn., 82- 
3027 

1978 census of agriculture, preliminary 
report, Leavenworth County, Kans., 82- 
1260 

1978 census of agriculture, preliminary 
report, Lee County, Ark., 82-2878 

1978 census of agriculture, preliminary 
report, Lee County, Ga., 82-1243 

1978 census of agriculture, preliminary 
report, Lee County, N.C., 82-4579 

1978 census of agriculture, preliminary 
report, Lemhi County, Idaho., 82-2954 

1978 census of agriculture, preliminary 
report, Lenoir County, N.C., 82-4580 

1978 census of agriculture, preliminary 
report, Lewis County, Idaho., 82-2955 

1978 census of agriculture, preliminary 
report, Liberty County, Ga., 82-1244 

1978 census of agriculture, preliminary 
report, Lincoln County, Ark., 82-2879 

1978 census of agriculture, preliminary 
report, Lincoln County, Idaho., 82-2956 

1978 census of agriculture, preliminary 
report, Lincoln County, Kans., 82-1261 
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1978 census of agriculture, preliminary report, Lincoln County, Minn. 


1978 census of agriculture, preliminary 
report, Lincoln County, Minn., 82-3028 
1978 census of agriculture, preliminary 
report, Lincoln County, N.C., 82-4581 
1978 census of agriculture, preliminary 
report, Linn County, Kans., 82-1262 
1978 census of agriculture, preliminary 
report, Little River County, Ark., 82- 
2880 
1978 census of agriculture, 
report, Logan County, Ark., 
1978 census of agriculture, preliminary 
report, Logan County, Kans., 82-4537 
1978 census of agriculture, preliminary 
report, Long County, Ga., 82-2915 
1978 census of agriculture, preliminary 
report, Lonoke County, Ark., 82-2882 
1978 census of agriculture, preliminary 
report, Lowndes County, Ga., 82-1245 
1978 census of agriculture, preliminary 
report, Lumpkin County, Ga., 82-1246 
1978 census of agriculture, preliminary 
report, Lyon County, Kans., 82-1263 
1978 census of agriculture, preliminary 
report, Lyon County, Minn., 82-3029 
1978 census of agriculture, preliminary 
report, Macon County, Ga., 82-1249 
1978 census of agriculture, preliminary 
report, Macon County, N.C., 82-4583 
1978 census of agriculture, preliminary 
report, Madison County, Ark., 82-2883 
1978 census of agriculture, preliminary 
report, Madison County, Ga., 82-1250 
1978 census of agriculture, preliminary 
report, Madison County, Idaho., 82- 
2957 
1978 census of agriculture, preliminary 
report, Mahnomen County, Minn., 82- 
3031 
1978 census of agriculture, preliminary 
report, Maricopa County, Ariz., 82-9244 
1978 census of agriculture, preliminary 
report, Marion County, Ark., 82-2884 
1978 census of agriculture, preliminary 
report, Marion County, Ga., 82-1251 
1978 census of agriculture, preliminary 
report, Marion County, Kans., 82-1265 
1978 census of agriculture, preliminary 
report, Marshall County, Kans., 82-1266 
1978 census of agriculture, preliminary 
report, Marshall County, Minn., 82-3032 
1978 census of agriculture, preliminary 
report, Martin County, Minn., 82-3033 
1978 census of agriculture, preliminary 
report, McDowell County, N.C., 82- 
4582 
1978 census of agriculture, preliminary 
report, McDuffie County, Ga., 82-1247 
1978 census of agriculture, preliminary 
report, McIntosh County, Ga., 82-1248 
1978 census of agriculture, preliminary 
report, McLeod County, Minn., 82-3030 
1978 census of agriculture, preliminary 
report, McPherson County, Kans., 82- 
1264 
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preliminary 
82-2881 





1978 census of agriculture, preliminary 
report, Meade County, Kans., 82-1267 
1978 census of agriculture, preliminary 
report, Meeker County, Minn., 82-3034 
1978 census of agriculture, preliminary 
report, Meriwether County, Ga. 82- 

1252 
1978 census of agriculture, 
report, Miami County, Kans., 82-1268 
1978 census of agriculture, preliminary 
report, Millard County, Utah., 82-1332 
1978 census of agriculture, preliminary 
report, Miller County, Ark., 82-2885 
1978 census of agriculture, preliminary 
report, Miller County, Ga., 82-1253 
1978 census of agriculture, preliminary 
report, Minidoka County, Idaho., 82- 
2958 
1978 census of agriculture, 
report, Mississippi County, 
2886 
1978 census of agriculture, 
report, Mitchell County, Ga., 82-1254 
1978 census of agriculture, preliminary 
report, Mitchell County, Kans., 82-1269 
1978 census of agriculture, preliminary 
report, Mohave County, Ariz., 82-9245 
1978 census of agriculture, preliminary 
report, Monroe County, Ark., 82-2887 
1978 census of agriculture, preliminary 
report, Monroe County, Ga., 82-1255 
1978 census of agriculture, preliminary 
report, Montgomery County, Ark., 82- 
2888 


preliminary 


preliminary 
Ark., 82- 


preliminary 


1978 census of agriculture, 
report, Montgomery County, Ga., 82- 
2916 


preliminary 


1978 census of agriculture, preliminary 
report, Montgomery County, Kans., 82- 
1270 

1978 census of agriculture, preliminary 
report, Morgan County, Ala., 82-4467 

1978 census of agriculture, preliminary 
report, Morgan County, Ga., 82-4502 

1978 census of agriculture, preliminary 
report, Morgan County, Utah., 82-9264 

1978 census of agriculture, preliminary 
report, Morris County, Kans., 82-1271 

1978 census of agriculture, preliminary 
report, Morrison County, Minn., 82- 
3035 

1978 census of agriculture, preliminary 
report, Morton County, Kans., 82-4538 

1978 census of agriculture, preliminary 
report, Mower County, Minn., 82-3036 

1978 census of agriculture, preliminary 
report, Murray County, Ga., 82-2917 

1978 census of agriculture, preliminary 
report, Murray County, Minn., 82-3037 

1978 census of agriculture, preliminary 
report, Muscogee County, Ga., 82-2918 

1978 census of agriculture, preliminary 
report, Nassau County, Fla., 82-4480 

1978 census of agriculture, preliminary 
report, Navajo County, Ariz., 82-9246 
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1978 census of agriculture, preliminary 
report, Nemaha County, Kans., 82-1272 
1978 census of agriculture, preliminary 
report, Neosho County, Kans., 82-1273 
1978 census of agriculture, preliminary 
report, Ness County, Kans., 82-1274 
1978 census of agriculture, preliminary 
report, Nevada County, Ark., 82-2889 
1978 census of agriculture, preliminary 
report, Newton County, Ark., 82-2890 
1978 census of agriculture, preliminary 
report, Newton County, Ga., 82-2919 
1978 census of agriculture, preliminary 
report, Nez Perce County, Idaho., 82- 
2959 
1978 census of agriculture, preliminary 
report, Nicollet County, Minn., 82-3038 
1978 census of agriculture, preliminary 
report, North Carolina., 82-1291 
1978 census of agriculture, preliminary 
report, Norton County, Kans., 82-1275 
1978 census of agriculture, preliminary 
report, Oconee County, Ga., 82-2920 
1978 census of agriculture, preliminary 
report, Oglethorpe County, Ga., 82- 
2921 
1978 census of agriculture, preliminary 
report, Okaloosa County, Fla., 82-4481 
1978 census of agriculture, preliminary 
report, Okeechobee County, Fla. 82- 
4482 
1978 census of agriculture, preliminary 
report, Olmsted County, Minn., 82-3039 
1978 census of agriculture, preliminary 
report, Oneida County, Idaho., 82-2960 
1978 census of agriculture, preliminary 
report, Orange County, Fla., 82-4483 
1978 census of agriculture, preliminary 
report, Osborne County, Kans., 82-1276 
1978 census of agriculture, preliminary 
report, Osceola County, Fla., 82-4484 
1978 census of agriculture, preliminary 
report, Ottawa County, Kans., 82-1277 
1978 census of agriculture, preliminary 
report, Ouachita County, Ark., 82-2891 
1978 census of agriculture, preliminary 
report, Owyhee County, Idaho., 82- 
2961 
1978 census of agriculture, preliminary 
report, Palm Beach County, Fla. 82- 
4485 
1978 census of agriculture, preliminary 
report, Pasco County, Fla., 82-4486 
1978 census of agriculture, preliminary 
report, Paulding County, Ga., 82-2922 
1978 census of agriculture, preliminary 
report, Pawnee County, Kans., 82-1278 
1978 census of agriculture, preliminary 
report, Payette County, Idaho., 82-2962 
1978 census of agriculture, preliminary 
report, Peach County, Ga., 82-2923 
1978 census of agriculture, preliminary 
report, Pennington County, Minn., 82- 
3040 





January — June 1982 


1978 census of agriculture, preliminary 
report, Perry County, Ala., 82-4468 
1978 census of agriculture, preliminary 
report, Perry County, Ark., 82-2892 
1978 census of agriculture, preliminary 
report, Phillips County, Ark., 82-2893 
1978 census of agriculture, preliminary 
report, Phillips County, Kans., 82-1279 
1978 census of agriculture, preliminary 
report, Pickens County, Ala., 82-4469 
1978 census of agriculture, preliminary 
report, Pickens County, Ga., 82-4503 
1978 census of agriculture, preliminary 
report, Pierce County, Ga., 82-4504 
1978 census of agriculture, preliminary 
report, Pike County, Ala., 82-4470 
1978 census of agriculture, preliminary 
report, Pike County, Ark., 82-2894 
1978 census of agriculture, preliminary 
report, Pike County, Ga., 82-4505 
1978 census of agriculture, preliminary 
report, Pima County, Ariz., 82-9247 
1978 census of agriculture, preliminary 
report, Pinal County, Ariz., 82-9248 
1978 census of agriculture, preliminary 
report, Pine County, Minn., 82-3041 
1978 census of agriculture, preliminary 
report, Pinellas County, Fla., 82-4487 
1978 census of agriculture, preliminary 
report, Pipestone County, Minn., 82- 
3042 
1978 census of agriculture, preliminary 
report, Piute County, Utah., 82-1333 
1978 census of agriculture, preliminary 
report, Poinsett County, Ark., 82-2895 
1978 census of agriculture, preliminary 
report, Polk County, Ark., 82-2896 
1978 census of agriculture, preliminary 
report, Polk County, Fla., 82-4488 
1978 census of agriculture, preliminary 
report, Polk County, Ga., 82-4506 
1978 census of agriculture, preliminary 
report, Polk County, Minn., 82-3043 
1978 census of agriculture, preliminary 
report, Pope County, Ark., 82-2897 
1978 census of agriculture, preliminary 
report, Pope County, Minn., 82-3044 
1978 census of agriculture, preliminary 
report, Pottawatomie County, Kans., 
82-4539 
1978 census of agriculture, preliminary 
report, Power County, Idaho., 82-2963 
1978 census of agriculture, preliminary 
report, Prairie County, Ark., 82-2898 
1978 census of agriculture, preliminary 
report, Pratt County, Kans., 82-1280 
1978 census of agriculture, preliminary 
report, Pulaski County, Ark., 82-2899 
1978 census of agriculture, preliminary 
report, Pulaski County, Ga., 82-4507 
1978 census of agriculture, preliminary 
report, Putnam County, Fla., 82-4489 
1978 census of agriculture, preliminary 
report, Putnam County, Ga., 82-4508 
1978 census of agriculture, preliminary 
report, Quitman County, Ga., 82-4509 





1978 census of agriculture, preliminary report, Steele County, Minn. 


1978 census of agriculture, p i 
report, Rabun County, Ga., 82-4510 
1978 census of agriculture, preliminary 
report, Ramsey County, Minn., 82-3045 
1978 census of agriculture, preliminary 
report, Randolph County, Ala., 82-4471 
1978 census of agriculture, preliminary 
report, Randolph County, Ark., 82-2900 


1978 census of agriculture, preliminary 
report, Randolph County, Ga., 82-4511 

1978 census of agriculture, preliminary 
report, Rawlins County, Kans., 

1978 census of agriculture, 
report, Red Lake County, 
3046 


82-1281 


pectin 
Minn., 82- 


1978 census of agriculture, 
report, Redwood County, 
3047 

1978 census of agriculture, 
report, Reno County, Kans., 82-1282 

1978 census of agriculture, preliminary 
report, Renville County, Minn., 82-3048 

1978 census of agriculture, preliminary 
report, Republic County, Kans., 82-4540 

1978 census of agriculture, preliminary 
report, Rice County, Kans., 82-1283 

1978 census of agriculture, preliminary 
report, Rice County, Minn., 82-3049 

1978 census of agriculture, preliminary 
report, Rich County, Utah., 82-1334 

1978 census of agriculture, preliminary 
report, Richmond County, Ga., 82-4512 

1978 census of agriculture, preliminary 
report, Riley County, Kans., 82-4541 

1978 census of agriculture, preliminary 
report, Rock County, Minn., 82-3050 

1978 census of agriculture, preliminary 
report, Rockdale County, Ga., 82-4513 

1978 census of agriculture, preliminary 
report, Rooks County, Kans., 82-4542 

1978 census of agriculture, preliminary 
report, Roseau County, Minn., 82-3051 

1978 census of agriculture, preliminary 
report, Rush County, Kans., 82-1284 

1978 census of agriculture, preliminary 
report, Russell County, Ala., 82-4472 

1978 census of agriculture, preliminary 
report, Russell County, Kans., 82-1285 

1978 census of agriculture, preliminary 
report, Saline County, Ark., 82-2902 

1978 census of agriculture, preliminary 
report, Saline County, Kans., 82-4543 

1978 census of agriculture, preliminary 
report, Salt Lake County, Utah. 82- 
1335 

1978 census of agriculture, preliminary 
report, San Juan County, Utah., 82-9265 

1978 census of agriculture, preliminary 
report, Sanpete County, Utah., 82-1336 

1978 census of agriculture, preliminary 
report, Santa Cruz County, Ariz., 82- 
9249 

1978 census of agriculture, preliminary 
report, Santa Rosa County, Fla. 82- 
4490 
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preliminary 
Minn., 82- 


preliminary 





1978 census of agriculture, p 
report, Sarasota County, Fla., 82-4491 
1978 census of agriculture, p 

report, Schley County, Ga., 82-4514 
1978 census of agriculture, preliminary 
report, Scott County, Ark., 82-2903 
1978 census of agriculture, prelimi 
report, Scott County, Kans., 82-4544 
1978 census of agriculture, preliminary 
report, Scott County, Minn., 82-3052 
1978 census of agriculture, preliminary 
report, Screven County, Ga., 82-4515 
1978 census of agriculture, preliminary 
report, Searcy County, Ark., 82-2904 
1978 census of agriculture, preliminary 
report, Sebastian County, Ark., 82-2905 
1978 census of agriculture, preliminary 
report, Sedgwick County, Kans., 82- 
1286 
1978 census of agriculture, preliminary 
report, Seminole County, Fla., 82-9252 
1978 census of agriculture, preliminary 
report, Seminole County, Ga., 82-4516 
1978 census of agriculture, preliminary 
report, Sevier County, Ark., 82-2906 
1978 census of agriculture, preliminary 
report, Sevier County, Utah., 82-1337 
1978 census of agriculture, preliminary 
report, Seward County, Kans., 82-1287 
1978 census of agriculture, preliminary 
report, Sharp County, Ark., 82-2907 
1978 census of agriculture, preliminary 
report, Shawnee County, Kans., 82-4545 
1978 census of agriculture, preliminary 
report, Shelby County, Ala., 82-4474 
1978 census of agriculture, preliminary 
report, Sherburne County, Minn., 82- 
3053 

1978 census of agriculture, preliminary 
report, Sheridan County, Kans., 82-4546 
1978 census of agriculture, preliminary 
report, Sherman County, Kans., 82-1288 
1978 census of agriculture, preliminary 
report, Shoshone County, Idaho., 82- 
2964 
1978 census of agriculture, 
report, Sibley County, Minn., 
1978 census of agriculture, 
report, Smith County, Kans., 
1978 census of agriculture, 
report, Spalding County, Ga., 82-4517 
1978 census of agriculture, preliminary 
report, St. Clair County, Ala., 82-4473 
1978 census of agriculture, preliminary 
report, St. Francis County, Ark., 82- 
2901 
1978 census of agriculture, preliminary 
report, Stafford County, Kans., 82-1289 
1978 census of agriculture, preliminary 
report, Stanton County, Kans., 82-4548 
1978 census of agriculture, preliminary 
report, Stearns County, Minn., 82-3055 
1978 census of agriculture, preliminary 
report, Steele County, Minn., 82-3056 


preliminary 
82-3054 


preliminary 
82-4547 


preliminary 
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1978 census of agriculture, preliminary report, Stevens County, Minn. 


1978 census of agriculture, preliminary 
report, Stevens County, Minn., 82-3057 
1978 census of agriculture, preliminary 
report, Stone County, Ark., 82-2908 
1978 census of agriculture, preliminary 
report, Summit County, Utah., 82-9266 
1978 census of agriculture, preliminary 
report, Sumter County, Ala., 82-4475 
1978 census of agriculture, preliminary 
report, Sumter County, Fla., 82-9253 
1978 census of agriculture, preliminary 
report, Suwannee County, Fla., 82-9254 
1978 census of agriculture, preliminary 
report, Swift County, Minn., 82-3058 
1978 census of agriculture, preliminary 
report, Talladega County, Ala., 82-4476 
1978 census of agriculture, preliminary 
report, Tallapoosa County, Ala. 82- 
4477 
1978 census of agriculture, 
report, Taylor County, Fila., 
1978 census of agriculture, 
report, Teton County, Idaho., 
1978 census of agriculture, 
report, Todd County, Minn., 
1978 census of agriculture, 
report, Tooele County, Utah., 82-1338 
1978 census of agriculture, preliminary 
report, Traverse County, Minn., 82-3060 
1978 census of agriculture, preliminary 
report, Trego County, Kans., 82-4549 
1978 census of agriculture, preliminary 
report, Turner County, Ga., 82-4518 
1978 census of agriculture, preliminary 
report, Tuscaloosa County, Ala. 82- 
4478 
1978 census of agricuiture, 
report, Twiggs County, Ga., 82-4519 
1978 census of agriculture, preliminary 
report, Twin Falls County, Idaho., 82- 
2966 
1978 census of agriculture, 
report, Uintah County, Utah., 
1978 census of agriculture, 
report, Union County, Ark., 
1978 census of agriculture, 
report, Union County, Fla., 
1978 census of agricutture, preliminary 
report, Upson County, Ga., 82-4520 
1978 census of agriculture, preliminary 
report, Utah., 82-1319 
1978 census of agriculture, 
report, Utah County, Utah., 82-1339 
1978 census of agriculture, preliminary 
report, Valley County, Idaho., 82-2967 
1978 census of agriculture, preliminary 
report, Van Buren County, Ark., 82- 
2910 
1978 census of agriculture, preliminary 
report, Volusia County, Fla., 82-9257 
1978 census of agriculture, preliminary 
report, Wabasha County, Minn., 82- 
3061 
1978 census of agriculture, preliminary 
report, Wabaunsee County, Kans., 82- 
4550 
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preliminary 
82-9255 


preliminary 
82-2965 


preliminary 
82-3059 


preliminary 


preliminary 


preliminary 
82-9267 
preliminary 
82-2909 
preliminary 
82-9256 


preliminary 





1978 census of agriculture, preliminary 
report, Wakulla County, Fla., 82-9258 
1978 census of agriculture, preliminary 
report, Walker County, Ala., 82-4479 
1978 census of agriculture, preliminary 
report, Walker County, Ga., 82-4521 
1978 census of agriculture, preliminary 
report, Wallace County, Kans., 82-1290 
1978 census of agriculture, preliminary 
report, Walton County, Fla., 82-9259 
1978 census of agriculture, preliminary 
report, Waseca County, Minn., 82-3062 
1978 census of agriculture, preliminary 
report, Washington County, Ark., 82- 

2911 
1978 census of agriculture, preliminary 
report, Washington County, Fla. 82- 
9260 
1978 census of agriculture, preliminary 
report, Washington County, Idaho., 82- 
2968 
1978 census of agriculture, 
report, Washington County, 
4551 
1978 census of agriculture, preliminary 
report, Washington County, Minn., 82- 
3063 
1978 census of agriculture, preliminary 
report, Washington County, Utah., 82- 
1340 
1978 census of agriculture, 
report, Watonwan County, 
3064 
1978 census of agriculture, preliminary 
report, Wayne County, Utah., 82-9268 
1978 census of agriculture, preliminary 
report, White County, Ark., 82-2912 
1978 census of agriculture, preliminary 
report, Whitfield County, Ga., 82-4522 
1978 census of agriculture, preliminary 
report, Wilkin County, Minn., 82-3065 
1978 census of agriculture, preliminary 
report, Wilson County, Kans., 82-4552 
1978 census of agriculture, preliminary 
report, Winona County, Minn., 82-3066 
1978 census of agriculture, preliminary 
report, Woodruff County, Ark., 82-2913 
1978 census of agriculture, preliminary 
report, Woodson County, Kans., 82- 
4553 
1978 census of agriculture, 
report, Worth County, Ga., 82-4523 
1978 census of agriculture, preliminary 
report, Wright County, Minn., 82-3067 
1978 census of agriculture, preliminary 
report, Wyandotte County, Kans., 82- 
4554 
1978 census of agriculture, preliminary 
report, Yavapai County, Ariz., 82-9250 
1978 census of agriculture, preliminary 
report, Yell County, Ark., 82-2914 
1978 census of agriculture, preliminary 
report, Yellow Medicine County, Minn., 
82-3068 
1978 census of agriculture, 
report, Yuma County, Ariz., 


preliminary 
Kans., 82- 


preliminary 
Minn., 82- 


preliminary 


preliminary 
82-9251 
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Title Index 


1978 survey of public perceptions on high- 
way safety /, 82-4000 

1979 dwarf mistletoe loss assessment survey 
on national forest lands in Colorado /, 
82-12394 

1979 Florida Area Cumulus Experiment 
(FACE) : operational summary and data 
inventory /, 82-4634 

1979 survey of public perceptions on high- 
way safety /, 82-2325 

1980 Aircraft safety and operating problems 
/, 82-6135 

1980 census of population : population and 
households for census designated places, 
1980., 82-12742 

1980 census of population : standard metro- 
politan statistical areas and standard con- 
solidated statistical areas, 1980., 82-9316 

1980 census of population. Volume 1. Char- 
acteristics of the population. Chapter A. 
Number of inhabitants. Part 3. Alaska., 
82-9288, 82-9289, 82-9290, 82-9291, 
82-9292, 82-9293, 82-9294, 82-9295, 
82-9296, 82-9297, 82-9298, 82-9299, 
82-9300, 82-9301, 82-9302, 82-9303, 
82-9304, 82-9305, 82-9306, 82-9307, 
82-9308, 82-9309, 82-9310, - 82-9311, 
82-9312, 82-9313, 82-9314, 82-9315, 
82-12725, 82-12726, 82-12727, 82- 
12728, 82-12729, 82-12730, 82-12731, 
82-12732, 82-12733, 82-12734, 82- 
12735, 82-12736, 82-12737, 82-12738, 
82-12739, 82-12740, 82-12741 

1980 census of population. Alphabetical 
index of industries and occupations., 82- 
111 


1980 census of population and housing : 
Alabama, preliminary population and 


housing unit counts., 82-12743 

1980 census of population and housing : 
Alaska, preliminary population and hous- 
ing unit counts., 82-9317 

1980 census of population and housing: Ari- 
zona, preliminary population and housing 
unit counts., 82-12744 

1980 census of population and housing : 
Arkansas, preliminary population and 
housing unit counts., 82-3072 

1980 census of population and housing : 
California, preliminary population and 
housing unit counts., 82-12745 

1980 census of population and housing : 
Colorado, preliminary population and 
housing unit counts., 82-9318 

1980 census of population and housing : 
Florida, preliminary population and hous- 
ing unit counts., 82-12746 

1980 census of population and housing : 
Georgia, population and housing unit 
counts., 82-9319 

1980 census of population and housing : 
Idaho, final population and housing unit 
counts., 82-4599 

1980 census of population and housing : 
Illinois, preliminary population and hous- 
ing unit counts., 82-12747 





January — June 1982 


1980 census of population and : 
Indiana, p population and hous- 
ing unit counts., 82-12748 

1980 census of population and 
Iowa, preliminary population and oe 
unit counts., 82-12749 

1980 census of population and housing : 
Kansas preliminary population and hous- 
ing unit counts.,- 82-9320 

1980 census of population and housing : 
Kentucky, preliminary population and 
housing unit counts., 82-9321 

1980 census of population and housing : 
Louisiana, preliminary population and 
housing unit counts., 82-9322 

1980 census of population and housing : 
Massachusetts, final population and hous- 
ing unit counts., 82-12759 

1980 census of population and housing : 
Michigan, preliminary population and 
housing unit counts., 82-9330 

1980 census of population and housing : 
Mississippi, preliminary population and 
housing unit counts., 82-12750 

1980 census of population and housing : 
Missouri, preliminary population and 
housing unit counts., 82-9323 

1980 census of population and housing : 
Nebraska, preliminary population and 
housing unit counts., 82-9324 

1980 census of population and housing : 
New Jersey, preliminary population and 
housing unit counts., 82-12751 

1980 census of population and housing : 
New Mexico, preliminary population and 
housing unit counts., 82-9325 

1980 census of population and housing : 
New York, preliminary population and 
housing unit counts., 82-9326 

1980 census of population and housing : 
Ohio, preliminary population and housing 
unit counts., 82-12752 

1980 census of population and housing : 
Oklahoma, preliminary population and 
housing unit counts., 82-9327 

1980 census of population and housing : 
Oregon, preliminary population and hous- 
ing unit counts., 82-9328 

1980 census of population and housing : 
Pennsylvania, final population and hous- 
ing unit counts., 82-12760 

1980 census of population and housing : 
Pennsylvania, preliminary population and 
housing unit counts., 82-12753 

1980 census of population and housing : 
Puerto Rico, final population and housing 
unit counts., 82-12761 

1980 census of population and housing : 
Puerto Rico, preliminary population and 
housing unit counts., 82-12758 

1980 census of population and housing : 
South Carolina, preliminary population 
and housing unit counts., 82-9329 

1980 census of population and housing : 
Tennessee, preliminary population and 
housing unit counts., 82-12754 





1980 census of population and housing : 
Texas, preliminary population and hous- 
ing unit counts., 82-3073 

1980 census of population and housing : 
Virginia, preliminary population and 
housing unit counts., 82-12755 

1980 census of population and housing : 
Washington, preliminary population and 
housing unit counts., 82-12756 

1980 census of population and housing : 
Wisconsin, preliminary population and 
housing unit counts., 82-12757 

1980 census update : supplement to data 
user news., 82-3074, 82-12763, 82- 
12764, 82-12765 

The 1980 eruptions of Mount St. Helens, 
Washington /, 82-13958 

The 1980 Goddard Space Flight Center 
Battery Workshop : a workshop held at 
Goddard Space Flight Center, Greenbelt, 
Maryland, November 18-20, 1980., 82- 
6136 

The 1980 National Rail-Highway Crossing 
Safety Conference proceedings : June 17- 
19, 1980, Transportation Center, the Uni- 
versity of Tennessee /, 82-853 

1980 workshop & symposium, final pro- 
gram and preregistration materials, Na- 
tional Conference of Standards Laborato- 
ries : September 22-25, 1980 /, 82-3079 

1981 federal income tax legislation : how it 
affects older Americans and those plan- 
ning for retirement (a summary of the 
provisions in the Economic Recovery 
Tax Act of 1981) : an information paper / 
, 82-2588 

The 1981 midyear report : productivity : 
report of the Joint Economic Committee, 
Congress of the United States., 82-1042 

1981 omnibus territories : hearing before 
the Committee on Energy and Natural 
Resources, United States Senate, Ninety- 
seventh Congress, first session, on S. 1674 
... October 21, 1981., 82-15077 

1981 public debt limit II : hearing before 
the Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, September 11, 1981., 82-1055 

1981 White House Conference on Aging, 
Mini-Conference on Housing for the El- 
derly : a report /, 82-6739 

1981-82 miscellaneous tax bills VI : hearing 
before the Subcommittee on Taxation and 
Debt Management of the Committee on 
Finance, United States Senate, Ninety- 
seventh Congress, first session, on S. 230, 
S. 450, S. 644, S. 978 and S. 1039, May 
22, 1981., 82-4231 

1981-82 miscellaneous tax bills, VII : hear- 
ing before the Subcommittee on Taxation 
and Debt Management of the Committee 
on Finance, United States Senate, Ninety- 
seventh Congress, first session, on S. 169, 
S. 532, S. 721, S. 791, S. 979, and S. 1382, 
June 26, 1981., 82-2637 

1981-82 miscellaneous tax bills, VIII : hear- 
ing before the Subcommittee on Taxation 
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1982 federal payment—treasury borrowing : hearings and markups before the 


and Debt Management of the Committee 
on Finance, United States Senate, Ninety- 
seventh first session, on S. 531, 
S. 805, S. 1214, S. 1304, S. 1320, and S. 
1369, July 24, 1981., 82-4232 

1981-82 miscellaneous tax bills IX : hearing 
before the Subcommittee on Taxation and 
Debt Management of the Committee on 
Finance, United States Senate, Ninety- 
seventh Congress, first session, on S. 578, 
S. 768, S. 1276, S. 1472, September 25, 
1981., 82-12160 

1981-82 miscellaneous tax bills, X : hearing 
before the Subcommittee on Taxation and 
Debt Management of the Committee on 
Finance, United States Senate, Ninety- 
seventh Congress, first session, on S. 425, 
S. 608, S. 1348, S. 1479, S. 1580, and S. 
1656, October 16, 1981., 82-12161 

1981-82 miscellaneous tax bills, XI : hearing 
before the Subcommittee on Taxation and 
Debt Management of the Committee on 
Finance, United States Senate, Ninety- 
seventh Congress, first session, S. 1035, S. 
1595, and S. 1745, October 30, 1981., 
82-15105 

1981-82 miscellaneous tax bills V : hearing 
before the Subcommittee on Taxation and 
Debt Management Generally of the Com- 
mittee on Finance, United States States 
Senate, Ninety-seventh Congress, first 
session, on S. 639 ... S. 702 ... S. 738 ... 
May 8, 1981., 82-1058 

1981-1982 miscellaneous tax bills, XII : 
hearing before the Subcommittee on Tax- 
ation and Debt Management of the Com- 
mittee on Finance, United States Senate, 
Ninety-seventh Congress, first session, on 
S. 1081. S. 1594, S. 1749, and S. 1764, 
November 6, 1981., 82-15106 

1982 authorization for the Office of Re- 
search and Development, Environmental 
Protection Agency : hearings before the 
Subcommittee on Natural Resources, Ag- 
riculture Research, and Environment of 
the Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
March 11, 17, 18, 1981., 82-4273 

1982 Department of Energy authorization 
(environmental research, environmental 
compliance, and environmental safety) : 
hearing before the Subcommittee on Nat- 
ural Resources, Agriculture Research, 
and Environment of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, March 31, 1981., 82- 
6898 

1982 federal payment—treasury borrowing : 
hearings and markups before the Sub- 
committee on Fiscal Affairs and Health, 
and the Committee on the District of Co- 
lumbia, House of Representatives, 
Ninety-seventh Congress, first session, on 
H.R. 2818—borrowing authority exten- 
sion, H.R. 2819—increase federal pay- 


Page I-701 





1982 federal payment—treasury borrowing : hearings and markups before the Title Index 


ment authorization, April 9 and May 6, 
1981., 82-15068 

1982 NASA authorization : index for hear- 
ings before the Committee on Science 
and Technology, U.S. House of Repre- 
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sentatives, Ninety-seventh Congress, first 
session, on H.R. 1527, for volumes 1-5., 
82-2708 

1982 National Science Foundation authori- 
zation : hearings before the Subcommit- 








tee on Science, Research, and Technol- 
ogy of the Committee on Science and 
Technology, U.S. House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion on H.R. 1520, January 28, March 3, 
5, 10, 12, 17, 1981., 82-6892 





A 


* Abbreviations. 
List of journals indexed in Index medicus 
/, 82-1841, 82-13829 


Abduction — United States. 

Missing children : hearing before the 
Subcommittee on Investigations and 
General Oversight of the Committee 
on Labor and Human _ Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on to explore 
the cause and effect of missing chil- 
dren, focusing on home environment, 
local law enforcement agencies, and 
citizen action groups, October 6, 1981., 
82-15167 


Aberdeen (S.D.) — Climate — Statistics — 
Periodicals. 


Local climatological data. Aberdeen, 
South Dakota, annual summary with 
comparative data., 82-127 


Abert squirrel — Feeding and feeds. 
Abert squirrel use of ponderosa pine as 
feed trees /, 82-12493 


Ability — Testing. 
Calculations of predictor composites in 
the absence of a criterion /, 82-1594 


Construct validity of leader effectiveness 
criteria /, 82-9771 


Development of  factorially based 
ASVAB high school composites /, 
82-9765 


Doing your best on aptitude tests., 
14085 


Enhancing quality control in the testing 
of military applicants /, 82-9776 


Executive summary concerning the 
impact of advanced maintenance data 
and task oriented training technologies 
on maintenance, personnel, and training 
systems /, 82-1568 


An exploratory investigation of the skill 
qualification testing system /, 82- 
13121 


Field evalution system for Air Force 
technical training : analysis and modifi- 
cation /, 82-282 

Jet engine mechanic - AFSC 426X2 : ex- 
perimental job performance tests /, 
82-265 


82- 





Subject Index 


Likelihood function estimation (LIFE) 
model : utility in the development of 
an enlistment standard /, 82-13226 


Measuring troubleshooting skills using 
hardware-free simulation /, 82-3317 


Overview of Advanced Systems Division 
criterion research (maintenance) /, 
82-3308 


Perceptual-motor and cognitive perform- 
ance task battery for pilot selection /, 
82-1604 

Performance measurement 
nance /, 82-3307 


Personnel rating effectiveness as a func- 
tion of number of rating statements /, 
82-294 

Simulated and empirical studies of flexile- 
vel testing in Air Force technical train- 
ing courses /, 82-262 

Three sets of task factor benchmark 
scales for training priority analysis /, 
82-5158 


of mainte- 


— Testing — Handbooks, manuals, 


Manual for the USES General Aptitude 
Test Battery Section IV Specific apti- 
tude test batteries., 82-14143 


Ability — Testing — Mathematical models. 
Item characteristic curve parameters : ef- 
fects of sample size on linear equating 
/, 82-1599 


Ablation (Aerothermodynamics) 

Accurate analytic approximations and nu- 
merical solutions for the structure of 
quasi-static laser driven ablations layers 
/, 82-13214 


NRL Inertial Confinement Fusion 
Theory Program : 1979 annual report, 
October 1978 - December 1979 /, 82- 
13216 


* Abnormalities, Drug-Induced 
DES Task Force summary report, Sep- 
tember 21, 1978 /, 82-546 


Abortion — Law and legislation — United 

States. 

The Human Life Bill—S. 158 : report, 
together with additional and minority 
views to the Committee on the Judici- 
ary, United States Senate /, 82-6859 


Abortion — United States. 
The human life bill : hearings before the 
Subcommittee on Separation of Powers 
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of the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 158 ... 
April 23, 24, May 20, 21, June 1, 10, 
12, and 18., 82-12214 


Abrams, Elliott. 

Nomination of Elliott Abrams : hearing 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety-sev- 
enth Congress, first session, on nomina- 
tion of Elliott Abrams, of the District 
of Columbia, to be assistant secretary 
of state for human rights and humani- 
tarian affairs, November 17, 1981., 82- 
12171 


Abrasives industry — United States — 
Statistics. 
1977 census of manufactures, 82-9209 


Abscam Bribery Scandal, 1980- 

Investigation of Senator Harrison A. Wil- 
liams, Jr. : government brief in opposi- 
tion to Senator Williams’ motion to dis- 
miss and for a new trial., 82-6819 


Investigation of Senator Harrison S. Wil- 
liams, Jr. : response of Senator Wil- 
liams to report of the Select Committee 
on Ethics, on S. Res. 204., 82-6818 


Absence without leave — United States. 
AWOL and the consequences., 82-4932 


Absenteeism (Labor) — United States. 

Study of operator absenteeism and work- 
ers’ compensation trends in the urban 
mass transportation industry /, 82- 
6492 


Absorption of sound. 

A filled silicone rubber materials system 
with selectable acoustic properties for 
molding and coating applications at ul- 
trasonic frequencies /, 82-3239 


Absorption spectra. 
Optical spectra of nonmetallic inorganic 
transient species in aqueous solution /, 
82-12810 


ASFIS guidelines for bibliographic de- 
scription, guidelines for the preparation 
of abstracts /, 82-12838 
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Abused wives Legal status, laws, etc. U.S. 


Abused wives — Legal status, laws, etc. — 
United States. 
Under the rule of thumb : battered 
women and the administration of jus- 
tice /, 82-9582 


Abused wives — Services for — United 
States — Directories. 
Programs providing services to battered 
women /, 82-10689 


Acceleration (Mechanics) 
Vibration aspects of ride quality model- 
ing for the DOT PTACV— theory 
and experiment /, 82-6354 


Acceleration (Physiology) 
The effects of motion and g-seat cues on 
pilot simulator performance of three pi- 
loting tasks /, 82-748 


Accidents — Prevention. 

Project burn prevention, final report : the 
effects of an experimental public educa- 
tion program on knowledge, attitudes, 
and burn injury rates, 1975-1980 /, 
82-11855 


Accidents — United States — Prevention — 
Bibliography — Catalogs. 
Accidents and accident prevention., 82- 
5614 


Acclimatization (Plants) — Idaho. 
Variation in cold hardiness among popu- 
lations of Pseudotsuga menziesii var. 
glauca /, 82-12448 


Acclimatization (Plants) — Washington 
(State) 
Variation in cold hardiness among popu- 
lations of Pseudotsuga menziesii var. 
glauca /, 82-12448 


Accountants — United States — Statistics. 
Receipts of the nation’s accounting, audit- 
ing, and bookkeeping services totaled 
$8.0 billion in 1977., 82-12798 


Accounting — Law and legislation — United 

States. 

Business Accounting and Foreign Trade 
Simplification Act joint hearings 
before the Subcommittee on Securities 
and the Subcommittee on International 
Finance and Monetary Policy of the 
Committee on Banking, Housing, and 
Urban Afairs, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 708 ... May 20 and 21, June 16, 
July 23 and 24, 1981., 82-4209 


Accounting — United States — Bibliography 
— Catalogs. 
Accounting and auditing., 82-5537 


General Accounting Office publications., 
82-3566 


Accounting machines — Statistics. 
1977 census of manufactures, 82-9222 
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Achievement motivation. 
Performance motivation in armor training 
/, 82-13114 


Acid rain — Physiological effect. 
Effects of air emissions on wildlife re- 
sources /, 82-10941 


Potential impacts of low pH on fish and 
fish populations /, 82-10942 


Acid rain — United States. 

Acid rain : hearing before the Committee 
on Environment and Public Works, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 1706 ... S. 
1709 ... and S. 1718, Octobor 29, 1981., 
82-15184 


Acoustic emission. 
Identification and evaluation of deepwa- 
ter port hose inspection methods /, 
82-2291 


Acoustic emission — Measurement. 
Inspection of nuclear reactor welding by 
acoustic emission /, 82-11961 


Acoustic emission testing. 

Estimate of feasibility to develop acoustic 
emission—flaw relationships for inser- 
vice monitoring of nuclear pressure 
vessels /, 82-6636 


Acoustic impedance. 

The effects of earplugs and earmuffs on 
pitch discrimination in noise /, 82- 
5114 

Multiplicative effects on sentence com- 
prehension for combined acoustic dis- 
tortions /, 82-5107 


Acoustic radiation pressure. 
Design manual for a constant beamwidth 
transducer /, 82-1536 


Acoustic surface waves. 
Determination of tornado wind speeds 
from tornadic sounds : final report 
March 1978 - March 1979 /, 82-11994 


Geophysical survey of cavernous areas, 
Patoka Dam, Indiana /, 82-9811 


Acoustical engineering. 

Acoustic high gradient experiment report 
On experiment operations : HAYES 
cruise 78-16-01, LYNCH cruise 78-07- 
02 /, 82-9878 


Acoustic raytracing to fixed ground re- 
ceivers (program AIRRAY) /, 82- 
3287 

Acoustical behavior of thick, composite, 
fluid-loaded plates, calculated using Ti- 
moshenko-Mindlin plate theory /, 82- 
$127 


Aeroacoustic wind-tunnel tests of a light 
twin-boom general aviation airplane 
with free or shrouded-pusher propel- 
lers /, 82-6079 
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Effect of grazing flow on the acoustic 
impendance of Helmholty resonators 
consisting of single and clustered ori- 
fices /, 82-11104 


Experimental study of acoustic loads on 


upper-surface-blown STOL airplane 
configuration /, 82-11144 


Theoretical prediction of nonlinear prop- 
agation effects on noise signatures gen- 
erated by subconic or supersonic pro- 
peller - or rotor-blade tips /, 82-11153 


Acoustical 
A method for predicting the noise levels 
of coannular jets with inverted velocity 
profiles /, 82-14171 


Acoustical materials. 
Evaluation of approximate methods for 
the prediction of noise shielding by 
Airframe components /, 82-3790 


Acrylamide — Toxicology. 
Support document decision not to require 
testing for health effects : acrylamide /, 
82-3403 


Actions and defenses — United States. 

The International Rule of Law Act : 
hearing before the Subcommittee on 
Criminal Law of the Committee on the 
Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 1434 ... September 14, 1981., 82- 
12220 


* Activities of daily living — United States 
— Statistics. 
Health characteristics of persons with 
chronic activity limitation United 
States, 1979., 82-10631 


Ada County (Idaho) — Maps. 
Important farmlands, Ada County, Idaho 
/, 82-4410 


Adaptability (Psychology) 
Effectiveness of adaptability screening /, 
82-275 


Adaptive control systems. 
Investigation of the multiple model adap- 
tive control (MMAC) method for 
flight control systems /, 82-6112 


Adenoviruses — Abstracts. 
Selected abstracts on integrated viral gen- 
omes., 82-10585 


Adhesion. 
Adhesion and friction of iron-base binary 
alloys in contact with silicon carbide in 
vacuum /, 82-749 


Seeking low ice adhesion /, 82-9815 
Adhesives — Creep. 


Behavior of construction adhesives under 
long-term load /, 82-4367 
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Adhesives — Environmental aspects — 

United States. 

Pressure sensitive tape and label surface 
coating industry : background informa- 
tion for proposed standards /, 82- 
13683 


Adhesives — Testing. 
Behavior of construction adhesives under 
long-term load /, 82-4367 


Adhesives, Effect of radiation on. 
Electron and proton absorption calcula- 
tions for a graphite/epoxy composite 
model /, 82-11142 


Adhesives industry — Environmental aspects 

— United States. 

Pressure sensitive tape and label surface 
coating industry : background informa- 
tion for proposed standards /, 82- 
13683 


Adipose tissues. 
Methods for estimating expected blood 
alcohol concentration /, 82-11629 


Adjustment (Psychology) — Testing. 
Adaptive testing without a computer /, 
82-13227 


Adkinson, Fletcher Keith, 1944- 

Nomination—Federal Trade Commission 
: hearing before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sev- 
enth Congress, first session, on nomina- 
tion of Fletcher Keith Adkinson, to be 
a memeber of the Federal Trade Com- 
mission, November 19, 1981., 82- 
12119 


Administrative agencies — United States. 
Background information on regulatory 
reform and congressional review of 
agency rules with a summary of H.R. 1 
(as introduced) /, 82-1100 


Departments’ and agencies’ continued 
failure to follow up and resolve audit 
findings : hearings before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-seventh Congress, first session, 
February 25, June 16, and July 23, 
1981., 82-2658 


Enforcement of federal regulations : staff 
report /, 82-2667 


Federal structure for examining finanical 
institutions : hearings before the Sub- 
committee on General Oversight and 
Renegotiation of the Committee on 
Banking, Finance and Urban Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, June 3, and 
4, and July 15, 1981., 82-2601 


Government Cost Reduction Act : hear- 
ings before the Subcommittee on Civil 
Service of the Committee on Post 
Office and Civil Service, House of 





Representatives, Ninety-seventh Con- 


gress, first session, on H.R. 3116 ... 
June 2, 12, 23, 1981., 82-6883 

Government waste, fraud, and abuse : 
hearing before the Committee on Gov- 
ernmental Affairs, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 1120 ... June 9, 1981., 
82-2666 


Inspector General Act Amendments of 
1981 : hearing before a subcommittee 
of the Committee on Government 
Opertions, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 2098 ... April 8, 1981., 82- 
12190 


Legislative veto proposals hearing 
before the Subcommittee on Agency 
Administration of the Committee on 
the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 890 ... and S. 684 ... April 23, 
1981., 82-1083 


The Reagan-Bush transition team’s activi- 
ties at six selected agencies : report to 
the chairman, Committee on Energy 
and Commerce, House of Representa- 
tives /, 82-13732 


Regulatory Procedure Act of 1982 : 
report together with dissenting and 
supplemental views (to accompany 
H.R. 746) (including cost estimate of 
the Congressional Budget Office)., 82- 
14657 


Reports to Congress under the Financial 
Regulation Simplification Act of 1980 
(Title viii, Public Law 96-221, 12 
U.S.C. 3524) from Federal Reserve 
Board, Federal Deposit Insurance Cor- 
poration, Federal Home Loan Bank 
Board, National Credit Union Adminis- 
tration, Comptroller of the Currency /, 
82-2602 


A systematic management approach is 
needed for Congressional reporting re- 
quirements : report to the Congress /, 
82-10392 


Administrative agencies — United States — 
Bibliography. 
Requirements for recurring reports to the 
Congress : a directory issued by the 
Comptroller General., 82-502 


Administrative agencies — United States — 
Bibliography — Catalogs. 
Annual reports., 82-5565 


Administrative agencies — United States — 
Bibliography — Periodicals. 
Federal information sources and systems 
/, 82-500 


Administrative agencies — United States — 
Management. 

Fraud in government programs : How 

extensive is it? : How can it be con- 
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trolled? : report to the Congress /, 
82-5456 


Recommendations and reports /, 82- 
11823, 82-11824 


Report /, 82-11822 


Supplement to ... Organization of federal 
executive departments and agencies /, 
82-15137 


Administrative agencies — United States — 

States. 

Federal structure for examining finanical 
institutions : hearings before the Sub- 
committee on General Oversight and 
Renegotiation of the Committee on 
Banking, Finance and Urban Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, June 3, and 
4, and July 15, 1981., 82-2601 


Profile of nine state and local air pollu- 
tion agencies /, 82-1658 


Administrative Conference of the United 
States — Periodicals. 
Report /, 82-11822 


Administrative courts — United States. 
Study of the Nuclear Regulatory Com- 
mission’s appellate system /, 82-4090 


Administrative law — United States. 

Reform contracting procedures and con- 
tract supervision practices of the feder- 
al government : hearings before a sub- 
committee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on H.R. 2580 ... Septem- 
ber 14 and 15, 1981., 82-15134 


The Regulatory Flexibility Act : better 
federal treatment for small entities., 
82-11366 


Regulatory reform legislation of 1981 : 
hearings before the Committee on 
Governmental Affairs, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 344 and S. 1080, May 12 
and June 23, 1981., 82-15141 


Administrative procedure — New York 
(State) — Buffalo. 
Decriminalization : administrative adjudi- 
cation /, 82-6514 


Administrative procedure — North Dakota. 
Decriminalization : administrative adjudi- 
cation /, 82-6514 


Administrative procedure — United States. 
Background information on regulatory 
reform and congressional review of 
agency rules with a summary of H.R. 1 
(as introduced) /, 82-1100 
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Proposed policy and procedures for dif- 
fering professional opinions : for com- 
ment /, 82-14722 


Regulatory Procedure Act of 1982 : 
report together with dissenting and 
supplemental views (to accompany 
H.R. 746) (including cost estimate of 
the Congressional Budget Office)., 82- 
14657 


Administrative procedure — United States 
— Periodicals. 
Recommendations and reports /, 82- 
11823, 82-11824 


Report /, 82-11822 


Administrative procedure — United States 
— Statistics — Periodicals. 


Requests for AFDC hearings in public 
assistance., 82-10477 


Administrative Radio Conference (1979 : 
Geneva, Switzerland) 
Radiofrequency use and management : 
impacts for the World Administrative 
Radio Conference of 1979., 82-12038 


Administrative remedies — United States. 

Taxpayer bill of rights : hearing before 
the Subcommittee on Oversight of the 
Internal Revenue Service of the Com- 
mittee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 850, June 2, 1981., 82- 
4226 


Adminstrative procedure — United States. 
Analyzing the feasibility of the adminis- 
trative adjudication of traffic offenses / 
, 82-2313 


Admirals — United States. 

Flag and general officer strengths : hear- 
ing before the Subcommittee on Man- 
power and Personnel of the Committee 
on Armed Services, United States 
Senate, Ninety-seventh Congress, first 
session, September 17, 1981., 82-15038 


Adolescence — Congresses. 
Adolescence and stress : report of an 
NIMH conference /, 82-10669 


Adoption — Law and legislation — United 

States. 

Adoption in America, 1981 : hearing 
before the Subcommittee on Aging, 
Family, and Human Services of the 
Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on a bill 
to examine the progress that has been 
made in the adoption procedures in 
America, July 23, 1981., 82-2676 


Adoption — United States. 

Adoption in America, 1981 : hearing 
before the Subcommittee on Aging, 
Family, and Human Services of the 
Committee on Labor and Human Re- 
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sources, United States Senate, Ninety- 
seventh Congress, first session, on a bill 
to examine the progress that has been 
made in the adoption procedures in 
America, July 23, 1981., 82-2676 

Oversight on Community Services Ad- 
ministration, child abuse prevention 
and treatment, and adoption opportuni- 
ties, and Native American Programs 
Act : hearing before the Subcommittee 
on Aging, Family, and Human Services 
of the Committee on Labor and 
Human Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on examination of administra- 
tion’s proposal for Community Services 
Administration, child abuse prevention 
and treatment, and adoption opportuni- 
ties, and Native American Programs 
Act, April 23, 1981., 82-12225 


Adsorption. 

The effects of temperature, moisture, 
concentration, pressure, and mass trans- 
fer on the adsorption of krypton and 
xenon on activated carbon /, 82-950 

Optical transparency of inexpensive salt 
solutions for construction of density- 
gradient ponds /, 82-322 


Adult education — United States — 
Bibliography — Catalogs. 
Adult education., 82-5606 


Advertising — Cigarettes — Law and 
legislation — United States. 

Cigarette advertising and the HHS anti- 
smoking campaign : hearing before the 
Subcommittee on Oversight and Inves- 
tigations of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, ‘first 
session, June 25, 1981., 82-12154 


Advertising — United States — Tobacco 
trade. 


Cigarette advertising and the HHS anti- 
smoking campaign : hearing before the 
Subcommittee on Oversight and Inves- 
tigations of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 25, 1981., 82-12154 


Advisory opinions — United States. 

Calling for the establishment of a special 
committee on advisory opinions from 
the International Court of Justice : 
hearing before the Subcommittee on 
Human Rights and International Orga- 
nizations of the Committee on Foreign 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
September 24, 1981., 82-15116 

Executive privilege : legal opinions re- 
garding claim of President Ronald 
Regan in response to a subpoena issued 
to James G. Watt, secretary of the inte- 
rior /, 82-6802 
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Aerial “ 
Analytical aerial triangulation : Georgia 
project., 82-6334 
Aerial photography in forestry. 
The use of large scale color infrared pho- 
tography for stream habitat and ripar- 
ian vegitation inventory /, 82-10961 


Aerial photography in road surveying — 
Georgia. 


Analytical aerial triangulation : 
project., 82-6334 


Aerial reconnaissance. 
Mission/data-base imagery correlation 
techniques (M/DICT) /, 82-13118 


Aerial spraying and dusting in agriculture. 
Comparison of modeled and measured 
deposition for the Withlacoochee spray 
trials /, 82-12409 


Aerial spraying and dusting in forestry — 

United States. 

Better data needed to determine the 
extent to which herbicides should be 
used on forest lands : report /, 82- 
10339 


Aerial triangulation. 
Analytical aerial triangulation : Georgia 
project., 82-6334 


Aerodynamic heating. 
Industry tests of NASA ceramic thermal 
barrier coating /, 82-737 


The use of computer-generated color 
graphic images for transient thermal 
analysis /, 82-744 


Aerodynamic load — Data processing. 
Equation modifying program, L219 
(EQMOD)., 82-6097 
A program for calculating load coeffi- 
cient matrices utilizing the force sum- 
mation method, L218 (LOADS)., 82- 
6096 


Georgia 


Aerodynamic load — Mathematical models. 
A program for calculating load coeffi- 
cient matrices utilizing the force sum- 
mation method, L218 (LOADS)., 82- 
6096 


Aerodynamic noise. 
Combustion noise prediction, entropy/ 
vorticity effects /, 82-14468 


Engine isolation for structural-borne inte- 
rior noise reduction in a general avi- 
ation aircraft /, 82-11113 

Investigation of coannular nozzles with 


conventional and inverted velocity pro- 
files /, 82-11537 


A 
Aerodynamic characteristics of a hyper- 
sonic research airplane concept having 
a 70 swept double-delta wing at Mach 
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numbers 0.80 to 1.20, with summary of 
data from 0.20 to 6.0 /, 82-11134 

Aerodynamic characteristics of forebody 
and nose strakes based on F-16 wind 
tunnel test experience ; prepared for 
Langley Research Center under con- 
tract NAS1-15006., 82-11087 


Aeroelastic addition to NASTRAN /, 
82-11089, 82-11090, 82-14164 


Aircraft control by propeller cyclic 
blades /, 82-14184 


Calculation of two-dimensional inlet flow 
fields in a supersonic free stream : pro- 
gram documentation and test cases /, 
82-14188 


Characteristics of loaded fan rotor blade 
wakes /, 82-14173 


Computer pogram to calculate three-di- 
mensional boundary layer over wings 
with wall mass transfer /, 82-11096 

A computer program to generate equa- 
tions of motion matrices, L217 (EOM)., 
82-6095 


The effect of throat contouring on two- 
dimensional converging-diverging noz- 
zles at static conditions /, 82-6162 

Exploratory studies of the cruise per- 
formance of upper surface blown con- 
figurations : experimental program : 
test facilities, model design, instrumen- 
tation, and low-speed, high-lift tests /, 
82-14174 

Exploratory studies of the cruise per- 
formance of upper surface blown con- 
figurations : summary report /, 82- 
14175 

Gust load estimation using a simplified 
power spectral technique /, 82-11543 


An improved Woodward’s panel method 
for calculating leading-edge and side- 
edge suction forces at subsonic and su- 
personic speed /, 82-14179 

The incorporation of plotting capability 
into the “unified subsonic supersonic 
aerodynamic analysis program”, ver- 
sion B / Octavio A. Winter ; prepared 
for Langley Research Center under 
contract NAS1-14900., 82-14193 


Integrated application of active controls 
(IACC) technology to an advanced 
subsonic transport : project plan /, 
82-2074 


Peformance with and with inlet radial 
distortion of a transonic fan stage de- 


signed for reduced loading in the tip 
region /, 82-11123 


Pilot pressure measurements in flow 
fields behind circular-arc nozzles with 
exhaust jets at subsonic free-stream 
mach numbers /, 82-2060 


A Program to compute three-dimensional 
subsonic unsteady aerodynamic charac- 
tristics using the doublet lattice 
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method, 
11086 


Rotary balance data for a typical single- 
engine general aviation design for an 
angle-of-attack range of 8to 90 /, 82- 
11115, 82-14165 


A study of panel loads and centers of 
pressure of three different cruciform 
aft-tail control surfaces of a wingless 
missile from March 1.60 to 3.70 /, 82- 
11080 


Summary of low-speed longitudinal aero- 
dynamics of two powered close-cou- 
pled wing-canard fighter configurations 
/, 82-3797 

A three dimensional vortex wake model 
for missiles at high angles of attack /, 
82-14182 


A throat-bypass stability-bleed system 
using relief valves to increase the tran- 
sient stability of a mixed-compression 
inlet /, 82-3793 

Transonic flow field analysis for wing- 
fuselage configurations /, 82-14196 

A viscous flow analyis for the tip vortex 
generation process /, 82-11109 

Wind shear hazard definition for a wide 
body jet /, 82-3938 

Wind tunnels of NASA /, 82-721 


Aerodynamics — Automation. 
A supersonic three-dimensional code for 
flow over blunt bodies : program docu- 
mentation and test cases /, 82-14191 


USSAERO computer program develop- 
ment, versions B and C /, 82-14192 


L216 (DUBFLX) /, 82- 


Aerodynamics — Automation — Handbooks, 
manuals, etc. 

Calculation of two-dimensional inlet flow 
fields in a supersonic free strem by an 
implicit marching code with nonortho- 
gonal mesh generation : user’s manual 
/, 82-14189 


A supersonic, three-dimensional code for 
flow over blunt bodies : user’s manual 
/, 82-14190 


Aerodynamics — Computer programs. 
DYLOFLEX modifications to FLEX- 
STAB., 82-6101 


Aerodynamics — Congresses. 
Advanced technology airfoil research., 
82-11118 


Aerodynamics — Mathematical models. 
Surrogate-equation technique for simula- 
tion of steady inviscid flow /, 82- 
14236 


Aerodynamics, Supersonic. 
Bumblebee Program - aerodynamic data 
/, 82-11095 


Longitudinal aerodynamic characteristics 
of a vectored-engine-over-wing con- 
figuration at subsonic speeds /, 82-746 
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Supersonic stability and control charac- 
teristics of a cruciform missile model 
with delta wings and aft tail fin con- 
trols /, 82-3777 


Aerodynamics, Supersonic — Data 


processing. 

Calculation of two-dimensional inlet flow 
fields by an implicit method including 
viscous effects - program documenta- 
tion and test case /, 82-14214 


Aerodynamics, Transonic. 

Further investigation of a finite difference 
procedure for analyzing the transonic 
flow about harmonically oscillating air- 
foils and wings /, 82-14176 


Transonic — Congresses. 
High Reynolds number research,, 
6137 


Aerofoils — Congresses. 
Advanced technology airfoil research., 
82-11118 


82- 


Aerofoils — Mathematical models. 
A compressible solution of the Navier- 
Stokes equations for turbulent flow 
about an airfoil /, 82-2071 


Aerofoils — Testing. 
Design and experimental results for a 
Natural-Laminar-Flow airfoil for gen- 
eral aviation application /, 82-6173 


Aeronautical engineers — United States. 
Designated engineering representatives., 
82-6427 


Aeronautical instruments. 
Laser velocimetry technique applied to 
the Langley 0.3-Meter transonic cryo- 
genic tunnel /, 82-11082 


Market research summary /, 82-9570 


Aeronautical instruments — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 1610, 1615, 1620, 
1630. Aircraft components and accesso- 
ries, 82-4874 
Consolidated federal supply catalog iden- 
tification list. FSC 1680. Miscellaneous 


aircraft accessories and components mi- 
croform., 82-4790 


Consolidated federal supply catalog iden- 


tification list. FSC 6610. Flight instru- 
ments, 82-12980 


Aeronautical instruments — Cost 
effectiveness. 
Wind shear systems implementation bene- 
fit/cost study /, 82-3946 


Aeronautical instruments — Display systems. 
Cockpit displayed traffic information 
study /, 82-14434 


Magnitude of visual accommodation to a 
head-up display /, 82-752 
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Pilot assessment of two computer gener- 
ated display formats for helicopter in- 
strument approach /, 82-3773 


Aeronautical instruments — Display systems 
— Congresses. 
Electric flight systems /, 82-14227 


Aeronautical instruments — Testing. 
Evaluation of aircraft equipment monitor- 
ing devices : procedures and techniques 
/, 82-3199 
Radio technical commission for aeronau- 
tics document DO-160A., 82-6389 


Aeronautical radio stations — United States. 
Flight services., 82-14453 
Frequency/distance sharing criteria be- 

tween non-directional beacons (NDB) 
and travelers information stations (TIS) 
in the 525-535 kHz band /, 82-1406 


Use of radionavigational land test stations 
and signal generators., 82-6426 


Aeronautical research — United States. 

The first “A” in NASA : hearing before 
the Subcommittee on Transportation, 
Aviation, and Materials of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, December 
8, 1981., 82-15204 


Aeronautics. 

Gust response analyses for ten general 
aviation aircraft using a two-degree-of- 
freedom power spectral technique /, 
82-11542 


Aeronautics — Accidents, 
Aircraft crash survival design guide /, 
82-1512 


Crashworthiness design parameter sensi- 
tivity analysis /, 82-5075 

Profile of an accident—and then there 
were two, 82-13109, 82-13110 


Aeronautics — Alaska — Anchorage — 

Accidents. 

Aircraft accident report : Japan Air 
Lines, Company, Ltd., McDonnell- 
Douglas DC-8-62F, JA 8054, Anchor- 
age, Alaska, January 13, 1977 /, 82- 
3865 


Aircraft accident report : Japan Air 
Lines, Company, Ltd., McDonnell- 
Douglas DC-8-62F, JA 8054, Anchor- 
age, Alaska, January 13, 1977 /, 82- 
3865 


Aeronautics — Arizona — Tusayan — 

Accidents — 1980. 

Aircraft accident report : Scenic Airlines, 
Inc., Cessna 404, N2683S, near Grand 
Canyon National Park Airport, Tu- 
sayan, Arizona, July 21, 1980., 82- 
11394 
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Aeronautics — Arizona — Yuma — 

Accidents. 

Aircraft accident report : McDonnell 
Douglas Corporation, DC-9-80, 
N1002G, Yuma, Arizona, June 19, 
1980., 82-11400 


Aeronautics — Bahamas — Accidents. 
Aircraft accident report : Florida Com- 
muter Airlines, Inc., Douglas DC-3, 
N75KW, Grand Bahama Island, Baha- 
mas, September 12, 1980 /, 82-3868, 
82-11396 


Aeronautics — Bahamas — Safety measures. 
Aircraft accident report : Florida Com- 
muter Airlines, Inc., Douglas DC-3, 
N75KW, Grand Bahama Island, Baha- 
mas, September 12, 1980 /, 82-3868 


Aeronautics — Bibliography — Catalogs. 
Airman’s information manual., 82-5527 
NASA publications., 82-14160 


Aeronautics — California — Santa Ana — 

Accidents. 

Aircraft accident report : Air California 
Flight 336, Boeing 737-293,N468AC, 
John Wayne Orange County Airport, 
Santa Ana, California, February 17, 
1981., 82-11398 


Aeronautics — Communication systems — 


Congresses. 
Electric flight systems /, 82-14227 


Aeronautics — Computer programs. 
Abstract interface specifications for A-7E 
device interface module /, 82-3290 


Aeronautics — Florida — Pensacola — 

Accidents. 

Aircraft accident report : National Air- 
lines, Inc., Boeing 727-235, N4744NA, 
Escambia Bay, Pensacola, Florida, 
May 8, 1978 /, 82-3867 


Aeronautics — Indexes — Periodicals. 
Scientific and technical aerospace reports. 
Index /, 82-716, 82-717 


STAR, an abstract journal, 82-716, 82- 
717 


Aeronautics — Indiana — Michigan City — 

Accidents. 

Special investigation report : search and 
rescue procedures and arming of emer- 
gency locator transmitter : aircraft ac- 
cident near Michigan City, Indiana, 
December 7, 1980., 82-14336 


Aeronautics — International cooperation. 
Report of the sixteenth annual United 
Kingdom Civil Aviation Authority/ 
United States Federal Aviation Admin- 
istration meeting, April 6-9, 1976, 
Washington, D.C., 82-14416 
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Aeronautics — Law and legislation — 
Periodicals. 
International flight information manual., 
82-14454 


Aeronautics — Law and legislation — 
United States. 
Agenda of significant regulations. 82- 
4710 


Air traffic service plans and requirements 
/ Department of Transportation, Fed- 
eral Aviation Administration., 82- 
11499 


Federal aviation regulations. Part 121. 
Certification and operations, domestic, 
flag, and supplemental air carriers and 
commerical operators of large aircraft., 
82-2258 


Pilot in command qualifications for spe- 
cial area/routes and airports, federal 
aviation regulation (FAR) 121.445., 
82-6408 


Status of federal aviation regulations., 
82-2260 


Waivers of part 101, federal aviation reg- 
ulations., 82-6402 


Aeronautics — Law and legislation — 


United States — Bibliography — Catalogs. 
Federal aviation regulations., 82-506 


Aeronautics — Law and legislation — 
United States — Indexes. 
Index of FAA national and WA orders., 
82-11487 


Aeronautics — Luxembourg — Safety 
measures, 

Aircraft incident report : Aeromexico, 
DC-10-30, XA-DUH, over Luxem- 
bourg, Europe, November 11, 1979., 
82-11393 


Aeronautics — Massachusetts — Billerica 

— Accidents. 

Aircraft accident report : Redcoat Air 
Cargo, Ltd., Bristol Britannia 253F, 
registration G-BRAC, Billerica, Massa- 
chusetts, February 16, 1980., 82-11395 


Aeronautics — Michigan — Saginaw region 

— Accidents. 

Aircraft accident report : Trans World 
Airlines, Inc., Boeing 727-31, N840TW, 
near Saginaw, Michigan, April 4, 1979 
/, 82-3869 


Aeronautics — Michigan — Saginaw region 

— Safety measures. 

Aircraft accident report : Trans World 
Airlines, Inc., Boeing 727-31, N840TW, 
near Saginaw, Michigan, April 4, 1979 
/, 82-3869 


Aeronautics — Micronesia (Federated 
States) — Yap (Island) — Accidents. 
Aircraft accident report : Continental 

Airlines/Air Micronesia, Inc., Boeing 
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727-92C, N18479, Yap Airport, Yap, 
Western Caroline Islands, November 
21, 1980., 82-14334 


Aircraft accident report : L & J Compa- 
ny, Convair 240, NSSVM, Gillsburg, 
Mississippi, October 20, 1977 /, 82- 
3864 


Aeronautics — New York (N.Y.) — 

Accidents. 

Aircraft accident report : New York Air- 
ways, Inc., Sikorsky S-61L, N619PA, 
Pan Am building heliport, New York, 
New York, May 16, 1977 /, 82-847 


Aeronautics — New York (N.Y.) — 

Accidents — 1981. 

Aircraft incident report : Eastern Airlines 
Boeing 727-25, N814ON, John F. Ken- 
nedy International Airport, Jamaica, 
New York, April 8, 1981., 82-11399 


Aeronautics — New York (N.Y.) — Safety 
measures. 

Aircraft accident report : New York Air- 
ways, Inc., Sikorsky S-61L, N619PA, 
Pan Am building heliport, New York, 
New York, May 16, 1977 /, 82-847 


Aeronautics — Northwestern States — 
Communication systems. 
RCAG & BUEC : communication cover- 
age charts /, 82-11480 


Aeronautics — Safety measures. 

Engine power-loss accident prevention., 
82-6383 

The optical properties of smoke-protec- 
tive devices /, 82-6450 

Pilot precautions and procedures to be 
taken in preventing aircraft reciprocat- 
ing engine induction system and fuel 
system icing problems., 82-6385 

Profile of an accident—and then there 
were two, 82-13109, 82-13110 


Aeronautics — Safety measures — 
Congresses. 
1980 Aircraft safety and operating prob- 
lems /, 82-6135 


Aeronautics — Safety regulations — United 
States. 
Status of federal aviation regulations., 
82-6377 


Vibration evaluation of aircraft propel- 


82-6379 


Waivers - airshows/contests/races., 
6400 


lers., 
82- 


Aeronautics — United States. 

Aviation excise taxes and the airport and 
airway trust fund : hearing before the 
Committee on Ways and Means, House 
of Representatives, Ninety-seventh 
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Bamberg County — Maps. 
Important farmlands map, Bamberg 
County, South Carolina /, 82-69 


Agricultural resources — South Carolina — 
Barnwell County — Maps. 
Important farmlands, Barnwell County, 
South Carolina /, 82-70 


Agricultural resources — South Carolina — 
Beaufort County — Maps. 
Important farmlands map, Beaufort 
County, South Carolina /, 82-71 


Agricultural resources — South Carolina — 
Berkeley County — Maps. 
Important farmlands, Berkeley County, 
South Carolina /, 82-1181 


Agricultural resources — South Carolina — 
Calhoun County — Maps. 
Important farmlands, Calhoun County, 
South Carolina /, 82-72 


Agricultural resources — South Carolina — 
Charleston County — Maps. 
Important farmlands map, Charleston 
County, South Carolina /, 82-1183 


Agricultural resources — South Carolina — 
Cherokee County — Maps. 
Important farmlands map, Cherokee 
County, South Carolina /, 82-74 


Agricultural resources — South Carolina — 
Clarendon County — Maps. 
Important farmlands map, Clarendon 
County, South Carolina /, 82-1184 
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Important farmlands map, Darlington 
County, South Carolina /, 82-1189 


Agricultural resources — South Carolina — 
Dillon County — Maps. 
Important farmlands map, Dillon County, 
South Carolina /, 82-1192 


Important farmlands map, Florence 
County, South Carolina /, 82-1196 


Agricultural resources — South Carolina — 
Greenville County — Maps. 
Important farmlands map, Greenville 
County, South Carolina /, 82-1200 


Important farmlands map, Jasper County, 
South Carolina /, 82-1203 


Agricultural resources — South Carolina — 
Lee County — Maps. 
Important farmlands map, Lee County, 
South Carolina /, 82-9134 


Agricultural resources — South Carolina — 
Pickens County — Maps. 
Important farmlands map, Pickens 
County, South Carolina /, 82-4443 


Agricultural resources — South Carolina — 
Spartanburg County — Maps. 
Important farmlands map, Spartanburg 
County, South Carolina /, 82-1212 


resources — South Carolina — 
Union County — Maps. 
Important farmiands map, Union County, 
South Carolina /, 82-1215 


Agricultural resources — Tennessee — 
Grainger County — Maps. 
Important farmland in Grainger County, 
Tennessee /, 82-12605 


Important farmland in Lake County, Ten- 
nessee /, 82-12606 


Agricultural resources — Tennessee — Rhea 
County — Maps. 
Important farmland in Rhea County, 
Tennessee /, 82-12609 


Agricultural resources — Tennessee — 
Warren County — Maps. 
Important farmland in Warren County, 
Tennessee /, 82-12610 


Agricultural resources — Tennessee — 
Williamson County — Maps. 
Important farmland in Williamson 
County, Tennessee /, 82-12611 





January — June 1982 


Agricultural resources — Texas — Aransas 
County — Maps. 
Soil interpretative map of important 
farmlands, Aransas County, Texas /, 
82-4411 


Agricultural resources — Texas — Bandera 
County — Maps. 
Soil interpretative map of important 
farmlands, Bandera County, Texas /, 
82-4412 


Agricultural resources — Texas — Bell 
County — Maps. 
Soil interpretative map of important 
farmlands, Bell County, Texas /, 82- 
4413 


Agricultural resources — Texas — Blanco 
County — Maps. 
Soil interpretative map of important 
farmlands, Blanco County, Texas /, 
82-4414 


Agricultural resources — Texas — Caldwell 
County — Maps. 
Soil interpretative map of important 
farmlands, Caldwell County, Texas /, 
82-4415 


Agricultural resources — Texas — Cameron 
County — Maps. 
Soil interpretative map of important 
farmlands, Cameron County, Texas /, 
82-4416 


Agricultural resources — Texas — 
Chambers County — Maps. 
Soil interpretative map of important 
farmlands, Chambers County, Texas /, 
82-4417 


Soil interpretative map of important 
farmlands, Delta County, Texas /, 82- 
4419 


Agricultural resources — Texas — Falls 
County — Maps. 
Soil interpretative map of important 
farmlands, Falls County, Texas /, 82- 
4421 


Agricultural resources — Texas — Fort 
Bend County — Maps. 
Soil interpretative map of important 
farmlands, Fort Bend, Texas /, 82- 
4422 


Agricultural resources — Texas — Gillespie 
County — Maps. 
Soil interpretative map of important 
farmlands, Gillespie County, Texas /, 
82-4424 


Agricultural resources — Texas — Grayson 


Soil interpretative map of important 
farmlands, Grayson County, Texas /, 
82-4425 





Agriculture Alabama Perry County Statistics. 


Agricultural resources — Texas — Hood 
County — Maps. 
Soil interpretative map of important 
farmlands, Hood County, Texas /, 82- 
4428 


Agricultural resources — Texas — Hunt 
County — Maps. 
Soil interpretative map of important 
farmlands, Hunt County, Texas /, 82- 
4430 


Agricultural resources — Texas — Midland 
County — Maps. 
Soil interpretative map of important 
farmlands, Midland County, Texas /, 
82-4434 


Agricultural resources — Texas — 
Montague County — Maps. 
Soil interpretative map of important 
farmlands, Montague County, Texas /, 
82-4437 


Agricultural resources — Texas — 
Nacogdoches County — Maps. 
Soil interpretative map of important 
farmlands, Nacogdoches County, Texas 
/, 82-4440 


Agricultural resources — Texas — Navarro 
County — Maps. 
Soil interpretative map of important 
farmlands, Navarro County, Texas /, 
82-4441 


Agricultural resources — Texas — Panola 
County — Maps. 
Soil interpretative map of important 
farmlands, Panola County, Texas /, 
82-4442 


Agricultural resources — Texas — Rains 
County — Maps. 
Soil interpretative map of important 
farmlands, Rains County, Texas /, 82- 
4444 


Agricultural resources — Texas — Rockwall 
County — Maps. 
Soil interpretative map of important 
farmlands, Rockwall County, Texas /, 
82-4445 


resources — Texas — San 
Patricio County — Maps. 
Soil interpretative map of important 
farmlands, San Patricio County, Texas 
/, 82-9135 


Agricultural resources — Texas — Swisher 
County — Maps. 
Soil interpretative map of important 
farmlands, Swisher County, Texas /, 
82-4449 


Agricultural resources — Texas — Wichita 
County — Maps. 
Soil interpretative map of important 
farmlands, Wichita County, Texas /, 
82-4451 
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Hampshire County, West Virginia impor- 
tant farmlands /, 82-4426 


Important farmlands, Mineral Co., West 
Virginia /, 82-4435 


Agricultural resources — West Virginia — 
Morgan County — Maps. 
Important farmlands, Morgan County, 
West Virginia /, 82-4439 


Agricultural resources — Wisconsin — 
Columbia County — Maps. 
Important farmlands, Columbia County, 
Wisconsin /, 82-76 


Agricultural resources — Wisconsin — Dunn 
County — Maps. 
Important farmlands, Dunn County, Wis- 
consin /, 82-9131 


Agricultural resources — Wisconsin — 
Grant County — Maps. 
Important farmlands, Grant County, Wis- 
consin /, 82-1199 


Agricultural resources — Wisconsin — 
Green County — Maps. 
Important farmlands, Green County, Wis- 
consin /, 82-2812 


Agricultural resources — Wisconsin — 
Jefferson County — Maps. 
Important farmlands, Jefferson County, 
Wisconsin /, 82-1205 


Agricultural resources — Wisconsin — Saint 
Croix County — Maps. 
Important farmlands, St. Croix County, 
Wisconsin /, 82-4446 


Agricultural surveys — California, 
The new California area frame : a statisti- 
cal study /, 82-12637 


Agricultural wastes — United States — 
Recycling. 
Biogas : energy from animal waste /, 
82-13333 


Agriculture — Africa, Sub-Saharan. 
Food problems and prospects in Sub-Sa- 
haran Africa : the decade of the 1980's 
/, 82-1230 


1978 census of agriculture, preliminary 
report, Morgan County, Ala., 82-4467 


Agriculture — Alabama — Perry County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Perry County, Ala., 82-4468 
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Agriculture Alabama Pickens County Statistics. 


Agriculture — Alabama — Pickens County 


Statistics. 
1978 census of agriculture, preliminary 
report, Pickens County, Ala., 82-4469 


Agriculture — Alabama — Pike County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Pike County, Ala., 82-4470 


Agriculture — Alabama — Randolph County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Randolph County, Ala. 82- 
4471 


Agriculture — Alabama — Russell County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Russell County, Ala., 82-4472 


Agriculture — Alabama — Saint Clair 
County — Statistics. 
1978 census of agriculture, preliminary 
report, St. Clair County, Ala. 82- 
4473 


Agriculture — Alabama — Shelby County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Shelby County, Ala. 82-4474 


1978 census of agriculture, preliminary 
report, Sumter County, Ala., 82-4475 


1978 census of agriculture, preliminary 
report, Talladega County, Ala. 82- 
4476 


Agriculture — Alabama — Tallapoosa 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Tallapoosa County, Ala. 82- 
4477 


Agriculture — Alabama — Tuscaloosa 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Tuscaloosa County, Ala. 82- 
4478 


Agriculture — Alabama — Walker County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Walker County, Ala., 82-4479 


Agriculture — Arizona — Apache County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Apache County, Ariz. 82- 
9238 


Agriculture — Arizona — Cochise County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Cochise County, Ariz., 82- 
9239 
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Agriculture — Arizona — Coconino County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Coconino County, Ariz., 82- 
9240 


Agriculture — Arizona — Gila County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Gila County, Ariz., 82-9241 


Agriculture — Arizona — Graham County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Graham County, Ariz., 82- 
9242 


Agriculture — Arizona — Greenlee County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Greenlee County, Ariz., 82- 
9243 


Agriculture — Arizona — Maricopa County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Maricopa County, Ariz., 82- 
9244 


Agriculture — Arizona — Mohave County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Mohave County, Ariz., 82- 
9245 


Agriculture — Arizona — Navajo County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Navajo County, Ariz., 82-9246 


Agriculture — Arizona — Pima County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Pima County, Ariz., 82-9247 


Agriculture — Arizona — Pinal County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Pinal County, Ariz., 82-9248 


Agriculture — Arizona — Santa Cruz 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Santa Cruz County, Ariz., 82- 
9249 


Agriculture — Arizona — Statistics, 
1978 census of agriculture, preliminary 
report, Arizona., 82-9237 


Agriculture — Arizona — Yavapai County 
— Statistics. J 
1978 census of agriculture, preliminary 
report, Yavapai County, Ariz., 82- 
9250 


Agriculture — Arizona — Yuma County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Yuma County, Ariz., 82-9251 
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Agriculture — Arkansas — Arkansas County 
— Statistics. 


1978 census of agriculture, preliminary 
report, Arkansas County, Ark., 82- 
2840 


1978 census of agriculture, preliminary 
report, Ashley County, Ark., 82-2841 


1978 census of agriculture, preliminary 
report, Baxter County, Ark., 82-2842 


Agriculture — Arkansas — Benton County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Benton County, Ark., 82-2843 


Agriculture — Arkansas — Boone County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Boone County, Ark., 82-2844 


Agriculture — Arkansas — Bradley County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Bradley County, Ark., 82-2845 


Agriculture — Arkansas — Calhoun County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Calhoun County, Ark., 82- 
2846 


Agriculture — Arkansas — Carroll County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Carroll County, Ark., 82-2847 


Agriculture — Arkansas — Chicot County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Chicot County, Ark., 82-2848 


Agriculture — Arkansas — Clark County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Clark County, Ark., 82-2849 


Agriculture — Arkansas — Clay County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Clay County, Ark., 82-2850 


1978 census of agriculture, preliminary 
report, Cleburne County, Ark., 82- 
2851 


Agriculture — Arkansas — Cleveland 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Cleveland County, Ark., 82- 
2852 
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— Arkansas — Columbia 


County — Statistics. 

1978 census of agriculture, preliminary 
report, Columbia County, Ark., 82- 
2853 


Agriculture — Arkansas — Conway County 


1978 census of agriculture, preliminary 
report, Conway County, Ark., 82- 
2854 


Agriculture — Arkansas — Craighead 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Craighead County, Ark., 82- 
2855 


Agriculture — Arkansas — Crawford 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Crawford County, Ark., 82- 
2856 


Agriculture — Arkansas — Crittenden 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Crittenden County, Ark., 82- 
2857 


Agriculture — Arkansas — Cross County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Cross County, Ark., 82-2858 


Agriculture — Arkansas — Dallas County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Dallas County, Ark., 82-2859 


Agriculture — Arkansas — Desha County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Desha County, Ark., 82-2860 


Agriculture — Arkansas — Drew County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Drew County, Ark., 82-2861 


Agriculture — Arkansas — Faulkner County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Faulkner County, Ark., 82- 
2862 


Agriculture — Arkansas — Franklin County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Franklin County, Ark., 82- 
2863 


Agriculture — Arkansas — Fulton County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Fulton County, Ark., 82-2864 


Agriculture — Arkansas — Garland County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Garland County, Ark., 82- 
2865 





Agriculture Arkansas Ouachita County Statistics. 
Agriculture — Arkansas — Grant County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Grant County, Ark., 82-2866 


Agriculture — Arkansas — Greene County 


— Statistics. 
1978 census of agriculture, preliminary 
report, Greene County, Ark., 82-2867 


Agriculture — Arkansas — Hempstead 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Hempstead County, Ark., 82- 
2868 


Agriculture — Arkansas — Hot Spring 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Hot Spring County, Ark., 82- 
2869 


Agriculture — Arkansas — Howard County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Howard County, Ark., 82- 
2870 


Agriculture — Arkansas — Independence 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Independence County, Ark., 
82-2871 


Agriculture — Arkansas — Izard County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Izard County, Ark., 82-2872 


Agriculture — Arkansas — Jackson County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Jackson County, Ark., 82-2873 


1978 census of agriculture, preliminary 
report, Johnson County, Ark., 82- 
2875 


Agriculture — Arkansas — Jefferson County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Jefferson County, Ark., 82- 
2874 


Agriculture — Arkansas — Lafayette 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Lafayette County, Ark., 82- 
2876 


Agriculture — Arkansas — Lawrence 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Lawrence County, Ark., 82- 
2877 


Agriculture — Arkansas — Lee County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Lee County, Ark., 82-2878 
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Agriculture — Arkansas — Lincoln County 


Statistics. 
1978 census of agriculture, preliminary 
report, Lincoln County, Ark., 82-2879 


Agriculture — Arkansas — Little River 


County — Statistics. 

1978 census of agriculture, preliminary 
report, Little River County, Ark., 82- 
2880 


Agriculture — Arkansas — Logan County 
— Statistics. 


1978 census of agriculture, preliminary 
report, Logan County, Ark., 82-2881 


1978 census of agriculture, preliminary 
report, Lonoke County, Ark., 82-2882 


Agriculture — Arkansas — Madison County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Madison County, Ark. 82- 
2883 


Agriculture — Arkansas — Marion County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Marion County, Ark., 82-2884 


Agriculture — Arkansas — Miller County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Miller County, Ark., 82-2885 


Agriculture — Arkansas — Mississippi 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Mississippi County, Ark., 82- 
2886 


Agriculture — Arkansas — Monroe County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Monroe County, Ark., 82- 
2887 


Agriculture — Arkansas — Montgomery 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Montgomery County, Ark., 
82-2888 


Agriculture — Arkansas — Nevada County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Nevada County, Ark., 82-2889 


Agriculture — Arkansas — Newton County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Newton County, Ark., 82- 
2890 


Agriculture — Arkansas — Ouachita County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Ouachita County, Ark., 82- 
2891 
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Agriculture — Arkansas — Perry County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Perry County, Ark., 82-2892 


1978 census of agriculture, preliminary 
report, Phillips County, Ark., 82-2893 


Agriculture — Arkansas — Pike County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Pike County, Ark., 82-2894 


1978 census of agriculture, preliminary 
report, Poinsett County, Ark., 82- 
2895 


Agriculture — Arkansas — Polk County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Polk County, Ark., 82-2896 


1978 census of agriculture, preliminary 
report, Pope County, Ark., 82-2897 


1978 census of agriculture, preliminary 
report, Prairie County, Ark., 82-2898 


1978 census of agriculture, preliminary 
report, Pulaski County, Ark., 82-2899 


Agriculture — Arkansas — Randolph 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Randolph County, Ark., 82- 
2900 


Agriculture — Arkansas — Saint Francis 
County — Statistics. 
1978 census of agriculture, preliminary 
report, St. Francis County, Ark., 82- 
2901 


Agriculture — Arkansas — Saline County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Saline County, Ark., 82-2902 


Agriculture — Arkansas — Scott County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Scott County, Ark., 82-2903 


Agriculture — Arkansas — Searcy County 
— Statistics. 


1978 census of agriculture, preliminary 
report, Searcy County, Ark., 82-2904 


Page I-722 





Agriculture — Arkansas — Sebastian 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Sebastian County, Ark., 82- 
2905 


Agriculture — Arkansas — Sevier County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Sevier County, Ark., 82-2906 


Agriculture — Arkansas — Sharp County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Sharp County, Ark., 82-2907 


Agriculture — Arkansas — Stone County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Stone County, Ark., 82-2908 


Agriculture — Arkansas — Union County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Union County, Ark., 82-2909 


Agriculture — Arkansas — Van Buren 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Van Buren County, Ark., 82- 
2910 


Agriculture — Arkansas — Washington 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Washington County, Ark., 82- 
2911 


Agriculture — Arkansas — White County — 
Statistics. 

1978 census of agriculture, preliminary 

report, White County, Ark., 82-2912 


Agriculture — Arkansas — Woodruff 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Woodruff County, Ark., 82- 
2913 


Agriculture — Arkansas — Yell County — 
Statistics, 
1978 census of agriculture, preliminary 
report, Yell County, Ark., 82-2914 


Agriculture — Authorship. 

Proceedings of the National Agricultural 
Science Information Conference 
“popular reporting of agricultural sci- 
ence, strategies for improvement” held 
at the Scheman Continuing Education 
Building, Iowa State University, Ames, 
Iowa, October 22-26, 1979 /, 82- 
12310 


Agriculture — California — Statistical 
methods. 


The new California area frame : a statisti- 
cal study /, 82-12637 
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Agriculture — Colorado — Statistics. 
1978 census of agriculture. Volume 1. 
State and county data. Part 6. Colora- 
do., 82-12697 


Agriculture — Data processing. 
The use of Landsat digital data and com- 
puter-implemented techniques for an 
agricultural application /, 82-11160 


Agriculture — Economic aspects. 

Farmer-owned grain reserve program 
needs modification to improve effec- 
tiveness : report to the Congress /, 
82-5476, 82-5478 

Farmer-Owned grain reserve program 
needs modification to improve effec- 
tiveness : report to the Congress : Sum- 
mary /, 82-5477 


General agriculture situation in North 
Dakota : hearing before the Committee 
on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, first 
session, December 4, 1981, Fargo, N. 
Dak., 82-12078 


Agriculture — Economic aspects — 

Northeastern States. 

Credit needs and economic condition of 
agriculture in the Northeast : hearings 
before the Subcommittee on Conserva- 
tion, Credit, and Rural Development 
and the Subcommittee on Livestock, 
Dairy, and Poultry of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, first 
session, August 31 and September 1, 
1981, Burlington, Vt., 82-6749 


Agriculture — Economic aspects — 
Philippines. 
Philippine small scale irrigation /, 82- 
3834 


Agriculture — Economic aspects — United 

States. 

Agricultural energy needs hearings 
before the Subcommittee on Rural De- 
velopment, Oversight, and Investiga- 
tions of the Commmittee on Agricul- 
ture, Nutrition and Forestry, United 
States Senate, Ninety-seventh Con- 
gress, first session, June 16 and 18, 
1981., 82-1012 


Consortium on trade research : macroe- 
conomic linkages to agricultural trade, 
82-12668 

Corporations in farming /, 82-6921 

Economic and federal tax factors affect- 
ing the choice of a legal farm business 
organization /, 82-1143 

Farm income recipients and their families 
: a socioeconomic profile /, 82-1228 
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The importance of agriculture to the U.S. 
economy : hearings before the Subcom- 
mittee on Agriculture and Transporta- 
tion of the Joint Economic Committee, 
Ninety-seventh Congress, first session 
wy 82-15069 


The Protection of farmland : a reference 
guidebook for state and local govern- 
ments /, 82-14 


What farm exports mean to you., 82- 
4462 


Agriculture — Economic aspects — United 
States — Statistics — Periodicals. 
Economic indicators of the farm sector. 

Income and balance sheet statistics /, 
82-2748, 82-12337 


Income and balance sheet statistics, 82- 
2748, 82-12337 


Agriculture — Florida — Nassau County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Nassau County, Fla., 82-4480 


Agriculture — Florida — Okaloosa County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Okaloosa County, Fla. 82- 
4481 


Agriculture — Florida — Okeechobee 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Okeechobee County, Fla., 82- 
4482 


Agriculture — Florida — Orange County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Orange County, Fla., 82-4483 


Agriculture — Florida — Osceola County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Osceola County, Fla., 82-4484 


Agriculture — Florida — Palm Beach 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Palm Beach County, Fla. 82- 
4485 


Agriculture — Florida — Pasco County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Pasco County, Fla., 82-4486 


Agriculture — Florida — Pinellas County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Pinellas County, Fla., 82-4487 


Agriculture — Florida — Polk County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Polk County, Fla., 82-4488 





Agriculture Georgia Jasper County Statistics. 


Agriculture — Florida — Putnam County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Putnam County, Fla., 82-4489 


Agriculture — Florida — Santa Rosa 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Santa Rosa County, Fla. 82- 
4490 


Agriculture — Florida — Sarasota County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Sarasota County, Fla., 82-4491 


Agriculture — Florida — Seminole County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Seminole County, Fla. 82- 
9252 


Agriculture — Florida — Sumter County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Sumter County, Fla., 82-9253 


Agriculture — Florida — Suwannee County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Suwannee County, Fla. 82- 
9254 


Agriculture — Florida — Taylor County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Taylor County, Fla., 82-9255 


Agriculture — Florida — Union County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Union County, Fla., 82-9256 


Agriculture — Florida — Volusia County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Volusia County, Fla., 82-9257 


Agriculture — Florida — Wakulla County 
— Statistics, 
1978 census of agriculture, preliminary 
report, Wakulla County, Fla., 82-9258 


Agriculture — Florida — Walton County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Walton County, Fla., 82-9259 


Agriculture — Florida — Washington 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Washington County, Fla., 82- 
9260 


Agriculture — Georgia — Greene County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Greene County, Ga., 82-4492 
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Agriculture — Georgia — Gwinnett County 
Statistics. 


1978 census of agriculture, preliminary 
report, Gwinnett County, Ga. 82- 
4493 


Agriculture — Georgia — Habersham 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Habersham County, Ga. 82- 
4494 


Agriculture — Georgia — Hall County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Hall County, Ga., 82-1231 


1978 census of agriculture, preliminary 
report, Hancock County, Ga. 82- 
1232 


1978 census of agriculture, preliminary 
report, Haralson County, Ga., 82- 
1233 


Agriculture — Georgia — Harris County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Harris County, Ga., 82-1234 


Agriculture — Georgia — Hart County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Hart County, Ga., 82-1235 


Agriculture — Georgia — Heard County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Heard County, Ga., 82-4495 


Agriculture — Georgia — Henry County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Henry County, Ga., 82-4496 


Agriculture — Georgia — Houston County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Houston County, Ga., 82-1236 


Agriculture — Georgia — Irwin County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Irwin County, Ga., 82-1237 


Agriculture — Georgia — Jackson County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Jackson County, Ga., 82-1238 


1978 census of agriculture, preliminary 
report, Jasper County, Ga., 82-1239 
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Agriculture Georgia Jeff Davis County Statistics. 
Agriculture — Georgia — Jeff Davis County 
— Statistics. 


1978 census of agriculture, preliminary 
report, Jeff Davis County, Ga. 82- 
4497 


Agriculture — Georgia — Jefferson County 


1978 census of agriculture, preliminary 
report, Jefferson County, Ga. 82- 
4498 


1978 census of agriculture, preliminary 
report, Jenkins County, Ga., 82-4499 


Agriculture — Georgia — Johnson County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Johnson County, Ga., 82-1240 


Agriculture — Georgia — Jones County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Jones County, Ga., 82-4500 


Agriculture — Georgia — Lamar County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Lamar County, Ga., 82-4501 


Agriculture — Georgia — Lanier County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Lanier County, Ga., 82-1241 


1978 census of agriculture, preliminary 
report, Laurens County, Ga., 82-1242 


Agriculture — Georgia — Lee County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Lee County, Ga., 82-1243 


Agriculture — Georgia — Liberty County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Liberty County, Ga. 82-1244 


Agriculture — Georgia — Long County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Long County, Ga., 82-2915 


Agriculture — Georgia — Lowndes County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Lowndes County, Ga., 82- 
1245 


Agriculture — Georgia — Lumpkin County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Lumpkin County, Ga. 82- 
1246 
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Agriculture — Georgia — Macon County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Macon County, Ga., 82-1249 


Agriculture — Georgia — Madison County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Madison County, Ga., 82-1250 


Agriculture — Georgia — Marion County — 
Statisiics. 

1978 census of agriculture, preliminary 

report, Marion County, Ga, 82-1251 


Agriculture — Georgia — McDuffie County 
— Statistics. 
1978 census of agriculture, preliminary 
report, McDuffie County, Ga., 82- 
1247 


Agriculture — Georgia — McIntosh County 
— Statistics. 
1978 census of agriculture, preliminary 
report, McIntosh County, Ga. 82- 
1248 


Agriculture — Georgia — Meriwether 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Meriwether County, Ga., 82- 
1252 


Agriculture — Georgia — Miller County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Miller County, Ga., 82-1253 


Agriculture — Georgia — Mitchell County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Mitchell County, Ga., 82-1254 


Agriculture — Georgia — Monroe County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Monroe County, Ga., 82-1255 


Agriculture — Georgia — Montgomery 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Montgomery County, Ga., 82- 
2916 


— Morgan County 


1978 census of agriculture, preliminary 
report, Morgan County, Ga., 82-4502 


Agriculture — Georgia — Murray County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Murray Courty, Ga., 82-2917 


Agriculture — Georgia — Muscogee County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Muscogee County, Ga., 82- 
2918 
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1978 census of agriculture, preliminary 
report, Newton County, Ga., 82-2919 


1978 census of agriculture, preliminary 
report, Oconee County, Ga., 82-2920 


Agriculture — Georgia — Oglethorpe 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Oglethorpe County, Ga., 82- 
2921 


Agriculture — Georgia — Paulding County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Paulding County, Ga., 82-2922 


Agriculture — Georgia — Peach County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Peach County, Ga., 82-2923 


Agriculture — Georgia — Pickens County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Pickens County, Ga., 82-4503 


Agriculture — Georgia — Pierce County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Pierce County, Ga., 82-4504 


Agriculture — Georgia — Pike County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Pike County, Ga., 82-4505 


Agriculture — Georgia — Polk County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Polk County, Ga., 82-4506 


Agriculture — Georgia — Pulaski County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Pulaski County, Ga., 82-4507 


Agriculture — Georgia — Putnam County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Putnam County, Ga., 82-4508 


Agriculture — Georgia — Quitman County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Quitman County, Ga., 82-4509 


Agriculture — Georgia — Rabun County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Rabun County, Ga., 82-4510 


Agriculture — Georgia — Randolph County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Randolph County, Ga., 82- 
4511 





January — June 1982 
Agriculture — Georgia — Richmond County 
Statistics. 


1978 census of agriculture, preliminary 
report, Richmond County, Ga. 82- 
4512 


Agriculture — Georgia — Rockdale County 
Statistics. 


1978 census of agriculture, preliminary 
report, Rockdale County, Ga. 82- 
4513 


Agriculture — Georgia — Schley County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Schley County, Ga., 82-4514 


1978 census of agriculture, preliminary 
report, Screven County, Ga., 82-4515 


Agriculture — Georgia — Seminole County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Seminole County, Ga., 82- 
4516 


1978 census of agriculture, preliminary 
report, Spalding County, Ga., 82-4517 


Agriculture — Georgia — Turner County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Turner County, Ga., 82-4518 


Agriculture — Georgia — Twiggs County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Twiggs County, Ga., 82-4519 


1978 census of agriculture, preliminary 
report, Upson County, Ga., 82-4520 


Agriculture — Georgia — Walker County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Walker County, Ga., 82-4521 


Agriculture — Georgia — Whitfield County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Whitfield County, Ga. 82- 
4522 


Agriculture — Georgia — Worth County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Worth County, Ga., 82-4523 


Agriculture — Greece — Statistics. 
Selected agricultural statistics on Greece, 
1965-77., 82-12338 
Agriculture — Idaho — Ada County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Ada County, Idaho., 82-2925 





Agriculture Idaho Idaho County Statistics. 


Agriculture — Idaho — Adams County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Adams County, Idaho., 82- 
2926 


Agriculture — Idaho — Bannock County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Bannock County, Idaho., 82- 
2927 


Agriculture — Idaho — Bear Lake County 


— Statistics. 

1978 census of agriculture, preliminary 
report, Bear Lake County, Idaho., 82- 
2928 


Agriculture — Idaho — Benewah County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Benewah County, Idaho., 82- 
2929 


Agriculture — Idaho — Bingham County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Bingham County, Idaho., 82- 
2930 


Agriculture — Idaho — Blaine County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Blaine County, Idaho., 82- 
2931 


Agriculture — Idaho — Boise County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Boise County, Idaho., 82-2932 


Agriculture — Idaho — Bonner County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Bonner County, Idaho., 82- 
2933 


Agriculture — Idaho — Bonneville County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Bonneville County, Idaho., 
82-2934 


Agriculture — Idaho — Boundary County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Boundary County, Idaho., 82- 
2935 


Agriculture — Idaho — Butte County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Butte County, Idaho., 82-2936 


Agriculture — Idaho — Camas County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Camas County, Idaho., 82- 
2937 
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Agriculture — Idaho — Canyon County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Canyon County, Idaho., 82- 
2938 


Agriculture — Idaho — Caribou County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Caribou County, Idaho., 82- 
2939 


Agriculture — Idaho — Cassia County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Cassia County, Idaho., 82- 
2940 


1978 census of agriculture, preliminary 
report, Clark County, Idaho., 82-2941 


1978 census of agriculture, preliminary 
report, Clearwater County, Idaho., 
82-2942 


1978 census of agriculture, preliminary 
report, Custer County, Idaho., 82- 
2943 


Agriculture — Idaho — Elmore County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Elmore County, Idaho., 82- 
2944 


Agriculture — Idaho — Franklin County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Franklin County, Idaho., 82- 
2945 


Agriculture — Idaho — Fremont County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Fremont County, Idaho., 82- 
2946 


Agriculture — Idaho — Gem County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Gem County, Idaho., 82-2947 


Agriculture — Idaho — Gooding County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Gooding County, Idaho., 82- 
2948 


1978 census of agriculture, preliminary 
report, Idaho County, Idaho., 82-2949 
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Agriculture Idaho Jefferson County Statistics. 


Agriculture — Idaho — Jefferson County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Jefferson County, Idaho., 82- 
2950 


Agriculture — Idaho — Jerome County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Jerome County, Idaho., 82- 
2951 


Agriculture — Idaho — Kootenai County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Kootenai County, Idaho., 82- 
2952 


Agriculture — Idaho — Latah County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Latah County, Idaho., 82-2953 


Agriculture —- Idaho — Lemhi County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Lemhi County, Idaho., 82- 
2954 


Agriculture — Idaho — Lewis County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Lewis County, Idaho., 82- 
2955 


Agriculture — Idaho — Lincoln County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Lincoln County, Idaho., 82- 
2956 


1978 census of agriculture, preliminary 
report, Madison County, Idaho., 82- 
2957 


Agriculture — Idaho — Minidoka County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Minidoka County, Idaho., 82- 
2958 


Agriculture — Idaho — Nez Perce County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Nez Perce County, Idaho., 82- 
2959 


Agriculture — Idaho — Oneida County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Oneida County, Idaho., 82- 
2960 


Agriculture — Idaho — Owyhee County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Owyhee County, Idaho., 82- 
2961 
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Agriculture — Idaho — Payette County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Payette County, Idaho., 82- 
2962 


Agriculture — Idaho — Power County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Power County, Idaho., 82- 
2963 


Agriculture — Idaho — Shoshone County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Shoshone County, Idaho., 82- 
2964 


Agriculture — Idaho — Statistics. 
1978 census of agriculture, preliminary 
report, Idaho., 82-2924 


Agriculture — Idaho — Teton County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Teton County, Idaho., 82-2965 


Agriculture — Idaho — Twin Falls County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Twin Falls County, Idaho., 
82-2966 


Agriculture — Idaho — Valley County — 
Statistics, 
1978 census of agriculture, preliminary 
report, Valley County, Idaho., 82- 
2967 


Agriculture — Idaho — Washington County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Washington County, Idaho., 
82-2968 


Agriculture — International cooperation. 
Inter-American Institute for Cooperation 
on Agriculture : convention between 
the United States of America and other 
governments : opened for signature at 
Washington March 6, 1979., 82-2176 


Agriculture — Kansas — Allen County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Allen County, Kans., 82-2970 


Agriculture — Kansas — Anderson County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Anderson County, Kans., 82- 
2971 


Agriculture — Kansas — Atchison County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Atchison County, Kans., 82- 
2972 
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Agriculture — Kansas — Barber County — 
Statistics. 


1978 census of agriculture, p: 


report, Barber County, Kans., 82-2973 


1978 census of agriculture, preliminary 
report, Barton County, Kans., 82-2974 


Agriculture — Kansas — Bourbon County 
— Statistics, 


1978 census of agriculture, preliminary 
report, Bourbon County, Kans., 82- 
2975 


1978 census of agriculture, preliminary 
report, Brown County, Kans. 82- 
2976 


Agriculture — Kansas — Butler County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Butler County, Kans., 82-2977 


Agriculture — Kansas — Chase County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Chase County, Kans., 82-2978 


Agriculture — Kansas — Chautauqua 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Chautauqua County, Kans., 
82-4524 


Agriculture — Kansas — Cherokee County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Cherokee County, Kans., 82- 
2979 


Agriculture — Kansas — Cheyenne County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Cheyenne County, Kans., 82- 
4525 


Agriculture — Kansas — Clark County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Clark County, Kans., 82-4526 


Agriculture — Kansas — Clay County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Clay County, Kans., 82-2980 


Agriculture — Kansas — Cloud County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Cloud County, Kans., 82-2981 


Agriculture — Kansas — Coffey County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Coffey County, Kans., 82-4527 





January — June 1982 
Agriculture — Kansas — Comanche County 
Statistics. 


1978 census of agriculture, preliminary 
report, Comanche County, Kans., 82- 
4528 


Agriculture — Kansas — Cowley County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Cowley County, Kans., 82- 
2982 


Agriculture — Kansas — Crawford County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Crawford County, Kans., 82- 
2983 


Agriculture — Kansas — Decatur County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Decatur County, Kans., 82- 
2984 


Agriculture — Kansas — Dickinson County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Dickinson County, Kans., 82- 
2985 


1978 census of agriculture, preliminary 
report, Doniphan County, Kans., 82- 
2986 


Agriculture — Kansas — Douglas County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Douglas County, Kans., 82- 
2987 


Agriculture — Kansas — Edwards County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Edwards County, Kans., 82- 
2988 


Agriculture — Kansas — Elk County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Elk County, Kans., 82-2989 


Agriculture — Kansas — Ellis County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Ellis County, Kans., 82-2990 


Agriculture — Kansas — Ellsworth County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Ellsworth County, Kans., 82- 
2991 


Agriculture — Kansas — Finney County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Finney County, Kans. 82- 
2992 





Agriculture Kansas Linn County Statistics. 


Agriculture — Kansas — Ford County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Ford County, Kans., 82-2993 


Agriculture — Kansas — Geary County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Geary County, Kans., 82-2994 


Agriculture — Kansas — Gove County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Gove County, Kans., 82-2995 


Agriculture — Kansas — Graham County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Graham County, Kans., 82- 
4529 


Agriculture — Kansas — Grant County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Grant County, Kans., 82-2996 


Agriculture — Kansas — Gray County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Gray County, Kans., 82-2997 


Agriculture — Kansas — Greeley County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Greeley County, Kans., 82- 
4530 


Agriculture — Kansas — Greenwood County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Greenwood County, Kans., 
82-4531 


Agriculture — Kansas — Hamilton County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Hamilton County, Kans., 82- 
4532 


Agriculture — Kansas — Harper County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Harper County, Kans., 82- 
2998 


Agriculture — Kansas — Harvey County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Harvey County, Kans., 82- 
2999 


Agriculture —- Kansas — Haskell County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Haskell County, Kans., 82- 
3000 


Agriculture — Kansas — Hodgeman County 
— Statistics, 
1978 census of agriculture, preliminary 
report, Hodgeman County, Kans., 82- 
3001 
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Agriculture — Kansas — Jackson County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Jackson County, Kans., 82- 


1978 census of agriculture, preliminary 
report, Jefferson County, Kans., 82- 
1256 


Agriculture — Kansas — Jewell County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Jewell County, Kans., 82-4533 


Agriculture — Kansas — Johnson County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Johnson County, Kans., 82- 
1257 


Agriculture — Kansas — Kearny County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Kearny County, Kans., 82- 
4534 


1978 census of agriculture, preliminary 
report, Kingman County, Kans., 82- 
1258 


Agriculture — Kansas — Kiowa County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Kiowa County, Kans., 82-4535 


Agriculture — Kansas — Labette County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Labette County, Kans., 82- 
4536 


Agriculture — Kansas — Lane County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Lane County, Kans., 82-1259 


Agriculture — Kansas — Leavenworth 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Leavenworth County, Kans., 
82-1260 


Agriculture — Kansas — Lincoln County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Lincoln County, Kans., 82- 
1261 


Agriculture — Kansas — Linn County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Linn County, Kans., 82-1262 
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Agriculture Kansas Logan County Statistics. 


Agriculture — Kansas — Logan County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Logan County, Kans., 82-4537 


Agriculture — Kansas — Lyon County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Lyon County, Kans., 82-1263 


1978 census of agriculture, preliminary 
report, Marion County, Kans., 82- 
1265 


1978 census of agriculture, preliminary 
report, Marshall County, Kans., 82- 
1266 


Agriculture — Kansas — McPherson County 
— Statistics. 
1978 census of agriculture, preliminary 
report, McPherson County, Kans., 
82-1264 


Agriculture — Kansas — Meade County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Meade County, Kans., 82-1267 


1978 census of agriculture, preliminary 
report, Miami County, Kans., 82-1268 


Agriculture — Kansas — Mitchell County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Mitchell County, Kans., 82- 
1269 


Agriculture — Kansas — Montgomery 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Montgomery County, Kans., 
82-1270 


1978 census of agriculture, preliminary 
report, Morris County, Kans., 82-1271 


Agriculture — Kansas — Morton County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Morton County, Kans., 82- 
4538 


Agriculture — Kansas — Nemaha County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Nemaha County, Kans., 82- 
1272 


Agriculture — Kansas — Neosho County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Neosho County, Kans., 82- 
1273 
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Agriculture — Kansas — Ness County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Ness County, Kans., 82-1274 


Agriculture — Kansas — Norton County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Norton County, Kans. 82- 
1275 


Agriculture — Kansas — Osborne County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Osborne County, Kans., 82- 
1276 


Agriculture — Kansas — Ottawa County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Ottawa County, Kans., 82- 
1277 


Agriculture — Kansas — Pawnee County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Pawnee County, Kans., 82- 
1278 


Agriculture — Kansas — Phillips County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Phillips County, Kans., 82- 
1279 


Agriculture — Kansas — Pottawatomie 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Pottawatomie County, Kans., 
82-4539 


Agriculture — Kansas — Pratt County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Pratt County, Kans., 82-1280 


Agriculture — Kansas — Rawlins County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Rawlins County, Kans., 82- 
1281 


Agriculture — Kansas — Reno County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Reno County, Kans., 82-1282 


Agriculture — Kansas — Republic County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Republic County, Kans., 82- 
4540 


Agriculture — Kansas — Rice County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Rice County, Kans., 82-1283 
Agriculture — Kansas — Riley County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Riley County, Kans., 82-4541 
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Agriculture — Kansas — Rooks County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Rooks County, Kans., 82-4542 


Agriculture — Kansas — Rush County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Rush County, Kans., 82-1284 


Agriculture — Kansas — Russell County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Russell County, Kans., 82- 
1285 


1978 census of agriculture, preliminary 
report, Saline County, Kans., 82-4543 


Agriculture — Kansas — Scott County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Scott County, Kans., 82-4544 


Agriculture — Kansas — Sedgwick County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Sedgwick County, Kans., 82- 
1286 


Agriculture — Kansas — Seward County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Seward County, Kans. 82- 
1287 


Agriculture — Kansas — Shawnee County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Shawnee County, Kans., 82- 
4545 


Agriculture — Kansas — Sheridan County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Sheridan County, Kans., 82- 
4546 


Agriculture — Kansas — Sherman County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Sherman County, Kans., 82- 
1288 


Agriculture — Kansas — Smith County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Smith County, Kans., 82-4547 


Agriculture — Kansas — Stafford County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Stafford County, Kans., 82- 
1289 





January — June 1982 
Agriculture — Kansas — Stanton County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Stanton County, Kans., 82- 
4548 


— Kansas — Statistics. 
1978 census of agriculture, preliminary 
report, Kansas., 82-2969 


Agriculture — Kansas — Trego County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Trego County, Kans., 82-4549 


1978 census of agriculture, preliminary 
report, Wabaunsee County, Kans., 82- 
4550 


Agriculture — Kansas — Wallace County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Wallace County, Kans., 82- 
1290 


— Kansas — Washington 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Washington County, Kans., 
82-4551 


Agriculture — Kansas — Wilson County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Wilson County, Kans., 82- 
4552 


report, Woodson County, Kans., 
4553 


Agriculture — Kansas — Wyandotte County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Wyandotte County, Kans., 82- 
4554 


Agriculture — Maine — Statistics. 
1978 census of agriculture. Volume 1. 
State and county data. Part 19. Maine., 
82-12698 


82- 


Agriculture — Minnesota — Carlton County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Carlton County, Minn., 82- 
3003 


Agriculture — Minnesota — Carver County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Carver County, Minn., 82- 
3004 


Agriculture — Minnesota — Cass County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Cass County, Minn., 82-3005 





Agriculture Minnesota Lyon County Statistics. 


Agriculture — Minnesota — Chippewa 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Chippewa County, Minn., 82- 
3006 


1978 census of agriculture, preliminary 
report, Chisago County, Minn., 82- 
3007 


Agriculture — Minnesota — Clearwater 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Clearwater County, Minn., 82- 
3008 


Agriculture — Minnesota — Cottonwood 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Cottonwood County, Minn., 
82-3009 


Agriculture — Minnesota — Crow Wing 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Crow Wing County, Minn., 
82-3010 


Agriculture — Minnesota — Dodge County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Dodge County, Minn., 82- 
3011 


Agriculture — Minnesota — Faribault 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Faribault County, Minn., 82- 
3012 


Agriculture — Minnesota — Fillmore 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Fillmore County, Minn., 82- 
3013 


Agriculture — Minnesota — Freeborn 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Freeborn County, Minn., 82- 
3014 


Agriculture — Minnesota — Goodhue 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Goodhue County, Minn., 82- 
3015 


Agriculture — Minnesota — Grant County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Grant County, Minn., 82-3016 


Agriculture — Minnesota — Hennepin 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Hennepin County, Minn., 82- 
3017 
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Agriculture — Minnesota — Houston 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Houston County, Minn., 82- 
3018 


1978 census of agriculture, preliminary 
report, Isanti County, Minn., 82-3019 


1978 census of agriculture, preliminary 
report, Itasca County, Minn., 82-3020 


Agriculture — Minnesota — Jackson 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Jackson County, Minn., 82- 
3021 


Agriculture — Minnesota — Kanabec 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Kanabec County, Minn., 82- 
3022 


Agriculture — Minnesota — Koochiching 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Koochiching County, Minn., 
82-3023 


Agriculture — Minnesota — Lac qui Parle 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Lac qui Parle County, Minn., 
82-3024 


Agriculture — Minnesota — Lake County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Lake County, Minn., 82-3025 


Agriculture — Minnesota — Lake of the 
Woods County — Statistics. 
1978 census of agriculture, preliminary 
report, Lake of the Woods County, 
Minn., 82-3026 


Agriculture — Minnesota — Le Sueur 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Le Sueur County, Minn., 82- 
3027 


Agriculture — Minnesota — Lincoln County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Lincoln County, Minn., 82- 
3028 


Agriculture — Minnesota — Lyon County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Lyon County, Minn., 82-3029 
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Agriculture Minnesota Mahnomen County Statistics. 


1978 census of agriculture, preliminary 
report, Marshall County, Minn., 82- 
3032 


Agriculture — Minnesota — Martin County 


Statistics. 

1978 census of agriculture, preliminary 
report, Martin County, Minn., 82- 
3033 


Agriculture — Minnesota — McLeod 
County — Statistics. 
1978 census of agriculture, preliminary 
report, McLeod County, Minn., 82- 


1978 census of agriculture, preliminary 
report, Meeker County, Minn., 82- 
3034 


Agriculture — Minnesota — Morrison 
— Statistics. 
1978 census of agriculture, preliminary 
report, Morrison County, Minn., 82- 
3035 


Agriculture — Minnesota — Mower County 


Statistics. 
1978 census of agriculture, preliminary 


report, Mower County, 
3036 


Minn., 82- 


Agriculture — Minnesota — Murray County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Murray County, Minn., 82- 
3037 


1978 census of agriculture, preliminary 
report, Nicollet County, Minn., 82- 
3038 


1978 census of agriculture, preliminary 
report, Olmsted County, Minn., 82- 
3039 


Agriculture — Minnesota — Pennington 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Pennington County, Méinn., 
82-3040 


Agriculture — Minnesota — Pine County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Pine County, Minn., 82-3041 
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Agriculture — Minnesota — Pipestone 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Pipestone County, Minn., 82- 
3042 


Agriculture — Minnesota — Polk County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Polk County, Minn., 82-3043 


Agriculture — Minnesota — Pope County 


— Statistics. 
1978 census of agriculture, preliminary 
report, Pope County, Minn., 82-3044 


Agriculture — Minnesota — Ramsey County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Ramsey County, Minn., 82- 
3045 


Agriculture — Minnesota — Red Lake 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Red Lake County, Minn., 82- 
3046 


Agriculture — Minnesota — Redwood 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Redwood County, Minn., 82- 
3047 


Agriculture — Minnesota — Renville 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Renville County, Minn., 82- 
3048 


Agriculture — Minnesota — Rice County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Rice County, Minn., 82-3049 


Agriculture — Minnesota — Rock County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Rock County, Minn., 82-3050 


Agriculture — Minnesota — Roseau County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Roseau County, Minn., 82- 
3051 


Agriculture — Minnesota — Scott County 
— Statistics. 

1978 census of agriculture, preliminary 

report, Scott County, Minn., 82-3052 


1978 census of agriculture, preliminary 
report, Sherburne County, Minn., 82- 
3053 


Agriculture — Minnesota — Sibley County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Sibley County, Minn., 82-3054 
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Subject Index 
Agriculture — Minnesota — Stearns County 


Statistics. 

1978 census of agriculture, preliminary 
report, Stearns County, Minn., 82- 
3055 


Agriculture — Minnesota — Steele County 


Statistics. 
1978 census of agriculture, preliminary 
report, Steele County, Minn., 82-3056 


Agriculture — Minnesota — Stevens County 
— Statistics. 


1978 census of agriculture, preliminary 
report, Stevens County, Minn., 82- 
3057 


Agriculture — Minnesota — Swift County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Swift County, Minn., 82-3058 


1978 census of agriculture, preliminary 
report, Todd County, Minn., 82-3059 


Agriculture — Minnesota — Traverse 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Traverse County, Minn., 82- 
3060 


Agriculture — Minnesota — Wabasha 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Wabasha County, Minn., 82- 
3061 


Agriculture — Minnesota — Waseca County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Waseca County, Minn., 82- 
3062 


Agriculture — Minnesota — Washington 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Washington County, Méinn., 
82-3063 


Agriculture — Minnesota — Watonwan 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Watonwan County, Minn., 82- 
3064 


Agriculture — Minnesota — Wilkin County 
— Statistics, 
1978 census of agriculture, preliminary, 
report, Wilkin County, Minn., 82- 
3065 


Agriculture — Minnesota — Winona County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Winona County, Minn., 82- 
3066 





January — June 1982 


Agriculture — Minnesota — Wright County 


Statistics. 

1978 census of agriculture, preliminary 
report, Wright County, Minn., 82- 
3067 


Agriculture — Minnesota — Yellow 
Medicine County — Statistics. 
1978 census of agriculture, preliminary 
report, Yellow Medicine County, 
Minn., 82-3068 


Agriculture — Mississippi — Washington 
County. 
The use of Landsat digital data and com- 
puter-implemented techniques for an 
agricultural application /, 82-11160 


Agriculture — New Mexico — Bernalillo 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Bernalillo County, N. Mex., 
82-9261 


Agriculture — New Mexico — Chaves 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Chaves County, N. Mex., 82- 
9262 


Agriculture — North Carolina — Alamance 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Alamance County, N.C., 82- 
1292 


Agriculture — North Carolina — Alexander 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Alexander County, N.C., 82- 
1293 


Agriculture — North Carolina — Alleghany 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Alleghany County, N.C., 82- 
1294 


Agriculture — North Carolina — Anson 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Anson County, N.C., 82-1295 


Agriculture — North Carolina — Ashe 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Ashe County, N.C., 82-1296 


Agriculture — North Carolina — Avery 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Avery County, N.C., 82-1297 


Agriculture — North Carolina — Beaufort 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Beaufort County, N.C., 82- 
1298 





Agriculture North Carolina Durham County Statistics. 


Agriculture — North Carolina — Bertie 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Bertie County, N.C., 82-1299 


Agriculture — North Carolina — Bladen 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Bladen County, N.C., 82-1300 


Agriculture — North Carolina — Brunswick 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Brunswick County, N.C., 82- 
1301 


Agriculture — North Carolina — Buncombe 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Buncombe County, N.C., 82- 
1302 


Agriculture — North Carolina — Burke 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Burke County, N.C., 82-1303 


Agriculture — North Carolina — Cabarrus 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Cabarrus County, N.C., 82- 
1304 


Agriculture — North Carolina — Caldwell 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Caldwell County, N.C., 82- 
1305 


Agriculture — North Carolina — Camden 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Camden County, N.C., 82- 
1306 


Agriculture — North Carolina — Carteret 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Carteret County, N.C., 82- 
1307 


Agriculture — North Carolina — Caswell 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Caswell County, N.C., 82- 
1308 


Agriculture — North Carolina — Catawba 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Catawba County, N.C., 82- 
1309 


Agriculture — North Carolina — Chatham 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Chatham County, N.C., 82- 
1310 
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Agriculture — North Carolina — 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Cherokee County, N.C., 82- 
1311 


1978 census of agriculture, preliminary 
report, Chowan County, N.C., 82- 
1312 


Agriculture — North Carolina — Clay 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Clay County, N.C., 82-1313 


Agriculture — North Carolina — Cleveland 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Cleveland County, N.C., 82- 
1314 


Agriculture — North Carolina — Columbus 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Columbus County, N.C., 82- 
1315 


Agriculture — North Carolina — Craven 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Craven County, N.C., 82-1316 


Agriculture — North Carolina — 
Cumberland County — Statistics. 
1978 census of agriculture, preliminary 
report, Cumberland County, N.C., 82- 
1317 


Agriculture — North Carolina — Currituck 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Currituck County, N.C., 82- 
1318 


Agriculture — North Carolina — Davidson 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Davidson County, N.C., 82- 
4555 


Agriculture — North Carolina — Davie 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Davie County, N.C., 82-4556 


Agriculture — North Carolina — Duplin 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Duplin County, N.C., 82-4557 


Agriculture — North Carolina — Durham 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Durham County, N.C., 82- 
4558 


Page I-731 





Agriculture North Carolina Edgecombe County Statistics. 
Agriculture — North Carolina — Edgecombe 
Statistics. 


County — 

1978 census of agriculture, preliminary 
report, Edgecombe County, N.C., 82- 
4559 


Agriculture — North Carolina — Forsyth 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Forsyth County, N.C., 82- 
4560 


Agriculture — North Carolina — Franklin 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Franklin County, N.C., 82- 
4561 


Agriculture — North Carolina — Gaston 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Gaston County, N.C., 82-4562 


— North Carolina — Gates 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Gates County, N.C., 82-4563 


1978 census of agriculture, preliminary 
report, Graham County, N.C., 82- 
4564 


Agriculture — North Carolina — Granville 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Granville County, N.C., 82- 
4565 


1978 census of agriculture, preliminary 
report, Greene County, N.C., 82-4566 


1978 census of agriculture, preliminary 
report, Guilford County, N.C., 82- 
4567 


Agriculture — North Carolina — Halifax 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Halifax County, N.C., 82-4568 


Agriculture — North Carolina — Harnett 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Harnett County, N.C., 82-4569 


Agriculture — North Carolina — Haywood 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Haywood County, N.C., 82- 
4570 


Agriculture — North Carolina — Henderson 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Henderson County, N.C., 82- 
4571 
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Agriculture — North Carolina — Hertford 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Hertford County, N.C., 82- 
4572 


Agriculture — North Carolina — Hoke 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Hoke County, N.C., 82-4573 


Agriculture — North Carolina — Hyde 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Hyde County, N.C., 82-4574 


Agriculture — North Carolina — Iredell 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Iredell County, N.C., 82-4575 


Agriculture — North Carolina — Jackson 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Jackson County, N.C., 82- 
4576 


Agriculture — North Carolina — Johnston 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Johnston County, N.C., 82- 
4577 


Agriculture — North Carolina — Jones 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Jones County, N.C., 82-4578 


Agriculture — North Carolina — Lee 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Lee County, N.C., 82-4579 


Agriculture — North Carolina — Lenoir 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Lenoir County, N.C., 82-4580 


Agriculture — North Carolina — Lincoln 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Lincoln County, N.C., 82- 
4581 


Agriculture — North Carolina — Macon 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Macon County, N.C., 82-4583 


Agriculture — North Carolina — McDowell 
County — Statistics. 
1978 census of agriculture, preliminary 
report, McDowell County, N.C., 82- 
4582 


Agriculture — North Carolina — Statistics. 
1978 census of agriculture, preliminary 
report, North Carolina., 82-1291 
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Subject Index 


Agriculture — Study and teaching. 

Handbook for implementing improved 
vocational agriculture/agribusiness pro-~ 
grams in urban areas /, 82-10022 

Agriculture — Taxation — United States. 

Economic and federal tax factors affect- 
ing the choice of a legal farm business 
organization /, 82-1143 


The effects of tax policy on American 
agriculture /, 82-12375 


Agriculture — Taxation — United States — 
Periodicals. 
Farm real estate taxes /, 82-12330 


Agriculture — United States. 
Agricultural land availability : papers on 
the supply and demand for agricultural 
lands in the United States /, 82-1014 


The importance of agriculture to the U.S. 
economy : hearings before the Subcom- 
mittee on Agriculture and Transporta- 
tion of the Joint Economic Committee, 
Ninety-seventh Congress, first session 
wey 82-15069 


Sharply fewer counties depend on farm- 
ing /, 82-12641 


Agriculture — United States — Bibliography 
— Catalogs. 
Agricultural research, statistics, and eco- 
nomic reports., 82-5588 


ASCS publications., 82-1225 
Census of agriculture., 82-1790 
Farms and farming., 82-5587 


Agriculture — United States — Charts, 
diagrams, etc. — Periodicals. 
Enlargements, 82-9, 82-12 


Handbook of agricultural charts /, 82-8, 
82-11 


Handbook of agricultural charts. Enlarge- 
ments /, 82-9, 82-12 


Agriculture — United States — Costs — 
Statistics — Periodicals. 
Farm production expenditures for ..., 
82-4458, 82-4461 


Agriculture — United States — Energy 
consumption. 

Agricultural energy needs hearings 
before the Subcommittee on Rural De- 
velopment, Oversight, and Investiga- 
tions of the Commmittee on Agricul- 
ture, Nutrition and Forestry, United 
States Senate, Ninety-seventh Con- 
gress, first session, June 16 and 18, 
1981., 82-1012 


Agriculture — United States — 
Experimentation. 
Research roundup 1978 : agricultural re- 
search highlights making news in 1978., 
82-12371 





January — June 1982 


Agriculture — United States — Periodicals. 
Fact book of U.S. agriculture /, 82-9086 


Report of the Secretary of Agriculture /, 
82-9082 


Agriculture — United States — Statistical 
services, 
Agricultural statistics, 82-4601 


Agriculture — United States — Statistics. 
1978 census of agriculture. Volume 5. 
Special reports. Part 5. Drainage of ag- 
ricultural lands., 82-2839 


Agriculture — United States — Statistics — 
Periodicals, 
Economic indicators of the farm sector. 
Production and efficiency statistics /, 
82-4290 


Handbook of agricultural charts /, 82-8, 
82-11 


Production and efficiency statistics, 
4290 


82- 


Agriculture — Utah — Beaver County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Beaver County, Utah., 82- 
1320 


Agriculture — Utah — Box Elder County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Box Elder County, Utah., 82- 
1321 


Agriculture — Utah — Cache County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Cache County, Utah., 82-1322 


Agriculture — Utah — Carbon County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Carbon County, Utah., 82- 
1323 


Agriculture — Utah — Daggett County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Daggett County, Utah. 82- 
1324 


Agriculture — Utah — Davis County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Davis County, Utah., 82-1325 


Agriculture — Utah — Duchesne County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Duchesne County, Utah., 82- 
1326 


Agriculture — Utah — Emery County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Emery County, Utah., 82-1327 





Agriculture, Cooperative U.S. Statistics Periodicals. 


Agriculture — Utah — Garfield County — 

Statistics. 

1978 census of agriculture, preliminary 
report, Garfield County, Utah. 82- 
1328 

Agriculture — Utah — Grand County — 

Statistics. 


1978 census of agriculture, preliminary 
report, Grand County, Utah., 82-1329 


Agriculture — Utah — Iron County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Iron County, Utah., 82-1330 


Agriculture — Utah — Juab County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Juab County, Utah. 82-1331 


Agriculture — Utah — Kane County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Kane County, Utah., 82-9263 


Agriculture — Utah — Millard County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Millard County, Utah. 82- 
1332 


Agriculture — Utah — Morgan County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Morgan County, Utah. 82- 
9264 


Agriculture — Utah — Piute County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Piute County, Utah., 82-1333 


Agriculture — Utah — Rich County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Rich County, Utah., 82-1334 


Agriculture — Utah — Salt Lake County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Salt Lake County, Utah., 82- 
1335 


Agriculture — Utah — San Juan County — 
Statistics. 
1978 census of agriculture, preliminary 
report, San Juan County, Utah., 82- 
9265 


Agriculture — Utah — Sanpete County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Sanpete County, Utah., 82- 
1336 


Agriculture — Utah — Sevier County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Sevier County, Utah., 82-1337 
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— Utah — Statistics. 
1978 census of agriculture, preliminary 
report, Utah., 82-1319 


1978 census of agriculture, preliminary 
report, Summit County, Utah., 82- 
9266 


1978 census of agriculture, preliminary 
report, Tooele County, Utah., 82-1338 


Agriculture — Utah — Uintah County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Uintah County, Utah., 82-9267 


Agriculture — Utah — Utah County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Utah County, Utah. 82-1339 


Agriculture — Utah — Washington County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Washington County, Utah., 
82-1340 


Agriculture — Utah — Wayne County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Wayne County, Utah. 82- 
9268 


Agriculture, Cooperative — Research — 
United States. 
The States’ role in the cooperative state- 
federal research system for agriculture 
and forestry., 82-12364 


Agriculture, Cooperative — United States. 
Attitudes toward cooperatives by bank 
trust and professional farm managers., 
82-12674 


Cooperatives in agribusiness /, 82-12680 


Ship chartering alternatives for grain-ex- 
porting cooperatives /, 82-12677 


Agriculture, Cooperative — United States — 
Energy consumption — Periodicals. 
Petroleum operations of farmer coopera- 

tives., 82-12675 


Agriculture, Cooperative — United States — 
History. 
Farmer cooperatives in the United States. 
Section 2. Agricultural cooperatives : 
pioneer to modern., 82-4463 


Agriculture, Cooperative — United States — 
Statistics — Periodicals. 
Farmer cooperative statistics., 

82-12679 


82-12676, 
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Agriculture and state. 


Agriculture and state. 
The protection of farmland : a reference 
guidebook for state and local govern- 
ments : executive summary /, 82-15 


Agriculture and state — Brazil. 
Brazil : agricultural and trade policies., 
82-1223 


Agriculture and state — China. 
US-China agricultural trade /, 


Agriculture and state — Egypt. 
Urbanization and agricultural policy in 
Egypt /, 82-12642 


Agriculture and state — Mexico. 
Mexico : agricultural and trade policies., 
82-9138 


Agriculture and state — Nigeria. 
Nigeria : agricultural and trade policies., 
82-2824 


82-2165 


Agriculture and state — United States. 
Agriculture and Food Act of 1981 : con- 
ference report (to accompany S. 884)., 
82-6567, 82-6595 


Agriculture, science, and technology : 
memorandum of understanding be- 
tween the United States of America 
and Zimbabwe, signed at Salisbury 
September 25, 1980., 82-11330 


Summary of GAO reports issued since 
1977 pertaining to farm bill legislation : 
report /, 82-5474 

Treaties, etc. Zimbabwe, 1980 Sept. 25., 
82-11330 


US-China agricultural trade /, 82-2165 


Agriculture and state — United States — 

Periodicals. 

Minutes of the business meetings and 
hearings of the Committee on Agricul- 
ture, House of Representatives (pursu- 
ant to Committee rule IVf), 82-4196, 
82-4197, 82-6731 


Report of the Committee on Agriculture, 
House of Representatives (together 
with minority views), to the Commit- 
tee on the Budget pursuant to the Con- 
gressional Budget and Impoundment 
Control Act., 82-15009 


Agriculture and state — Zimbabwe. 
Agriculture, science, and technology : 
memorandum of understanding be- 
tween the United States of America 
and Zimbabwe, signed at Salisbury 
September 25, 1980., 82-11330 
Treaties, etc. Zimbabwe, 1980 Sept. 25., 
82-11330 


Aids to air navigation — Alaska. 
Differential omega in the Alaska/Yukon 
region : an analytic assessment /, 82- 
11552 
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Aids to air navigation — Data processing. 
National voice response system (VRS) 
implementation plan alternatives study 
/, 82-6462 


Aids to air navigation — Specifications — 
United States. 
Specification currency list for procure- 
ment in the air traffic control and navi- 
gation system., 82-866 


Aids to air navigation — United States — 
Costs — Data 
Economic requirements analysis of civil 
air navigation alternatives /, 82-14449 


Aids to air navigation — United States — 
Periodicals. 


Airman’s information manual. Basic flight 
information and ATC procedures., 
82-14433 
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VOC fugitive emissions in synthetic or- 
ganic chemicals manufacturing industry 
: background information for proposed 
standards /, 82-13677 
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Certification, pilots and flight instructors., 
82-867 

Disorientation training in FAA-certificat- 
ed flight and ground schools : a survey 
/, 82-2268 

Pilot proficiency award program., 
6395 


Air pilots — United States. 

Effects of ozone (0.30 parts per million, 
600 Ug/m*) on sedentary men repre- 
sentative of airline passengers and 
cockpit crewmembers /, 82-11531 


Air pilots — United States — Diseases and 


82- 


Neurological and neurosurgical condi- 
tions associated with aviation safety : a 
report of the American Medical Asso- 
ciation in collaboration with the 
American Academy of Neurology and 
the American Association of Neuro- 
logical Surgeons /, 82-11532 


Air pilots — United States — Drug use. 
Medical and toxicological factors in air- 
craft accidents /, 82-11530 


Air pilots — United States — Medical 
examinations. 
Characteristics of medically disqualified 
airman applicants in calendar years 
1977 and 1978 /, 82-3928 


Air pilots — United States — Retirement. 
Report of the National Institute on Aging 
Panel on the Experienced Pilots 
Study., 82-1843 


Air pilots, Military — Appointment, 
qualifications, tenure, etc. 
Perceptual-motor and cognitive perform- 

ance task battery for pilot selection /, 
82-1604 


Air pilots, Military — Training of. 
Air Force and Navy plans to acquire 
trainer aircraft : report to the Congress 
/, 82-5504 


Air Force and Navy Plans to acquire 
trainer aircraft : report to the Congress 
: summary /, 82-5505 

Pilot performance in simulated aerial re- 
fueling as a function of tanker model 
complexity and visual display field-of- 
view /, 82-5156 





Air pilots, Military — Training of — 


Defense, EURO-NATO joint jet pilot 
training : memorandum of understand- 
ing between the United States of 
America and other governments : 

* signed at Brussels December 9, 1980., 
82-801 


Air pilots, Military — Training of — United 

States. 

Defense, EURO-NATO joint jet pilot 
training : memorandum of understand- 
ing between the United States of 
America and other governments : 
signed at Brussels December 9, 1980., 
82-801 


F-15 flight simulator : development and 
analysis of computer scoring algorithm 
/, 82-5152 


Air pollution control industry. 

Study of air pollution control technology, 
research, and development : public and 
private roles in undertaking and stimu- 
lating innovation : survey of eight air 
pollution control technology innova- 
tions /, 82-14690 


Air pollution control industry — Costs. 
Regulatory cost analysis : an overview /, 
82-2422 


Air pollution control industry — Economic 
aspects. 
Regulatory cost analysis : an overview /, 
82-2422 


Air pollution control industry — Estimates 
— United States. 
Four corners regional study : air pollu- 
tion control costs and technology con- 
siderations /, 82-6613 


Air pollution control industry — Ohio. 

An institutional assessment of the imple- 
mentation and enforcement of the 
Clean Air Act : Allegheny case study 
(draft) /, 82-11846 


Air pollution control industry — 

Pennsylvania. 

An institutional assessment of the imple- 
mentation and enforcement of the 
Clean Air Act : Allegheny case study 
(draft) /, 82-11846 


Air pollution control industry — Texas — 

Houston. 

An institutional assessment of the imple- 
mentation and enforcement of the 
Clean Air Act : Houston case study 
(draft) /, 82-6615 


Air pollution control industry — United 
States. 
Assessment of manufacturers capability to 
meet requirements for particulate con- 
trols on utility and industrial boilers /, | 
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Flue gas desulfurization s 
turers survey /, 82-5241 


Study of air pollution control technology 
: case studies of air pollution control 
technology innovations / prepared by 
A.S. Forrest ... [et al.]., 82-2423 


Air pollution control industry — United 
States — Costs. 
Cost methodology evaluation panel, sum- 
mary statement of work., 82-6611 


Air pollution control industry — West 

Virginia. 

An institutional assessment of the imple- 
mentation and enforcement of the 
Clean Air Act : Allegheny case study 
(draft) /, 82-11846 


Air power — Historiography — Addresses, 
essays, lectures. 
The influence of air power upon histori- 
ans /, 82-1617 


Air quality. 

Guideline for use of city-specific EKMA 
in preparing ozone SIPs : draft /, 82- 
3397 

Procedures for evaluating the perform- 
ance of air quality simulation models /, 
82-10238 

Study of the role of transport in fine and 
total suspended particulate air quality / 
, 82-11844 

User’s manual for the Plume Visibility 
Model (PLUVUE) /, 82-364 

Workbook for estimating visibility im- 
pairment /, 82-365 

The 1977 NRL air quality data /, 82- 
1547 


manufac- 


Air quality — California — Los Angeles 
region — Measurement. 

Simulated ozone concentrations in the 
south coast air basin : comparison be- 
tween 1974 and 1987 levels /, 82- 
14673 


Air quality — Measurement. 
The characterization of pollutant concen- 
trations by a relative measure of vari- 
ability /, 82-3270 


Air quality — Measurement — Congresses. 

Proceedings, Advances in Particle Sam- 
pling and Measurement : (Asheville, 
NC, May 1978) /, 82-13590 

Proceedings, Advances in Particle Sam- 
pling and Measurement (Daytona 
Beach, FL, October 1979) /, 82-3386, 
82-5266 


Air quality — Ohio River Valley. 
Air quality assessment in the Ohio River 
valley region /, 82-11840 
Ohio River valley regional study : analy- 
sis of emission reductions and air qual- 
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ity changes for alternative development 
scenarios in the Ohio River valley 
region /, 82-14685 


Air quality — Ohio River watershed. 

Ohio River valley regional study : analy- 
sis of total suspended particulate in the 
Ohio River valley study area /, 82- 
11841 


Air quality — Standards — United States. 
Electric utility steam generating units : 
background information for proposed 
SOzemission standards /, 82-5278, 
82-5279 


Guideline for the interpretation of ozone 
air quality standards /, 82-1667 


Air quality — United States. 
Effects of air quality requirements on 
coal supply., 82-602 


Four corners regional study : phase II, 
task 1, alternative measures (draft 
methodology) : NCAQ staff summary., 
82-6614 


Air quality — United States — 
Mathematical models. 
Guideline on air quality models., 82- 
1666 


Methodology to conduct air quality as- 
sessments of national mobile source 
emission control strategies : final report 
/, 82-5308 


Air quality management. 
Air quality management in selected coun- 
tries: a report /, 82-2696 


Study of the adequacy of air monitoring : 
phase IIl—analysis of EPA regulations 
on ambient air quality monitoring /, 
82-6612 


Air quality management — Alabama. 

An institutional assessment of the imple- 
mentation and enforcement of the 
Clean Air Act : Eastern Tennessee 
Valley case study /, 82-2425 


Air quality management — California. 
National Commission on Air Quality, 
Southern California regional study — 
SIP process review : identification of 
additional control measures /, 82- 
11837 


National Commission on Air Quality, 
Southern California regional study— 
SIP process review : base line control 
measure cost data /, 82-11849 


Air quality management — California — Los 

Angeles region. 

Evaluation of the implementation and im- 
pacts of alternative policy and develop- 
ment scenarios for the South Coast air 
basin /, 82-14674 
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Air quality management — California, 

Southern — Case studies. 

“Use of the airshed grid model to evalu- 
ate the air quality impacts of alterna- 
tive air pollution control policies on 
the South Coast Air Basin” : draft final 
report /, 82-14696 


Air quality management — Economic 


Regulatory cost analysis : an overview /, 
82-2422 


Air quality management — Economic aspects 

— United States. 

Four corners regional study : phase I, 
task 7, cost impacts and technical fea- 
siblity of control measures (draft meth- 
odology)., 82-14689 


Air quality management — Florida. 

An institutional assessment of the imple- 
mentation and enforcement of the 
Clean Air Act : Florida case study 
(draft) /, 82-11845 


Air quality management — Ohio River 

Valley. 

Ohio River Valley regional study : analy- 
sis of emission reductions and air qual- 
ity changes resulting from alternative 
control measures in the Ohio River 
Valley region /, 82-14684 


Ohio River Valley regional study 
changes in major source inventory in 
the Ohio River Valley region /, 82- 
14676 


Ohio River valley regional study : identi- 
fication of alternative measures of emis- 
sion reduction in the Ohio River valley 
region /, 82-14677 


Ohio River valley regional study : long 
range transport of sulfates to and from 
the Ohio River valley study area /, 
82-14681 


Ohio River Valley regional study : new 
source review in the Ohio River 
Valley region /, 82-14678 


Ohio River valley regional study : the 
feasibility of implementation and en- 
forcement of emission reduction meas- 
ures in the Ohio River valley study 
area /, 82-14680 


Air quality management — Planning. 
Summary statement of work : study of 
transportation control programs /, 82- 
2424 


Air quality management — Tennessee. 

An institutional assessment of the imple- 
mentation and enforcement of the 
Clean Air Act : Eastern Tennessee 
Valley case study /, 82-2425 


Air quality management — Texas — 
Houston. 
An institutional assessment of the imple- 
mentation and enforcement of the 
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Clean Air Act : Houston case study 
(draft) /, 82-6615 
Air quality management — United States. 
Clean Air Act., 82-2695 


The Clean Air Act as amended through 
July 1981., 82-2695 


Clean Air Act : summary of GAO re- 
ports (October 1977 through January 
1981) and ongoing reviews : report to 
the Congress / by the Comptroller 
General of the United States., 82- 
10346, 82-13707 


Compilation of BACT/LAER deermina- 
tions /, 82-3395 


The determination of vehicular cold and 
hot operating fractions for estimating 
highway emissions /, 82-6299 

Phase I air quality and economic impacts 
for the New York Metro/Hartford re- 
gional study : draft report /, 82-14687 


Prevention of significant deterioration 
workshop manual /, 82-5314 


Study of the adequacy of air monitoring : 
phase I : task 1— literature review /, 
82-11838 


Study of the 1979 state implementation 
plan submittals : an overview of the 
SIP review process at the state level 
and the SIPs for particulate matter, 
sulfur dioxide and ozone /, 82-11836 


Air quality management — United States — 
Case studies. 
Four corners regional study draft, 
impact of the Clean Air Act since 
1970, phase I, task 9 /, 82-11843 


Policy options for the transportation-air 
quality process /, 82-14691 


Air quality management — United States — 
Citizen participation. 
Community environmental education 
three models of organization for PSD 
Set II /, 82-10232 


Air quality management — United States — 

Data processing. 

Development of computerized emission 
projection and allocation system 
phase 2 comparison of existing systems 
/, %2-10057 

The emmissions inventory system/point 
source user’s guide /, 82-3399 


Air quality management — United States — 
States. 
Profile of nine state and local air pollu- 
tion agencies /, 82-1658 


Air quality management — United States 
processing. 


Computer assisted area source emissions 

(CAASBE) gridding procedure (revised) 

UNIVAC 1110/EXEC 8 version 
user’s manual /, 82-5253 
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Air quality monitoring stations. 

Guideline for use of city-specific EKMA 
in preparing ozone SIPs : draft /, 82- 
3397 


Air quality monitoring stations — Arizona. 
Williams Air Force Base air quality mon- 
itoring study /, 82-1671 


Air quality monitoring stations — United 
States. 


Study of the adequacy of air monitoring : 
phase II—analysis of EPA regulations 
on ambient air quality monitoring /, 
82-6612 


Air raid shelters — United States. 
Aboveground home shelter /, 82-10288 


Home shelter : outside concrete shelter /, 
82-10287 


Operation manual for automatic dichoto- 
mous samplers : application to Beck- 
man dichotomous samplers /, 82- 
13542 


Air-speed indictors. 
Measurement of aircraft speed and alti- 
tude /, 82-2109 


Air traffic control. 
Feasibility of offset carrier systems for air 
traffic control /, 82-3940 


It may even save your life, 


82-11528, 
82-11529 


Air traffic control — Economic aspects — 
United States. 
Systems navigation : RNAV and the up- 
graded third generation system /, 82- 
6457 


Air traffic control — Electronic equipment. 
Engineering and development program 
plan, Discrete Address Beacon System 
(DABS) /, 82-868 
It may even save your life, 
82-11529 


82-11528, 


Air traffic control — Equipment and supplies 
— Specifications — United States. 
Specification currency list for procure- 

ment in the air traffic control and navi- 
gation system., 82-866 


Air traffic control — Northwestern States. 
RCAG & BUEC : communication cover- 
age charts /, 82-11480 


Air traffic control — Study and teaching — 
United States. 
Flight service station project profession- 
alism, 1978., 82-875 


Air traffic control — United States. 
Air traffic control /, 82-2281 


Air traffic control en route computer 
modernization : report /, 82-2703 





Air traffic control U.S. Electronic equipment. 


Air traffic control en route computer 
system : report (to accompany H. Res. 
202) (including cost estimates of the 
Congressional Budget Offfice)., 82- 
2404 


ATC accommodation of fuel conserv- 
ative turbojet operations /, 82-6436 
Cockpit displayed traffic information 

study /, 82-14434 
Communications support for national 


flight data center information system /, 
82-2240 


Definition, description, and interfaces of 
the FAA’s development programs : 
management supplement : system inter- 
face/evolution open items., 82-3904 

Design of VHF and UHF communica- 
tions air/ground antennas : final report 
/, 82-14474 

An exploratory investigation of various 
assessment instruments as correlates of 
complex visual monitoring perform- 
ance /, 82-6455 


Flight services., 82-14453 


Impact of area navigation on controller 
productivity and ATC system capacity 
/, 82-3934 

Interim report on the conflict monitoring 
analysis of parallel route spacing in the 
high altitude conus airspace /, 82- 
6439 


Parameters of future ATC systems relat- 
ing to airport capacity/delay /, 82- 
6434, 82-11519 

Recommended short-term ATC improve- 
ments for helicopters :, 82-881 


Report of the FAA Task Force on Air- 
craft Separation Assurance : executive 
summary., 82-14435 


RNAV route design terminal area 
design procedures and transition area 
design guidelines /, 82-11538 


Short range terminal radar (SRTR) defi- 
nition study /, 82-14461 


Summary of airline delay trends 
1975 /, 82-11518 


Technical appraisal program (TAP), air 
traffic control center, air traffic control 
specialist extended performance 
rating., 82-865 

U.S. national aviation standard for the 
active beam collision avoidance system 
(final standard for public comment)., 
82-876 


: 1972- 


Air traffic control — United States — 
Automation. 
Characterization of current tower cab en- 
vironments /, 82-11517 


Air traffic control — United States — 
Computer programs. 
Aircraft collision avoidance and air traf- 
fic safety : hearing before the Subcom- 
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mittee on Transportation, Aviation, 
and Materials of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, September 2, 1981., 
82-12259 

Automatic traffic advisory and resolution 
service (ATARS) multi-site algorithms 
/, 82-6466 


Air traffic control — United States — Data 


An assessment of terminal air traffic con- 
trol system performance with and 
without basic metering and spacing 
automation /, 82-6461 

Discrete address beacon system (DABS) 
data link capacity utilization : interim 
report /, 82-14480 

Engineering and development program 
plan—central flow control system /, 
82-3905 


FAA air traffic control computer mod- 
ernization : hearings before the Sub- 
committee on Transportation, Aviation, 
and Materials of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, June 16, 17, and 18, 
1981., 82-1107 


Moving target detector data utilization 
investigation /, 82-2288 


NADIN system design /, 82-14455 


Preliminary computer sizing estimates for 
automated en route ATC (AERA), 
82-14438 


Software impact of selected en route 


ATC computer replacement strategies., 
82-6437 


Air traffic control — United States — Data 
Processing — Costs. 
ATARS implementation tradeoff study /, 
82-6438 


Air traffic control — United States — 
Electronic equipment. 
ARTS II enhancement design alternatives 
: final report /, 82-14479 


A comparision of the vigilance perform- 
ance of men and women using a simu- 
lated radar task /, 82-3914 


Department of Transportation, Federal 
Aviation Administration engineering 
requirement : discrete address beacon 
systems (DABS) sensor., 82-3908 

The Discrete address beacon system, air 
traffic control radar beacon system, 
ATCRBS IFF Mark XII system per- 
formance prediction model /, 82-6463 

Evaluation of transponder antenna cover- 
age/ATCRBS performance during sim- 
ulated flights of aircraft /, 82-6459 
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Experimental BCAS performance results . 


/, 82-2285 


FAA air traffic control computer mod- 
ernization : hearings before the Sub- 
committee on Transportation, Aviation, 
and Materials of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, June 16, 17, and 18, 
1981., 82-1107 

Feasibility of offset carrier systems for air 
traffic control /, 82-3942 

Federal Aviation Administration flight 
service station emergency services pro- 
gram /, 82-879 

Microprocessor-controlled | communica- 
tions in air terminal navigation systems 
/, 82-2282 

Performance results of some candidate 
French modems for the aeronautical 
satellite.communication channel /, 82- 
2283 


An exploratory investigation of various 
assessment instruments as correlates of 
complex visual monitoring perform- 
ance /, 82-6455 


Air traffic control — United States — 


Equipment and supplies. 

Aircrew displays and avionics for appli- 
cation in a future national airspace 
system /, 82-2059 

Characterization of current tower cab en- 
vironments /, 82-11517 


Air traffic control — United States — 

Handbooks, manuals, etc. 

Air traffic control (ATC) tower operator 
: soldier’s manual., 82-9675, 82-9676 

Air traffic control (ATC) tower operator 
: trainer’s guide., 82-9674 

Briefing guide., 82-6456 

Technical appraisal program (TAP), air 
traffic control center, air traffic control 
specialist : extended performance 
rating., 82-865 


Air traffic control — United States — 

Periodicals. 

Airman’s information manual. Basic flight 
information and ATC procedures., 
82-14433 


Basic flight information and ATC proce- 
dures, 82-14433 


Air traffic activity, 82-6429 

FAA air traffic activity., 82-6429 

FAA air traffic activity and terminal area 
relationships, 82-6429 
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Air traffic control simulators. 
Evaluation of transponder antenna cover- 
age/ATCRBS performance during sim- 
ulated flights of aircraft /, 82-6459 


Air traffic controller simulators. 
Use of the occupational knowledge test 
to assign extra credit in selection of air 
traffic controllers /, 82-2269 


Air traffic controllers — Certification — 
United States. 
Air traffic control staffing standard 
system., 82-11490 


Air traffic controllers — Diseases and 
hygiene — United States. 
The morbidity experience rate of air traf- 
fic control personnel, 1967-1977 /, 82- 
2274 


Air traffic controllers — Salaries, pensions, 
etc. — United States. 

Air traffic controllers pay legislation : 
hearing before the Subcommittee on 
Civil Service, Post Office, and General 
Services of the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-seventy Congress, first session 
S. 1912 .. December 4, 1981., 82- 
12198 


tAir traffic controllers — Training of. 
System performance, error rates, and 
training time for recent FAA academy 
nonradar graduates, community per- 
sons, and handicapped persons on the 
radar training facility pilot position /, 
82-6452 


Air traffic controllers — Training of — 

United States. 

Air traffic contollers testing and training 
program : hearing before the Subcom- 
mittee on Aviation of the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
seventh Congress, first session, on air 
traffic controllers testing and training 
program, December 16, 1981., 82- 
12121 


Air traffic  training., 82-14423, 82- 
14424 


System performance, error rates, and 
training time for recent FAA academy 
nonradar graduates, community per- 
sons, and handicapped persons on the 
radar training facility pilot position /, 
82-6452 


Air traffic controllers — United States. 
A comparison of the job attitudes and 
interest patterns of air traffic and 
airway facility personnel./, 82-2277 


Experimental attempts to evoke a differ- 
ential response to different stressors /, 
82-2273 
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Impact of area navigation on controller 
productivity and ATC system capacity 
/, 82-3934 

Oversight of the air traffic controller situ- 
ation : hearings before the Committee 
on Post Office and Civil Service, 
House of Representatives, Ninety-sev- 
enth Congress, first session, October 6, 
20, 1981., 82-12237 


The relationship of predevelopmental 
“150” training with noncompetitively 
selected air traffic control trainees to 
FAA Academy success /, 82-2271 


Stress, anxiety, and the air traffic control 
specialist : some conclusions from a 
decade of research /, 82-3926 


Stress in air traffic personnel : low-densi- 
ty towers and flight service stations /, 
82-3911 


Summary of Education and Public Af- 
fairs, Inc. report on Predicting success 
of applicants for positions as air traffic 
control specialists in the Air Traffic 
Service /, 82-2257 


Three reports relevant to stress in avi- 
ation personnel /, 82-6448 


Visual search performance during simu- 
lated radar observation with and with- 
out a sweepline /, 82-3923 


Air traffic controllers — United States — 
Appointment, qualifications, tenure, etc. 
A comparison of three models for deter- 
mining test fairness /, 82-3921 


Development of new selection tests for 
air traffic controllers /, 82-3912 


The selection of air traffic control spe- 
cialists : two studies demonstrating 
methods to ensure an accurate validity 
coefficient for selection devices /, 82- 
2278 


Air traffic controllers — United States — 

Recruiting. 

The Selection of air traffic control spe- 
cialists : I. history and review of con- 
tributions by the Civil Aeromedical In- 
stitute /, 82-6453 


Air traffic rules — United States. 
Air traffic service plans and requirements 
/ Department of Transportation, Fed- 
eral Aviation Administration., 82- 
11499 


Air-turbines. 

Building the world’s first wind farm : 
construction of the Mod-2 wind turbine, 
generators at the Goodnoe Hills, 
Washington to provide a new source of 
renewable energy for the Pacific 
Northwest., 82-13474 


Eighteen prospective sites for MOD-2 
2500 kw wind turbine generator sys- 
tems., 82-13294 
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Installation and field testing of a large 
experimental wind turbine generator 
system near Kahuku Point on the 
Island of Oahu, Hawaii : environmental 
assessment., 82-13295 


Small wind turbine production evaluation 
and cost analysis : a subcontract report 
/, 82-13355 


Wind resource of the area surrounding 
Medicine Bow, Wyoming : a report to 
the Lower Missouri region wind-hy- 
droelectric energy integration study., 
82-1959 


Air warfare — Study and teaching — United 
States. 
Tactical performance characterization : 
basic methodology /, 82-3323 


Airborne computers. 
Aircrew displays and avionics for appli- 
cation in a future national airspace 
system /, 82-2059 


Airborne warning and control systems. 
Air defense equipment for Saudi Arabia / 
» 82-2131 


Military and technical implications of the 
proposed sale of air defense enhance- 
ments to Saudi Arabia : report of the 
hearings on the military and technical 
implications of the proposed sale of air 
defense enhancements to Saudi Arabia, 
based upon hearings held before the 
committee in accordance with its re- 
sponsibilities under rule XXV(c) of the 
standing rules of the Senate together 
with additional views., 82-11770 


The Proposed AWACS/F-15 enhance- 
ment sale to Saudi Arabia: a staff 
report/, 82-2649 


Proposed sale of airborne warning and 
control systems (AWACS) and F-15 
enhancements to Saudi Arabia : hear- 
ings and markup before the Committee 
on Foreign Affairs and its Subcommit- 
tees on International Security and Sci- 
entific Affairs and on Europe and the 
Middle East, House of Representatives, 
Ninety-seventh Congress, first session, 
on H. Con. Res. 194, September 28, 
October 1, 6, and 7, 1981., 82-15109 


Airborne warning and control systems — 
Addresses, essays, lectures. 
Dangerous illusions and the real choices 
on AWACS : October 5, 1981 /, 82- 
11257 


Aircraft cabins. 


Transport category airplanes cabin ozone 
concentrations., 82-6406 


Aircraft carriers — United States. 
Habitability improvements for aircraft 
carrier messdecks /, 82-1479 





Aircraft exhaust emissions. 

Pilot pressure measurements in flow 
fields behind circular-arc nozzles with 
exhaust jets at subsonic free-stream 
mach numbers /, 82-2060 


Pitot pressure measurements in flow 
fields behind circular-arc nozzles with 
exhaust jets at subsonic free-stream 
mach numbers /, 82-3776 


Sulfate and nitrate collected by filter 
sampling near the tropopause /, 82- 
11141 

Validation of scramjet exhaust simulation 
technique at Mach 6 /, 82-6105 


Aircraft exhaust emissions — Arizona. 
Williams Air Force Base air quality mon- 
itoring study /, 82-1671 


Aircraft exhaust emissions — Environmental 
aspects — United States. 

First meeting of the High Altitude Pollu- 
tion Program Scientific Advisory Com- 
mittee, November 29-December 1, 
1978, Washington, D.C. : executive 
summary., 82-14441 


Aircraft exhaust emissions — Testing. 
Turbine engine particulate emission char- 
acterization /, 82-3937 


Aircraft exhaust emissions — United States. 
Concorde air quality monitoring and 
analysis program at Dulles Internation- 

al Airport /, 82-14481 


Determination of pollutant emissions 
characteristics of general electric CF6- 
6 and CF6-50 model engines /, 82- 
11521 


Experimental clean combustor program : 
phase III : engine evaluation of an 
FAA exhaust sampling rake /, 82- 
11553 


Impact of aircraft emissions on air quality 
in the vicinity of airports /, 82-14444 

The perturbation of some atmospheric 
mechanisms by emissions from aircraft 
/, 82-6442 

Second meeting of the High Altitude Pol- 
lution Program Scientific Advisory 
Committee, March 28-30, 1979 : execu- 
tive summary., 82-14443 


Aircraft exhaust emissions — United States 

— Measurement. 

High altitude pollution program strato- 
spheric measurement system laboratory 
performance capability report chemical 
conversion techniques /, 82-14445 


Aircraft gas-turbines — Fuel systems. 
Advanced technology fuel mass flow- 
meter /, 82-209 


Regenerative engine analysis /, 82-200 
Regenerative engine analysis program /, 
82-202 
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Regenerative Engine Analysis Program 
(REAP) /, 82-13191 


Aircraft gas-turbines — Noise. 
Combustion noise prediction, entropy/ 
vorticity effects /, 82-14468 


Aircraft industry — Economic aspects — 

United States. 

Future of general and commuter aviation 
technology and trade : joint hearing 
before the Subcommittee on Transpor- 
tation, Aviation, and Materials of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives 
and the Subcommittee on Aviation of 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-seventh Congress, 
August 27, 1981., 82-12252 


Aircraft industry — United States — 
Congresses. 
Report of the Aircraft Systems/Flight 
Test Workshop /, 82-3931 


Aircraft industry — United States — Safety 
measures. 
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willow to depth of flooding /, 82- 
2779 


Alder — Minnesota — Wounds and injuries. 

Growth response of speckled alder and 

willow to depth of flooding /, 82- 
2779 


Algae culture, 
Algae, ultraviolet light, and the produc- 
tion of trace gases /, 82-3271 


Applicability of array algebra /, 82-1384 


An algorithm to estimate field concentra- 
tions under nonsteady meeteorological 
conditions from wind tunnel experi- 
ments /, 82-11965 


A comparison of shortest path algorithms 
applied to sparse graphs /, 82-14785 


Algorithms — Data processing. 
Codes for Dijkstra’s shortest path algo- 
rithm /, 82-11891 


Alien labor — United States. 
Labor certifications., 82-2047 


Aliens — Counseling of — United States — 
Directories. 
Directory of nonprofit immigration coun- 
seling agencies /, 82-663 


Aliens — Employment — United States. 
Instructions for filing applications for 
alien employment certification for per- 
manent employment in the United 
States., 82-3758 


Aliens — United States. 

Opposing the granting of permanent resi- 
dence in the United States of certain 
aliens : report (to accompany H. Res. 
282)., 82-11817 


Aliens — United States — Cases. 
Administrative decisions under immigra- 
tion & nationality laws /, 82-14051 


Administrative decisions under immigra- 
tion and nationality laws of the United 
States, 82-14051 


All terrain vehicles — Cherokee National 
Forest (Tenn. and N.C.) — Maps. 
Cherokee National Forest, Tennessee : 

off-road vehicle use map /, 82-4325 


All terrain vehicles — Coronado National 
Forest (Ariz. and N.M.) — Maps. 
Coronado National Forest off road vehi- 

cles travel guide & map /, 82-4310 





All terrain vehicles — Montana — Maps. 
Off-road vehicle travel plan, Butte Dis- 
trict, Dillon resource area /, 82-10954 


All terrain vehicles — New Mexico — 
Cibola County — Maps. 
Off-road vehicle designation map for the 
Stallion and Ladron Planning Units., 
82-5931 


All terrain vehicles — New Mexico — 
Socorro County — Maps. 
Off-road vehicle designation map for the 
Stallion and Ladron Planning Units., 
82-5931 


All terrain vehicles — New Mexico — 
Valencia County — Maps. 
Off-road vehicle designation map for the 
Stallion and Ladron Planning Units., 
82-5931 


All terrain vehicles — United States. 
Off-road vehicle recreation., 82-10945 


Allelomorphism. 

Frequencies of nodulation response al- 
leles, Rjeand Rj., in soybean plant in- 
troduction and breeding lines /, 82- 
12345 


Allentown (Pa.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Allentown, 
Pennsylvania, annual summary with 
comparative data., 82-12868 


Allergy. 
Allergies : questions and answers /, 82- 
5677 
Insect allergy /, 82-1837 


Physician requirements, 1990, for allergy 
/, 82-1855 


*Allied Health Personnel — education — 
directories. 

Current cancer research on patient reha- 
bilitation and psychosocial factors of 
cancer treatment, including training 
programs., 82-10558 


Current cancer research patient care, re- 
habilitation, and psychosocial aspects 
of cancer treatment (including clinical 
cancer training programs), 82-10544 


*Allied Health Personnel — standards 
Emergency medical technician perform- 
ance evaluation /, 82-13868 


Alloys — Thermal properties — Testing. 
Metallurgical studies of hydrogen storage 
alloys /, 82-3359 


Alluvial fans — Missouri River Basin. 
Relation of sediment yield to climatic and 
physical characteristics in the Missouri 
River Basin /, 82-13959 
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Almario, Joselito Sison, 1944- 
Doctor Joselito Sison Almario, and his 
wife, Leticia Almario : report (to ac- 
company S. 244)., 82-4043 


Almario, Leticia, 1940- 
Doctor Joselito Sison Almario, and his 
wife, Leticia Almario : report (to ac- 
company S. 244)., 82-4043 


Alpine flora — Andes. 
Growth and population dynamics of 
Espeletia (Compositae) in the Venezu- 
elan Andes /, 82-6231 


Alpine flora — Venezuela. 
Growth and population dynamics of 
Espeletia (Compositae) in the Venezu- 
elan Andes /, 82-6231 


Alpine Lakes Wilderness (Wash.) 

Draft environmental impact statement : 
Alpine Lakes Area management plan : 
Chelan, King, Kittitas, Snohomish 
Counties, Washington., 82-2804 

Final environmental impact statement : 
Alpine Lakes Area management plan : 
Chelan, King, Kittitas, Snohomish 
Counties, Washington., 82-1169 

Summary, draft environmental impact 
statement : Alpine Lakes Area manage- 
ment plan : Chelan, King, Kittitas, Sno- 
homish Counties, Washington., 82- 
1170 


Altimeter. 
Measurement of aircraft speed and alti- 
tude /, 82-2109 


Problems in worldwide standardization of 
the units of height measurement., 82- 
6431 


Altitude, Influence of — United States. 
Changes in the oxygen-hemoglobin disso- 
ciation curve and time of useful func- 
tion at hypobaric pressures in rats after 
chronic oral administration of propran- 
olol /, 82-6454 


The effects of altitude and two deconges- 
tant-antihistamine preparations on 
physiological functions and perform- 
ance /, 82-5334 


Altitudes — Measurement. 
Concorde air sampling program : interca- 
librations and _ collaborative meas- 

urements /, 82-14440 


Problems in worldwide standardization of 
the units of height measurement., 82- 
6431 


Aluminum chloride. 
The removal of iron from aluminum 
chloride leach liquor by solvent extrac- 
tion /, 82-5874 


Aluminum foil — Statistics — Periodicals. 
Aluminum foil converted, 82-1348 





Page I-753 
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Current industrial reports. Series MA-34 

P, Aluminum foil converted., 82-1348 
Aluminum forgings. 

Characterization of large 2219 aluminum 
alloy hand forgings for the space shut- 
tle solid rocket booster / M.W. Bren- 
necke., 82-3794 


Aluminum hydroxide 
Recovery of aluminum hydroxy sulfate 
from aluminum sulfate solution by 
high-temperature hydrolysis /, 82- 
5865 


Aluminum industry and trade. 
Aluminum /, 82-632 


Aluminum industry and trade — United 
States — Statistics — Periodicals. 
Aluminum ingot and mill products, 82- 
3071 

Current industrial reports. M33-2, Alumi- 
num ingot and mill products /, 82- 
3071 


Aluminum oxide. 

Corrosion resistance of materials in the 
aqueous hydrochloric acid environ- 
ments associated with the recovery of 
aluminum from kaolinitic clays /, 82- 
5879 


Aluminum oxide — Statistics — Periodicals. 
Bauxite and alumina, 82-3695 


Preprint from the .. Bureau of Mines 
Minerals yearbook. Bauxite and alumi- 
na., 82-3695 


Aluminum sulphate. 

Recovery of aluminum hydroxy sulfate 
from aluminum sulfate solution by 
high-temperature hydrolysis /, 82- 
5865 


Ambassadors — United States. 
The ambassador in U.S. foreign policy : 
changing patterns in roles, selection, 
and designations /, 82-2650 


Ambrose, James R. 

Nominations of James R. Ambrose, to be 
under secretary of the army, and Jay 
Raymond Sculley, to be assistant secre- 
tary of the army : hearing before the 
Committee on Armed Services, United 
States Senate, Ninety-seventh Con- 
gress, first session on nomimations of 
James R. Ambrose, of North Carolina, 
to be under secretary of the army, Jay 
Raymond Sculley, of Virginia, to be 
assistant secretary of the army, October 
6, 1981., 82-12096, 82-15037 


Ambulance drivers — Training of. 
Training program for operation of emer- 
gency vehicles /, 82-6532 


Ambulances — Electric generators. 
Ambulance electrical system study /, 
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Ambulances — Electronic equipment. 
Ambulance electrical system study /, 
82-11603 


*Ambulatory care. 

Patients’ reasons for visiting physicians : 
the national ambulatory medical care 
survey, United States, 1977-78 /, 82- 
10635 


*Ambulatory Care — economics — United 
States. 
Effects of the 1974-75 recession on health 
care for the disadvantaged., 82-10644 


medical care — United States. 
Uniform ambulatory medical care : mini- 
mum data set /, 82-5755 


Ambulatory medical care — United States 

— Utilization — Statistics. 

Patients’ reasons for visiting physicians : 
the national ambulatory medical care 
survey, United States, 1977-78 /, 82- 
10635 


Ambushes and surprises. 

Sabres II : an individual resolution small 
arms combat simulation model /, 82- 
14877 

Simulating barrier penetration during 
combat /, 82-14793 

SOURCE : a convoy ambush simulation 
code /, 82-4121 


SOURCE user’s guide /, 82-14876 


America — Economic conditions. 
The Political economy of the Western 
Hemisphere : selected issues for U.S. 
policy : selected essays /, 82-2610 


America — Relations — United States. 
The Political economy of the Western 
Hemisphere : selected issues for U.S. 
policy : selected essays /, 82-2610 


American Battle Monuments Commission — 
Periodicals. 
Annual report of the American Battle 
Monuments Commission., 82-6912 


American chestnut — Diseases and pests — 
United States — Abstracts. 
U.S. Forest Service American chestnut 
cooperators’ meeting /, 82-4380 


American chestnut — Diseases and pests — 
United States — 


U.S. Forest Service American chestnut 
cooperators’ meeting /, 82-4380 


American Council of Learned Societies. 
American Council of Learned Societies : 
report together with dissenting views 
(to accompany H.R. 4769) (including 
cost estimate of the Congressional 
Budget Office)., 82-2411 


American Folklife Center. 
Activities of the American Folklife 
Center through 1980 /, 82-3771 
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American Historical Association — 
Periodicals. 
Annual report /, 


American Legion. 

Legislative priorities of the American 
Legion : hearing before the Committee 
on Veterans’ Affairs, House of Repre- 
sentatives, Ninety-seventh Co: 
first session, September 22, 1981., 
2730 


American Legion — Periodicals. 

National Convention of the American 
Legion, 82-14634 

Proceedings of ... National Convention of 
the American Legion., 82-14634 

Proceedings of the ... National Conven- 
tion of the American Legion., 82- 
2336, 82-2337, 82-6547 


American studies — China. 
Chinese knowledge of the United States : 
a preliminary survey /, 82-14044 


American Veterans of World War II and 

Korea. 

Legislative presentation of the Military 
Order of the Purple Heart and 
AMVETS : hearing before the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, April 2, 1981., 82- 
1116 


82-2201 


82- 


Americans in foreign countries. 
Your trip aboard /, 82-3810 


Americans in foreign countries — 
Employment. 
American employment generally favora- 
ble at international financial institutions 
: report to the Congress /, 82-3515 
American employment generally favora- 
ble at international financial institutions 


: Summary : : report to the Congress /, 
82-3516 


Americans in foreign countries — Taxation. 
Income tax benefits for U.S. citizens who 
go overseas., 82-11384 


Ammonia industry — Environmental aspects 
— United States. 
Source category survey : ammonia manu- 
facturing industry /, 82-5317 


Ammonia industry — United States. 
Impact of ammonia utilization by NOx 
flue gas treatment processes /, 82- 
13576 


Ammonoidea. 


Late Jurassic ammonites from Alaska /, 
82-13956 


Ammunition. 
Adjustments recommended in fiscal year 
1982 ammunition procurement and 
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modernization programs : report to the 
Chairman, Subcommittee on Defense, 
Committee on Appropriations, House 
of Representatives /, 82-10398 

Defense Department’s failure to properly 
manage conventional ammunition 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, November 
18, 1981., 82-15127 


Ammunition — Handbooks, manuals, etc. 
Ammunition service in the theater of op- 
erations /, 82-1438 


Ammunition — Maintenance and repair — 


Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 4921, 4923, 4925, 
4927. Torpedo maintenance, depth 
charges and underwater mines, ammu- 
nition maintenance and rocket mainte- 
nance checkout specialized equipment, 
82-4836, 82-4837 


Ammunition — Statistics. 
1977 census of manufactures, 


Amoeba. 

Presence of pathogenic amoebae in 
power plant cooling waters final report 
for the period October 15, 1977 to Sep- 
tember 30, 1979 /, 82-6677 


Amphibious warfare — Handbooks, manuals, 
etc. 


82-9217 


Amphibious training, 82-13217 
Amphiboles — Testing. 


Surface charge measurements of amphi- 
bole cleavage fragments and fibers /, 
82-5858 


Amplifiers, Audio. 

Multifunction audio amplifier equipment 
installation instructions / Department 
of Transportation, Federal Aviation 
Administration., 82-11497 


Vesatile Experimental Kelvar Array hy- 
drophones : USRD type H78 /, 82- 
3234 


Amplifiers, Audio — Design and 
construction. 
Satellite power systems (SPS) concept 
definition study (exhibit D) : solid-state 
amplifier investigation /, 82-735 


Amplifiers, Crossed-field — Design and 
construction. 
Satellite power systems (SPS) concept 
definition study (exhibit D) : solid-state 
amplifier investigation /, 82-735 


Amputees — United States — 
Rehabilitation. 
Oversight hearing on the effectiveness of 
prosthetic devices and sensory aids 
provided by the Veterans’ Administra- 





tion : hearing before the Subcommittee 
on Hospitals and Health Care of the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session, November 4, 
1981., 82-12285 


Amtrak. 

Congressional action is needed to resolve 
the® Northeast Corridor cost-sharing 
dispute : report /, 82-13711 

A high-speed passenger rail system for 
the United States : hearing before the 
Joint Econmic Committee, Congress of 
the United States, Ninety-seventh Con- 
gress, first session, July 23, 1981., 82- 
6787 


Amtrak — and expenditures. 
Amtrak authorization and rail passenger 
corridor development : hearings before 
the Subcommittee on Commerce, 
Transportation, and Tourism of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, March 10 
and 25, 1981., 82-6805 


Further improvements are needed in Am- 
trak’s passenger service contracts, but 
they won’t come easily : report to the 
Congress : summary /, 82-10337 


Amtrak — Approriations and expenditures. 
Further improvements are needed in Am- 
trak’s passenger service contracts, but 
they won’t come easily : report to the 
Congress /, 82-10336 


Analog-to-digital converters. 
A calibration service for analog-to-digital 
and digital-to-analog converters /, 82- 
117 


Analysis of covariance. 

An empirical investigation of the effect of 
the heteroscedasticity and heterogene- 
ity variance on the analysis of covar- 
iance and the Johnson-Neyman tech- 
nique /, 82-9755 


Analysis of variance. 

Experimental design plan for the down- 
town people mover demonstration 
projects /, 82-3953 

Field evaluation 
meters /, 82-6268 


Anatidae — Bibliography. 
An Annotated bibliography of literature 
on Alaska water birds /, 82-5923 


Anchorage (Alaska) — Climate — Statistics 
— Periodicals. 
Local climatological data. Anchorage, 
Alaska, annual summary with compara- 
tive data., 82-12848 


Anderson County (S.C.) — Maps. 
Important farmlands map, Anderson 
County, South Carolina /, 82-1179 


of miles-per-gallon 
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Andorra — Description and travel. 
Background notes, Andorra., 82-14264 


Andre, Frederic N., 1933- 

Nominations—Interstate Commerce 
Commission : hearing before the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-seventh Congress, first session, 
on nominations of Malcolm M.B. Ster- 
rett and Frederic N. Andre, to be 
members, Interstate Commerce Com- 
mission, October 7, 1981., 82-6776 


Andrew W. Breidenbach Environmental 
Research Center (Cincinnati, Ohio) 
Andrew W. Breidenbach Environmental 

Research Center, Cincinnati., 82- 
13533 


Andrew W. Breidenbach Environmental 
Research Center (Cincinnati, Ohio) 
Andrew W. Breidenbach Environmental 

Research Center, Cincinnati., 82- 
13534 


Anemometer. 
Dynamic behavior of a beam drag-force 
anemometer /, 82-6161 


Anemometer — Design and construction. 
No-moving parts anemometer design 
analysis program /, 82-9503 


Anesthesia. 
Topical anesthesis for endoscopic exami- 


nation of the upper and lower airways, 
82-906 


Anesthetics. 
Topical anesthesis for endoscopic exami- 


nation of the upper and lower airways, 
82-906 


*Animal Diseases — prevention & control — 
United States 
Weak management in animal disease con- 
trol program results in large economic 
losses : report to the Secretary of Agri- 
culture /, 82-13710 


Animal industry — Law and legislation — 
United States. 
Instructions for weighing livestock., 
12651 


Official United States standards for grade 
of slaughter cattle : title 7, ch. 1, pt. 53, 
sections 53.202-53.206 of the Code of 
Federal Regulations., 82-12633 


82- 


Animal industry — United States. 

Current livestock industry problems : 
hearing before the Subcommittee on 
Livestock, Dairy, and Poultry of the 
Committee on Agriculture, House of 
Representatives, Ninety-seventh Con- 
gress, first session, June 19, 1981, Sioux 
City, Iowa., 82-6750 
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Animal industry — United States — 
Statistics — Periodicals. 
Meat animals, production, disposition, 
and income, final estimates for ..., 82- 
12328 


Animal waste — United States. 
Biogas : energy from animal waste /, 
82-13333 


Environmental impact resulting from un- 
confined animal production /, 82-1670 


Animals, Habits and behavior of — 
Northeastern States. 
Forest habitat for mammals of the North- 
east /, 82-24 


*Animals, Laboratory — directories 
Current cancer research on animal, tissue, 
chemical and viral supply sources for 
cancer research., 82-5696, 82-10529 


Annealing of metals. 
Effect of heat treatment on high tempera- 
ture crack growth under static load in 
Alloy 718 /, 82-1546 


Annette (Alaska) — Climate — Statistics — 
Periodicals. 
Local climatological data. Annette, 
Alaska, annual summary with compara- 
tive data., 82-12849 


Anoxemia. 

Assessment of factors possibly contribut- 
ing to the susceptibility of sickle trait 
erythrocytes to mild hypoxia : I, design 
considerations and research protocol /, 
82-2276 


Changes in the oxygen-hemoglobin disso- 
ciation curve and time of useful func- 
tion at hypobaric pressures in rats after 
chronic oral administration of propran- 
olol /, 82-6454 


Antarctic Ocean — Navigation. 
Omega propagation correction tables for 
10.2 kHz : area 25, south polar, station 
B (Liberia) /, 82-4760 


Omega propagation correction tables for 
10.2 kHz : area 25, south polar, station 
C (Hawaii) /, 82-9619 

Omega propagation correction tables for 


10.2 kHz : area 25, south polar, station 
E (Reunion) /, 82-4761 

Omega propagation correction tables for 
10.2 kHz : area 25, south polar, station 
F (Argentina) /, 82-4762 

Omega propagation correction tables for 
10.2 kHz : area 25, south polar, station 
G (Australia) /, 82-9621 

Omega table : area 25, south polar, pair 
B-G (Liberia-Australia) /, 82-9618 

Omega table : area 25, south polar, pair 
C-G (Hawaii-Australia) /, 82-9620 

Omega table : area 25, south polar, pair 
E-G (Reunion-Australia) /, 82-9622 
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Omega table : area 25, south polar, pair 
F-G (Argentina-Australia) /, 82-9623 


Antarctic regions — Boundaries — Maps. 


Antarctica, stations and claims., 
11195 


Antarctic Treaty (1959) — Addresses, essays, 
lectures. 


The Antarctic Treaty : 20th anniversary., 
82-11210 


82- 


Antenna arrays. 
Currents on generalized Yagi structures / 
82-3229 


Measured performance characteristics of 
reflective Butler matrices /, 82-3254 


Nonlinear spectral analysis and adaptive 
array superresolution techniques /, 
82-3248 


Antenna feeds. 
Measured performance characteristics of 
reflective Butler matrices /, 82-3254 


Antennas, Dipole. 
Currents on generalized Yagi structures / 
82-3229 


Antennas (Electronics) 

Calculation of geostationary satellite foot- 
prints for certain idealized antennas /, 
82-4694 

Design of VHF and UHF communica- 
tions air/ground antennas : final report 
/, 82-14474 


Design of VHF and UHF communica- 
tions air/ground antennas : interim 
report /, 82-14471 

Maximum entropy wavenumber analysis 
/, 82-3238 


The selection of glide slope antenna pat- 
terns for use in the frequency assign- 
ment process /, 82-11551 


Antennas (Electronics) — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5985. Antennas, wa- 
veguide, and related equipment, 82- 
12961, 82-12962 


Antennas (Electronics) — Maintenance and 
repair. 
Development of a low-cost field fix for 
the RU-21H aircraft antenna /, 82-191 


Antennas (Electronics) — Standards — 

United States. 

NIJ standard for fixed and base station 
antennas : a voluntary national stand- 
ard promulgated by the National Insti- 
tute of Justice., 82-10998 


Anthracite coal — Rhode Island — 

Narragansett Bay Region. 

Exploration of coal and anthracitic carbo- 
naceous shale resources, Narragansett 
basin, Massachusetts and Rhode Island 
/, 82-13390 


Do not order from index; see indicated entry 





Subject Index 


Anthropology — Bibliography — Catalogs. 
Anthropology and archeology., 82-5651 


— California — Inyo County. 
A cultural resource management plan for 
the Fossil Falls/Little Lake locality /, 
82-656 


— Nevada. 

Prehistory, ethnohistory and history of 
Eastern Nevada : a cultural resources 
summary of the Elko and Ely Districts 
/, 82-14033 


Anthropometry — United States. 

Anthropometric relationships of body 
and body segment moments of inertia / 
, 82-3331 

Basic data on anthropometric meas- 
urements and angular measurements of 
the hip and knee joints, for selected 
age groups 1-74 years of age, United 
States, 1971-1975 /, 82-13856 


Anti-aircraft artillery. 
Air defense artillery /, 82-4951 


Antibiotics — Abstracts. 
Selected abstracts on chemotherapy of 
acute leukemia with anthracycline anti- 

biotics /, 82-13803 


* Antibiotics, Antineoplastic — abstracts 
Selected abstracts on chemotherapy of 
acute leukemia with anthracycline anti- 
biotics /, 82-13803 


Antietam, Baitle of, 1862. 
Antietam visit, 82-14008, 82-14009 


agents. 
Identification of some primary systemic 
mycotic agents /, 82-13885 


Antigens — Abstracts. 
Current cancer research on tumor-related 
antigens., 82-10559 


Current cancer research on tumor-related 
antigens : their identification, isolation, 
and characterization., 82-10545 


* Antigens, Neoplasm — directories 
Current cancer research on tumor-related 
antigens : their identification, isolation, 
and characterization., 82-10545 


*Antigens, Viral — directories 
Current cancer research on tumor-related 
antigens : their identification, isolation, 
and characterization., 82-10545 


Antihistamines — Physiological effect. 
Effects of aspirin and dimenhydrinate 
(Dramamine) on visual processes /, 
82-5106 


Antineoplastic agents — Abstracts. 
Current cancer research on anticancer 
drugs : preclinical pharmocology and 
effectiveness., 82-10563 
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Current cancer research on interferon 
and other anticancer and antiviral 
agents., 82-10561 

Current cancer research on isolation, syn- 
' thesis, and screening of anticancer 
agents., 82-5721 

Current cancer research on preclinical 
studies of pharmacokinetics, effective- 
ness and mechanisms of action of anti- 
cancer drugs., 82-5692 


Selected abstracts on vitamin A in cancer 
biology /, 82-5728 


* Antineoplastic Agents — directories 
Current cancer research on isolation, syn- 
thesis, and screening of anticancer 
agents., 82-5721 


Current cancer research on preclinical 
studies of pharmacokinetics, effective- 
ness and mechanisms of action of anti- 
cancer drugs., 82-5715 


Antiquities. 
An archeological survey of the Ajo Crest 
Organ Pipe Cactus National Monument 
southwestern Arizona /, 82-5903 


Antiquities — Collection and preservation. 
The Curation and management of archeo- 
logical collections : a pilot study., 82- 
5951 


Antitrust law. 
Strategy, predation, and antitrust analysis 
/, 82-13698 


Antitrust law — United States. 

The Antitrust Reciprocity Act of 1981 : 
hearing before the Committee on the 
Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 816 ... April 20, 1981., 82-1081 


Divorcement of motor fuel service sta- 
tions : hearings before the Committee 
on the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 326 ... July 30 and October 21, 
1981., 82-15158 


Extension of certain international energy 
authorities : report (to accompany S. 
1475) (including cost estimate of the 
Congressional Budget Office)., 82- 
2395 


Extension of the expiration date of sec- 
tion 252 of the Energy Policy and 
Conservation Act : hearing before the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on S. 
1475 ... July 20, 1981., 82-12134 


The Foreign Trade Antitrust Improve- 
ments Act : hearing before the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 795 ... June 17, 1981., 
82-15157 





Aquatic biology Periodicals Bibliography. 


Papers on business strategy and antitrust., 
82-3499 


Antiviral agents — Abstracts. 
Current cancer research on antiviral 
agents and procedures., 82-10546 


Anxiety. 
Stress, anxiety, and the air traffic control 
specialist : some conclusions from a 
decade of research /, 82-3926 


Anxiety — Testing. 
Stress in air traffic personnel : low-densi- 
ty towers and flight service stations /, 
82-3911 


Aortocoronary bypass. 

Overview of aortocoronary bypass graft- 
ing for the treatment of coronary 
artery disease : an internist’s perspec- 
tive /, 82-10497 


Apache Lake (Ariz.) — Maps. 
Roosevelt Lake and Apache Lake, Tonto 
National Forest, Arizona /, 82-1153 


Aplastic anemia. 

Proceedings of the Conference on Aplas- 
tic Anemia—a Stem Cell Disease : 
June 17-19, 1979, Jack Tar Hotel, San 
Francisco, California /, 82-548 


Appalachian region — Economic conditions. 
Appalachia : a reference book /, 82- 
4086 


Appalachian region — Social conditions. 
Appalachia : a reference book /, 82- 
4086 


Appalachian Trail. 

Comprehensive plan for the protection, 
management, development and use of 
the Appalachian National Scenic Trail 
/, 82-14005 


Appalachian Trail — Maps. 
Appalachian Trail, Chattahoochee Na- 
tional Forest, Georgia., 82-17 


Appalachian Trail, Tennessee and North 
Carolina /, 82-4337 


Appellate courts — United States. 

Courts of Appeals for the Federal Circuit 
Act of 1981 : report together with dis- 
senting views (to accompany H.R. 
4482)., 82-4078 


Federal Courts Improvement Act of 
1981—S. 21 and State Justice Institute 
Act of 1981—S. 537 : hearing before 
the Subcommittee on Courts of the 
Committee on the Judiciary, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 21 ... and S. 
537 ... May 18, 1981., 82-4259 


Appellate procedure — United States. 
Appeals expediting systems : an evalua- 
tion of second and eighth circuit proce- 
dures /, 82-14073 
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Applications for positions — Data 


processing. 

Applicant EEO data systems in state and 
local governments : practical applica- 
tion and current developments /, 82- 
14251 


Periodicals. 
Bulletin of courses /, 82-10628 


Apportionment (Election law) — United 
States. 


Census activities and the decennial census 
: hearing before the Subcommittee on 
Census and Population of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H.R. 
1990 ... June 11, 1981., 82-1095 


Apprentices. 
Apprenticeship in the building and con- 
struction trades., 82-14131 


Apprentices — United States. 

Apprentice training., 82-14130 

The US Army Missile and Munitions 
Center and School apprenticeship pro- 
gram for the trade of electrical-instru- 
ment repairer., 82-9737 

The US Army Ordnance Center and 
School apprenticeship program for the 
trade of heavy duty equipment me- 
chanic., 82-9736 


The US Army Ordnance Center and 
School apprenticeship program for the 
trade of small weapons repairer., 82- 
9735 


The US Army Signal School apprentice- 
ship program for the trade of control 
room technician (radio and television 
broadcasting)., 82-9738 

A women’s guide to apprenticeship., 82- 
689 


Aquaculture. 
Biomass production anaerobic digestion, 
and nutrient recycling of small benthic 
or floating seaweeds /, 82-13363 


Aquaculture — United States — Statistics 
— Periodicals. 
Aquaculture outlook & situation /, 82- 
2827, 82-2829 


Aquatic animals — Effect of water pollution 
on, 
Evaluation of factors affecting the toxic- 
ity of chlorine to aquatic organisms /, 
82-2503 


Aquatic biology — Periodicals — 
Bibliography. 
List of periodicals monitored for the 
ASFIS bibliographic database /, 82- 
12837 


Page I-757 





Aquatic biology U.S. 


Aquatic biology — United States. 
Aquatic Rational Threshold Value 
(RTV) concepts for Army environmen- 
tal impact assessment /, 82-5056 


Aquatic ecology. 
A model for radioactive transport in the 
aquatic ecosystem /, 82-6671 


Aquatic ecology — Congresses. 

Proceedings of the First and Second 
USA-USSR Symposia on the Effects of 
Pollutants upon Aquatic Ecosystems., 
82-13545 


Aquatic ecology — Mathematical models. 
Process notebook for aquatic ecosystem 
simulation /, 82-4136 


Aquatic ecology — Soviet Union — 


Congresses. 

Proceedings of the First and Second 
USA-USSR Symposia on the Effects of 
Pollutants upon Aquatic Ecosystems., 
82-13545 


Proceedings of the third USA-USSR 
Symposium on the Effects of Pollutants 
Upon Aquatic Ecosystems : theoretical 
aspects of aquatic toxicology, July 2-6, 
1979, Borok, Jaroslav Oblast, USSR /, 
82-5262 


Aquatic ecology — United States. 
Riparian ecosystems : their ecology and 
status /, 82-14023 


Aquatic ecology — United States — 


Congresses. 

Proceedings of the First and Second 
USA-USSR Symposia on the Effects of 
Pollutants upon Aquatic Ecosystems., 
82-13545 

Proceedings of the third USA-USSR 
Symposium on the Effects of Pollutants 
Upon Aquatic Ecosystems : theoretical 
aspects of aquatic toxicology, July 2-6, 
1979, Borok, Jaroslav Oblast, USSR /, 
82-5262 


Aquatic plants — Chesapeake Bay (Md. and 
Va.) 
Distribution and abundance of submerged 
aquatic vegetation in the lower Chesa- 
peake Bay, Virginia /, 82-3394 


Aquatic sports facilities — United States — 


Planning. 
Fulfilling recreation and open space re- 
quirements in water quality manage- 


82-14037 


Aquatic weeds — United States. 
Cultivation of macroscopic marine algae 
and fresh water aquatic weeds /, 82- 
13362 


ment planning., 


Michigan. 
Ground water of coal deposits, Bay 
County, Michigan /, 82-1945 
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Aquifers — Nebraska. 
Investigation of artificial recharge of 
aquifers in Nebraska /, 82-586 


Aquifers — New Jersey — Mathematical 
models. 

Digital computer simulation model of the 
Englishtown aquifer in the northern 
Coastal Plain of New Jersey /, 82- 
10728 


Aquifers — New Mexico. 

Mathematical model of the Tesuque 
aquifer system underlying Pojoaque 
River basin and vicinity, New Mexico 
/, 82-1952 


Aquifers — New Mexico — Santa Fe 
County — Mathematical models. 
Simulation of an aquifer test on the Tesu- 

que Pueblo Grant, New Mexico /, 
82-1951 


Aquifers — New York (State) — Cortland 

County — Maps. 

Geohydrology of the valley-fill aquifer in 
the Cortland-Homer-Preble area, Cort- 
land and Onondaga Counties, New 
York /, 82-10848 


Aquifers — New York (State) — Elmira 
region — Maps. 
Geohydrology of the valley-fill aquifer in 
the Elmira area, Chemung County, 
New York /, 82-10851 


Aquifers — New York (State) — Fulton — 
Maps. 
Geohydrology of the glaciolacustrine 
aquifer in the Fulton area, Oswego 
County, New York /, 82-10849 


Aquifers — New York (State) — Onondaga 

County — Maps. 

Geohydrology of the valley-fill aquifer in 
the Cortland-Homer-Preble area, Cort- 
land and Onondaga Counties, New 
York /, 82-10848 


Aquifers — New York (State) — 
Schenectady — Maps. 
Geohydrology of the valley-fill aquifer in 
the Schenectady area, Schenectady 
County, New York /, 82-10850 


Aquifers — Oklahoma. 

A preliminary appraisal of the Garber- 
Wellington aquifer, southern Logan 
and northern Oklahoma Counties, 
Oklahoma /, 82-10735 


Aquifers — Texas — Stanton. 
Preliminary data from a series of artificial 
recharge experiments at Stanton, Texas 
/, 82-3692 


Aquifers — United States. 

Environmental assessment Aquifer 
Thermal Energy Storage Program., 
82-13298 
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Aquifers — Utah. 
Three dimensional  digital-computer 
model of the Ferron sandstone aquifer 
near Emery, Utah /, 82-1931 


Aquifiers — Arkansas River watershed — 
Data 


Digital model of the Bayou Bartholomew 
alluvial aquifier-stream system, Arkan- 
sas /, 82-10797 


Aquifiers — Arkansas River watershed — 
Mathematical models. 
Digital model of the Bayou Bartholomew 
alluvial aquifier-stream system, Arkan- 
sas /, 82-10797 


Arab countries — Bibliography — Catalogs. 
Middle East., 82-5643 


Arabia — Description and travel. 
A Pocket guide to the Arabian Peninsu- 
la., 82-12903 


Aransas County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Aransas County, Texas /, 
82-4411 


Arapaho National Forest (Colo.) 

Arapaho and Roosevelt National Forest 
land and resource management plan : 
summary of the draft environmental 
impact statement and the forest plan., 
82-12548 


The Arapaho and Roosevelt National 
Forests : land and resource manage- 
ment plan /, 82-12547, 82-12549 


Arapaho National Forests, Colo. 
The Arapaho and Roosevelt National 
Forests : land and resource manage- 
ment plan /, 82-12547, 82-12549 


Arbitration, Industrial — United States — 
Periodicals. 
Annual report of the National Labor Re- 
lations Board for the fiscal year ended 
September 30 ..., 82-6072 


Arbitration and award — California. 
Evaluation of court-annexed arbitration 
in three federal district courts /, 82- 
670 


Arbitration and award — Connecticut. 
Evaluation of court-annexed arbitration 
in three federal district courts /, 82- 
670 


Arbitration and award — Pennsylvania. 
Evaluation of court-annexed arbitration 
in three federal district courts /, 82- 
670 


Arbor day. 


State trees and arbor days., 82-12406 





January — June 1982 


Archaeological museums and collections — 
United States. 
The Curation and management of archeo- 
logical collections : a pilot study., 82- 
5951 


Archaeological investigations in the 
southern Sierra Nevada : the Bear 
Mountain segment of the Pacific Crest 
Trail /, 82-5944 

The Archaeology of the McCain Valley 
Study Area in Eastern San Diego 
County, California : a scientific Class II 
cultural resource inventory /, 82-5942 

Sample inventories of oil & gas fields in 
Eastern Utah, 1978-1979 /, 82-1989 


Archaeology — Bibliography — Catalogs. 
Anthropology and archeology., 82-5651 


Archaeology and state — United States. 
Historic and archeological preservation : 
an orientation guide., 82-6300 


Archer, Jacob Cosio. 
Jacobo Cosio-Franco : report (to accom- 
pany H.R. 1796)., 82-14642 


Architects — United States — Directories. 
DCPA national directory of fallout shel- 
ter analysts and their associated archi- 
tectural and engineering firm. 82- 
9654 


Architecture — Bibliography — Catalogs. 
Architecture., 82-5607 


Architecture — United States — 
Conservation and restoration — 
Periodicals. 

Report to the President and the Congress 
of the United States /, 82-2432 


Architecture — United States — Designs 
and plans. 
Definitive designs for Marine Corps facil- 
ities., 82-9874 


Architecture, Domestic — United States — 
Bibliography — Catalogs. 
The home., 82-3536 


Architecture, Georgian — United States. 
Addendum, Historic structure report, ar- 
chitectural data section Hampton 
mansion, Hampton National Historic 
Site, Towson, Maryland /, 82-10907 


Historic structure report, architectural 
data section Hampton mansion, 
Hampton National Historic Site, 
Towson, Maryland / c prepared by 
Jean Carlton Parker., 82-10906 


Architecture and climate — United States. 
Climate classification analysis : technical 
support document for the proposed 
energy performance standards for new 
buildings., 82-316 





Architecture and energy conservation. 


Performance of the Norris Cotton Feder- 
al Office Building for the first 3 years 
of operation /, 82-4614 


Architecture and energy conservation — 


United States. 

Climate classification analysis : technical 
support dociment for the proposed 
energy performance standards for new 
buildings., 82-316 

Draft regulatory analysis : technical sup- 
port document for the proposed energy 
performance standards for new build- 
ings., 82-319 


Energy budget levels selection : technical 
support document for the proposed 
energy performance standards for new 
buildings., 82-318 

Energy efficiency labels for buildings : 
hearing before the Subcommittee on 
Energy Conservation and Power of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 21, 
1981., 82-12153 


Passive and active solar heating analysis : 
technical support document for the 
proposed energy performance stand- 
ards for new buildings., 82-317 

The Standard evaluation technique : tech- 
nical support document for notice of 
proposed rulemaking on energy per- 
formance standards for new buildings., 
82-1633 


Architecture and energy conservation — 


United States — Statistical methods. 

Statistical analysis : technical support 
document for notice of proposed rule- 
making on energy performance stand- 
ards for new buildings., 82-320 


Architecture and physically handicapped 


students — Designs and plans. 

Modifying the existing campus building 
for accessibility : construction guide- 
lines and specifications /, 82-10024 


Architecture and recreation. 


A guide to designing accessible outdoor 
recreation facilities /, 82-5949 


Architecture and the handicapped. 


A guide to designing accessible outdoor 
recreation facilities /, 82-5949 


Architecture and the handicapped — United 


States. 

Conceptual study of handicapped facili- 
ties for new subway station designs : 
final report /, 82-6485 


Architecture and the physically handicapped 


— United States. 

Access for handicapped students to 
higher education : a reference hand- 
book /, 82-344 
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crossings for use by bicyclists, pedestri- 
ans, and the icapped : a literature 
review /, 82-14358 


Archives. 


Conserve 0 gram., 82-14018 


Archives — United States — Handbooks, 


manuals, etc. 
Disposition of federal records., 82-3581 


Arctic Ocean — Navigation. 


Omega propagation correction tables for 
10.2 kHz : area 01, northern Europe, 
station A (Norway) /, 82-4726 


Omega propagation correction tables for 
10.2 kHz : area 01, northern Europe, 
station E (Reunion) /, 82-4728 


Omega propagation correction tables for 
10.2 kHz : area 01, northern Europe, 
station H (Japan) /, 82-4729 


Omega propagation correction tables for 
10.2 kHz : area 02, central U.S.S.R., 
station B (Liberia) /, 82-4730 


Omega propagation correction tables for 
10.2 kHz : area 03, eastern U.S.S.R., 
station A (Norway) /, 82-4731 


Omega propagation correction tables for 
10.2 kHz : area 03, eastern U.S.S.R., 
station H (Japan) /, 82-4735 


Omega propagation correction tables for 
10.2 kHz : area 03, eastern USSR, sta- 
tion B (Liberia) /, 82-4732 


Omega propagation correction tables for 
10.2 kHz : area 03, eastern USSR, sta- 
tion D (North Dakota) /, 82-4733 


Omega propagation correction tables for 
10.2 kHz : area 03, eastern USSR, sta- 
tion E (Reunion) /, 82-4734 


Omega propagation correction tables for 
10.2 kHz : area 04, Alaska, station C 
(Hawaii) /, 82-9597 


Omega propagation correction tables for 
10.2 kHz : area 04, Alaska, station D 
(North Dakota) /, 82-9598 


Omega propagation correction tables for 
10.2 kHz : area 04, Alaska, station E 
(Reunion) /, 82-5181 


Omega propagation correction tables for 
10.2 kHz : area 04, Alaska, station H 
(Japan) /, 82-4736 


Omega propagation correction tables for 
10.2 kHz : area 05, Canada, station A 
(Norway) /, 82-4737 


Omega propagation correction tables for 
10.2 kHz : area 05, Canada, station B 
(Liberia) /, 82-4738 


Omega propagation correction tables for 
10.2 kHz : area 05, Canada, station C 
(Hawaii) /, 82-4739 
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Arctic Ocean Navigation. 


propagation correction tables for 
10.2 kHz : area 05, Canada, station D 
(North Dakota) /, 82-9599 


Omega propagation correction tables for 
10.2 kHz : area 05, Canada, station F 
(Argentina) /, 82-4740 

Omega propagation correction tables for 
10.2 kHz : area 05, Canada, station H 
(Japan) /, 82-9600 

Omega propagation correction tables for 
10.2 kHz : area 06, Greenland, station 
D (North Dakota) /, 82-4744 


Omega propagation correction tables for 
13.6 kHz : area 00, north polar, station 
A (Norway) /, 82-4763 


Omega propagation correction tables for 
13.6 kHz : area 00, north polar, station 
D (North Dakota) /, 82-4764 


Omega propagation correction tables for 
13.6 kHz : area 03, eastern U.S.S.R., 
station A (Norway) /, 82-4765 


Omega propagation correction tables for 
13.6 kHz : area 03, eastern U.S.S.R., 
station D (North Dakota) /, 82-4766 

Omega propagation correction tables for 
13.6 kHz : area 03, eastern U.S.S.R., 
station H (Japan) /, 82-4767 


— Isotopes. 

Argon/UF6 plasma experiments : UF6 
regeneration and product analysis /, 
82-732 

Irradiation of samples for “Ar/**Ar 
dating using the Geological Survey 
TRIGA reactor /, 82-1925 


Argonne National Laboratory. 

The Department of Energy needs better 
procedures for selecting a contractor to 
operate Argonne National Laboratory : 
report to the Congress /, 82-465 


Arid regions — 

Arid land resource inventories : develop- 
ing cost-efficient methods ; an interna- 
tional workshop, November 30-Decem- 
ber 6, 1980, La Paz, Mexico - de recur- 
sos de tierra aridas : desarrollo de 
meodos eficientes en Inventarios de re- 
cursos de tiezra aridas : desarrollo de 
meodos eficientes en costos /, 82-40 


Arizona — Antiquities. 
Reward mine and associated sites : his- 
torical archeology on the Papago Res- 
ervation /, 82-14017 


Climatological data, annual summary. Ar- 
izona., 82-126 


Arizona — Industries — Periodicals. 
County business patterns, Arizona., 
4592 


82- 


Arizona — Manufactures — Statistics. 
1977 census of manufactures, 82-9145 
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Arizona — 
‘Arizona strip wilderness, environmental 
impact statement /, 82-5782 


Arizona — Population — Statistics. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 4. Arizona., 82-9289 


1980 census of population and housing: 
Arizona, preliminary population and 
housing unit counts., 82-12744 


Arizona Public Service Company. 
APS/SDG&E interconnection project: 
supplement to the draft environmental 
document /, 82-14024 


Arkansas — Manufactures — Statistics. 
1977 census of manufactures, 82-9146 


Arkansas — Population — Statistics. 
1980 census of population and housing : 
Arkansas, preliminary population and 
housing unit counts., 82-3072 


Arkansas — Statistics. 
Discharge data at water-quality monitor- 
ing stations in Arkansas : 1979 water 
year /, 82-591 


Arkansas River — Navigation. 
Guide to the McClellan-Kerr Arkansas 
River navigation system., 82-4976 


Arkansas River watershed — Floods — 

Mathematical models. 

Rainfall-runoff modeling and preliminary 
regional flood characteristics of small 
rural watersheds in the Arkansas River 
basin in Colorado /, 82-3680 


Armaments. 
Munitions materiel management /, 82- 
4963 


Armed Forces — Appropriations and 
expenditures — Statistics — Periodicals. 
World military expenditures and arms 

transfers /, 82-12685 


Armed Services Vocational Aptitude Battery. 
Prediction of reading grade levels of 
service applicants from Armed Serv- 
ices Vocational Aptitude Battery 
(ASVAB) /, 82-285 


Armored vessels — United States. 
Down to the Monitor, 82-12839, 82- 
12840 


Arms and armor — E! Salvador. 
Communist interference in El Salvador : 
February 23, 1981., 82-14272 


Arms and armor — Standards. 

NIJ standard for ballisitc resistant protec- 
tive materials : a voluntary national 
standard promulgated by the National 
Institute of Justice., 82-10997 
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Selection and application guide to police 
body armor., 82-10994 


Arms and armor — Testing. 

NIJ standard for ballisitc resistant protec- 
tive materials : a voluntary national 
standard promulgated by the National 
Institute of Justice., 82-10997 


Arms and armor — United States. 
Armor /, 82-160 
Foam Overhead Cover Support 
(FOCOS) system for dismounted and 
mounted TOW positions /, 82-1483 
Vehicle access and control planning doc- 
ument /, 82-4111 


Vehicle access and _ search 
manual /, 82-4112 


training 


Arms and armor — United States — 
Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 1000. Weapons, 
82-4785 


Arms control, 

Nomination of Edward L. Rowny : hear- 
ings before the Committee on Foreign 
Relations, United States Senate, 
Ninety-seventh Congress, first session, 
on the nomination of Edward L. 
Rowny, of Virginia, to be U.S. special 
representative for arms control and 
disarmament negotiations with the rank 
of ambassador, July 9, and 10, 1981., 
82-4238 


Restraint of conventional arms transfers / 
82-2153 


Review of administration initiatives on 
strategic, theater, and conventional 
arms control : briefing of the Subcom- 
mittee on International Security and 
Scientific Affairs of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, November 20, 1981., 82-12164 

Strategic weapons proposals : hearings 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety-sev- 
enth Congress, first session, on the for- 
eign policy and arms control implica- 
tions of President Reagan’s strategic 
weapons proposals., 82-6837 


Arms control — Addresses, essays, lectures. 
Arms control and strategic nuclear forces 
: November 4, 1981 /, 82-11261 
Arms control for the 1980s : an American 
policy, July 14, 1981 /, 82-11207 
Strengtening NATO’s defense : Decem- 


ber 12, 1979 / Secretary Vance., 82- 
11212 


U.S. program for and arms control 
: November 18, 1981 /, 82-11205 





January — June 1982 


Arms control — Bibliography — 
Disarmament and arms control., 


Arms control — Periodicals. 

U.S. Arms Control and Disarmament 
Agency ... annual report : message 
from the President of the United 
States, transmitting the Annual report 
of the U.S. Arms Control and Disarm- 
ament Agency, pursuant to section 50 
of the Arms Control and Disarmament 
Act as amended (75 stat. 639, 89 stat. 
760), 82-15110 


U.S. Arms Control and Disarmament 
Agency ... annual report (Committee 
print), 82-15110 


Arnett, G. Ray, 1924- 

Nomination of G. Ray Arnett : hearing 
before the Committee on Environment 
and Public Works, United States 
Senate, Ninety-seventh Congress, first 
session, on the nomination of G. Ray 
Arnett to be assistant secretary of the 
interior for fish, wildlife, and parks, 
May 5, 1981., 82-4266 


Arrest (Police methods) 
Arrest procedures for driving while in- 
toxicated /, 82-11605 


82-5572 


Arsenic — Environmental aspects. 
Behavior of arsenic in a static bed during 
roasting of copper smelter feed /, 82- 
5855 


Arson investigation. 
Arson control guide for volunteer fire de- 
partments /, 82-10311 


Art — Conservation and restoration — 
Washington (D.C.) 
Matting and hinging of works of art on 
paper /, 82-6065 


Art — Germany (West) 

Authorization to secretary of the Army 
to return certain works of art to the 
Federal Republic of Germany : report 
(to accompany H.R. 4625) (including 
cost estimate of the Congressional 
Budget Office)., 82-6585 


Full committee consideration of H.R. 
4448 ... H.R. 4624 ... H.R. 4625 ... H.R. 
3464 ... H.R. 4792 ... H.R. 4543 ... H.R. 
4591 ... H.R. 3502... /, 82-12094 


Hearing on H.R. 3555, to authorize the 
Secretary ... before the Investigations 
Subcommittee on the Commmittte on 
Armed Services, House of Representa- 
tives, Ninety-seventh Congress, first 
session, July 16, 1981., 82-1023 


Art — 
Matting and hinging of works of art on 
paper /, 82-6065 
Art — Matting. 


Matting and hinging of works of art on 
paper /, 82-6065 





Artificial satellites Design Congresses. 


Art — Study and teaching — United States. 
Procedural handbook, 1978-79 art assess- 
ment /, 82-13513 


Art — Study and teaching — United States 
— Statistics. 
Art and young Americans, 1974-79 : re- 
sults from the Second National Art As- 
sessment /, 82-13512 


Art — United States — Bibliography — 
Catalogs. 


Art and artists., 82-5559 


Art — United States — Scholarships, 
etc. — Periodicals. 
Visual arts /, 82-14241 


Art centers — Economic aspects — 
Maryland — Baltimore. 
Economic impacts of arts and cultural in- 
stitutions : a model for assessment and 
a case study in Baltimore /, 82-759 


Art industries and trade — United States — 
Employees — Statistics. 
Occupational employment : pens, pencils, 
office and art supplies industry, June 
1971 /, 82-2032 


Arteriosclerosis — United States. 
Arteriosclerosis, 1981 : report of the 
Working Group on Arteriosclerosis of 
the National Heart, Lung, and Blood 
Institute /, 82-10597 


Artesian wells — New Mexico. 

Drilling, construction, and testing of 
water-supply wells 21 and 22, White 
Sands Missile Range, Dona Ana 
County, New Mexico /, 82-13966 


Arthritis. 
Interviewing guides for specific disabil- 
ities : arthritis and other rheumatic dis- 
eases., 82-14135 


Arthritis — Audiovisual-aids — Catalogs. 
Audiovisual materials catalog /, 82-1839 


Arthritis — Indexes — Periodicals. 
Catalog /, 82-13811 


Arthritis — Research — United States — 

Periodicals. 

Annual report of the Director, National 
Institute of Arthritis, Metabolism, and 
Digestive Diseases, 82-13813 

Annual report on the arthritis program, 
82-13813 


The Arthritis program : annual report of 
the Director, National Institute of Ar- 
thritis, Metabolism, and Digestive Dis- 
eases., 82-13813 


Arthritis — Research grants — United 
States — Periodicals. 
Annual report of the Director, National 
Institute of Arthritis, Metabolism, and 
Digestive Diseases, 82-13813 
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Annual report on the arthritis program, 
82-13813 

The Arthritis program : annual report of 
the Director, National Institute of Ar- 
thritis, Metabolism, and Digestive Dis- 
eases., 82-13813 

Arthritis — United States. 

How to cope with arthritis /, 82-5742 

The war on arthritis : when does it 
begin? : hearing before the Subcommit- 
tee on Health and Long-Term Care of 
the Select Committee on Aging, House 
of Representatives, Ninety-seventh 
Congress, first session, June 10, 1981., 
82-6738 


Arthur W. Radford (Ship) 
USS Arthur W. Radford : DD-968 : 
Unitas XXI—WATC ’80., 82-226 


Artificial legs. 

Oversight hearing on the effectiveness of 
prosthetic devices and sensory aids 
provided by the Veterans’ Administra- 
tion : hearing before the Subcommittee 
on Hospitals and Health Care of the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session, November 4, 
1981., 82-12285 


Artificial light gardening. 
Growth of hybrid poplars, white spruce, 
and jack pine under various artificial 
lights /, 82-2782 


Artificial satellites. 
Calculation of geostationary satellite foot- 
prints for certain idealized antennas /, 
82-4694 


GPS NAVSTAR-4 and NTS-2 long term 
frequency stability and time transfer 
analysis /, 82-3259 

Initial design for NTS time transfer re- 
ceiver /, 82-3242 

A model of the near-Earth environment 
and application to the ISEE-A and -B 
orbit /, 82-2080 


Artificial satellites — Attitude control 
systems. 
An attitude predictor/target selector /, 
82-4640 


Artificial satellites — Congresses. 
Proceedings of the Workshop on Strato- 
spheric and Mesopheric (sic) Impacts 
of Satellite Power System (SPS), 
Sheraton O’Hare Hotel, Rosemont, IIli- 
nois, September 6-8, 1978 /, 82-13249 
Artificial satellites — Design — Congresses. 
Spacecraft charging technology, 1980., 
82-14225 
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Artificial satellites — Launching. 
Transonic pressure and load distributions 
for a group of simulated launch vehi- 
cles /, 82-6078 


Artificial satellites — Models. 
Use of environmental satellite data for 
input to energy balance snowmelt 
models., 82-9566 


Artificial satellites, American. 

Satellite communications/direct broadcast 
satellites : hearing before the Subcom- 
mittee on Telecc ications, Con- 
sumer Protection, and Finance of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, December 
15, 1981., 82-15094 





Artificial satellites in aeronautics. 
The role of the operational sateilites in 
the aviation weather system /, 82- 
3936 


Very-high-frequency aerosat airborne ter- 
minal /, 82-11536 


Artificial satellites in navigation. 
The contribution of Navigation Technol- 
ogy Satellites to the global positioning 
system /, 82-3253 


Artificial satellites in telecommunication. 
Broadcasting-satellite and fixed-satellite 
service consideration after the 1979 
World Administrative Radio Confer- 
ence., 82-12893 


International broadcasting : direct broad- 
cast satellites : hearing before a sub- 
committee on the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, October 23, 1981., 82- 
6840 


International shortwave broadcasting and 
direct broadcast satellites : Voice of 
America, Radio Free Europe/Radio 
Liberty, Radio Marti : twentieth report 
/, 82-6598 


Satellite communications/direct broadcast 
satellites : hearing before the Subcom- 
mittee on Telecx ications, Con- 
sumer Protection, and Finance of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, December 
15, 1981., 82-15094 





Artificial satellites in telecommunication — 
United States. 
NASA space communications program : 
report /, 82-15196 


Artificial satellites in telecommunication — 
United States — Cost of Operation. 
Propagation effects handbook for satellite 

systems design : summary of progaga- 
tion impairments on 10 to 100 GHz 
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satellite links with techniques for 
system design /, 82-14224, 82-14239 
Artillery, Field and mountain — Handbooks, 
manuals, etc. 
Field artillery radar crew member., 82- 
13041 


Artillery, Field and mountain — United 
States. 
Field artillery /, 82-1451 


Artillery, Field and mountain — United 
States — Haadbooks, manuals, etc. 
Field artillery radar crew member., 

13040 


Field artillery support., 


Artillery drill and tactics. 
Artillery engagement simulation /, 82- 
9780 


$2-5139 


Artists — United States — Bibliography — 
Art and artists., 


Asbestos. 
Evaluation of a commercial vacuum 
system for the removal of asbestos /, 
82-10131 


Asbestos — Bibliography. 
Asbestos hazards : a selected bibliogra- 
phy /, 82-10115 


82-5559 


Asbestos — Environmental aspects — United 

States. 

Sprayed asbestos-containing materials in 
buildings : a guidance document /, 
82-10099 

Standards support document, promulgat- 
ed amendments to the national emission 
standard for asbestos /, 82-3378 


Asbestos — Law and legislation — United 
States. 
Standards support document, promulgat- 
ed amendments to the national emission 
standard for asbestos /, 82-3378 


Asbestos — Toxicology — United States. 
Support document for proposed rule on 
friable asbestos-containing materials in 
school buildings : health effects and 
magnitude of exposure., 82-3401 


Asbestos —- United States — Safety 
measures. 
Asbestos 

14127 


worker health alert., 82- 


Asbestos dust — Environmental aspects — 
France — Paris. 
Measurement of asbestos air pollution 
inside building sprayed with asbestos /, 
82-5328 


Asbestos fibers. 
The attorney general’s asbsetos liability 
report to the Congress : pursuant to 
section 8(b) of the Asbestos School 
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Hazard Detection and Control Act of 
1980 /, 82-2611 


Support document for proposed rule on 
friable asbestos-containing materials in 
school buildings : health effects and 
magnitude of exposure., 82-3401 


Asbestos fibers — Abstracts. 
Selected abstacts on the role of asbestos 
in human cancer., 82-13798 


Asbestos industry — United States — 
Statistics. 


1977 census of manufactures, 82-9209 


Ascension Parish (La.) — Maps. 
Important farmlands, Ascension Parish, 
Louisiana /, 82-68 


Asellidae. 
The subterranean Asellids (Caecidotea) of 
Illinois : (Crustacea, Isopoda, Aselli- 
dae) /, 82-6228 


Asheville (N.C.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Asheville, 
North Carolina, annual summary with 
comparative data., 82-9525 


Asia, Southeastern — Foreign relations — 

United States. 

U.S. policy in Southeast Asia : hearings 
before the Subcommitteeon East Asian 
and Pacific Affairs of the Committee 
on Foreign Relations, United States 
Senate, Ninety-seventh Congress, first 
session, on U.S. policy objectives in 
Southeast Asia and the factors which 
shape these objectives, July 15, 21, and 
22, 1981., 82-4240 


Asia, Southeastern — Foreign relations — 
United States — Addresses, essays, 
lectures. 

U.S. interests in Southeast Asia : 


July 
1981., 82-11242 


Asian Americans — Civil rights — 
Congresses. 


Civil rights issues of Asian and Pacific 
Americans : myths and realities : May 
8-9, 1979, Washington, D.C., : a con- 
sultation /, 82-3135 


Asian Americans in business — United 
States — Statistics. 
1977 survey of minority-owned business 
enterprises, 82-9479 


Asian Development Bank. 

Improving independent evaluation sys- 
tems in the multilateral development 
banks : report to the Congress /, 82- 
492 


Improving independent evaluation sys- 
tems in the multilateral development 
banks : summary : report to the Con- 
gress /, 82-493 
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Aspen. 

Clone expansion and competition be- 
tween quaking and bigtooth aspen 
suckers after clearcutting /, 82-12451 

Elk-aspen relationships on a prescribed 
burn /, 82-12478 

Quaking aspen, seed germination and 
early seedling growth /, 82-12449 


Rationale for continued exemption of as- 
phalt from mandatory petroleum allo- 
cations regulations /, 82-13457 


Asphalt — Environmental aspects — United 
States. 

Control of volatile organic compounds 

from use of cutback asphalt /, 82- 
10095 


— Standards. 

Standards of performance for new sta- 
tionary sources : asphalt processing and 
asphalt roofing manufacture : enforce- 
ment aspects statement and reports 
impact analysis., 82-1680 


Asphalt industry — Environmental apsects 
— United States. 
Asphalt roofing manufacturing industry : 
background information for proposed 
standards /, 82-13672 


Asphyxia. 


A Breath in time, 82-1517, 82-1518 


Aspirin — Physiological effect. 
Effects of aspirin and dimenhydrinate 
(Dramamine) on visual processes /, 
82-5106 


0,0,0,0-Tetrapropyl dithiopyrophosphate : 
Aspon : pesticide registration standard 
/, 82-1684 


Assassination — United States. 
Assassination Bills : hearing before the 
Subcommittee on Criminal Law of the 
Committee on the Judiciary, United 
States Senate, Ninety-seventh Con- 
gress, first session on S. 904 ... and S. 
907 ... September 22, 1981., 82-15160 


Assembler language (Computer program 
language) 
Assembler G users guide., 82-3615 


Ineractive debug program for evaluation 
and modification of assembley language 
software /, 82-14229 


Assimilation (Sociology) 

Cultural assimilator for training army 
personnel in racial understanding /, 
82-1445 

The Racial attitudes and perceptions 
survey (RAPS) /, 82-9761 

Use of a black “culture assimilator” to 
increase racial understanding /, 82- 
9759 





The Utility of the racial attitudes and 
perceptions survey (RAPS) for assess- 
ing impact of race relations training 
programs in the military /, 82-13116 


Assistance in 
Emergency first responder., 82-10299 
Assistance in emergencies — United States. 
Criteria for preparation and evaluation of 
radiological emergency response plans 
and p in support of nuclear 
power plants /, 82-949 
To amend the Disaster Relief Act of 1974 
: hearing before the Subcommittee on 
Water Resources of the Committee on 
Public Works and _ Transportation, 
House of Representatives, Ninety-sev- 
enth Congress, first session, April 9, 
1981., 82-2699 


Assistance in emergencies — United States 
— Periodicals. 
CFR. 30, Emergency management and 
assistance, 82-10444 
Code of federal regulations. 44, Emergen- 
cy management and assistance., 82- 
10444 


Emergency management and assistance, 
82-10444 


Association of ideas. 
Investigation of the strength of associ- 
ation between graphic symbology and 
military information /, 82-4938 


Association of Junior Leagues. 
The Association of Junior Leagues and 
career education /, 82-13494 


Associations, institutions, etc. — Law and 
legislation — United States. 
Guidelines for employee 

overseas., 82-11206 


associations 


Astoria (Or.) — Climate — Statistics — 
Periodicals, 
Local climatological data. Astoria, 
Oregon, annual summary with com- 
parative data., 82-9546 


Astoria (Or.) — Harbors. — Finance. 

Oregon port development hearings 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, first session, on coastal 
port development and lower Columbia 
River coal and grain export, August 26 
and 27, 1981., 82-6779 


ics. 
Two-impulse reorientation of asymmetric 
spacecraft /, 82-11135 


Astrodynamics — Data Processing. 
Automated dynamic analytical model im- 
provement /, 82-14218 


Astronautical instruments. 
The microwave radiometer spacecraft : a 
design study /, 82-14238 
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10*bit solid state spacecraft data recorder 
/, 82-14172 


Astronautical research. 
Report on active and planned 
and experiments /, 82-2081, 82-2085 
Astronautical research — United States — 
Periodicals. 
NASA space systems technology model., 
82-2057, 82-6076 


Space systems technology model, 
2057, 82-6076 


82- 


— Bibliography — Catalogs. 
NASA publications., 82-14160 


Astronautics — Data processing — 


Bibliography. 

Data bases and data base systems, related 
to NASA’s Aerospace Program : a bib- 
liography with indexes., 82-722 


Astronautics — Indexes — Periodicals. 
Scientific and technical aerospace reports. 
Index /, 82-716, 82-717 


STAR, an abstract journal, 82-716, 82- 
717 


Astronautics — Optical communication 
Optical Information Processing for Aero- 
space Applications., 82-14226 


Astronautics — United States. 
Origins of NASA names /, 82-6093 


Astronautics — United States — 
Bibliography — Catalogs. 


Space, rockets and satellites, 82-3571 


Astronautics — United States — 
Communication systems. 
NASA space communications program : 
report /, 82-15196 


Astronautics — United States — History — 
Yearbooks. 


Astronautics and aeronautics., 82-11083 


Astronautics and state — United States. 

Future space programs, 1981 : hearings 
before the Subcommittee on Space Sci- 
ence and Applications of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, September, 
21, 22, 23, 1981., 82-12258 


Astronautics in meteorology. 
Spatial-frequency response of the limb in- 
frared monitor of the stratosphere /, 
82-6144 
A subjective assessment of model initial 
conditions using satellite imagery /, 
82-4644 


Astronauts — Soviet Union — Biography. 
Astronauts and cosmonauts biographical 
and statistical date : report /, 82-1105 


Page I-763 





Astronauts U.S. Biography. 


Astronauts — United States — Biography. 
Astronauts and cosmonauts biographical 
and statistical date : report /, 82-1105 


Astronomical instruments. 
Application of digital image processing 
techniques to astronomical imagery, 
1980 /, 82-11077 


Astronomical instruments — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC’s 6655, 6660. Geo- 
physical and astronimical meteorologi- 
cal instruments and apparatus, 82- 
12985 


Astronomy — Bibliography — 


Astronomy and astrophysics., 82-10411 


Astrophysics — Bibliography — Catalogs. 
Astronomy and astrophysics., 82-10411 


Atlantic Ocean — Navigation. 

Omega table : area 12, North Atlantic, 
pair C-F (Hawaii, U.S.A.-Argentina) /, 
82-3150 

Omega table : area 12, North Atlantic, 
pair D-F (North Dakota, U.S.A.-Ar- 
gentina) /, 82-3151 

Omega table : area 18, South Atlantic, 
pair B-C (Liberia-Hawaii, U.S.A.) /, 
82-3154 


Atlases — Bibliography — Catalogs. 
Maps and atlases (United States and for- 
eign)., 82-3544 


Atmosphere. 
Disproportionation reactions of small in- 
organic radicals in the context of inter- 
mediate complex formation /, 82-6443 


Atmosphere — Laser observations. 
Development of tunable high pressure 
CO2 laser for lidar measurements of 
pollutants and wind velocities - Octo- 
ber 1977 through January 1979 /, 82- 
733 


An Investigation of the gaseous character 
of the atmosphere at the high energy 
laser test facility (HELSTF) at the 
White Sands Missile Range (WSMR) /, 
82-13182 

A laser method of observing surface pres- 
sure and pressure-altitude and tempera- 
ture profiles of the troposphere from 
satellites /, 82-9497 


Atmosphere — Mathematical models. 
A comparative synopsis of model atmos- 
pheres for 1954, 1958, 1962, and 1976 

below 47 kilometers /, 82-4631 


Atmosphere — Measurement. 

Second meeting of the High Altitude Pol- 
lution Program Scientific Advisory 
Committee, March 28-30, 1979 : execu- 
tive summary., 82-14443 
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Atmosphere — Remote sensing. 
Atlas of absorption lines from 0 to 17 900 
cm-1 /, 82-14240 


Atmosphere, Upper. 
Computational techniques for solar wind 
flows past terrestrial planets : theory 
and computer programs /, 82-6102 


A Computerized system for the reduction 
of middle atmospheric electrical con- 
ductivity data /, 82-9843 


Vertical motions in the equatorial middle 
atmosphere /, 82-725 


Atmosphere, Upper — Congresses. 
Proceedings of the Workshop on Strato- 
spheric and Mesopheric (sic) Impacts 
of Satellite Power System (SPS), 
Sheraton O’Hare Hotel, Rosemont, IIli- 
nois, September 6-8, 1978 /, 82-13249 


Proceedings of the Workshop on the 
Modification of Upper Atmosphere by 
Satellite Power System (SPS) Propul- 
sion Effluents, La Jolla Institute, La 
Jolla, California, June 25-27, 1979 /, 
82-13251 


Atmospheric carbon dioxide. 

Carbon dioxide and climate, the green- 
house effect : hearing before the Sub- 
committee on Natural Resources, Agri- 
culture Research, and Environment 
and the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 31, 
1981., 82-12254 


The Role of temperate zone forests in the 
world carbon cycle : problem defini- 
tion and research needs /, 82-9936 


Atmospheric carbon dioxide — 
Environmental aspects. 
Environmental control technology for at- 
mospheric carbon dioxide, final report 
/, 82-13258 


Atmospheric carbon dioxide — 
Environmental aspects — Congresses. 
Workshop on Environmental and Soci- 
etal Consequences of a Possible CO,- 
Induced Climate Change, Annapolis, 
Maryland, April 2-6, 1979 /, 82-13250 

Workshop on the Global Effects of 
Carbon Dioxide from Fossil Fuels, 
Miami Beach, Fla., March 7-11, 1977 /, 
82-13238 


Atmospheric carbon dioxide — Physiological 
effects — Congresses. 

Workshop on Environmental and Soci- 
etal Consequences of a Possible CO,- 
Induced Climate Change, Annapolis, 
Maryland, April 2-6, 1979 /, 82-13250 
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Atmospheric carbon dioxide — United States 
— Congresses. 

Flux of organic carbon by rivers to the 

oceans : report of a workshop, Woods_ 

Hole, Massachusetts, September 21-25, 

1980 /, 82-13253 


Atmospheric circulation. 
Thunderstorm-environment interactions 
determined with three-dimensional tra- 
jectories /, 82-11166 


Atmospheric circulation — Mathematical 
models, 


An objective method for determining the 
generalized transport tensor for two- 
dimensional Eulerian models /, 82-871 


Atmospheric circulation — Testing. 
Numerical solutions of atmospheric flow 
over semielliptical simulated hills /, 
82-11159 


Atmospheric circulation — Washington 
(State) 
Observing and forecasting motions of 
volcanic emissions shortly after the ini- 
tial Mt. St. Helens eruptions /, 82- 
3101 


Atmospheric density — Data processing. 
User’s manual for mixing height comput- 
er program /, 82-10250 


Atmospheric diffusion. 

An algorithm to estimate field concentra- 
tions under nonsteady meeteorological 
conditions from wind tunnel experi- 
ments /, 82-11965 


User’s manual for the Plume Visibility 
Model (PLUVUE) /, 82-364 

Workbook for estimating visibility im- 
pairment /, 82-365 


Atmospheric diffusion — California. 
Diffusion near buildings as determined 
from atmospheric tracer experiments /, 
82-14925 


Atmospheric diffusion — Idaho. 
Diffusion near buildings as determined 
from atmospheric tracer experiments /, 
82-14925 


Atmospheric electricity — Safety measures 
— Handbooks, manuals, etc. 
Electrical design, lightning and static 
electricity protection., 82-9667 


Atmospheric ozone. 

The effect of chlorofluorocarbons on the 
ozone layer : hearing before the Sub- 
committee on Toxic Substances and 
Environmental Oversight of the Com- 
mittee on Environment and Public 
Works, United States Senate, Ninety- 
seventh Congress, first session, July 23, 
1981., 82-6888 
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Atmospheric ozone — Congresses. 
Ozone trend detectability /, 82-6138 
Atmospheric ozone — Pennsylvania — 
Philadelphia region — Measurement. 
Ozone and precursor transport into an 
urban area : evaluation of measurement 
approaches /, 82-10237 


Atmospheric ozone — United States. 
Guideline for the interpretation of ozone 
air quality standards /, 82-1667 
On the applicability of two- and one-di- 
mensional parameterizations of atmos- 
pheric tracer transports to prognostic 
photochemical models of the strato- 
sphere /, 82-6441 


Atmospheric ozone — United States — 
Tables. 


Tabulations of ambient ozone data ob- 
tained by GASP airliners : March 1975 
to December 1977 /, 82-11523 


Atmospheric pressure. 

A laser method of observing surface pres- 
sure and pressure-altitude and tempera- 
ture profiles of the troposphere from 
satellites /, 82-9497 


Wave information study for U.S. coast- 
lines. Report 1. Surface pressure field 
reconstruction for wave hindcasting 
purposes /, 82-13128 


Atmospheric pressure — Antarctic Ocean. 
The use of drifting buoy data at NMC /, 
82-12825 


Atmospheric pressure — Illinois — Chicago. 
Atmospheric pressure jumps measured 
with arrays of sensitive pressure sen- 
sors in the vicinity of Chicago’s 
O’Hare International Airport /, 82- 
9496 


Atmospheric pressure — North Pacific 
Ocean. 


NMC model performance in the north- 
east Pacific /, 82-12826 


Atmospheric pressure — Physiological effect. 

Cardiorespiratory assessment of 24-hour 

crash-diet effects on altitude, Gz, and 
fatigue tolerances /, 82-3929 


Atmospheric radiation. 
A model of the near-Earth environment 
and application to the ISEE-A and -B 

orbit /, 82-2080 


Atmospheric radiation — Measurement. 
A Study of inner zone electron data and 
their comparison with trapped radi- 
ation models /, 82-2086 


Atmospheric radio refractivity — United 
States. 
The role of elevated ducting for radio 
service and interference fields /, 82- 
12892 





Atmospheric radon — Measurement. 
A Radon attenuation test facility /, 
2573 


Atmospheric radon — United States. 
Appendix to radon and radon-daughter 
concentrations in air in the vicinity of 
the Anaconda Uranium Mill /, 82- 
14890 


82- 


Atmospheric research — United States. 
Atmospheric lidar multi-user instrument 
system definition study /, 82-2073 
A review of atmospheric science research 
facilities : special report., 82-999 


Atmospheric temperature. 
A field study of air flow and turbulent 
features of advection fog /, 82-724 
Physically-based high resolution surface 
wind and temperature analysis for 
EPAMS /, 82-13181 


Atmospheric temperature — United States. 
Probability estimates of temperature ex- 
tremes for the contiguous United States 
/, 82-6659 


Atmospheric tides. 
Vertical motions in the equatorial middle 
atmosphere /, 82-725 


Atmospheric turbidity — North Carolina — 
Raleigh. 
Relationship between visibility and at- 
mospheric turbidity at Raleigh, North 
Carolina /, 82-4632 


Atmospheric turbulence. 
Airplane wing vibrations due to atmos- 
pheric turbulence /, 82-11114 


Effects of large-scale intermittency of 
turbulence on scalar spectra at high 
wave numbers /, 82-12815 

Engineering and development program 
plan, wake vortex /, 82-2263 

A field study of air flow and turbulent 
features of advection fog /, 82-724 


Gust load estimation using a simplified 
power spectral technique /, 82-11543 


Gust response analyses for ten general 
aviation aircraft using a two-degree-of- 
freedom power spectral technique /, 
82-11542 


Powered-lift aircraft handling qualities in 
the presence of naturally-occurring and 
computer-generated atmospheric distur- 
bances /, 82-6430 


Atmospheric turbulence — Measurement. 
Accuracy of aircraft velocities obtained 
from inertial navigation systems for ap- 
plication to airborne wind meas- 
urements /, 82-720 
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Atomic clocks. 


turbulence — Testing. 
Numerical solutions of atmospheric flow 
over semielliptical simulated hills /, 
82-11159 
Atomic absorption spectroscopy. 
Modification of a commercial atomic ab- 
sorption spectrophotometer for cold- 
vapor determination of mercury /, 
82-5887 


Atomic beams. 
Neutral beam development plan /, 82- 
13283 


Atomic bomb — Blast effect. 
Expedient industrial protection against 
nuclear attack /, 82-10269 


Atomic bomb — Nevada — Testing. 
PLUMBBOB series, 1957 /, 82-3163 
Shot GALILEO : a test of the PLUMB- 


BOB series, 2 September 1957 /, 82- 
9658 


Shot HOOD : a test of the PLUMBBOB 
series, 5 July 1957 /, 82-9659 

Shot PRISCILLA a test of the 
PLUMBBOB series, 24 June 1957 /, 
82-9660 

Shot SMOKY : a test of the PLUMB- 


BOB series, 31 August 1957 /, 82- 
9661 


Atomic bomb — United States — 
Physiological effect. 
Nuclear Test Personnel 
(NTPR)., 82-9656 


Atomic bomb shelters — Design and 
construction. 
Mass thickness manual for walls, floors, 
and roofs., 82-10271 


Review 


Atomic bomb shelters — Design and 
construction — Study and teaching. 
Announcement of 1981 courses in fallout 

shelter analysis : tuition free : texts pro- 
vided., 82-10289 


Atomic bomb shelters — Designs and plans. 
National shelter survey instructions., 82- 
10277 


Atomic bomb shelters — Standards. 
Mass thickness manual for walls, floors, 
and roofs., 82-10271 


Atomic bomb shelters — United States — 

Design and construction. 

DCPA national directory of fallout shel- 
ter analysts and their associated archi- 
tectural and engineering firm., 82- 
9654 


Atomic clocks. 
A Comparison of intercontinental clock 
synchronization by VLBI and the NTS 
satellite /, 82-3257 
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Initial design for NTS time transfer re- 
ceiver /, 82-3242 


Atomic energy — Bibliography. 
Bibliography of reports on research spon- 
sored by the NRC Office of Nuclear 
Research, January-June 
82-11909 


Atomic energy — Information services — 
United States. 
Public document room users guide /, 
82-6618 


1978 /, 


Atomic energy — Mathematical models. 
A one-dimensional neutron kinetics 
model for the THOR code /, 82-2517 


Atomic energy — United States. 
Atomic energy /, 82-3178 
The government's classification of private 
ideas : thirty-fourth report /, 82-911 
Standard distribution for unclassified U.S. 
Nuclear Regulatory Commission publi- 
cations., 82-6619, 82-6620 


Atomic energy industries — Fume control. 
LMFBR aerosol release and transport 
program quarterly progress report for 
April-June 1980 /, 82-2541 


Atomic energy industries — Fume control — 


Periodicals. 

LMFBR aerosol release and transport 
program quarterly progress report for 
«. /, 82-14984, 82-14988 


Atomic energy industries — Licenses — 

United States. 

Licensing requirements for pending appli- 
cations for construction permits and 
manufacturing license /, 82-2440 

Safeguards summary event list (SSEL) : 
pre-NRC through June 30, 1979., 82- 
14717 


Atomic energy industries — Psychological 


aspects. 
Behavioral reliability program for the nu- 
clear industry /, 82-6693 


Atomic energy industries — Security 
measures. 
Transeaver specifications overall system 
design-task I : final report /, 82-12007 


Safeguards ~ proliferation of nucle- 
ar materials : a review and bibliogra- 
phy /, 82-14893 


— United States — 


Breeder reactor aerosol release and trans- 
port program quarterly progress report 
for July-September 1977 /, 82-14769 

LMFBR aerosol release and transport 
program quarterly progress report for 
January-March 1978 /, 82-14747 
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Topical report review status /, 82-2580 


Atomic energy industries — United States — 

Security measures. 

Physical protection of nuclear material in 
transit : quarterly progress report, 
April-June 1978 /, 82-4109 

Physical protection of nuclear material 
in-transit : quarterly progress report 
October-December 1978 /, 82-14825 

Stress and duress detection for NRC-li- 
censed facilities : a constitutional and 
regulatory analysis /, 82-14888 


Atomic energy industries — United States — 
Security measures — Data processing. 
SABRES II : code description and users 

manual /, 82-14899 


Atomic energy industries — United States — 
Statistics — Periodicals. 
Current industrial reports. Series MA- 
38Q, Selected atomic energy products., 
82-4588 


Selected atomic energy products, 82- 
4588 


Atomic energy industries — United States — 

Waste disposal. 

Evaluation of isotope migration - land 
burial : water chemistry at commercial- 
ly operated low-level radioactive waste 
disposal sites, status report through 
September 30, 1979 /, 82-2500 


Atomic energy policy — United States. 
Governance of nuclear power /, 82-778 


Atomic power — Bibliography — Catalogs. 
Atomic energy and nuclear power., 82- 
5601 


Atomic power — Law and legislation. 
Executive Seminar on the Future Role of 
Risk Assessment and Reliability Engi- 
neering in Nuclear Regulation : held at 
Bethesda, Maryland, January 28, 1980 
/, 82-14991 


Atomic power — Law and legislation — 
Australia. 


United States-Australia agreement on 
peaceful uses of nuclear energy : mes- 
sage from the president of the United 
States transmitting the text of the pro- 
posed agreement between the United 
States and Australia concerning peace- 
ful uses of nuclear energy, pursuant to 
section 123d. of the Atomic Energy 
Act of 1954, as amended (92 Stat. 
144)., 82-11727 


Atomic power — Law and legislation — 


Bangladesh. 

United States-Bangladesh agreement of 
peaceful uses of nuclear energy : mes- 
sage from the president of the United 
States transmitting the text of the pro- 
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posed agreement for cooperation be- 
tween the United States of America 
and the People’s Republic of Bangla- 
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by vehicular-related malfunctions/deg- 
radations /, 82-6533 


Automobiles — United States — Lighting. 
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An Examination of the comfort and con- 
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Automatic safety belt systems : owner 
usage and attitudes in GM Chevettes 
and VW Rabbits /, 82-14534 
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by vehicular-related malfunctions/deg- 
radations /, 82-6533 


restraint 


Automobiles — United States — Tires. 
Life cycle costs of quieter truck tires /, 
82-4001 


Automobiles — United States — Tires — 
Marketing. 
Tire grading system information., 
11660 


82- 


Automobiles — United States — Tires — 

Testing. 
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Balance of trade — Addresses, essays, 
lectures. 
International trade : July 28, 1981 /, 82- 
11245 


Balance of trade — Japan. 
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The Deposit Insurance Flexibility Act : 
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(including cost estimate of the Con- 
gressional Budget Office)., 82-2405 


Bank holding companies — United States. 
Description of tax bills (S. 388, S. 446, S. 
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Barrier islands — Texas. 
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Local climatological data. Barter Island, 
Alaska, annual summary with compara- 
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transects in U.S. Atlantic and Gulf 

Coastal Waters from NMFS/MARAD 

Ship of Opportunity Program for 1979 

/, 82-9517, 82-12842 


Bats — le 
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Training battalion command groups in 
simulated combat : indentification and 
measurement of critical performances / 
, 82-4946 


Bauxite. 

Full committee consideration of H. Res. 
287 ... and General Services Adminis- 
tration proposed acquisition of metal- 
lurgical grade bauxite (Jamaican type) 
/, %2-15035 


Bauxite — Statistics — Periodicals. 
Bauxite and alumina, 82-3695 


Preprint from the ... Bureau of Mines 
Minerals yearbook. Bauxite and alumi- 
na., 82-3695 


Bayesian statistical decision theory. 
A Bayesian method for evaluating trainee 
proficiency /, 82-4937 


FLOE, a program for Bayesian estima- 
tion of flood probabilities /, 82-6714 

A nonlinear filtering technique for digi- 
tized images degraded by film-grain 
noise /, 82-3220 
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County. 

The effect of structures and lake level on 
bluff and shore erosion in Berrien 
County, Michigan, 1970-74 /, 82-5030 


A numerical model for predicting shore- 
line changes /, 82-1473 


Beach erosion — New York (State) — Long 

Island. 

Fire Island inlet to Montauk Point, Long 
Island, New York : beach erosion con- 
trol & hurricane protection project : 
supplement no. 2 to general design 
memorandum no. 1, Moriches to Shin- 
necock Reach., 82-9787 


Beach erosion — Virginia — Virginia Beach 
metropolitan area (Va.) 
Beach erosion and accretion at Virginia 
Beach, Virginia and vicinity /, 82- 
1469 


Beaches. 

Investigation of beach sand trafficability 
enhancement using sand-grid confine- 
ment and membrane reinforcement 
concepts. Report 1. Sand test sections 1 
and 2/, 82-9799 


Beaches — New Jersey. 
Sand resources on the inner continental 
shelf of the Cape May region, New 

Jersey /, 82-1471 


Beaches erosion. 
Bank erosion control with vegetation, 
San Francisco Bay, California /, 82- 
185 


Beacons. 
Engineering and development program 
plan, Discrete Address Beacon System 
(DABS) /, 82-868 


Beacons — United States. 

The Discrete address beacon system, air 
traffic control radar beacon system, 
ATCRBS IFF Mark XII system per- 
formance prediction model /, 82-6463 

Experimental BCAS performance results 
/, 82-2285 


Beagles (Dogs) — Effect of radiation on — 
Periodicals. 
CSU-FDA Collaborative Radiological 
Health Laboratory annual report /, 
82-13843 


Beam optics. 
Beam optics of the quadrupole magnet 
state selector /, 82-3227 


Beans — Diseases and pests — Idaho. 
Factors affecting curly top damage to su- 
garbeets and beans in southern Idaho, 
1919-77., 82-12671 
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(Machinery 
Formation of particulate contaminants 
(brown sugar) in miniature bearings /, 
82-1548 


Beaufort County (S.C.) — Maps. ‘ 
Important farmlands map, Beaufort 
County, South Carolina /, 82-71 


Beckham County (Okla.) — Maps. 

Beckham County, Oklahoma, soil inter- 
pretive map, ‘soil potential for sprinkler 
irrigation, soil potential rating /, 82- 
2818 


Bed load — Wyoming — East Fork River — 
Measurement. 
Field data describing the movement and 
storage of sediment in the East Fork 
River, Wyoming., 82-5839 


Beef. 

Result of the assay of radiation sterilized 
beef for induced radioactivity., 82- 
9839 


Beef — Switzerland. 

Trade, Tokyo round of the multilateral 
trade negotiations, beef : agreement be- 
tween the United States of America 
and Switzerland, done at Geneva and 
Berne July 10, 1979 with related letter 
signed at Washington November 19, 
1980., 82-14275 


Treaties, etc. United States, 1979 Apr. 12, 
82-14275 


Beef — United States. 

Trade, Tokyo round of the multilateral 
trade negotiations, beef : agreement be- 
tween the United States of America 
and Switzerland, done at Geneva and 
Berne July 10, 1979 with related letter 
signed at Washington November 19, 
1980., 82-14275 


Treaties, etc. United States, 1979 Apr. 12, 
82-14275 


Beef industry — United States — Energy 
consumption. 
Energy costs for marketing fresh beef., 
82-12369 


Beer — Taxation — E x 

Trade, Tokyo round of the mulilateral 
trade negotitions, beer containers and 
beer : agreement between the United 
States of America and the European 
Communities, signed October 31, 1979 
with related letter signed at Washing- 
ton October 28, 1980., 82-14274 


Treaties, etc. United States, 1979 Oct. 31, 
82-14274 


Beer — Taxation — United States. 

Trade, Tokyo round of the mulilateral 
trade negotitions, beer containers and 
beer : agreement between the United 
States of America and the European 
Communities, signed October 31, 1979 
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with related letter signed at Washing- 
ton October 28, 1980., 82-14274 


Treaties, etc. United States, 1979 Oct. 31, 
82-14274 


Bees — United States. 
Pesticides and honey bees /, 82-12343 


Beet sugar industry — United States 
Evaporation by mechanical vapor re- 
compression, technical progress report, 
September 1, 1979—December 31, 1979 
/, 82-13314 


Beetles — Alaska — Control. 
Effects on eastern larch beetle of its natu- 
ral attractant and synthetic pheromones 
in Alaska /, 82-4372 


Beets — Diseases and pests — Idaho. 
Factors affecting curly top damage to su- 
garbeets and beans in southern Idaho, 
1919-77., 82-12671 


*Behavior 
Human learning and behavior : research 
programs of the National Institute of 
Child Health and Human Develop- 
ment, 1981 /, 82-13814 


*Behavior Therapy — Congresses 
Model Workshop on Nutrition Counsel- 
ing in Hyperlipidemia, May 15-19, 1978 
and September 10-12, 1978 /, 82-1835 


Behavioral assessment. 
Behavioral reliability program for the nu- 
clear industry /, 82-6693 


Bell County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Bell County, Texas /, §82- 
4413 


Bellefield (Hyde Park, N.Y.) 

Historic structure and grounds report, 
Bellefield mansion and estate : Home of 
Franklin D. Roosevelt National Histor- 
ic Site, Hyde Park, New York/, 82- 
14016 


Belts and belting — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 3030. Belting, drive 
belts, fan belts and accessories, 82- 
4810 


Belts and belting — Statistics — Periodicals. 

Current industrial reports. MA-30B, 

Rubber and plastics hose and belting., 
82-12700 


Rubber and plastics hose and belting, 
82-12700 


Benin — and travel. 
Benin, post report /, 82-3821 
The Peace Corps in Benin., 82-2830 
Benin — Economic conditions — Maps. 
Benin., 82-6191 
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Benin., 82-6191 


Benin., 82-6191 
Benzene — Environmental aspects — United 

States. 

Benzene emissions from ethylbenzene/ 
styrene industry : background informa- 
tion for proposed standards /, 82- 
13675 

Benzene fugitive emissions : background 
information for proposed standards /, 
82-13676 

Benzine emissions from maleic anhydride 
industry : background information for 
proposed standards /, 82-13674 


Benzodiazepines. 
Benzodiazepines : a review of research 
results, 1980 /, 82-1883 


Berberidaceae. 
Pollen morphology and phylogenetic re- 
lationships of the Berberidaceae /, 82- 
6233 


Berkeley County (S.C.) — Maps. 
Important farmlands, Berkeley County, 
South Carolina /, 82-1181 


Berrien County (Mich.) 
The effect of structures and lake level on 
bluff and shore erosion in Berrien 
County, Michigan, 1970-74 /, 82-5030 


BETA Project. 
Evaluation of defense attempts to manage 
battlefield intelligence data : report to 
the Congress /, 82-5500 


Evaluation of defense attempts to manage 
battlefield intelligence data : report to 
the Congress: summary /, 82-5501 


Beta ray spectrometry. 
Delayed beta- and gamma-ray production 
due to thermal-neutron fission of 239Pu 
: tabular and graphical spectral distri- 
butions for times after fission between 
2 and 14000 sec /, 82-14897 


Beta rays. 
Fission product beta and gamma energy 
release quarterly progress report for 
October-December 1977 /, 82-14763 


Bethel (Alaska) — Climate — Statistics — 
Periodicals. 
Local climatological data. Bethel, Alaska, 
annual summary with comparative 
data., 82-12852 


Bettles Field (Alaska) — Climate — 
Statistics — Periodicals. 
Local climatological data. Bettles, 
Alaska, annual summary with compara- 
tive data., 82-12853 
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Beverage containers — Law and legislation 

— United States. 

Beverage Container Reuse and Recycling 
Act : hearing before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sev- 
enth Congress, first session, on S. 709 
.. November 5, 1981., 82-12120 


Beverage containers — United States — 

Recycling. 

Beverage Container Reuse and Recycling 
Act : hearing before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sev- 
enth Congress, first session, on S. 709 
... November 5, 1981., 82-12120 


*Bibliography of medicine. 
List of journals indexed in Index medicus 
/, %2-13829 


*Bibliography of Medicine — periodicals 
National Medical Audiovisual Center 
catalog., 82-1840 


Biculturalism. 

The Retention of minority languages in 
the United States : a seminar on the 
analytic work of Calvin J. Veltman., 
82-10039 


Bicycles — United States. 
Bicycle transportation for energy conser- 
vation /, 82-6258 


Investigation of motor vehicle/bicycle 
collision parameters /, 82-14315 


Big Bend National Park (Tex.) 
Ecology of the Carmen Mountains white- 
tailed deer /, 82-14012 


Big Delta (Delta Junction, Alaska) 
Local climatological data. Big Delta, 
Alaska, annual summary with compara- 
tive data., 82-12854 


Big Sur Coast National Scenic Area (Calif.) 
Big Sur Coast Area Act : report with 
supplemental views (to accompany 
H.R. 7380) (including cost estimate of 
the Congressional Bugdet Office)., 82- 
2340 


Big Wills Creek (Ala.) — Floods. 

Special flood hazard information report : 
Big Willis Creek, Collinsville to Gads- 
den, DeKalb and Etowah Counties, Al- 
abama /, 82-5037 


Bighorn Mountains (Wyo. and Mont.) — 
Maps. 


82-5932 


Bighorn Mountains, Wyoming., 


Bilingualism — United States. 

The Retention of minority languages in 
the United States : a seminar on the 
analytic work of Calvin J. Veltman., 
82-10039 
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Committee on Public Works and Trans- 
portation, House of Representatives : 
summary of activities (legislative histo- 
ry), Ninety-sixth Congress., 82-4020 

Providing for the consideration of H.R. 
2559 : report (to accompany H. Res. 
276)., 82-14644 

Providing for the consideration of H.R. 
3403 : report (to accompany H. Res. 
240)., 82-4068 


Providing for the consideration of H.R. 
3603 : report (to accompany H. Res. 
235)., 82-4066 


Providing for the consideration of H.R. 
4437 : report (to accompany H. Res. 
236)., 82-4067 


Providing for the consideration of H.R. 
4503 : report (to accompany H. Res. 
247)., 82-4071 


Providing for the consideration of H.R. 
4603 : report (to accompany H. Res. 
253)., 82-11811 


Providing for the consideration of House 
Concurrent Resolution 220 : report (to 
accompany H. Res. 277)., 82-14645 


Providing for the consideration of House 
Joint Resolution 349 : report (to ac- 
company H. Res. 272)., 82-6590 


Providing for the consideration of House 
Joint Resolution 357 : report (to ac- 
company H. Res. 271)., 82-6589 


Providing for the consideration of S. 
1193 : report (to accompany H. Res. 
257)., 82-4074 


Providing for the consideration on H.R. 
4612 : report (to accompany H. Res. 
232)., 82-6577 


Summary of major legislative action of 
the Committee on Education and 
Labor, U.S. House of Representatives, 
97th Congress, Ist session., 82-15075 

Waiving certain points of order against 
H.R. 4995 : report (to accompany H. 
Res. 275)., 82-14643 

Waiving certain points of order against 
the conference report on S. 815 : 
report (to accompany H. Res. 270)., 
82-4082 


Binary system (Mathematics) 
Evaluating the validation of a Monte 
Carlo simulation of binary time series / 
, 82-3261 


Binghamton (N.Y.) — Climate — Statistics 
— Periodicals. 
Local climatological data. Binghamton, 
New York, annual summary with com- 
parative data., 82-4679 


Biochemical oxygen demand. 
Simplified N.O.D. determination /, 82- 
5247 
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*Biochemistry — directories 
Current cancer research on selected as- 
pects of cancer-related protein, carbo- 
hydrate, lipid, and other biochemistry., 
82-5717 


*Biocompatible Materials — standards 
Guidelines for blood-material interactions 
/, 82-1836 
Guidelines for physicochemical charac- 
terization of biomaterials, April 1979 /, 
82-5741, 82-10600 


Bi 
Use of environmental satellite data for 


input to energy balance snowmelt 
models., 82-9566 


Report of a contractor meeting-workshop 
: review and development of biotesting 
programs for energy utilization : No- 
vember 11-14, 1978, Boca Raton, Flor- 
ida /, 82-310 


Biogeochemical cycles — Congresses. 
Environmental chemistry and cycling 
processes : proceedings of a symposium 
held at Augusta, Georgia, April 28- 
May 1, 1976 /, 82-5183 


Biological assay. 
Interlaboratory comparison : acute testing 
set /, 82-10225 


Moellman spray chamber : versatile re- 
search tool for laboratory bioassays /, 
82-12491 


Biological assay — 

Proceedings of the Seminar on Biological 
Monitoring and Its Use in the NPDES 
Permit Program, Chicago, Illinois, Oc- 
tober 2, 1979., 82-5261 

Report of a contractor meeting-workshop 
: review and development of biotesting 
programs for energy utilization : No- 
vember 11-14, 1978, Boca Raton, Flor- 
ida /, 82-310 


Terrestrial ecology protocols for environ- 
mental assessment programs : work- 
shop proceedings /, 82-13555 


Biological chemistry — Abstracts: 

Current cancer research on selected as- 
pects of cancer-related protein, carbo- 
hydrate, lipid, and other biochemistry., 
82-5717 


Biological literature. 
Publications of the Planetary Biology 
Program for 1977 : a special bibliogra- 
phy /, 82-6084, 82-6089 


Biological models — Abstracts. 
Current cancer research on modification 
of chemical carcinogenesis in model 
systems., 82-10525 
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*Biological Products — directories 
Current cancer research on animal, tissue, 
chemical and viral supply sources for 
cancer research., 82-5696, 82-10529 


Biological products., 82-10611 


Pocket supplement to preamble compila- 
tion, 82-10611 


Biological specimens — Abstracts. 
Current cancer research on animal, tissue, 
chemical and viral supply sources for 
cancer research., 82-5696 


Biological warfare. 

“Yellow rain” : hearing before the Sub- 
committee on Arms Control, Oceans, 
International Operations, and Environ- 
ment of the Committee on Foreign Re- 
lations, United States Senate, Ninety- 
seventh Congress, first session, on 
“yellow rain” and other forms of 
chemical and biological warfare in 
Asia, November 10, 1981., 82-12183 


Biologists — United States — Directories. 
Liaison conservation directory for endan- 
gered and threatened species /, 82- 
14020 


Biologists — United States — Statistics. 
Selected characteristics of persons in life 
science, 1978., 82-1353 


*Biology — periodicals. 
National Institutes of Health annual 
report of international activities /, 82- 
13830 


Biomass energy. 
Assessment of secondary residues, engi- 
neering and economic analysis : final 
report /, 82-9969 


Average biomass of four northwest 
shrubs by fuel size class and crown 
cover /, 82-12487 


Biomass production anaerobic digestion, 
and nutrient recycling of small benthic 
or floating seaweeds /, 82-13363 


Biomethanantion of biomass pyrolysis 
gases : final report /, 82-9970 

Densified biomass as an alternative Army 
heating and power plant fuel /, 82- 
1480 


Economic and kinetic studies of the bio- 
logical production of farm energy and 
chemicals from biomass : annual prog- 
ress report March, 1979 to August, 
1980 /, 82-9968 


Predicting crown weight of coast Doug- 
las-fir and western hemlock /, 82- 
12455 


Biomass energy — United States. 
Biological conversion of biomass to 
methane : final report, 1 January 1980 
to 31 March 1981 /, 82-13367 





Costs for alternative grain residue collec- 
tion systems /, 82-9967 

Dry fermentation of agricultural residues 
: annual subcontract report, 1 January 
1980 to December 1980 /, 82-13337 


Evaluation of methane production from 
wet stillage and the nutritional value of 
the residue : final report /, 82-13356 

Renewable energy resource options for 
the food processing industry /, 82- 
13354 


Biomass energy — United States — 


Congresses. 

Proceedings of the DOE Residue and 
Waste Fuels Utilization Program Con- 
tractor Review Meeting, September 
25&26, 1979, Washington, D.C. /, 82- 
5190 


Biomedical materials — Standards. 
Guidelines for physicochemical charac- 
terization of biomaterials, April 1979 /, 
82-5741, 82-10600 


Biometry — Mathematical models. 
Confounding and selection bias in case 
control studies /, 82-10256 


Biosphere. 
Orbiting quarantine facility : the antaeus 
report /, 82-14163 


Biotic communities — United States. 
Guild theory development as a mecha- 
nism for assessing environmental 
impact /, 82-13170 


Bird control — Bibliography. 
Publications of the Denver Wildlife Re- 
search Center on birds and bird 
damage control., 82-10938 


Bird populations — Alaska — Tongass 
National Forest. 
Bird population responses to clearcutting 
in the Tongass National Forest of 
southeast Alaska., 82-12551 


Bird refuges — Environmental aspects — 
Hawaii — Kealia Pond. 
Kealia Pond National Wildlife Refuge : 
final environmental impact statement /, 
82-572 


irdhouses. 
Homes for birds /, 82-13935 


Birds. 
Habitat management for non game birds 


82-12557 


Birds — Anatomy. 
The relationships of the Pedionomidae 
(Aves : Charadrifformes) /, 82-6229 


Birds — Bibliography. 
Publications of the Denver Wildlife Re- 
search Center on birds and bird 
damage control., 82-10938 


in Kansas., 
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Birds — Classification. 
The relationships of the Pedionomidae 
(Aves : Charadrifformes) /, 82-6229 


Birds — Kentucky — Fort Knox. 
Effects of tracked vehicle activity on ter- 
restrial mammals, birds, and vegetation 
at Fort Knox, KY /, 82-13174 


82-9785 


The Platte River ecology study : special 
research report., 82-1978 


Birds — North Platte River watershed — 
Habitat. 
The Platte River ecology study : special 
research report., 82-1978 


Birds — United States — Bibliography — 


Birds., 82-3552 
Birds of prey — Idaho — Snake River Birds 
of Prey Natural Area — Maps. 
Snake River Birds of Prey Natural Area 
/, 82-3733 


Birth control — Indonesia. 
AID’s role in Indonesian family planning 
: a case study with general lessons for 
foreign assistance /, 82-3836 


Birth control — Law and legislation — 

United States. 

Oversight on family planning programs 
under Title X of the Public Health 
Service Act, 1981 : hearing before the 
Subcommittee on Aging, Family, and 
Human Services of the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-seventh Con- 
gress, first session, on oversight on the 
role of the federal government in 
family planning administered under 
Title X of the Public Health Service 
Act, June 23 and September 28, 1981., 
82-6869 


Birth control — Thailand. 
Third evaluation of the Thailand national 
family planning program., 82-2198 


Birth control — United States. 
Child health and human development : an 
evaluation and assessment of the state 

of the science /, 82-1826 


Birth control — United States — 
Bibliography — Catalogs. 
Family planning., 82-10423 


Birth control — United States — Statistics. 
Use of services for family planning and 
infertility, United States., 82-10638 
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Birth control clinics — United States — 

Finance. 

Family planning clinics can provide serv- 
ices at less cost but clearer federal poli- 
cies are needed : report /, 82-481 

Family planning clinics can provide serv- 
ices at less cost but clearer federal poli- 
cies are needed : summary : report /, 
82-482 


Birth control clinics — United States — 
Utilization — Statistics. 
Use of services for family planning and 
infertility, United States., 82-10638 
Women who use organized famiiy plan- 


ning services : United States, 1979 /, 
82-13859 


Biscay, Bay of (France and Spain) 
Territorial sea and continental 
boundaries 
Biscay)., 


shelf 
France-Spain (Bay of 
82-11282 


Bismarck (N.D.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Bismarck, 
North Dakota, annual summary with 
comparative data., 82-9531 


Bites and stings. 
Insect allergy /, 82-1837 


Bits (Drilling and boring) — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5133. Drill bits, 
counterbores, and countersinks, 82- 
4842 


Bituminous coal — United States — 
Statistics. 
1977 census of mineral industries, 
12721 


82- 


Black-footed ferret. 

Black-footed ferret surveys on seven coal 
occurrence areas in Wyoming : Febru- 
ary-September 1979 : final report 1980 
/, 82-5925 


Black Hills National Forest (S.D. and Wyo.) 

Black Hills National Forest land and re- 

source management plan (proposed) /, 
82-12541 


Draft environmental impact statement : 
Black Hills National Forest land and 
resource management plan., 82-12542 


Summary of the draft environmental 
impact statement and the proposed 
plan : Black Hills National Forest land 
and resource management pla ., 82- 
12543 


Black River (N.Y.) — Floods. 
Flood plain information report, Black 
River, New York : Deferiet Dam to 
Confluence Deer River /, 82-5034 
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Black River watershed (N.Y.) — Floods. 
Flood plain information report, Black 
River, New York : Deferiet Dam to 

Confluence Deer River /, 82-5034 


Black spruce. 
Fertilization of black spruce on poor site 
peatland in Minnesota /, 82-33 


Bladder — Calculi. 
Electrohydraulic 
6546 


cystolithotripsy, 82- 


Bladder — Tumors — Abstracts. 
Current cancer research on neoplasms of 
the urinary tract., 82-5726 


*Bladder Neoplasms — directories 
Current cancer research on neoplasms of 
the urinary tract., 82-5726 


Blanco, Cape (Or.) — Maps. 
Pacific coast ecological inventory, Cape 
Blanco, Oregon /, 82-10927 


Blanco County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Blanco County, Texas /, 
82-4414 


Blast effect. 
The Blast Noise Prediction program : 
user reference manual /, 82-13171 


A study of the blast and combustion 
over-pressure characteristics of the 
23mm high explosive incendiary-tracer 
(HEI-T) /, 82-203 


Blast-furnaces — United States — Statistics. 
1977 census of manufactures, 82-9210 


Blind — Services for — United States — 
Directories. 
Volunteers who produce books /, 82- 
6070 


Blind — United States — Books and reading 
— Bibliography — Catalogs. 
For younger readers : Braille and talking 
books., 82-6071 


Blind — United States — Books and reading 
— Directories. 
olunteers who produce books /, 82- 
6070 


Blind — United States — Travel. 
Considerations relative to the use of 
canes by blind travelers in air carrier 
aircraft cabins /, 82-3925 


Blind, Libraries for the — United States — 
Directories. 
Address list, regional and subregional li- 
braries for the blind and physically 
handicapped /, 82-14152 


Regional and subregional libraries for the 
blind and physically handicapped, 82- 
14152 
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Braille scores catalog—instrumental /, 
82-14154 


Blind, Periodicals for the — Bibliography. 
Magazines., 82-14153 


Blind, Workers for the — United States — 
Directories. 


Volunteers who produce books /, 82- 
6070 


Blister rust — Control — United States. 
History of white pine blister rust control 
: a personal account /, 82-12408 


Block grants — United States. 

Block grants and the intergovernmental 
system : hearings before the Subcom- 
mittee on Economic Goals and Inter- 
governmental Policy of the Joint Eco- 
nomic Committee, Congress of the 
United States, Ninety-seventh Con- 
gress, first session, July 15 and 22, 
1981., 82-12124 


The Community Development Block 
Grant program can be more effective 
in revitalizing the nation’s cities 
report to the Ranking Minority 
Member, Committee on Appropri- 
ations, United States Senate., 82- 
13704 


Energy block grants : hearing before the 
Subcommittee on Energy Conservation 
and Power of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, on consolidating existing 
state energy conservation program into 
state and local government grants, May 
28, 1981., 82-6816 


Federalism, the first ten months : a report 
from the President., 82-2120 


Health services and preventive health 
block grants, 1981 : hearings before the 
Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on ex- 
amination to consider a fundamental 
change in the administration of certain 
public health programs, April 2 and 10, 
1981., 82-2678 


Neighborhood conditions : hearing before 
the Joint Economic Committee, Con- 
gress of the United States, Ninety-sev- 
enth Congress, first session, May 20, 
1981., 82-1041 


Oversight on Title I, ESEA and the 
chapter 2 education block grant : hear- 
ing before the Subcommittee on Ele- 
mentary, Secondary, and Vocational 
Education of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-seventh Congress, first 
session, hearing held in Washington, 
D.C., on October 6, 1981., 82-6789 
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Block Island (R.I.) — Climate — Statistics 
— Periodicals. 
Local climatological data. Block Island, 
Rhode Island, annual summary with 
comparative data., 82-12875 


Blood — Analysis and chemistry — Indexes. 

Cadmium and lead levels in human blood 

and kidney : a literature search /, 82- 
13684 


Blood alcohol. 
Methods for estimating expected blood 
alcohol concentration /, 82-11629 


Blood banks — United States — Directories. 
Directory of blood service establishments 
/, 82-3613 


*Blood cell count — United States — 


Statistics. 

Total white blood cell counts for persons 
ages 1-74 years with differential leuko- 
cyte counts for adults ages 25-74 years 
: United States, 1971-1975 /, 82-10633 


*Blood Cells — directories 
Current cancer research on differentiation 
’ and maturation of normal and neoplas- 
tic hematopoietic cells., 82-5706 


Blood cells — Research — Abstracts. 
Current cancer research on differentiation 
and maturation of normal and neoplas- 
tic hematopoietic cells., 82-5706 


Blood proteins — Abstracts. 
Selected abstracts on fibronectin and re- 
lated transformation-sensitive cell sur- 
face proteins /, 82-5731 


Blue Ridge Mountains — Description and 
travel — Views. 
Blue Ridge harvest : a region’s folklife in 
photographs /, 82-2054 


Blue Ridge Mountains — Social life and 
customs — Pictorial works. 
Blue Ridge harvest : a region’s folklife in 
photographs /, 82-2054 


Bluefin tuna. 

Atlantic bluefin tuna stocks : hearing 
before the National Ocean Policy 
Study of the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 1564 ... De- 
cember 8, 1981., 82-12122 


Board of Governors of the Federal Reserve 

System (U.S.) 

Federal Reserve could improve the effi- 
ciency of bank holding company in- 
spections : report to the Congress /, 
82-475 


Boats and boating — Environmental aspects 
— Wisconsin — Racine. 
Draft environmental impact statement, 
Racine Harbor, interim II : harbors be- 
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tween Kenosha and Kewaunee, Wis- 
consin., 82-9835 


Boats and boating — Law and legislation — 

United States. 

Revitalization of the pleasure cruise in- 
dustry : report (to accompany H.R. 
3782) (including cost estimate of the 
Congressional Budget Offfice)., 82- 
14648 


Boats and boating — United States. 
Boating standards manual /, 82-11562 


Boats and boating — United States — 
Safety measures. 
Boating standards manual /, 82-11562 
Boating tips for sportsmen /, 82-11560 
BSC 48., 82-14483 


[List of the defect notofication and recall 
campaigns]., 82-14484 


Boats and boating — Waste disposal. 

At-sea incineration, evaluation of waste 
flow and combustion gas monitoring 
instrumentation onboard the M/T Vul- 
canus /, 82-10129 


Body fluids — Pressure. 
Hematologic changes after two exposures 
to 6.7 ATA air at three-day intervals /, 
82-5093 


Boiler-making industry. 

Review of concurrent mass emission and 
opacity measurements for coal-burning 
utility and industrial boilers /, 82- 
13642 


Boiler-making industry — Costs. 
Technology assessment report for indus- 
trial boiler applications : flue gas desul- 
furization /, 82-13616 


Technology assessment report for indus- 


trial boiler applications : synthetic fuels 
/, %82-13614 


Boiler-making industry — Environmental 
aspects. 


Technology assessment report for indus- 
trial boiler applications : fluidized-bed 
combustion /, 82-13615 


Boiler-making industry — United States — 
Statistics — Periodicals. 
Current industrial reports. Series MA-34 
G, Steel power boilers., 82-1347 


Steel power boilers, 82-1347 


Boilers. 
Modular boiler system., 82-233 
NOx emission factors for wood-fired boil- 
ers /, 82-1672 
An organic rankine cycle coupled to a 
solar pond by direct-contact heat ex- 


change : selection of a working fluid /, 
82-325 


Do not order from index; see indicated entry 





Temperature setback guide for hot water 
radiation/convection system., 82- 
13204 


Boilers — Environmental aspects. 
Air pollution control systems for boilers 
and incinerators., 82-9669 
Guidelines for NOx control by combus- 
tion modification for coal-fired utility 
boilers : procedures for reduction of 
NO emissions and maximization of 
boiler efficiency., 82-10083 


Boilers — Environmental aspects — Fuel — 
California. 
Environmental assessment of an oil-fired 
controlled utility boiler /, 82-13647 


Environmental assessment of utility boiler 
combustion modification NOX controls 
/, 82-13645 


Boilers — Fuel. 
Technology assessment report for indus- 
trial boiler applications : oil cleaning /, 
82-9956 


Boilers — Prices. 
Industrial boiler costs : a comparison of 
recent studies /, 82-13444 


Boiling water reactors. 

Annotated bibliography of safety-related 
events at boiling-water nuclear power 
plants as reported in 1977 /, 82-14801 

Approved task action plans for category 
A generic activities, 82-11881 

The effects of torus wall flexibility on 
forces in the Mark I boiling water re- 
actor pressure suppression system : 
final report /, 82-14840 

Experiment data report for Test RIA 1-2 

(reactivity initiated accident test 
series) /, 82-14847 

Generic safety evaluation report regard- 
ing integrity of BWR scram system 
piping., 82-14727 


Boiling water reactors — Accidents. 
Steam chugging in pressure suppression 
containment : final report July 1976 - 
July 1979 /, 82-14934 


Boiling water reactors — Accidents — Data 


processing. 

User’s guide for the BWR LOCA analy- 
sis capability of the WRAP-EM system 
/, 82-14831 


Boiling water reactors — Accidents — 
Mathematical models. 
WRAP-BWR verification studies /, 82- 
11981 
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Boiling water reactors —- Cooling. 

BWR blowdown/emergency core cool- 
ing nineteenth quarterly progress 
report, July 1-September 30, 1980 /, 
82-2492 


Boiling water reactors — Data processing. 
The BWR steady-state capability of the 
WRAP-EM system /, 82-14829 


Boiling water reactors — Mathematical 
models — Data 
BWR refill-reflood program task 4.7 : 
model development task plan /, 82- 
6690 


Boiling water reactors — Safety measures. 

BWR refill-reflood program task 4.2 : 
core spray distribution experimental 
task plan /, 82-11967 

BWR refill-reflood program task 4.4, 
CCEL/refill system effects tests (30 
sector) experimental task plan /, 82- 
4167 

BWR refill-reflood program task 4.4, 
CCEL/refill system effects tests (30 
sector) experimental task plan : adden- 
dum A, SSTF CCFL/refill shakedown 
plan /, 82-14955 


BWR refill-reflood program task 4.4, 
CCFL/refill system effects tests (30 
sector) experimental task plan : adden- 
dum B, SSTF CCFL/refill separate 
effect test plan /, 82-14956 


MARK II containment lead plant pro- 
gram load evaluation and acceptance 
criteria : generic technical activities A- 
8/, 82-2436 

MARK II containment lead plant pro- 
gram load evaluation and acceptance 
criteria : generic technical activities A- 
8 and A-39 /, 82-2443 

MARK II containment program load 
evaluation and acceptance criteria : ge- 
neric technical activity A-8 /, 82- 
11873 

Noise diagnostics for safety assessment, 
standards, and regulation : quarterly 


progress report for April-June 1978 /, 
82-14811 


Noise diagnostics for safety assessment, 
standards, and regulation : quarterly 
progress report for January-March 
1978 /, 82-14756 


Radiological assessment of steam gener- 
ator removal and replacement : update 
and revision /, 82-14937 


Boiling water reactors — Safety measures — 

Bibliography. 

Summary and bibliography of safety-re- 
lated events at boiling-water nuclear 
power plants as reported in 1978 /, 
82-2479 
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Boiling water reactors — Testing. 
The BWR steady-state capability of the 
WRAP-EM system /, 82-14829 


Experiment data report for test RIA 1-1 
(Reactivity Initiated Accident test 
series) /, 82-4114 

Bolivia. 
Bolivia, a country profile /, 82-805 


Bolivia — Population — Statistics. 
Latin America, Bolivia : selected statisti- 
cal data by sex., 82-14283 


Bolted joints. 
Assessment of modification factors for a 
row of bolts or timber connectors / by 
Thomas Lee Wilkinson., 82-25 


Bolts and nuts — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5306. Bolts, 82- 
4847, 82-4848 


Consolidated federal supply catalog iden- 
tification list. FSC 5310. Nuts and 
washers, 82-4850 


Consolidated federal supply catalog iden- 
tification list. FSC 5315. Nails, keys, 
and pins, 82-4851, 82-4852 


Bombing, Aerial. 

The Israeli air strike : hearings before the 
Committee on Foreign Relations, 
United States Senate, Ninety-seventh 
Congress, first session , on the Israeli 
air strike and related issues, June 18, 
19, and 25, 1981., 82-6834 


Israeli attack on Iraqi nuclear facilities : 
hearings before the Subcommittees on 
International Security and Scientific 
Affairs, on Europe and the Middle 
East and on International Economic 
Policy and Trade of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 17 and 25, 1981., 82- 
2642 


Bonds — United States. 
United States of America, treasury bonds 
of 2001., 82-6241, 82-6251, 82- 
14298 


United States of America, treasury bonds 
of 2006-2011., 82-6246 


Bonds — Washington (D.C.) 

District of Columbia Bond Authorization 
Act of 1981 : report together with sup- 
plemental and additional views (to ac- 
company H.R. 1807) (including cost es- 
timate of the Congressional Budget 
Office)., 82-2386 


*Bone and bones — Pathology. 
Identification of pathological conditions 
in human skeletal remains /, 82-6236 
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*Bone Neoplasms — directories 
Current cancer research on bone and car- 
tilage tumors and soft-tissue sarcomas., 
82-10519 


Bones. 
Phasic changes in bone CO.fractions, cal- 
cium, and phosphorus during chronic 
hypercapnia /, 82-5102 


Bones — Diseases. 
Identification of pathological conditions 
in human skeletal remains /, 82-6236 


Bones — Necrosis. 
Aseptic bone necrosis among U.S. Navy 
divers : survey of 934 nonrandomly se- 
lected personnel /, 82-5101 


Bones — Tumors. 
Supplement : tumors of bone and carti- 
lage /, 82-9589 


Bones — Tumors — Abstracts. 
Current cancer research on bone and car- 
tilage tumors and soft-tissue sarcomas., 
82-10519 


Current cancer research on bone, carti- 
lage, and soft tissue tumors., 82-10564 


Books — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 7600. Books, maps 
and other publications, 82-13005 


Boots and shoes — Trade and manufacture 
— Statistics. 
1977 census of manufactures, 82-9205 


Boots and shoes — Trade and manufacture 
— United States — Statistics — 
Periodicals. 


Nonrubber footwear., 82-5952 


Borax — Environmental aspects — United 
States. 
Source category survey : borax and boric 
acid industry /, 82-1681, 82-5318 


Boric acid — Environmental aspects — 
United States. 
Source category survey : borax and boric 
acid industry /, 82-1681, 82-5318 


Feasibility study of an earth melting pen- 


etrator system for geoprospecting 
tunnel right-of-ways /, 82-5012 


Boring — Congresses. 

Proceedings of a Symposium on Site Exe 
ploration in Soft Ground Using In Situ 
Techniques : held May 1-3, 1978 at Al- 
exandria, Virginia /, 82-11451 


Boston (Mass.) — Bridges. 

Fort Point Channel, Boston Bridge : 
hearing before the Subcommittee on 
Water Resources of the Committee on 
Public Works and Transportation, 
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House of Representatives, Ninety-sev- 
enth Congress, first session, on H.R. 
1855 ... July 23, 1981., 82-2701 


Boston (Mass.) — Description. 
USA, Boston and New England., 
1377 


82- 


Boston (Mass.) — Officials and employees 
— Salaries, allowances, etc. 
Municipal government wage surveys : 
Boston, Massachusetts, October 1980., 
82-14120 


Botany — Andes — Ecology. 
Growth and population dynamics of 
Espeletia (Compositae) in the Venezu- 
elan Andes /, 82-6231 


Botany — Venezuela — Ecology. 
Growth and population dynamics of 
Espeletia (Compositae) in the Venezu- 
elan Andes /, 82-6231 


Boundary layer. 

A dual doppler radar study of the urban 
boundary layer : a summary of ME- 
TROMEX results /, 82-4630 

Full-coverage film cooling : 3-dimension- 
al measurements of turbulence struc- 
ture and prediction of recovery region 
hydrodynamics /, 82-728 

Full-coverage film cooling on flat, isoth- 
ermal surfaces : a summary report on 
data and predictions /, 82-14187 


Heat transfer to a full-coverage, film- 
cooled surface with compound-angle 
(30 and 45) hole injection /, 82-727 


Bowsher, Charles A., 1931- 

Nomination of Charles A. Bowsher : 
hearing before the Committee on Gov- 
ernmental Affairs, United States 
Senate, Ninety-seventh Congress, first 
session, on nomination of Charles A. 
Bowsher to be comptroller general of 
the United States, September 17, 1981., 
82-4243 


Boycott — Periodicals. 

The operation and effect of the interna- 
tional boycott provisions of the Inter- 
nal Revenue Code ... annual report., 
82-3840 


Living and fossil brachiopod genera, 
1775-1979 : lists and bibliography /, 
82-6234 


— Bibliography. 
Living and fossil brachiopod genera, 


1775-1979 : 
82-6234 


Brachiopoda, Fossil. 
Living and fossil brachiopod genera, 
1775-1979 : lists and bibliography /, 
82-6234 


lists and bibliography /, 





Brachiopoda, Fossil — Bibliography. 
Living and fossil brachiopod genera, 
1775-1979 : lists and bibliography /, 
82-6234 


Brachodidae — Classification. 
Classification of the superfamily Sesioidea 
(Lepidoptera:Ditrysia) /, 82-6226 


Brain — Surgery. 
Brain tumors : hope through research /, 
82-13819 


Brain — Tumors. 
Brain tumors : hope through research /, 
82-13819 


*Brain Death. 
The NINCDS collaborative study of 
brain death., 82-10609 


Brain death — United States. 

Defining death : a report on the medical, 
legal and ethical issues in the determi- 
nation of death /, 82-2121 

The NINCDS collaborative study of 
brain death., 82-10609 


Brazil — Commerce — United States. 
Brazil : agricultural and trade policies., 
82-1223 


Brazil — Description and travel. 
Background notes : Brazil /, 82-2128 


Brazil — Foreign relations — United States 
— Addresses, essays, lectures. 
Brazil and the United States today : 
August 19, 1981., 82-11250 


Breakwaters. 
Determination of mooring load and trans- 
mitted wave height for a floating tire 
breakwater /, 82-13139 


Effects of first underlayer weight on the 
stability of stone-armored rubble- 
mound breakwater trunks subjected to 
nonbreaking waves with no overtop- 
ping : hydraulic model investigation /, 
82-5003 

Estimation of wave transmission coeffi- 
cients for overtopping of impermeable 
breakwaters /, 82-13145 


San Juan National Historic Site, San 
Juan, Puerto Rico, design for preven- 
tion of wave-induced erosion : hydrau- 
lic model investigation /, 82-5000 


Seabrook Lock Complex, Lake Pontchar- 
train, La. : design for wave protection 
at lock entrance : hydraulic model in- 
vestigation /, 82-5005 

Seabrook Lock Complex, Lake Pontchar- 
train, Louisiana : design for wave pro- 
tection at a temporary entrance during 
various phases of lock construction : 
hydraulic model investigation /, 82- 
9805 
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Breakwaters — Bibliography. 
An annotated bibliography on detached 
breakwaters and artificial headlands /, 
82-184 


Breakwaters, Mobile. 
Determination of mooring load and trans- 
mitted wave height for a floating tire 
breakwater /, 82-13139 


Breakwaters, Mobile — Washington (State) 
— Olympia. 


Floating breakwater wave-attenuation 
tests for East Bay Marina, Olympia 
Harbor, Washi i 
investigation /, 

Breast — Cancer. 

Breast cancer : a measure of progress in 
public understanding management 
summary., 82-10515 

Breast cancer : we’re making progress 
every day., 82-5684 

Current cancer research on breast cancer 
: diagnosis, prognosis, and treatment., 
82-5708 


Questions & answers about breast lumps., 
82-10516 


Breast — Cancer — Abstracts. 

Current cancer research on breast cancer 
: immunology and other biology, and 
breast cancer models., 82-10534 

Current cancer research on breast cancer, 
biology and related studies of endocri- 
nology and immunology., 82-10551 

Current cancer research on breast cancer, 
etiology, epidemiology, and high risk 
factors., 82-10538 


Breast — Cancer — Surgery. 
Surgery for breast cancer /, 82-12036 


Breast — Examination. 
Breast cancer : we’re making progress 
every day., 82-5684 
Questions & answers about breast lumps., 
82-10516 


Breast — Research — Abstracts. 
Current cancer research on breast cancer 
: diagnosis, prognosis, and treatment., 
82-5708 


Breast feeding. 

Infant feeding practices : hearing before 
the Subcommittee on Domestic Mar- 
keting, Consumer Relations, and Nutri- 
tion of the Committee on Agriculture, 
House of Representatives, Ninety-sev- 
enth Congress, first session, June 22, 
1981., 82-6747 


Breast feeding — United States. 

Domestic use of infant formula : hearing 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Energy and Commerce, House of Rep- 
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resentatives, Ninety-seventh Congress, 
first session, June 17, 1981., 82-15087 


*Breast Neoplasms — directories 
Current cancer research on breast cancer, 
biology and related studies of endocri- 
nology and immunology., 82-10551 
Current cancer research on breast cancer, 
etiology, epidemiology, and high risk 
factors., 82-10538 


*Breast Neoplasms — immunology — 
directories 


Current cancer research on breast cancer, 
biology and related studies of endocri- 
nology and immunology., 82-10551 


*Breast Neoplasms — surgery 
Surgery for breast cancer /, 82-12036 


Breeder reactors — Accidents. 

Breeder Reactor Aerosol Release and 
Transport Program quarterly progress 
report for October-December 1977 /, 
82-14736 


Development of the capacitor discharge 
vaporization technique to produce aer- 
osols formed under conditions postulat- 
ed for hypothetical core disruptive ac- 
cidents /, 82-4098 


Bribery — United States. 

Business Accounting and Foreign Trade 
Simplification Act : joint hearings 
before the Subcommittee on Securities 
and the Subcommittee on International 
Finance and Monetary Policy of the 
Committee on Banking, Housing, and 
Urban Afairs, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 708 ... May 20 and 21, June 16, 
July 23 and 24, 1981., 82-4209 


Bridge construction — Contracts and 
specifications — United States. 
Standard specifications for construction 
of roads and bridges on federal high- 
way projects., 82-2231 


Bridge construction — United States — 

Congresses. 

Prestressed concrete segmental bridges : 
a compilation of papers presented at 
Prestressed Concrete Segmental Bridge 
Construction Seminar, Little Rock, Ar- 
kansas, October 26-27, 1978 /, 82- 
6335 


Bridger National Forest (Wyo.) — Maps. 
Bridger-Teton National Forest, Kem- 
merer, Greys River and Big Piney 
Ranger Districts (Bridger Division- 
West Half) /, 82-16 


Bridger National Forest (Wyo.) — Maps. 
Bridger-Teton National Forest (Bridger 
Division), Wyoming, 1968 /, 82-2762 
Bridger-Teton National Forest, travel 
plan, Bridger Division (east) /, 82- 
4320 
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pian, Bridger Division (west) /, 82- 
4322 

Bridger-Teton National Forest, 
plan, Teton Division /, 82-4321 

Bridger Wilderness, Bridger-Teton Na- 
tional Forest, Wyoming, 1980 /, 82- 
2763 


Bridger National Wilderness Area (Wyo.) — 


travel 


Maps. 

Bridger Wilderness, Bridger-Teton Na- 
tional Forest, Wyoming, 1980 /, 82- 
2763 


Bridges — Floors. 
Bridge deck evaluation techniques., 
2247 


Bridges — Florida — Accidents. 

Marine accident report : ramming of the 
Sunshine Skyway Bridge by the Liber- 
ian bulk carrier Summit Venture, 
Tampa Bay, Florida, May 9, 1980 /, 
82-3872 


Bridges — Inspection 
Better targeting of federal funds needed 
to eliminate unsafe bridges : report to 
the Honorable James R. Sasser, United 
States Senate /, 82-10352 


Bridges — Kansas — Testing. 
Evaluation of portable instrument for 
load history study on bridges /, 82- 
2244 


82- 


Bridges — Law and legislation — United 

States. 

Fort Point Channel, Boston Bridge : 
hearing before the Subcommittee on 
Water Resources of the Committee on 
Public Works and Transportation, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H.R. 
1855 ... July 23, 1981., 82-2701 


Bridges — Live loads. 
Evaluation of portable instrument for 
load history study on bridges /, 82- 
2244 


Bridges — Maintenance and repair. 

Better targeting of federal funds needed 
to eliminate unsafe bridges : report to 
the Honorable James R. Sasser, United 
States Senate /, 82-10352 


Bridge deck evaluation techniques., 
2247 


82- 


Bridges —- United States — Live loads. 
State-of-the-art methods for calculating 
flutter, vortex-induced, and buffeting 
response of bridge structures /, 82- 
11441 


Bridges — United States — Testing. 
Residual stress measurements in structural 
steels /, 82-11448 
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Bridges — United States — Vibration. 
State-of-the-art methods for calculating. 
flutter, vortex-induced, and buffeting 
response of bridge structures /, 82- 
11441 


Bridges, Cable-stayed — Testing. 
Analytical study for fatigue of highway 
bridge cables /, 82-11449 


Bridges, Concrete — Floors. 

In situ determination of the chloride con- 
tent of portland cement concrete 
bridge decks / prepared for Federal 
Highway Administration, Offices of 
Research & Development Materials Di- 
vision., 82-2237 


Bridges, Concrete — United States — 

Congresses. 

Prestressed concrete segmental bridges : 
a compilation of papers presented at 
Prestressed Concrete Segmental Bridge 
Construction Seminar, Little Rock, Ar- 
kansas, October 26-27, 1978 /, 82- 
6335 


Bridges, Concrete — United States — 
Design and construction — Data 


Bridge rating and analysis structural 
system (BRASS)., 82-14341 


Bridges, Concrete — United States — 
Floors. 
Internally sealed concrete : guide to con- 
struction and heat treatment., 82- 
11456 


Bridges, Prefabricated. 
Precast concrete elements for structures 
in selected theaters of operations /, 
82-1455 


Bridges, Suspension — Design and 
construction. 

State-of-the-art methods for calculating 
flutter, vortex-induced, and buffeting 
response of bridge structures /, 82- 
11441 


Bridges, Wooden. 
Bending strength of large Alaskan Sitka 
spruce and western hemlock log bridge 
stringers., 82-12442 


Strength of log bridge stringers after sev- 
eral year’s use in southeast Alaska /, 
82-9108 


Bridges, Wooden — Maintenance and repair. 

Decay in wood bridges : inspection and 

preventive & remedial maintenance /, 
82-4319 


Bristol County (R.I.) — Maps. 
Important farmlands, Providence and 
Bristol Counties, Rhode Island /, 82- 
91 
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Broadcasting — Law and legislation — 

United States. 

Broadcast reform proposals : hearing 
before the Subcommittee on Telecom- 
munications, Consumer Protection, and 
Finance of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on H.R. 4726 ... H.R. 4780 ... 
H.R. 4781 ... December 9, 1981., 82- 
15090 


Broadcasting — United States — History. 
The Historical evolution of the commer- 
cial network broadcast system /, 82- 
12899 


policy — United States. 
Doing research in federal communica- 
tions law /, 82-709 


Broccoli. 
Growing cauliflower and broccoli /, 82- 
2744 


Broccoli — Varieties. 
Growing cauliflower and broccoli /, 82- 
2744 


Brokers — United States. 

The Role of regional broker-dealers in 
the capital formation process : under- 
writing, market-making, and securities 
research activities, phase II report., 
82-11371 


Brokers in public contracts, etc. 
Performance of CHAMPUS fiscal inter- 
mediaries needs improvements : report 

to the Congress /, 82-5488 
Performance of CHAMPUS fiscal inter- 
mediaries needs improvements : sum- 


mary: report to the Congress /, 82- 
1751 


Bromine — Statistics — Periodicals. 
Bromine, 82-606 
Preprint from the ... Bureau of Mines 
Minerals yearbook. Bromine., 82-606 


Bromoform — Toxicology — United States. 
Toxicity and effects of bromoform on 
five marine species /, 82-11924 


Brown’s Park (Utah) — q 
John Jarvie of Brown’s Park /, 82-1990 


Browse. 
Foods of white-tailed deer in the Upper 
Great Lakes Region: a review /, 82- 
12519 


Brucellosis in cattle. 

Weak management in animal disease con- 
trol program results in large economic 
losses : report to the Secretary of Agri- 
culture /, 82-13710 


Brucellosis in cattle — United States. 
Cattle owners : you can be losing money 
because of brucellosis., 82-12659 





Brushes, Electric — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5977. Electrical con- 
tact brushes and electrodes, 82-12960 


Buckling (Mechanics) 

The buckling analysis of imperfection 
sensitive shell structures / Johann 
Arbocz and Charles D. Babcock, Jr., 
82-6117 


Budget — United States. 
Additional materials on the Omnibus 
Budget Reconciliation Act of 1981 
(H.R. 3982) /, 82-1029 


Allocation of windfall profit tax revenues 
fiscal year 1981 : communication of the 
president of the United States transmit- 
ting the proposed allocation of the net 
revenues expected under the Crude Oil 
Windfall Profit Tax Act of 1980, pursu- 
ant to section 120(d) of the act., 82- 
14596 


Balancing the budget : hearing before the 
Subcommittee on the Constitution of 
the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on S.J. Res. 58, 
Phoenix, Ariz., May 29, 1981., 82- 
6861 


Baseline budget projections : fiscal years 
1982-1986 /, 82-1132 

Budget allocation for the endowments for 
the arts and humanities, and museums 
and libraries : hearings before the Sub- 
committee on Postsecondary Education 
of the Committee on Education and 
Labor, House of Representatives, 
Ninety-seventh Congress, first session, 
hearings held in Washington, D.C., on 
February 25 and New York, N.Y., on 
March 2, 1981., 82-6788 


Comments on the President’s February 
18, 1981, budget proposals and addi- 
tional cost-saving measures /, 82-1758 


Department of Justice authorization for 
fiscal year 1982 : hearing before the 
Committee on the Judiciary, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on Department of 
Justice authorization for fiscal year 
1982, March 11, 1981., 82-12213 


The Economic and budget outlook : an 
update /, 82-6920, 82-12305 


Economic outlook for the second budget 
resolution : hearings before the Com- 
mittee on the Budget, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, September 10, 21, 22, 23, 
25, and October 1, 1981., 82-6773 


Federal budget totals are understated be- 
cause of current budget practices : 
report to the Congress /, 82-10391 

Federal financial reporting : analysis of 
accrual accounting and the budget /, 
82-12307 
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The Federal Financing Bank and the 
budgetary treatment of federal credit 
activities /, 82-12306 

Guns versus butter : how the military 
budget affects aging Americans : hear- 
ing before the Subcommittee on Retire- 
ment Income and Employment of the 
Select Committee on Aging, House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 24, 1981., 82- 
12063 

Hearings on the administration’s fiscal 
year 1982 budget authorization for 
child nutrition : hearings before the 
Subcommittee on Elementary, Second- 
ary, and Vocational Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, hearings 
held in Washington, D.C. on March 
10, 11, 12, 18, and 19, 1981., 82-2613 


Impact of federal budget proposals on 
older Americans : hearing before the 
Special Committee on Aging, United 
States Senate, Ninety-seventh Con- 
gress, first session ..., 82-2587 


Impact of the fiscal year 1982 budget on 
programs for the elderly in Memphis : 
a briefing /, 82-2591 


Major themes and additional budget de- 
tails : fiscal year 1983., 82-11192 


Oversight hearing on major differences 
between H.R. 3982 and S. 1377 for 
education and child nutrition : hearing 
before the Subcommittee on Elemen- 
tary, Secondary, and Vocational Edu- 
cation of the Committee on Education 
and Labor, House of Representatives, 
Ninety-seventh Congress, first session, 
hearing held in Washington, D.C., on 
July 14, 1981., 82-12127 


President Reagan’s fiscal year 1983 
budget : (a summary and analysis /, 
82-15053 


Proposed budget cuts for fiscal year 1982 
: hearing before the Subcommittee on 
Labor Standards of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, hearing held in Washing- 
ton, D.C., on March 11, 1981., 82- 
1044 


Proposed budget cuts in the medicare 
program : hearings before the Subcom- 
mittee on Health of the Committee on 
Ways and Means, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, March 30, 31, April 1, 
1981., 82-1129 


The proposed fiscal year 1983 budget : 
what it means for older Americans : an 
information paper /, 82-15002 


Recissions and deferral : message from 
the president of the United States 
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transmitting 33 proposed recissions of 
budget authority and one deferral, pur- 
suant to sections 1012 (a) and 1013 (a) 
of Public Law 93-344., 82-11783 


Reductions in force and budget cuts : 
hearings before the Subcommittee on 
Compensation and Employee Benefits 
of the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 29, 1981., 82-1093 

The regional and urban impacts of the 
administration’s budget and tax propos- 
als: astudy /, 82-1040 

Report on subdivision of budget totals 
agreed to in first concurrent resolution 
on the budget (H. Con. Res. 115) for 
fiscal years 1981 and 1982 pursuant to 
section 302 of the Congressional 
Budget Act of 1974 /, 82-2380 


Revised report of the Committee on Vet- 
erans’ Affairs pursuant to section 302 
(b) of the Congressional Budget Act of 
1974., 82-2408 


Second concurrent resolution on the 
budget—fiscal year 1982 : hearings 
before the Committee on the Budget, 
United States Senate, Ninety-seventh 
Congress, first session, September 15, 
1981 ... September 16, 1981 ... Septem- 
ber 28, 1981 ... October 6, 1981, Octo- 
ber 15, 1981, October 20, 1981, Octo- 
ber 30, 1981...., 82-12107 


Spending reduction proposals : 


hearings 
before the Committee on Finance, 
United States Senate, Ninety-seventh 
Congress, first session ...., 82-1057 


Views of the Committee on Appropri- 
ations, United States Senate, together 
with additional views on the first con- 
current resolution on the budget, fiscal 
year 1982., 82-1015 


Budget — United States — Periodicals. 

An analysis of the President’s budgetary 
proposals for fiscal year ..., 82-12303 

Budget of the U.S. Government, 82- 
6186, 82-6187, 82-6570, 82-6571 

The budget of the United States Govern- 
ment., 82-6186, 82-6187, 82-6570, 
82-6571 

The budget of the United States Govern- 
ment. Appendix., 82-6186, 82-6571 

Budget of the United States Government 
(Dept. ed.), 82-6187 

Budget of the United States Government 
(Doc. ed.), 82-6570 

Budget views and estimates for fiscal 
year... /, 82-15223, 82-15224 

Committee on the Budget March 15 


House report, request and supporting 
information, 82-15055 





Data and materials for the fiscal year ... : 
Finance Committee report under the 
Congressional Budget Act /, 82-15100 

March 15 House committee report /, 
82-15055 


Report of the Committee on Agriculture, 
House of Representatives (together 
with minority views), to the Commit- 
tee on the Budget pursuant to the Con- 
gressional Budget and Impoundment 
Control Act., 82-15009 

Report of the Senate Committee on Com- 
merce, Science, and Transportation to 
the Senate Committee on the Budget 
submitted pursuant to section 301 of 
the Congressional Budget and Im- 
poundment Control Act of 1974 on the 
proposed budget., 82-12110 


Report to the Committee on the Budget 


from the Committee on Veterans’ Af- 
fairs /, 82-12276, 82-12277, 82- 
15221 


Report to the Senate Committee on the 


Budget pursuant to section 301(c) of 
the Congressional Budget and Im- 
poundment Control Act of 1974, from 
the Senate Committee on Environment 
and Public Works., 82-15185, 82- 
15186 


Review of rescission and deferral : com- 


munication from the Comptroller Gen- 
eral of the United States transmitting 
his review of the proposed rescission 
and deferral of budget authority con- 
tained in the message from the Presi- 
dent, pursuant to section 1014(b) of 
Public Law 93-344., 82-11730, 82- 
11732, 82-11781, 82-11782, 82- 
11785, 82-11786, 82-11787, 82- 
11788, 82-11791, 82-11803 


Special analyses, budget of the United 


States Government., 82-6189 


Supplemental summary fiscal year 


budget : communication from the Di- 
rector, Office of Management and 
Budget, Executive Office of the Presi- 
dent transmitting the supplemental 
summary of the budget, pursuant to 
section 201 of the Budget and Ac- 
counting Act of 1921, as amended., 
82-14597, 82-14631 


U.S. budget in brief, 82-6188, 82-11193 


The United States budget in brief, 82- 


6188, 82-11193 


Views and estimates of committees of the 
House and joint committees (together 
with supplemental and minority views) 
on the congressional budget for fiscal 
year... /, 82-15050 

Views and estimates of committees of the 
House (together with supplemental and 
minority views) on the congressional 
budget for fiscal year .. /, 82-15052 
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Views and estimates of the Committee on 
Foreign Affairs on the budget for fiscal 
year... /, 82-15111 


Views and estimates of the Committee on 
Interior and Insular Affairs, House of 
Representatives on the budget pro- 
posed for fiscal year ... : report to the 
Committee on the Budget /, 82-15146 

Views and estimates on the budget pro- 
posed for fiscal year ... together with 
separate and additional views /, 82- 
15017, 82-15018, 82-15019 

Views of the Committee on Appropri- 
ations, United States Senate, together 
with additional views, on the the first 
concurrent resolution on the budget., 
82-15025 


Budget — United States — States. 

Effects of budget cuts on cities : hearing 
before the Subcommittee on Housing 
and Community Development of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, December 15, 1981., 82-12104 


Urgent supplemental appropriations bill, 
1982 : hearing before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-sev- 
enth Congress, second session, Sub- 
committee on the Departments of 
Labor, Health and Human Services, 
Education, and Related Agencies 
82-15022 


Budget — Washington (D.C.) 

Supplement budget of District of Colum- 
bia : communicaton from the president 
of the United States transmitting pro- 
posed supplemental for fiscal year 1981 
of $17 million from District of Colum- 
bia’s own revenues., 82-14610 


Budgets, Personal. 
Family food budgeting—for good meals 
and good nutrition /, 82-12367 
A Guided to budgeting for the young 
couple /, 82-2757 


Buffalo (N.Y.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Buffalo, New 
York, annual summary with compara- 
tive data., 82-4680 


Building — Bibliography — Catalogs. 
Building science series., 82-5577 


Building — Bibliography — Periodicals. 
Building technology publications. Supple- 
ment /, 82-9480 


Building — Contracts and specifications. 
Decontamination considerations for ar- 
chitects and engineers., 82-10266 
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Building — Contracts and specifications — 
United States. 
Presentation of building plans and specifi- 
cations., 82-12621 


Building — United States — Details. 
Presentation of building plans and specifi- 
cations., 82-12621 


Building — United States — Handbooks, 
man etc. 
Builder 3&2/, 82-9861 


Building — United States — Technological 
innovations. 


An evaluation of the NASA Tech House, 
including live-in test results /, 82- 
11139 


Building, Bombproof. 


Protective construction, 


Building, Fireproof. 
Nuclear power plant fire protection fire 
detection : (subsystems study task 2) /, 
82-14805 


Building, Wooden 
Historical considerations in evaluating 
timber structures /, 82-12510 


Building and loan associations — United 
States. 
FSLICsafety /, 82-3498 


Building and loan associations — United 
States — Statistics — Periodicals. 
Asset and liability trends., 82-10321 


Trends in the savings and loan field, 82- 
10321 


Building laws. 
Organization of building standards : sys- 
tematic techniques for scope and ar- 
rangement /, 82-3085 


Building laws — California. 
Current and tentative seismic design pro- 
visions for buildings : preliminary com- 
parisons /, 82-1484 


Building materials. 


Behavior of construction adhesives under 
long-term load /, 82-4367 


Building materials — Bibliography — 
Catalogs. 
Building science series., 


82-13687 


82-5577 


Building materials — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 5600. Construction 
and building materials, 82-4860, 82- 
12949 


Building materials — Colorado — Grand 
Junction. 
Grand Junction remedial action program 
: analysis of currently approved and 
proposed procedures for establishing 
eligibility for remedial action /, 82- 
13264 





Building materials — United States. 
Labor and material requirements for ele- 
mentary and secondary school con- 
struction., 82-3747 


Building sites — Planning. 
An Evaluation and comparison of nuclear 
powerplant siting methodologies /, 
82-2464 


Building sites — United States. 
Early site reviews for nuclear power 


facilities : procedures and possible tech- 
nical review options : draft., 82-2434 


Buildings — Aerodynamics, 
The tornado, an engineering-oriented pre- 
spective (sic) /, 82-12821 
Buildings — Design 
Protective construction, 


and construction. 
82-13687 


Buildings — Energy conservation — 

Standards — United States. 

Climate classification analysis : technical 
support document for the proposed 
energy performance standards for new 
buildings., 82-316 

Draft regulatory analysis : technical sup- 
port document for the proposed energy 
performance standards for new build- 
ings., 82-319 

Energy budget levels selection : technical 
support document for the proposed 
energy performance standards for new 
buildings., 82-318 

Passive and active solar heating analysis : 
technical support document for the 
proposed energy performance stand- 
ards for new buildings., 82-317 


Buildings — Energy conservation — 

Statistical methods. 

Statistical analysis : technical support 
document for notice of proposed rule- 
making on energy performance stand- 
ards for new buildings., 82-320 


Buildings — Energy consumption. 

The Standard evaluation technique : tech- 
nical support document for notice of 
proposed rulemaking on energy per- 
formance standards for new buildings., 
82-1633 


Buildings — Environmental engineering. 
Environmental readiness document 
buildings and community systems, FY 
1980., 82-13272 


Buildings — Massachusetts — Repair and 
reconstruction. 


Removing regulatory restraints to build- 
ing rehabilitation : the Massachusetts 
experience /, 82-3084 


Buildings — Power supply. 
Environmental readiness document 
buildings and community systems, FY 
1980., 82-13272 
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Parametric analysis of energy consump- 
tion in army buildings by the Building 
Loads Analysis and System Thermody- 
namics (BLAST) computer program /, 
82-13156 


— Protection. 
Protective construction, 82-13687 
The tornado, an engineering-oriented pre- 
spective (sic) /, 82-12821 


Buildings — Repair and reconstruction, 
Historical considerations in evaluating 
timber structures /, 82-12510 


Buildings — Thermal 
Savings in electric cooling energy by the 
use of a whole-house fan /, 82-12809 


Buildings — United States. 
Nonresidential buildings energy consump- 
tion survey : building characteristics., 
82-13430 


Buildings — United States — Energy 
conservation. 

Air infiltration in buildings : International 
Energy Agency (IEA) draft program 
plan., 82-13302 

District heating and cooling : hearing 
before the Subcommittee on Energy 
Development and Applications of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
July 23, 1981., 82-6900 


Energy efficiency labels for buildings : 
hearing before the Subcommittee on 
Energy Conservation and Power of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 21, 
1981., 82-12153 


Identifying retrofit projects for buildings., 
82-13303 


Buildings — United States — Energy 
consumption. 
Identifying retrofit projects for buildings., 
82-13303 


Buildings — United States — Energy 
consumption — Data processing. 
Comparison of Building Loads Analysis 

and System Thermodynamics 
(BLAST) computer program simula- 
tions and measured energy use for 
army buildings /, 82-1491 


Buildings — United States — Heating and 
ventilation. 
Air infiltration in buildings : International 
Energy Agency (IEA) draft program 
plan., 82-13302 


Buildings, Prefabricated — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5400. Prefabricated 
structures and scaffolding, 82-4859 
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Bulgaria — Foreign relations — United 
States. 


Cultural relations, exchanges for 1981- 
1982 : agreement between the United 
States of America and the People’s Re- 
public of Bulgaria, signed at Washing- 
ton November 21, 1980 with final pro- 
tocol., 82-11332 


Treaties, etc. United States, 1980 Nov. 
21, 82-11332 


Bulk carrier cargo ships — Great Lakes. 
Investigation of springing responses on 
the Great Lakes ore carrier, M/V 
Stewart J. Cort : final report /, 82- 
2293 


Bull Shoals Lake (Ark. and Mo.) — Maps. 
Bull Shoals Lake, Arkansas and Missouri 
/, 82-187 


Buoys — United States. 
Distress buoy system analysis /, 82-6472 


Burma. 
Burma, a country profile /, 82-806 


Burma — Description and travel. 
Background notes, Burma., 82-14265 


Burns and scalds. 

Project burn prevention, final report : the 
effects of an experimental public educa- 
tion program on knowledge, attitudes, 
and burn injury rates, 1975-1980 /, 
82-11855 


Burns (Or.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Burns, Oregon, 
annual summary with comparative 
data., 82-9542 


Bus drivers — United States. 

Study of operator absenteeism and work- 
ers’ compensation trends in the urban 
mass transportation industry /, 82- 
6492 


Bus lanes — Evaluation. 
Evaluation of priority treatments for high 
occupancy vehicles /, 82-6316 


Bus lanes — Florida — Miami. 

Effects of NW 7th Avenue bus priority 
systems on NW 7th Avenue traffic 
stream flow and passenger movements : 
report 6 /, 82-891 

Evaluation of the I-95 express bus and 
high occupancy vehicle priority sys- 
tems : report II-1 /, 82-2302 

Evaluation of the NW 7th Avenue ex- 
press bus and bus priority systems : 
report 1 /, 82-887 

Report II-2 : evaluation of the effects of 
the I-95 exclusive bus/car pool lane 
priority system on vehicular and pas- 
senger movements /, 82-6486 
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Bus lanes — Florida — Miami — Costs. 
Economic viability of the NW 7th 
Avenue express bus operation /, 82- 
2301 


Bus lanes — Florida — Miami — Data 
processing. 


Changes in transit operational character- 
istics on the NW 7th Avenue express 
bus system : report 3 /, 82-889 

Effect of the park N’ ride facility on 
usage of the NW 7th Avenue express 
bus system : report 5 /, 82-890 

Effects of NW 7th Avenue bus priority 
systems on bus travel times and sched- 
ule variability : report 2 /, 82-888 


Bus lanes — Florida — Miami — Public 


Evaluation of the characteristics of users 
and non-users of the NW 7th Avenue 
express bus/car pool system : report 7 
/, 82-2299 


Bus lanes — Massachusetts — Boston. 
Southeast expressway high occupancy 
vehicle lane evaluation., 82-2307 


Bus lines — Louisiana — Saint Bernard 
Parish. 
St. Bernard Parish, Louisiana taxi feeder 
demonstration project., 82-3954 


Bus lines — United States. 

Bus regulatory reform : hearings before 
the Subcommittee on Surface Trans- 
portation of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 3662 and 
H.R. 3663 ... May 28 and June 3, 1981, 
at Washington, D.C., June 27, 1981, at 
Los Angeles, Calif., 82-12244 


Bus Regulatory Reform Act of 1981 : 
report (to accompany H.R. 3663) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 82-6591 


Bus trailers — Design and construction — 
Specifications — United States. 
Articulated transbus technical specifica- 

tions., 82-11585 


Bus travel — Florida — Miami. 

Effects of NW 7th Avenue bus priority 
systems on NW 7th Avenue traffic 
stream flow and passenger movements : 
report 6 /, 82-891 

Evaluation of the I-95 express bus and 
high occupancy vehicle priority sys- 
tems : report II-1 /, 82-2302 

Evaluation of the NW 7th Avenue ex- 
press bus and bus priority systems : 
report 1 /, 82-887 


Bus travel — Florida — Miami — Costs. 
Economic viability of the NW 7th 
Avenue express bus operation /, 82- 
2301 
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Bus travel — Florida — Miami — Data 
processing. 

Changes in transit operational character- 
istics on the NW 7th Avenue express 
bus system : report 3 /, 82-889 

Effect of the park N’ ride facility on 
usage of the NW 7th Avenue express 
bus system : report 5 /, 82-890 

Effects of NW 7th Avenue bus priority 
systems on bus travel times and sched- 
ule variability : report 2 /, 82-888 


Bus travel — Florida — Miami — Public 


Evaluation of the characteristics of users 
and non-users of the NW 7th Avenue 
express bus/car pool system : report 7 
/, 82-2299 


Bus travel — Massachusetts — Boston. 
Southeast expressway high occupancy 
vehicle lane evaluation., 82-2307 


Buses. 
Low-cost bus-tunnels to the central busi- 
ness district /, 82-3952 


Buses — Specifications — United States. 
Articulated transbus technical specifica- 
tions., 82-11585 


Baseline advanced design transit coach 
specifications : a guideline procurement 
document for new 35- and 40-foot 
coach designs /, 82-3951, 82-11579 


Buses — United States. 
Life-cycle cost procurement procedures 
for advanced-design buses (develop- 
ment and test application) /, 82-14524 


Transit problems in small cities and non- 
urbanized areas : Task A : an inventory 
of transportation services in places of 
less than ten thousand population out- 
side of urbanized areas : final report /, 
82-14501 


Buses — United States — Design and 
construction. 
Transbus program /, 82-11586 


Buses — United States — Maintenance and 


Survey and analysis of bus rehabilitation 
in the mass transportation industry /, 
82-6487 


Buses — United States — Noise. 
Regulatory analysis for the final noise 
emission regulation for buses /, 82- 
5248 


Buses — United States — Purchasing. 
Baseline advanced design transit coach 
specifications : a guideline procurement 
document for new 35- and 40-foot 
coach designs /, 82-3951 
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Buses — Virginia — Triangle. 

Highway accident report : D&J Trans- 
portation Co. commuter bus run-off- 
roadway, I-95 near Triangle, Virginia, 
February 18, 1981., 82-11426 

Business — Bibliography — Catalogs. 

Business and business management., 
3525, 82-5522 

Census of business., 82-511 

Mass transit., 82-5540 

Publications for business from ITA, in- 
cluding a geographical index., 82-137 

Business enterprises — Information services 

— United States. 

Sources of information on U.S. firms : a 


guide for international traders. 82- 
4708 


82- 


Business enterprises — United States. 
The private sector involvement in liter- 
acy efforts /, 82-13499 


Business enterprises — United States — 
Directories. 
Sources of information on U.S. firms : a 
guide for international traders., 82- 
4708 


Business enterprises — United States — 
Statistical services. 
Enterprise statistics, 82-9353 

Business enterprises — United States — 
Statistics. 

Central administrative offices and auxil- 
iaries., 82-4600 


Business enterprises — Valuation — United 

States. 

IRS regulations increasing imputed inter- 
est rates and interpreting estate tax law 
concerning valuation of family farm 
and other business properties : hearing 
before the Subcommittee on Oversight 
of the Internal Revenue Service of the 
Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, April 27, 1981., 82-2635 


Business ethics — Bibliography. 


Ethics of corporate conduct., 82-1618 


Business logistics — United States. 

An Equilibrium analysis of selected inter- 
city freight markets trucks with 
double trailers vs. TOFC shuttle trains 
as energy conservation alternatives /, 
82-6274 


Guide to record retention requirements., 
82-3584 


Record retention guide, 82-3584 





Busing for school integration — United 
States. 


School desegregation : report of the Sub- 
committee on Civil and Constitutional 
Rights of the Committee on the Judici- 
ary, House of Representatives, together 
with supplemental views, Ninety-sev- 
enth Congress, second session., 82- 
15152 

The 14th Amendment and school busing : 
hearings before the Subcommittee on 
the Constitution of the Committee on 
the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on the 14th Amendment and school 
busing, May 14 and June 3, 1981., 82- 
12217 


Butter. 

Sale of butter to New Zealand : hearing 
before the Subcommittee on Livestock, 
Dairy, and Poultry of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, first 
session, September 10, 1981., 82-12069 


Buzzards Bay (Mass.) 
Corrosion control of pilings in seawater, 
Buzzards Bay /, 82-1487 


Byun, Yung Ja, 1934- 

Yung Ja Byun, and her children, Hye Ja 
Byun, Hye Sun Byun, Hye Ryung 
Byun, and Yung Eun Byun : report (to 
accompany S. 220)., 82-4042 


C 


Cables — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 4000. Rope, cable, 
chain and fittings, 82-4819, 82-12946 


Cables — Vibration 
Analytical study for fatigue of highway 
bridge cables /, 82-11449 


Cables, Submarine. 

Application of fiber-optics to the AN/ 
BSQ-5 buoy system /, 82-3291 

Bottom segment design underwater cable 
power transmission systems /, 82- 
13275 

Estimated cost of a submarine fiber cable 
system /, 82-4699 


Cache National Forest (Utah and Idaho) — 
Maps. 
Wasatch-Cache National Forest travel 
plan /, 82-4317 


Caddo Lake (La. and Tex.) 

The Caddo Lake compact : report ( to 
accompany S. 2228) (together with 
Congressional Budget Office cost esti- 
mate)., 82-4022 
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California History. 


Cadmium — Environmental aspects — 
United States. 
Assessment of human exposures to atmos- 
pheric cadmium /, 82-10233 


Cadmium — Metallurgy. 
A pyrometallurgical method for process- 
ing Ni-Cd scrap batteries /, 82-5888 


Cadmium — Toxicology — Indexes. 
Cadmium and lead levels in human blood 
and kidney : a literature search /, 82- 
13684 


Cahuilla Indians — Antiquities. 

The Cahuilla and the Santa Rosa Moun- 
tain region : places and their Native 
American associations : a review of 
published and unpublished sources /, 
82-10964 


machines — Congresses. 

Report of the Conference on Needed Re- 
search and Development on Hand-held 
Calculators in School Mathematics /, 
82-10484 


Calculus of tensors, 
An objective method for determining the 
generalized transport tensor for two- 
dimensional Eulerian models /, 82-871 


Caldwell County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Caldwell County, Texas /, 
82-4415 


Calhoun County (Ala.) — Maps. 
Soil interpretive map of important farm- 
lands, Calhoun County, Alabama /, 
82-2809 


Calhoun County (S.C.) — Maps. 
Important farmlands, Calhoun County, 
South Carolina /, 82-72 


Calibration. 

The design and construction of a D20- 
moderated 252 Cf course for calibrat- 
ing neutron personnel dosimeters used 
at nuclear power reactors /, 82-14902 


Use of calibration base lines /, 82-3104 


Calibration — Handbooks, manuals, etc. 
Calibration and repair service in the the- 
ater of operations., 82-9689 


California — Description and travel. 
USA, Los Angeles, Las Vegas, Southern 
California, and Southern Nevada., 82- 
3091 


USA, San Francisco, northern California, 
and northern Nevada., 82-1378 
California — History. 
Cultural resources of the California 


desert, 1776-1880 : historic trails and 
wagon roads /, 82-5941 
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California — Manufactures — Statistics. 
1977 census of manufactures, 82-9147 


California — Maps. 
Geothermal resources of California /, 
82-9507 


California — Population — Statistics. 
1980 census of population and housing : 
California, preliminary population and 
housing unit counts., 82-12745 


California — Red Mountain region — 


Antiquities. 

The Prehistory and management of cul- 
tural resources in the Red Mountain 
area., 82-651 


California Desert National Conservation 
Area (Calif.) — Antiquities. 
Evaluation of early human activities and 
remains in the California desert /, 82- 
1991 


California Desert National Conservation 
Area (Calif.) — History. 
Evaluation of early human activities and 
remains in the California desert /, 82- 
1991 


Calio, Anthony, 1929- 
Nomination—National Oceanic and At- 
mospheric Administration hearing 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-seventh Con- 
gress, first session, on nomination of 
Anthony Calio, to be deputy adminis- 
trator, National Oceanic and Atmos- 
pheric Administration, December 16, 

1981., 82-15062 


Callahan, Edgar Frederick, 1928- 

Nomination of Edgar F. Callahan : hear- 
ing before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventy Con- 
gress, first session, on the nomination 
of Edgar F. Callahan to be a member 
of the National Credit Union Adminis- 
tration board for the term expiring 
August 2, 1987, October 16, 1981., 82- 
4210 


Calorimeters and calorimetry. 
Electric heat balance calorimeter 
report /, 82-14731 
In-pile calorimetry in the joint Sandia/ 
KfK equation-of-state experiments on 
nuclear fuels /, 82-6679 


Nondestructive assay confirmatory assess- 


ment experiments : mixed oxide /, 82- 
11929 


: final 


Cambodia — Foreign relations — United 
States — Addresses, essays, lectures. 
Kampuchean relief : May 26, 1980., 

6207 
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82- 





Cambodia — History — Civil War, 1970- 
1975. 
The Khmer Republic at war and the final 
collapse /, 82-5067 


Camellia. 
Growing camellias /, 82-1140 


Cameron County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Cameron County, Texas /, 
82-4416 


Cameroon — Description and travel. 


The Peace Corps in Cameroon., 82-2831 


Camp sites, facilities, etc. — Management. 
Satisfication monitoring for quality con- 
trol in campground management /, 
82-2790 


Camp sites, facilities, etc. — Public opinion. 

Satisfication monitoring for quality con- 

trol in campground management /, 
82-2790 


Campaign funds. 
Manual of offenses and procedures 
Korean influence investigation, pursu- 
ant to House Resolution 252 /, 82- 
1112 


Campers and coaches, Trucks — Accidents, 
Special study : fatalities and injuries asso- 
ciated with riding in cargo areas of 
pickup trucks., 82-6286 


Camping — Idaho. 

Selway Bitterroot Wilderness primer : a 
handbook with drawings, checklists, 
field guides, stories, manuals, glossaries, 
and other handy information., 82-4361 


Camping — Montana. 

Selway Bitterroot Wilderness primer : a 
handbook with drawings, checklists, 
field guides, stories, manuals, glossaries, 
and other handy information., 82-4361 


Camping — United States. 
Are you a good camping neighbor?, 
4304 


82- 


Camps — United States — Statistics. 
Bureau of the Census releases 1977 data 
on the nation’s sporting and recreation- 
al camps and organization hotels and 
lodging houses., 82-12795 


Camps for the handicapped. 
A guide to designing accessible outdoor 
recreation facilities /, 82-5949 


Canada — Armed Forces — Pay, allowances 
etc. 

Preliminary analysis of military compen- 

sation systems in the United States and 

five other countries : a report /, 82- 

5481 


Canada — Bibliography — Catalogs. 
Canada., 82-5638 
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Canadian automobile agreement : annual 
report of the President to the Congress 
on the operation of the Automotive 
Products Trade Act of 1965., 82- 
15099 


Canada — Commercial policy. 

United States-Canadian trade policies : 
impact on border state industries : 
hearing before the Subcommittee on 
Oversight of Government Management 
of the Committee on Governmental 
Affairs, United States Senate, Ninety- 
seventh Congress, first session, Novem- 
ber 17, 1981., 82-15143 


Canada — Foreign economic relations — 

United States. 

Issues in United States-Canadian econom- 
ic relations : hearing before the Sub- 
committees on International Economic 
Policy and Trade and on Inter-Ameri- 
can Affairs of the Committee on For- 
eign Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
October 21, 1981., 82-12165 


Canada — Foreign relations — United 

States — Addresses, essays, lectures. 
U.S. policy toward West Europe and 

Canada : June 2, 1981., 82-14262 


Canadian Pacific Limited. 

Effects of proposed Canadian Pacific ac- 
quisition of Hobart Corp. : hearing 
before the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, February 16, 
1981., 82-6860 


Canal Zone — Periodicals. 
Annual report /, 82-1420 


Annual report of the Panama Canal Com- 
pany, 82-1420 


Canals — California. 
Vinyl ester polymer concrete and experi- 
menal repair of Madera Canal drop 
structure /, 82-5851 


Lime stabilization on Friant-Kern Canal / 
, 82-1962 


Canals — Florida — Broward County. 
Water-quality data for canals in eastern 
Broward County, Florida, 1975-78 /» 
82-10830 


Cancer — Abstracts. 
Current cancer research on the relation- 
ship of viruses to human cancer., 82- 
5720 


Selected abstracts on cytoskeletal struc- 
tures., 82-3622 





January — June 1982 


Selected abstracts on vitamin A in cancer 
biology /, 82-5728 


Cancer — Animal models. 

Re-evaluation of the pathology findings 
of studies on nitrite and cancer : histo- 
logic lesions in Sprague-Dawley rats, 
final report /, 82-3632 


Cancer — Chemotherapy — Abstracts. 
Current cancer research on preclinical 
studies of pharmacokinetics, effective- 
ness and mechanisms of action of anti- 
cancer drugs., 82-5715 


Selected abstracts on chemotherapy of 
acute leukemia with anthracycline anti- 
biotics /, 82-13803 


Cancer — Colorado — Mesa County. 
Excess cancer incidence in Mesa County, 
Colorado /, 82-4120 


Cancer — Diagnosis — Abstracts. 
Current cancer research on biochemical, 
immunological, and cytological meth- 
ods for diagnosis of cancer., 82-5697 


Cancer — Immunological aspects — 
Abstracts. 
Selected abstracts on clinical immunology 
and immunotherapy of gynecologic 
tumors /, 82-3623 


Cancer — Nutritional aspects — Abstracts. 
Selected abstracts on nutritional therapy 
for the cancer patient /, 82-5735 


Cancer — Patients — Abstracts — United 
States. 
Current cancer research on cancer pa- 
tient supportive care and pain manage- 
ment., 82-10579 


Cancer — Patients — Care and treatment — 

Abstracts. 

Current cancer research patient care, re- 
habilitation, and psychosocial aspects 
of cancer treatment (including clinical 
cancer training programs), 82-10544 


Cancer — Patients — Care and treatment — 

United States — Abstracts. 

Current cancer research on cancer pa- 
tient supportive care : blood compo- 
“nent therapy, immunological reconsti- 
tution, nutrition, and management of 
pain., 82-10536 


Cancer — Patients — United States. 
Current cancer research on cancer pa- 
tient supportive care, blood component 
therapy, immunological reconstitution, 
nutrition, and management of pain., 
82-10553 


Cancer — Patients — United States — 

Abstracts. 

Current cancer research on patient reha- 
bilitation and psychosocial factors of 
cancer treatment, including training 
programs., 82-10558 





Cancer U.S. Chemotherapy Abstracts. 


Cancer — Psychological aspects — 
Abstracts. 


Current cancer research patient care, re- 
habilitation, and psychosocial aspects 
of cancer treatment (including clinical 
cancer training programs), 82-10544 


Cancer — — Abstracts. 

Current cancer research on preclinical ra- 
diologic diagnosis and radiotherapy of 
cancer., 82-5716 

Selected abstracts on tumor localization 
with gallium, radiolabled bleomycin, 
thallium, selenium, carbon and nitrogen 
radionuclides /, 82-5738 


Cancer — Research. 
Current cancer research on murine tumor 
viruses., 82-5707 
Current cancer research on statistics, epi- 
demiology, and demography of human 
cancer., 82-5699 


Cancer — Research — Abstracts. 
Current cancer research on differentiation 
and maturation of normal and neoplas- 
tic hematopoietic cells., 82-5706 


Cancer — Research — Statistical methods 
— Periodicals. 
Report of the Field Studies and Statistics 
Program., 82-10596 


Cancer — Research — United States. 
Clinical and investigative training : pro- 
grams in human oncology., 82-1831 
Decade of discovery : advances in cancer 
research 1971-1981 /, 82-13793 


National Cancer Institute’s therapy pro- 
gram : joint hearing before the Sub- 
committee on Health and the Environ- 
ment of the Committee on Energy and 
Commerce, House of Representatives, 
and the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Science and Technology, Ninety- 
seventh Congress, first session, October 
27, 1981., 82-15089 


Cancer — Research — United States — 

Periodicals. 

National cancer program : report of the 
National Cancer Advisory Board sub- 
mitted to the Secretary of the Depart- 
ment of Health and Human Services 
for simultaneous transmittal to the 
President of the United States and to 
the Congress., 82-10518 


Report of the National Cancer Advisory 
Board, 82-10518 


Cancer — Research grants — United States. 
Clinical research fellowship program., 
82-1830 


Cancer — Research grants — United States 
— Periodicals. 
Grants for training, construction, cancer 
control, medical libraries /, 82-10505 
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Cancer — Statistics. 
Current cancer research on statistics, epi- 
demiology, and demography of human 
cancer., 82-5699 


Cancer — United States. 

Oversight of the national cancer program 
: hearing before the Subcommittee on 
Investigations and General Oversight 
of the Committee on Labor and 
Human Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on the national cancer pro- 
gram, a progress report, May 21, 1981., 
82-1084 


Cancer — United States — Abstracts. 
Current cancer research on animal, tissue, 
chemical and viral supply sources for 
cancer research., 82-10529, 82-10575 


Current cancer research on clinical and 
experimental cancer immunotherapy., 
82-10562 


Current cancer research on diagnosis, 
prognosis, pathology, and therapy of 
endocrine neoplasms (excluding 
gonads)., 82-10535, 82-10552 


Current cancer research on endocrine 
neoplasms : diagnosis, treatment, and 
pathophysiology., 82-10578 

Current cancer research on endocrine 
neoplasms : epidemiology, etiology and 
related biology., 82-10555 

Current cancer research on male repro- 
ductive system neoplasms., 82-13795 


Current cancer research on selected as- 
pects of cancer-related nucleic acid 
biochemistry., 82-10528, 82-10574 


Current cancer research on selected as- 
pects of cancer-related protein, carbo- 
hydrate, lipid, and other biochemistry., 
82-10581 

Current cancer research on selected as- 
pects of enzymes in cancer., 82-10531 


Current cancer research on statistics, epi- 
demiology and demography of human 
cancer., 82-10532 


Current cancer research on tumor-related 
antigens : their identification, isolation, 
and characterization., 82-10545 

Selected abstacts on the role of asbestos 
in human cancer., 82-13798 


Selected abstracts on hyperthermia as a 
modality for cancer therapy /, 82- 
13802 


Cancer — United States — Chemotherapy 
— Abstracts. 
Current cancer research on anticancer 
drugs : preclinical pharmocology and 
effectiveness., 82-10563 
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Cancer U.S. Diagnosis Abstracts. 


Cancer — United States — Diagnosis — 

Abstracts. 

Current cancer research on cancer diag- 
nosis : biochemical, immunological and 
cytological studies., 82-10576 

Selected abstracts on the role of comput- 
ed axial tomography in detection, diag- 
nosis, and therapy of cancer /, 82- 
10595 


Cancer — United States — Immunological 
aspects. 
Current cancer research on breast cancer, 
biology and related studies of endocri- 
nology and immunology., 82-10551 


Cancer — United States — Immunological 

aspects — Abstracts. 

Current cancer research on biochemical, 
immunological, and cytological studies 
for diagnosis of cancer., 82-10530 

Current cancer research on cancer diag- 
nosis : biochemical, immunological and 
cytological studies., 82-10576 

Current cancer research on clinical and 


experimental cancer immunotherapy., 
82-10547 


Current cancer research on humoral and 
cellular immunity to tumors : human 
and experimental cancers., 82-10537 


Current cancer research on humoral and 
cellular immunity to tumors : immune 
cells, antibodies, and other serum fac- 
tors., 82-10520, 82-10549 


Current cancer research on tumor immu- 
nology : function and characterization 
of immune cells and antibodies., 82- 
10565 


Cancer — United States — Periodicals. 

National cancer program : report of the 
National Cancer Advisory Board sub- 
mitted to the Secretary of the Depart- 
ment of Health and Human Services 
for simultaneous transmittal to the 
President of the United States and to 
the Congress., 82-10518 


Report of the National Cancer Advisory 
Board, 82-10518 


Cancer — United States — Psychological 
aspects — Abstracts. 

Current cancer research on patient reha- 
bilitation and psychosocial factors of 
cancer treatment, including training 
programs., 82-10558 

Selected abstracts on the role of psycho- 
logical factors in the etiology of 
cancer., 82-10590 


Cancer — United States — Radiotherapy — 
Abstracts. 
Current cancer research on clinical radio- 
logic diagnosis and radiotherapy of 
cancer., 82-10522 
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Current cancer research on preclinical di- 
agnostic radiology and _ radiation 
thearpy., 82-10580 


Cancer — United States — States — 
Mortality — Statistics. 
Surveillance, epidemiology, and end re- 
sults : incidence and mortality data, 
1973-77 /, 82-3619 


Cancer — United States — Statistics. 
Utilization of short-stay hospitals by per- 
sons with heart disease and malignant 
neoplasms : the national hospital dis- 
charge survey, United States, 1977 /, 
82-13858 


Cancer cells — Abstracts. 

Current cancer research on selected as- 
pects of enzymes in cancer., 82-5698 

Selected abstracts on cellular interactions 
in the control of proliferation, move- 
ment, and adhesion /, 82-5732 

Selected abstracts on nitroheterocyclic 
compounds as hypoxic cell radiosensi- 
tizers /, 82-3624 


Canker (Plant disease) 
How to identify and control septoria leaf 
spot and canker of poplar., 82-4378 


Cannery workers — United States — 
Statistics. 
Occupational employment : canning and 
preserving industry, June 1971 /, 82- 
2037 


Canning and preserving — Industry and 
trade — United States — Employees — 
Statistics. 

Occupational employment : canning and 
preserving industry, June 1971 /, 82- 
2037 


Canon law — Bibliography — Ca’ 
The canon law collection of the Library 
of Congress : a general bibliography 
with selective annotations /, 82-11072 


Cape Lookout National Seashore (N.C.) — 


Maps. 
Cape Lookout National Seashore, North 
Carolina /, 82-1972 


Cape Verde. 
Cape Verde, a country profile /, 82-807 


Cape Verde — Maps. 
Cape Verde., 82-11196 


Capital investments — United States. 

Access to capital by small business : hear- 
ing before the Subcommittee on Tele- 
communications, Consumer Protection, 
and Finance of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, July 17, 1981., 82-12146 


Costs of capital and rates of return for 
industrial firms and class A & B elec- 
tric utility firms /, 82-13458 
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Proposed depreciation and investment tax 
credit revisions /, 82-2718 

Rail system investment analysis : descrip- 
tion of the railroad investment process., 
82-843 

Rail system investment analysis : financial 
analysis of investment projects from 
the individual corporate perspective /, 
82-835 

Rail system investment analysis : manual 
for determining return from the indi- 
vidual corporate perspective., 82-842 

Rail system investment analysis : manual 
for determining return from the nation- 
al economic perspective., 82-839 

The securities industry : economic impli- 
cations for the future : hearings before 
the Subcommittee on Telecommunica- 
tions, Consumer Protection, and Fi- 
nance of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
June 17 and 18, 1981., 82-2626 


Capital investments — United States — 

Mathematical models. 

Power plant capital investment cost esti- 
mates : current trends and sensitivity to 
economic parameters, October 1979 /, 
82-3368 


Capital productivity. 

The human factor in innovation and pro- 
ductivity hearings (including the 
record of a seminar sponsored by the 
American Association for the Ad- 
vancement of Science on July 28, 1981) 
before the Subcommittee on Science, 
Research, and Technology of the Com- 
mittee on Science and Technology, 
U.S. House of Representatives, Ninety- 
seventh Congress, first session, Septem- 
ber 9, 10, 11, 15, 16, 17, 1981., 82- 
15198 


Capital punishment — United States — 
Periodicals. 
Capital punishment /, 82-11008 


Capital punishment — United States — 
Statistics — Periodicals. 
Capital punishment /, 82-11008 


Capitol (Washington, D.C.) 
The Capitol : a pictorial history of the 
Capitol and of the Congress., 82- 
11733 


Capitol Hill (Washington, D.C.) 

Report to the Congress of the United 
States on the environmental impact 
evaluation of the master plan for future 
development of the Capitol grounds 
and related areas /, 82-11851 


Report ‘to the Congress of the United 
States on the master plan for future 
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development of the Capitol grounds 
and related areas /, 82-11850 


Capt Tom (Ship) 
Authorization of coastwise trading privi- 
leges to the vessel “Capt Tom” : report 
(to accompany H.R. 1797) (including 
cost estimate of the Congressional 
Budget Office)., 82-6578 


Car-couplings. 
Selected topics 


in railroad tank car safety 
research /, 


82-11470 


Car-couplings — Mathematical models. 

Theoretical manual and users’ guide : lon- 
gitudinal-vertical train action model /, 
82-6348 

Car pools — Florida — Miami. 

Report II-2 : evaluation of the effects of 
the I-95 exclusive bus/car pool lane 
priority system on vehicular and pas- 
senger movements /, 82-6486 


Car pools — Minsesota — Minneapolis 


metropolitan area: 
The Minneapolis ridesharing commuter 
services demonstration., 82-3961 


Car pools — Tennessee — Knoxville. 
The Knoxville, Tennessee transportation 
brokerage demonstration : an evalua- 
tion., 82-3962 


Car pools — United States. 
Corridor parking facilities for carpoolers 
/, 82-3888 
Evaluation of priority treatments for high 
occupancy vehicles /, 82-6316 


Home-to-work trips and travel /, 82- 
2246 


How ridesharing can help your company 
: a manual for employers : draft /, 82- 
11389 


Car pools — United States — Evaluation. 
Evaluation of freeway high occupancy 
vehicle lanes and ramp metering /, 
82-844 
Evaluation of freeway high occupancy 
vehicle lanes and ramp metering : ex- 
ecutive summary /, 82-845 


Car trucks (Railroads) 

Engineering data on selected high speed 
passenger trucks /, 82-6359 

Truck design optimization project : 
II, interim report /, 82-11474 

Truck design optimization project : phase 
II : introductory report /, 82-14389 

Truck design optimization project, phase 
II : analytical tool assessment report /, 
82-2253 

Truck design optimization project phase 
II : friction snubber force measurement 
system field test report /, 82-2252 


phase 





Truck design optimization project phase 


II_: performance characterization of 
I freight car trucks /, 82-2256 
Car trucks (Railroads) — Design and 
construction. 


Truck design optimization project, phase 
II: analysis plan /, 82-2254 
Car-wheels. 

Contact stresses on bodies with arbitrary 
geometry : applications to wheels and 
rails /, 82-3894 
An improved numerical method for 

counterformal contact stress problems 

/, 82-6358 
Rail-wheel geometry associated with con- 

tact stress analysis /, 82-3893 


Car-wheels — Congresses. 
Report on the Sth International Wheel- 
sets Congress : Tokyo, Japan, 20-23 
October 1975 /, 82-11469 


Car-wheels — Data processing. 

User’s manual for program conform 
(CONFORMal contact stress prob- 
lems) /, 82-11471 


Car-wheels — Testing. 
Measurement of wheel/rail forces at the 
Washington Metropolitan Area Transit 
Authority /, 82-14519 


Carbohydrates — Abstracts. 

Current cancer research on selected as- 
pects of cancer-related protein, carbo- 
hydrate, lipid, and other biochemistry., 
82-5717, 82-10581 


Carbon, Activated. 

The effects of temperature, moisture, 
concentration, pressure, and mass trans- 
fer on the adsorption of krypton and 
xenon on activated carbon /, 82-950 


Effects of weathering on impregnated 
charcoal performance /, 82-9879 


Evaluation of the effectiveness of granu- 
lar actived carbon adsorption and aqua- 
culture for removing toxic compounds 
from treated petroleum refinery ef- 
fuents [i.e. effluents] /, 82-10218 


Prediction of full scale plant performance 
from pilot columns /, 82-10070 
Supercritical fluid regeneration of activat- 


ed carbon for adsorption of pesticides / 
, 82-13559 


Carbon, Activated — Testing — Safety 
measures, , 
Effects of weathering on impregnated 

charcoal performance /, 82-12013 


Carbon compounds. 

Mass loss of a TEOS-coated, reinforced 
carbon-carbon composite subjected to a 
simulated shuttle entry environment /, 
82-2064 
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Carcinogenesis Abstracts. 


‘Carbon dioxide. 


The Role of organic soils in the world 
carbon cycle : problem analysis and re- 
search needs /, 82-9938 


Carbon dioxide — Congresses. 
Carbon balance in northern ecosystems 
and the potential effect of carbon diox- 
i induced climatic change : report of 
a workshop, San Diego, California, 
March 7-9, 1980 /, 82-13252 


Carbon fibers — Congresses. 
Carbon fiber risk analysis, 82-6131 


Carbon monoxide. 
Carboxyhemoglobin levels during a sub- 
marine patrol /, 82-5104 


Catalysts for the oxidation of carbon 
monoxide at low temperatures /, 82- 
3251 


Current submarine carbon monoxide and 
estimated carboxyhemoglobin levels 
and interpretation of their possible ef- 
fects on mental performance and health 
risk /, 82-5111 

Distribution of carbon monoxide and C,- 
C.hydrocarbons in the northeastern 
portion of the Bering Sea during the 
summer of 1977 /, 82-5129 


Carbonatites — Tennessee — Jefferson 
County. 
Ground-water availability in carbonate 
rocks of the Dandridge area, Jefferson 
County, Tennessee /, 82-10818 


Carcinoembryonic antigens — Abstracts. 
Selected abstracts on carcinoembryonic 
antigen (CEA) in the clinical diagnosis 
and treatment of colorectal cancer /, 
82-5739 


Carcinogenesis — Abstracts. 

Current cancer research on chemical car- 
cinogenesis : azo dyes, arly amines, and 
other organic and inorganic chemicals., 
82-10577 


Current cancer research on modification 
of chemical carcinogenesis in model 
systems., 82-10525, 82-10550, 82- 
10570 


Current cancer research on occupational 
and environmental carcinogenesis., 
82-10524, 82-10569 


Current cancer research on polycyclic 
aromatic hydrocarbons., 82-5713 


Current cancer research on radiation car- 
cinogenesis and related radiobiology., 
82-10554 

Current cancer research on role of hor- 
mones in carcinogenesis and related 
studies of hormone receptors. 82- 
5700 


Current cancer research on the epidemio- 
logy, etiology, and related biology of 


Page I-797 





Carcinogenesis Abstracts. 
endocrine neoplasms 
gonads)., 82-10542 

Selected abstracts on aflatoxin and other 
mycotoxin carcinogenesis., 82-10587, 
82-10588 

Selected abstracts on alcohol as an etio- 
logical factor in carcinogenesis /, 82- 
13800 

Selected abstracts on chemoprevention of 
carcinogensis /, 82-10593 

Selected abstracts on organ-specific car- 
cinogenicity of tobacco products : bio- 
assay, physicochemical analysis, and 
other experimental evidence /, 82- 
10594 

Selected abstracts on receptor and bind- 
ing proteins., 82-10583 

Selected abstracts on the carcinogenicity 
of vinyl chloride and related com- 
pounds /, 82-13801 

Selected abstracts on the role of dietary 
fat in carcinogenesis., 82-10589 

Selected abstracts on the role of metals in 
carcinogenesis., 82-10591 

Selected abstracts on the role of psycho- 
logical factors in the etiology of 
cancer., 82-10590 


Selected abstracts on transplacental car- 
cinogenesis /, 82-13799 


Carcinogenicity testing. 
Saccharin: technical assessment of risks 
and benefits : report no. 1 /, 82-6075 


Carcinogenicity testing — Abstracts. 
Selected abstracts on short-term test sys- 
tems for potential mutagens and car- 
cinogens : 1. microbial tests /, 82- 
5734 


Carcinogenicity testing — Periodicals. 
Annual report on carcinogens /, 82- 
10492 
Annual report on Carcinogens. Executive 
summary /, 82-10491 


(excluding 


Health hazard alert 
np)., 82-3757 


National toxicology program : hearing 
before the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 15, 
1981., 82-6895 


Carcinogens — Abstracts. 

Current cancer research on azo dyes, aryl 
amines, aliphatics, and various other 
organic and inorganic chemicals., 82- 
13794 

Current cancer research on effects of 
chemical carcinogens on nucleic acids, 
proteins, and chromosomes., 82-5701, 
82-5718 
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Current cancer research on nitroso com- 
pounds., 82-5710 

Selected abstracts on aflatoxin and other 
mycotoxin carcinogenesis., 82-10587, 
82-10588 

Selected abstracts on carcinogenic con- 
taminants of water supplies /, 82- 
10592 

Selected abstracts on the role of dietary 
fat in carcinogenesis., 82-10589 

Selected abstracts on transplacental car- 
cinogenesis /, 82-13799 

— Bibliography. 

Feasibility of using bacterial strains (mu- 
tagenesis) to test for environmental car- 
cinogens /, 82-10118 


*Carcinogens — directories 
Current cancer research on effects of 
chemical carcinogens on nucleic acids, 
proteins, and chromosomes., 82-5718 
Current cancer research on modification 
of chemical carcinogenesis in model 
systems., 82-10525, 82-10550 


Carcinogens — Periodicals. 
Annual report on carcinogens /, 
10492 
Annual report on Carcinogens. Executive 
summary /, 82-10491 


Carcinogens — Research — Abstracts. 
Current cancer research on carcinogenic 
substances in food and drugs, and relat- 
ed epidemiology., 82-5709 


Carcinogens — Safety regulations. 
Regulation of cancer-causing food addi- 
tives, time for a change? : report to the 
Congress /, 82-10386 


*Carcinogens, Environmental — directories 
Current cancer research on occupational 
and environmental carcinogenesis., 
82-10524 


Cardiac arrest. 
A Breath in time, 


82- 


82-1517, 82-1518 


Cardiac resuscitation. 


A Breath in time, 82-1517, 82-1518 


— Terminology. 
A Handbook of heart terms /, 82-10599 


Cardiology — United States. 
Physician requirements, 1990, for cardi- 
ology /, 82-1856 


*Cardiology — United States — Statistics. 
Utilization of short-stay hospitals by per- 
sons with heart disease and malignant 
neoplasms : the national hospitai dis- 
charge survey, United States, 1977 /, 
82-13858 
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Cardiovascular research, 
Guidelines for physicochemical charac- 
terization of biomaterials, April 1979 /, 
82-5741 


Cardiovascular system — Bibliography — 
Catalogs. 
Heart and circulatory system., 


82-5558 


Annual report /, 82-13808 
Intramural research, 82-13808 


system — Research. 
Guidelines for physicochemical charac- 
terization of biomaterials, April 1979 /, 
82-10600 


Annual report /, 82-13808 
Intramural research, 82-13808 
The National Heart, Lung, and Blood In- 


stitute’s fact book for fiscal year 
82-13809 


*Cardiovascular System — standards 
Guidelines for blood-material interactions 
/, 82-1836 


Career education. 

The role of non-academic employment in 
the education of graduate students and 
faculty : strengthening academic and 
professional culture /, 82-544 


Career education — Bibliography — 


Vocational and career education., 
3546 


82- 


Career education — United States. 
The Association of Junior Leagues and 

career education /, 82-13494 
Career education : 
pect /, 82-13495 


Implementation issues in K-12 career edu- 
cation /, 82-1655 


I went to technical school and I love my 
job., 82-10010 


Career education — United States — 
Finance. 
Funding for K-12 career education efforts 
: examples and recommendations /, 
82-13496 


Carey James J., 1939- 

Nomination—Federal Maritime Commis- 
sion : hearing before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sev- 
enth Congress, first session, on nomina- 
tion of James Carey to be a member, 
Federal Maritime Commission, October 
2, 1981., 82-12112 


retrospect and pros- 





January — June 1982 


Cargo handling. 
Design assessment of advanced technol- 
ogy lightweight, low-cost mission-con- 
figured gondola modules /, 82-1510 


Cargo handling — Congresses. 

The New York City/Newark Cargo Se- 
curity Symposium on Packaging : In- 
ternational Hotel, J.F. Kennedy Air- 
port, March 28, 1977., 82-14316 


Cargo handling — Equipment. 

Container Lift Adapter-Helicopter 
(CLAH) operational prototype (pre- 
production), militarized units for flight 
evaluation and operational testing /, 
82-3193 


Cargo preference — United States. 

Cargo preference laws as they relate to 
Public Law 480 : hearing before the 
Subcommittee on Foreign Agricultural 
Policy of the Committee on Agricul- 
ture, Nutrition, and Forestry, United 
States Senate, Ninety-seventh Con- 
gress, first session, Friday, July 10, 
1981., 82-4199 


Cargo ships — California — San Francisco 

Bay — Accidents. 

Marine accident report : U.S. tug Senti- 
nel, loss of tow and resultant ground- 
ing of barges Kona and Agattu, Gulf of 
the Farallones, Pacific Ocean, Decem- 
ber 31, 1979 /, 82-3875 


Caribbean area — Bibliography — Catalogs. 
Latin America and the Caribbean., 82- 
10422 


Caribbean area — Commerce. 

Background study of the economies and 
international trade patterns of the 
countries of North America, Central 
America, and the Caribbean : report on 
investigation no. 332-119 under section 
332 of the Tariff Act of 1930. 82- 
14045 


Caribbean area — Economic conditions. 

Background study of the economies and 
international trade patterns of the 
countries of North America, Central 
America, and the Caribbean : report on 
investigation no. 332-119 under section 
332 of the Tariff Act of 1930., 82- 
14045 


Caribbean area — Foreign relations — 

United States. 

The Caribbean Basin Policy : hearings 
before the Subcommittee on Inter- 
American Affairs of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, July 14, 21, and 28, 1981., 82- 
2641 





Caribbean area — Foreign relations — 
United States — Addresses, essays, 
lectures. 

Democracy and security in the Caribbean 
Basin : February 1982., 82-11269 

Tasks for U.S. foreign policy in the hemi- 
sphere : Latin America and the Carib- 
bean, June 3, 1981., 82-11236 


Caribou National Forest — Maps. 
Caribou National Forest (Idaho Falls, 
Soda Springs and Montpelier Ranger 
Districts), 1973 /, 82-1147 


Carriers — United States 
Motor carrier regulations, Interagency 
Owner-Operator Conference /, 82- 
657 
New entry into the regulated motor car- 
rier industry /, 82-2212 


Carroll County (N.H.) — Maps. 
Important farmlands, Carroll 
New Hampshire /, 82-73 


Carter County (Okla.) — Maps. 
Carter County, Oklahoma, soil interpre- 
tive map, soil potential for sprinkler ir- 
rigation /, 82-2819 


Carter, Jimmy, 1924- 


Public papers of the presidents of the 
United States., 82-538 


Cartilage — Tumors. 
Supplement : tumors of bone and carti- 
lage /, 82-9589 


County, 


Cartilage — Tumors — Abstracts. 
Current cancer research on bone and car- 
tilage tumors and soft-tissue sarcomas., 
82-10519 


*Cartilage Diseases — directories 
Current cancer research on bone and car- 
tilage tumors and soft-tissue sarcomas., 
82-10519 


Cartographers. 
Cartographer., 


Cartography. 
An approach to assessment of relief for- 
mats for hardcopy topographic maps /, 

82-9762 


Cartography — Bibliography — Catalogs. 
Surveying and mapping., 82-3553 


Cartography — Equipment and supplies — 

Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 6675. Drafting, sur- 
veying, and mapping instruments, 82- 
12989, 82-12990 


Cartography — North America. 
Determination of North American datum 
1983 coordinates of map _ corners 
(second prediction) /, 82-1387 


82-13037 
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Cathodic protection. 


Cartography — United States — Directories. 
Organizational and alphabetical listing /, 
82-9593 
Cascade Airways. 
Aircraft accident report : Cascade Air- 
ways, Inc., Beechcraft 99A, N390CA, 


Spokane, Washington, January 20, 1981 
he 82-848 


Cascades (Fluid dynamics) — Mathematical 
models. 


Semi-actuator disk theory for compressor 
choke flutter /, 82-14216 


Casein. 
Casein glues : their manufacture, prepara- 
tion, and application., 82-12472 


Casey, William J. 

Report of the Senate Select Committee 
on Intelligence on the Casey inquiry : 
report of the Senate Select Committee 
on Intelligence, United States Senate., 
82-14616 


Cataloging — Data processing — 
Handbooks, manuals, etc. 
ASFIS guidelines for bibliographic de- 
scription, guidelines for the preparation 
of abstracts /, 82-12838 


*Catalogs, Library — United States. 
Cumulative index of congressional com- 
mittee hearings (not confidential in 
character). Supplement., 82-6604 
Index of congressional committee hear- 
ings, 82-6604 


Catalogs, School. 
United States Air Force Academy Pre- 
paratory School catalog., 82-9923 


Catalogs, Union. 
Newspapers in microform /, 82-14155 


Catalysts. 
Catalysts for the oxidation of carbon 


monoxide at low temperatures /, 82- 
3251 


Catalysts — Testing. 
Catalyst evaluation for denitrogenation of 
petroleum residua and coal liquids /, 
82-13564 


Catfishes. 
Catfish farming /, 82-9084 


Cathode ray 


Use of oscilloscope, 82-1613, 82-1614 


Cathode rays — Physiological effect. 
Select research reports on health issues in 
video display terminal operations., 82- 
13886 


Cathodic e 
Cathodic protection of civil works struc- 
tures /, 82-1485 
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Cathodic protection. 


Corrosion control of pilings in seawater, 
Buzzards Bay /, 82-1487 


Cattle — Diseases — Economic aspects. 
Weak management in animal! disease con- 
trol program results in large economic 
losses : report to the Secretary of Agri- 
culture /, 82-13710 


Cattle — Marketing — Law and legislation. 
General Agreement on Tariffs and Trade 
: bovine meat : arrangement between 
the United States of America and other 
governments : done at Geneva April 
12, 1979., 82-2173 


Cattle — United States. 
Cattle reports : a handbook on surveying 
and estimating procedures., 82-12669 
Official United States standards for grade 
of slaughter cattle : title 7, ch. 1, pt. 53, 
sections 53.202-53.206 of the Code of 
Federal Regulations., 82-12633 


Cattle — United States — Statistics. 
Cattle : final estimates for 1976-79., 82-2 

Cattle — United States — Statistics — 
Periodicals. 


Cattle, final estimates for ..., 82-12325 


Cattle — United States — Weight and 
measurement. 
Instructions for weighing livestock., 82- 
12650, 82-12651 


Cattle — Weight and measurement. 
Selection, installation and maintenance of 
commercial livestock scales., 82-12652 


Cattle trade — United States. 
Cattle reports : a handbook on surveying 
and estimating procedures., 82-12669 


Cauliflower. 
Growing cauliflower and broccoli /, 82- 
2744 


Cauliflower — Varieties. 
Growing cauliflower and broccoli /, 82- 
2744 


Caves — United States — Location — 
Handbooks, manuals, etc. 
Handbook of geophysical cavity-locating 
techniques with emphasis on electrical 
resistivity /, 82-6333 


Cell culture — Abstracts. 
Current cancer research on development 


and application of in vitro techniques., 
82-10572 


Cell differentiation — Abstracts. 
Current cancer research on cell differen- 
tiation, tumor growth, invasion, and 
metastasis. 82-10573 


*Cell Differentiation — directories 
Current cancer research on differentiation 
and maturation of norma! and neoplas- 
tic hematopoietic cells., 82-5706 
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Cell lines — Catalogs and collections. 
The Human genetic mutant cell reposi- 
tory /, 82-10605 


Cell organelles. 
Movements of organelles in living nerve 
fibers, 82-1523 


Celi transformation — Abstracts. 
Selected abstracts on glycosphingolipids., 
82-13796 


*Cell Transformation, Neoplastic — 
abstracts 


Selected abstracts on glycosphingolipids., 
82-13796 


*Cell Transformation, Neoplastic — 
directories 


Current cancer research on differentiation 
and maturation of normal and neoplas- 
tic hematopoietic cells., 82-5706 


Cellular immunity — Abstracts. 
Selected abstracts on lymphokines and re- 
lated substances in cell mediated immu- 
nity /, 82-5729 


Cement — Statistics — Periodicals. 
Cement, 82-3696 


Preprint from the ... Bureau of Mines 
Minerals yearbook. Cement., 82-3696 


Cement — United States. 

Interim technical report on the perform- 
ance of blended cements in concrete 
viewed in relation to the potential of- 
fered by these cements for reducing 
energy consumption in cement manu- 
facture., 82-13299 


Cement industries — United States — 

Energy consumption. 

Interim technical report on the perform- 
ance of blended cements in concrete 
viewed in relation to the potential of- 
fered by these cements for reducing 
energy consumption in cement manu- 
facture., 82-13299 


Cement industries — United States — 
Statistics. 


1977 census of manufactures, 82-9206 


Cement industry workers — United States 
— Statistics. 
Occupational employment 
cement industry, April 
14097 


Cemlier, Ivan. 
Granting the status of permanent resi- 
dence to Ivan Cemlier : report (to ac- 
company S. Con. Res. 43)., 82-11816 


Census districts — United States. 
Census activities and the decennial census 
: hearing before the Subcommittee on 
Census and Population of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, Ninety-sev- 


hydraulic 
1971., 82- 
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enth Congress, first session, on H.R. 
1990 ... June 11, 1981., 82-1095 


Center for Materials Science (U.S.). 
Metallurgy Division. 
Metallurgy Division., 82-4613 

Centers for the performing arts — United 
States. 

Design guide for music and drama cen- 
ters, 82-13125 


Central America — Commerce. 

Background study of the economies and 
international trade patterns of the 
countries of North America, Central 
America, and the Caribbean : report on 
investigation no. 332-119 under section 
332 of the Tariff Act of 1930. 82- 
14045 


Central America — Economic conditions. 

Background study of the economies and 
international trade patterns of the 
countries of North America, Central 
America, and the Caribbean : report on 
investigation no. 332-119 under section 
332 of the Tariff Act of 1930. 82- 
14045 


Central America — Foreign relations — 
United States — Addresses, essays, 
lectures. 

Central American review 
1981., 82-11228 


: March 5, 


Central America — Maps. 
Central America., 82-14255 


Central Valley Project (Calif.) 
Environmental statement on the reauthor- 
ization of the Central Valley Project 
and the Central Valley Project—State 
Water Project coordinated operating 
agreement /, 82-13942 


Centrifugal pumps — Simulation methods. 
Simulation of sodium pumps for nuclear 
power plants /, 82-6703 


Cepheids — Congresses. 
Current problems in stellar pulsation in- 
stabilities /, 82-6088 


Ceramic coating. 
Industry tests of NASA ceramic thermal 
barrier coating /, 82-737 


Ceramic industries — Environmental aspects 
— United States. 
Source category survey 
industry /, 82-5319 


: ceramic clay 


Ceramic industries — United States — 
Employees — Statistics. 
Occupational employment : pottery and 
related products industry, April 1971 /, 
82-2026 





January — June 1982 


Ceramic materials. 
Ceramic mold inserts for use in ferrous 
diecasting /, 82-5871 
Possible new irdome materials for trans- 
mission to 4.5-5 micrometers /, 82- 
3274 


Ceramics. 

Analytical investigation of the landing 
dynamics of a large airplane with a 
load-control system in the main landing 
gear /, 82-11137 


Ceramics — Fracture. 
The nature of strength controlling ma- 
chining flaws in ceramics /, 82-3286 


— Bibliography. 
A Bibliography and keyword index of 
the biting midges : (Diptera: ceratopo- 
gonidae) /, 82-1136 


Ceratopogonidae — Indexes. 
A Bibliography and keyword index of 
the biting midges : (Diptera: ceratopo- 
gonidae) /, 82-1136 


Cerebrovascular disease — Research grants 
— United States — Periodicals. 
Index to research grants and contracts, 
82-13821 


NINCDS index to research grants and 
contracts., 82-13821 


NINCDS index to research grants subject 
number investigator & contracts, 82- 
13821 


Certificates of deposit — United States. 
Expansion of reserve requirements to in- 
clude other transaction accounts and 
mechanisms (money market mutual 
funds) : hearings before the Subcom- 
mittee on Domestic Monetary Policy 
of the Committee on Banking, Finance, 
and Urban Affairs. House of Repre- 
sentatives, Ninesty-seventh Congress, 
first session, on H.R. 2591 ... April 8, 

June 25, October 1, 1981., 82-4208 


Cervix uteri — Cancer. 
A cost-effective approach to cervical 
cancer detection /, 82-13865 


Cesarean section — Complications and 


sequelae. 

Cesarean childbirth : report of a consen- 
sus development conference /, 82- 
13788 


*Cesarean section — Congresses. 
Cesarean childbirth : report of a consen- 
sus development conference /, 82- 
13788 


Draft report of the Task Force on Cesar- 
ean Childbirth., 82-3618 


Cesarean section — History. 
Cesarean childbirth : report of a consen- 
sus development conference /, 82- 
13788 





Cesarean section — United States — 


Congresses. 

Cesarean childbirth : report of a consen- 
sus development conference /, 82- 
13788 


Cesium — Isotopes. 
Executive strategy plan for beneficial 
uses program cesium-137 sewage 
sludge irradiation., 82-9981 


Chad. 
Chad, a country profile /, 82-808 


Chain stores — United States. 
Analysis of the impact of food stamp re- 
demptions on food stores and regions : 

fiscal year 1978 /, 82-4 


Chains — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 4000. Rope, cable, 
chain and fittings, 82-4819, 82-12946 


Chambers County (Ala.) — Maps. 
Soil interpretive map of important farm- 
lands, Chambers County, Alabama /, 
82-1182 


Chambers County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Chambers County, Texas /, 
82-4417 


Channels (Hydraulic engineering) 

Bald Eagle Creek and Little Juniata 
River channel improvement project : 
hydraulic model investigation /, 82- 
5004 


Design for harbor entrance improve- 
ments, Wells Harbor, Maine : hydraulic 
model investigation /, 82-4995 


Navigation conditions, Suck Bend Reach, 
Chattahoochee River, Alabama and 
Georgia : hydraulic model investiga- 
tion /, 82-4993 


Rock-lined transitions : hydraulic model 
investigation /, 82-5062 


Channels (Hydraulic engineering) — 

Maintenance and repair. 

GREAT II channel maintenance hand- 
book : “supplement to the GREAT II 
main report” : upper Mississippi River 
(Guttenberg to Saverton, Missouri)., 
82-9790 


Channels (Hydraulic engineering) — Models. 
Model studies of the Portugues and 
Bucana Rivers channelization, Puerto 
Rico : hydraulic model investigation /, 
82-4992 


Chapman, Bruce Kerry, 1940- 

Nomination of Bruce Chapman : hearing 
before the Committee on Governmen- 
tal Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
on nomination of Bruce Chapman to be 
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Chebyshev approximation. 


director of the Bureau of the Census, 
September 22, 1981., 82-4244 


Charge transfer. 
Experimental study of low-energy charge 
transfer in nitrogen /, 82-3774 
The multistate impact parameter method 
for molecular charge in nitrogen /, 
82-6116 


Charitable uses, trusts, and foundations — 

United States. 

Description of tax bills (S. 388, S. 446, S. 
464, S. 476, S. 499, S. 500, and S. 501) : 
scheduled for a hearing before the Sub- 
committee on Taxation and Debt Man- 
agement of the Committee on Finance 
on March 30, 1981 /, 82-2722 


Charitable uses, trusts, and foundations — 
United States — Directories. 
Cumulative list of organizations described 
in section 170 (c) of the Internal Reve- 
nue Code of 1954., 82-14303 


Charleston County (S.C.) — Maps. 
Important farmlands map, Charleston 
County, South Carolina /, 82-1183 


Charleston (S.C.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Charleston, 
South Carolina, annual summary with 
comparative data., 82-12877 


Charlotte (N.C.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Charlotte, 
North Carolina, annual summary with 
comparative data., 82-9527 


Charter-parties. 
Ship chartering alternatives for grain-ex- 
porting cooperatives /, 82-12677 


Chassahowitzka National Wildlife Refuge 
(Fla.) — Maps. 
Chassahowitzka National Wildlife refuge 
master plan., 82-3730 


Chattahoochee National Forest (Ga.) — 
Maps. 
Appalachian Trail, Chattahoochee Na- 
tional Forest, Georgia., 82-17 


Chattahoochee River (Ala. and Ga.) — 

Navigation. 

Navigation conditions, Suck Bend Reach, 
Chattahoochee River, Alabama and 
Georgia : hydraulic model investiga- 
tion /, 82-4993 


Chattooga River — Maps. 
Chattooga National Wild and Scenic 
River, Georgia, North Carolina, South 
Carolina., 82-4323 


Chebyshev approximation. 
Compression of ephemerides by discrete 
Chebyshev approximations /, 82-3230 
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Chebyshev polynomials. Subject Index 


Chebyshev polynomials. Berne April 12, 1979 with related letter | Chemical inhibitors. 

Compression of ephemerides by discrete signed at Washington November 19, Structure study of a CF,Br;-inhibited 
Chebyshev approximations /, 82-3230 1980., 82-11309 methane flame : effect of CF,Br.zon 

Action needed to resolve problem of out- 82-11309 ¥ 
standing supplemental security income | (42050 products — United States. Chemical inhibitors — Abstracts. 
ee : report to the Congress. /, . 82- Trade, Tokyo round of the multilateral Selected abstracts on chemoprevention of 

trade negotiations : cheese and other carcinogensis /, 82-10593 
Millions paid out in duplicate and forged 


agricultural products : agreement be- 
government checks : report to the tween the United States of America | Chemical lasers. 


Congress /, 82-1723 and Sweden done at Geneva June 13 Light distribution near the line focus in a 
Pre hay lay 3 and July 5 and 10, 1979 with related HSURIA laser resonater /, 82-1539 
provisions. letters signed at Washington January Chemical | — Dat i 
Millions paid out in duplicate and forged 30 and February 19, 1980., 82-3833 Chemical laser computer code survey /, 
government checks : report to the Trade, Tokyo round of the multilateral 82-1543 
Congress /, 82-1723 trade negotiations : cheeses : agreement 


between the United States of America | Chemical oceanography — New York Bight 
Cheese products — Canada. 


Trade, Tokyo round of the multilateral 
trade negotiations : cheeses : agreement 


and Canada : dated at Geneva June 15, 
1979 with related letters signed at 
Washington February 4 and March 20, 


(N.J. and N.Y.) 
MESA New York Bight : project ex- 
panded water column characterization 


between the United States of America 1980., 82-2186, 82-2191, 82-2193 cruise (XWCC 17) : NOAA ship 
and Canada : dated at Geneva June 15, . G. B. Kelez, April 1978 /, 82 
1979 with related letters signed at | Trade, Tokyo round of the multilateral SO, | » && 
Washington February 4 and March 20, trade negotiations, cheeses : agreement 4648 

1980., 82-2186 between the United States of America MESA New York Bight project : ex- 


: : and Switzerland, done at Geneva and panded water column characterization 

a iene Berne April 12, 1979 with related letter cruise (XWCC 8) : NOAA ship 

, signed at Washington November 19, George B. Kelez, April 1976 /, 82- 
Cheese products — Finland. 1980., 82-11309 4646, 82-4649, 82-4651, 82-4652, 

Trade, Tokyo round of the multilateral Treaties, etc. United States, 1979 Apr 12., 82-4653, 82-4654, 82-4655 
—_ ee a — : ema ne 82-2191, 82-11309 MESA New York Bight Project 
ween the Uni of America : : : 

- 7 Treaties, etc. United States, 1979 June Winkler oxygen data, expanded water 

pom a seg 2 on ames 13., 82-3833 column characterization _—_ cruises 

; a Treaties, etc. United States, 1979 June (XWCC 2 to XWCC 24), NOAA ships 

a Jenuary 30, 1980. 82 15, 82-2186 Researcher and George B. Kelez, 1975- 


79 /, -4647 
Treaties, etc. United States, 1979 Apr 12., Treaties, etc. United States, 1979 May vat, & 
82-2191 17., 82-2193 Chemical plants — Environmental aspects — 
Louisiana. 
Cheese products — Norway. Chemical apparatus — Catalogs. : Draft . tal i + obie t fe 
Trade, Tokyo round of the multilateral Consolidated federal supply catalog iden- Wiles | Seal chimsinad canine taas 
between the United States of America chemical products, 82-12997 eee’, 
and Norway : signed at Geneva May Chemical its — Environmental aspects — 
17, 1979 with related letter signed at | Chemical equilibrium — Computer programs. | “|, 104 ana 
Washington January 30, 1980., 82- | User's guide for vectorized code EQUIL | 1 i onitrite plant air pollution control / 
2193 for calculating equilibrium chemistry 82-10128 P 
Treaties, etc. United States, 1979 May on Control Data STAR-100 computer . 
: / Ajay Kumar, Randolph A. Graves, | Cyomi ft lies 
17., 82-2193 Jr., and K. James Weilmuenster., 82- shed oe on a anh 
Cheese products — Sweden. 3782 
Trade, Tokyo round of the multilateral 
trade negotiations : cheese and other 


Corrosion resistance of materials in the 
Chemical industries — Law and legislation aqueous hydrochloric acid environ- 
, — United States. ments associated with the recovery of 
agricultural products : agreement be- Regulatory analysis proposed premanu- aluminum from kaolinitic clays /, 82- 
eo — “e- of meg facture notification and review proce- 5879 
ont nel aS Cone. & Vem ome dures : Toxic Substances Control Act, 
y 5 and 10, 1979 with related section 5., 82-10255 Chemical processes, Effect of reduced gravity 
letters signed at Washington January iy 


on. 
30 and February 19, 1980., 82-3833 Chemical industries — New York (N.Y.) — Effect of a zero g environment on flam- 
Treaties, etc. United States, 1979 June Waste disposal. mability limits as determined using 2 
13., 82-3833 Final environmental impact statement standard flammability tube apparatus /, 

(EIS) for New York Bight Acid Waste 82-2072, 82-6113 

Cheese products — Switzerland. Disposal Site designation /, 82-5272 
Trade, Tokyo round of the multilateral Chemical reactions — Bibliography — 
trade negotiations, cheeses : agreement | Chemical industries — United States. 


Catalogs. 
between the United States of America Perspectives on the top 50 production National standard reference data series., 
and Switzerland, done at Geneva and volume chemicals /, 82-3392 82-5578 
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Chemical tests and reagents. 

NIJ standard for color test reagents/kits 
for preliminary identification of drugs 
of abuse : a voluntary national standard 
promulgated by the Nationl Institute of 
Justice., 82-11002 


Chemical warfare. 
Chemical /, 82-4962 


Chemical warfare : hearing before the 
Committee on Armed Services, United 
States Senate, Ninety-sixth Congress, 
second session, September 4, 1980., 
82-4202 


Production of lethal binary chemical mu- 
nitions : communication from the presi- 
dent of the United States transmitting 
his certification that the production of 
lethal binary chemical munitions is es- 
sential to the national interest, pursuant 
to section 818(a) of Public Law 94- 
106., 82-11804 


“Yellow rain” : hearing before the Sub- 
committee on Arms Control, Oceans, 
International Operations, and Environ- 
ment of the Committee on Foreign Re- 
lations, United States Senate, Ninety- 
seventh Congress, first session, on 
“yellow rain” and other forms of 
chemical and biological warfare in 
Asia, November 10, 1981., 82-12183 


Chemical warfare — Bibliography. 
Review of literature on herbicides, in- 
cluding phenoxy herbicides and associ- 
ated dioxins /, 82-11668 


Chemical workers — Diseases and hygiene 

— Utah — Ogden. 

Oversight of toxic chemical abuse allega- 
tions at Hill Air Force Base : hearing 
before the Committee on Labor and 
Human Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on oversight of the problems 
involving the use of toxic chemicals at 
the Hill Air Force Base at Ogden, 
Utah, July 11, 1981, Roy, Utah. 82- 
1087 


Chemical workers — United States — 

Statistics. 

Occupational employment : gum and 
wood chemicals and miscellaneous 
chemical products, April 1971 /, 82- 
5980 


Chemicals. 

National toxicology program : hearing 
before the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 15, 
1981., 82-6895 





Chemicals — Environmental aspects — 
United States. 
The Toxic Substances Control Act : pro- 


legislation. 

Trade, Tokyo round of the multilateral 
trade negotiations : chemical conces- 
sion : agreement between the United 
States of America and the European 
communities signed at Brussels Decem- 
ber 27, 1979., 82-2189 


Treaties, etc. United States, 1979 Dec. 27, 
82-2189 


Chemicals — Law and legislation — 

Switzerland. 

Trade, Tokyo round of multilateral trade 
negotiations, chemicals : agreement be- 
tween the United States of America 
and Switzerland, effected by exchange 
of letters signed at Geneva and Wash- 
ington December 18 and 21, 1979., 
82-11310 


Treaties, etc. United States, 1979 Dec. 18, 
82-11310 


Chemicals — Law and legislation — United 

States. 

Trade, Tokyo round of multilateral trade 
negotiations, chemicals : agreement be- 
tween the United States of America 
and Switzerland, effected by exchange 
of letters signed at Geneva and Wash- 
ington December 18 and 21, 1979., 
82-11310 


Treaties, etc. United States, 1979 Dec. 18, 
82-11310 


Chemicals — Manufacture and industry — 
Environmental aspects — United States. 
Benzene emissions from ethylbenzene/ 
styrene industry : background informa- 
tion for proposed standards /, 82- 
13675 

VOC fugitive emissions in synthetic or- 
ganic chemicals manufacturing industry 
: background information for proposed 
standards /, 82-13677 

VOC fugitive emissions in synthetic or- 
ganic chmeicals manufacturing industry 
: background information for proposed 
standards /, 82-13678 


Chemicals — Manufacture and industry — 

United States. 

Benzine emissions from maleic anhydride 
industry : background information for 
proposed standards /, 82-13674 

Economic impact analysis of proposed 
test rule for dichloromethane 1, 1, 1- 
trichloroethane, and nitobenzene /, 
82-13685 


Organic chemical manufacturing /, 82- 
13666 


Perspectives on the top 50 production 
volume chemicals /, 82-3392 
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Chen, Wen-chen, 1952-1981. 


Chemicals — Manufacture and industry — 
United States — Statistics. 
1977 census of manufactures, 82-9200, 
82-9203, 82-9204 
1977 census of mineral industries, 82- 
12723 


Chemicals — measures, 
A feasilility [sic] study of the state-of-the- 
art of personnel monitors /, 82-6473 


Oversight of toxic chemical abuse allega- 
tions at Hill Air Force Base : hearing 
before the Committee on Labor and 
Human Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on oversight of the problems 
involving the use of toxic chemicals at 
the Hill Air Force Base at Ogden, 
Utah, July 11, 1981, Roy, Utah. 82- 
1087 


Occupational health guidelines for chemi- 
cal hazards /, 82-5761 


Chemicals — United States — Bibliography. 
Chemical selection methods : an anno- 
tated bibliography /, 82-3391 


» Analytic. 

EPA/IERL-RTP procedures for level 2 
sampling and analysis of organic mate- 
rials / by J.C. Harris ... [et al.] ; pre- 
pared for U.S. Environmental Protec- 
tion Agency, Office of Research and 
Development., 82-10139 


EPA/IERL-RTP procedures manual : 
level 2 sampling and analysis of select- 
ed reduced inorganic compounds /, 
82-13557 


Level 2 chemical analysis of fluidized-bed 
combustor samples /, 82-13589 


Chemistry, Physical organic — Data 
processing. 


Chemical kinetic modeling of benzene 
and toluene oxidation behind shock 
waves /, 82-14232 


Chemotherapy — Abstracts. 

Current cancer research on preclinical 
studies of pharmacokinetics, effective- 
ness and mechanisms of action of anti- 
cancer drugs., 82-5715 


Chen, Kai-Mee, 1979- 
Kai-Mee Chen : report (to accompany 
H.R. 2010)., 82-6559 


Chen, Wen-chen, 1952-1981. 

Taiwan agents in America and the death 
of Prof. Wen-chen Chen : hearings 
before the Subcommittees on Asian and 
Pacific Affairs and on Human Rights 
and International Organizations of the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-seventh 
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Con; first session, July 30 and Oc- 


82-15117 


gress, 
tober 6, 1981., 


Cherokee County (S.C.) — Maps. 
Important farmlands map, Cherokee 
County, South Carolina /, 82-74 


Cherokee National Forest (Tenn. and N.C.) 
— Maps. 

Appalachian Trail, Tennessee and North 
Carolina /, 82-4337 


Cherokee National Forest, Tennessee : 
off-road vehicle use map /, 82-4325 


Cherry — Diseases and pests. 
Gum spots in black cherry caused by nat- 
ural attacks of peach bark beetle /, 
82-2786 


Cherry — Michigan. 
Red tart cherry site inventory for Charle- 
voix & Emmet Counties, Michigan., 
82-9125 


Chesapeake Bay (Md. and Va.) 
The Chesapeake Bay Program : project 
summaries /, 82-3393 
Distribution and abundance of submerged 
aquatic vegetation in the lower Chesa- 
peake Bay, Virginia /, 82-3394 


Chest — Wounds and injuries. 

Development of an eddy current non 
contact displacement gage for monitor- 
ing anthropomorphic dummy chest de- 
flections /, 82-i:«04 


Chicago (Ill.) — Officials and employees — 
Salaries, allowances, etc. — Statistics — 
Periodicals. 

Municipal government wage survey, Chi- 
cago, Illinois /, 82-5985, 82-14121 


Chickens — Hatcheries — United States. 
Solar heating for brooding chickens /, 
82-1135 


Chickens — United States — Statistics — 
Periodicals. 
Chickens and eggs, final estimates for ..., 
82-12324 


Chicot, Lake (Ark.) 
Lake Chicot pumping plant outlet struc- 
ture, Arkansas : hydraulic model inves- 
tigation /, 82-173 


Chief Joseph Dam (Wash.) 

Spillway modifications for Chief Joseph 
Dam, Columbia River, Washington : 
hydraulic model investigation /, 82- 
161 


Child abuse. 
Funding family violence programs 
sources and potential sources for feder- 
al monies /, 82-3667 
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Child abuse — Law and legislation — United 

States. 

Section-by-section explanation and Ram- 
seyer rule print of child abuse preven- 
tion and treatment amendments of 1981 
(H.R. 2318) as reported by the Sub- 
committee on Select Education., 82- 
2616 


Child abuse — Services — United States. 
Section-by-section explanation and Ram- 
seyer rule print of child abuse preven- 
tion and treatment amendments of 1981 
(H.R. 2318) as reported by the Sub- 
committee on Select Education., 82- 
2616 


Child abuse — Study and teaching (Higher) 
— United States. 
Child abuse and neglect curriculum in 
schools of education /, 82-1888 


Child abuse — United States. 
Child protection in military communities 
/, 82-5776 


Sexual abuse of children : selected read- 
ings /, 82-10691 


Child abuse — United States — 
Bibliography — Catalogs. 


Child abuse and neglect., 82-3577 


Child abuse — United States — Statistics. 
National study of the incidence and se- 
verity of child abuse and neglect : 
study findings., 82-10690 


Child development. 

Human learning and behavior : research 
programs of the National Institute of 
Child Health and Human Develop- 
ment, 1981 /, 82-13814 


Child development — Testing — Handbooks, 
manuals, etc. 
Weighing and measuring children : a 
training manual for supervisory person- 
nel., 82-3651 


Child development — United States. 
Child health and human development : an 
evaluation and assessment of the state 
of the science /, 82-1826 


Child molesting — United States. 
Sexual abuse of children : selected read- 
ings /, 82-10691 


*Child Psychology 
Human learning and behavior : research 
programs of the National Institute of 
Child Health and Human Develop- 
ment, 1981 /, 82-13814 


Child welfare — United States. 
Child protection in military communities 
/, 82-5776 
Research tables based on Characteristics 
of state plans for aid to families with 
dependent children : need, eligibility, 
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administration in effect September 30, 
1979., 82-5670 


Save the Children Day : hearing before 
the Subcommittee on International 
Economic Policy of the Committee on 
Foreign Relations, United States 
Senate, Ninety-seventh Congress, first 
session, May 1, 1981., 82-6830 


Child welfare — United States — States — 
Periodicals. 
Aid to families with dependent children, 
82-10469 
Characteristics of state plans for AFDC, 
82-10469 


Characteristics of state plans for aid to 
families with dependent children under 
the Social Security Act, Title IV-A, 
and for Guam, Puerto Rico, & Virgin 
Islands., 82-10469 


Child welfare — United States — Statistics 
— Periodicals. 
AFDC standards for basic needs., 
13773 


Public assistance recipients and cash pay- 
ments by state and county., 82-10478 

Requests for AFDC hearings in public 
assistance., 82-10477 
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Children — Care and hygiene — United 
States. 
Nutritional screening of children : a 
manual for screening & followup., 82- 
1854 


Parents’ guide to childhood immuniza- 
tion., 82-10654 


Children — Dental care — United States. 
Flouride tablets : a healthier smile for 
school children., 82-3627, 82-5743 


Children — Economic aspects — United 
States. 
USDA estimates of the cost of raising a 
child : a guide to their use and inter- 
pretation., 82-2752 


Children — Employment. 
Handy reference guide to the Fair Labor 
Standards Act., 82-691 


Children — Growth — Handbooks, manuals, 
etc. 

Weighing and measuring children : a 

training manual for supervisory person- 

nel., 82-3651 


Children — Medical examinations. 
Examenes de nutricion para ninos : al- 
gunas sugerencias para los padres de 
familia., 82-3640 
Nutrition checkups for children : tips for 
parents., 82-3639 
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Children — Mental health services — United 
States. 
Use of psychiatric facilities by children 
and youth, United States 1975 /, 82- 
13890 


Children — Nutrition. 

Examenes de nutricion para ninos : al- 
gunas sugerencias para los padres de 
familia., 82-3640 

Nutrition checkups for children : tips for 
parents., 82-3639 


Nutritional screening of children : a 
manual for screening & followup., 82- 
1854 


Children — United States. 
Manual for child health workers in major 
disasters /, 82-3656 


Missing children : hearing before the 
Subcommittee on Investigations and 
General Oversight of the Committee 
on Labor and Human _ Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on to explore 
the cause and effect of missing chil- 
dren, focusing on home environment, 
local law enforcement agencies, and 
citizen action groups, October 6, 1981., 
82-15167 


Children — United States — Bibliography. 
Basic educational skills project : an anno- 
tated bibliography in the areas of cur- 
riculum, parent involvement, teacher 
attitudes and behaviors, and continu- 
ity., 82-13920 


Children — United States — Bibliography 
— Catalogs. 


Children and youth., 82-3534 


Children — United States — Language — 


Congresses. 

Bilingual/Bicultural Early Childhood De- 
velopment Research Workshop pro- 
ceedings, February 1976 /, 82-3607 


Children — United States — Nutrition. 
Hearings on the administration’s fiscal 
year 1982 budget authorization for 
child nutrition : hearings before the 
Subcommittee on Elementary, Second- 
ary, and Vocational Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, hearings 
held in Washington, D.C. on March 
10, 11, 12, 18, and 19, 1981., 82-2613 


Children — United States — States — 
Nutrition — Directories. 
Directory of cooperating agencies /, 82- 
12657 


Children of divorced parents — United 
States. 


When parents divorce., 82-1877 





— United States. 

Providing for the participation of the De- 
partment of Defense education system 
for dependents in overseas areas in the 
Senate youth program : report (to ac- 

company S. Res. 146)., 82-2357 

Children of military personnel — United 
States. 

Child protection in military communities 
/, 82-5776 
Children’s accidents — Prevention. 
High chairs., 82-11856 
Infant fo'ls., 82-14699 


Children’s accidents — United States — 
Prevention. 
Child restraint systems for civil aircraft /, 
82-6449 


Children’s clothing industry — United States 
— Employees — Statistics. 
Occupational employment : children’s ou- 
terwear industry, May 1971 /, 82- 
2019, 82-5979 


Occupational employment : women’s and 
children undergarments industry, May 
1971., 82-11034 


Children’s clothing industry — United States 
— Statistics — Periodicals. 
Current industrial reports. Series MA- 
23E, Men’s and boys’ outerwear., 82- 
4586 


Current industrial reports. Series MA- 
23F, Women’s and childrens’ outer- 
wear., 82-9271 

Men’s and boys’ outerwear, 82-4586 


Women’s and childrens’ outerwear, 
9271 


82- 


Children’s furniture — Safety measures. 
High chairs., 82-11856 


Children’s rights — United States. 
Child protection in military communities 
/, 82-5776 


Children’s sleepwear — Statistics — 
Periodicals. 
Current industrial reports. Series MA- 
23G, Underwear and nightwear., 82- 
4587 


Underwear and nightwear, 


Chile. 
Chile, a country profile /, 82-809 


Chilton County (Ala.) — Maps. 
Soil interpretive map of important farm- 
lands, Chilton County, Alabama /, 
82-2810 


China. 
China, a country study /, 82-13106 


China — Bibliography — Catalogs. 
China., 82-5647 


82-4587 
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US-China economic relations /, 82-3823, 
82-3824 

US-People’s Republic of China economic 
relations /, 82-2133 


China — Commerce — United States. 
Adventures in the China trade, 82-1402, 
82-1403, 82-4686, 82-4687 
Most favored nation status for Romania, 
Hungary and China : hearing before 
the Subcommittee on _ International 
Trade of the Committee on Finance, 
United States Senate, Ninety-seventh 
first session, July 27, 1981., 
82-2634 


US-China agricultural trade /, 82-2165 


China — Commerical treaties. 
US-China trade agreement /, 82-2134 


China — Description and travel. 
Tips for travelers to the People’s Repub- 
lic of China /, 82-6199 


China — Economic policy — 1976- 
Adventures in the China trade, 
82-1403, 82-4686, 82-4687 


82-1402, 


China — Foreign relations — United States. 
The new era in East Asia : hearings 
before the Subcommittee on Asian and 
Pacific Affairs of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, May 19, 20, 28, June 3, 10, and 
July 16, 1981., 82-2640 


Report of the visit to the People’s Repub- 
lic of China /, 82-1017 


China — Military relations — United States 
The Implications of U.S. China military 
cooperation : a workshop /, 82-12175 


China — Relations — United States. 
US-China exchanges /, 82-2135 


US-China relations /, 82-2163 


US-China science and technology ex- 
changes /, 82-2164 


China (Republic : 1949- ) — Foreign 
relations — United States. 

The new era in East Asia : hearings 
before the Subcommittee on Asian and 
Pacific Affairs of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, May 19, 20, 28, June 3, 10, and 
July 16, 1981., 82-2640 


Chinese language — Dictionaries — English. 
Chinese-English automation and comput- 
er technology dictionary., 82-1551 
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Chinese language — Transliteration. 
A perspective on the Pinyin romanization 
of Chinese characters : a reference aid 
/, 82-3804 


Indians — Financial affairs. 

Disbursal of Lac Courte Oreilles Band 
trust funds : hearing before the Select 
Committee on Indian Affairs, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 1890 ... De- 
cember 9, 1981, Washington, D.C., 
82-15144 


Chippewa Indians — Government relations. 

Disbursal of Lac Courte Oreilles Band 
trust funds : hearing before the Select 
Committee on Indian Affairs, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 1890 ... De- 
cember 9, 1981, Washington, D.C., 
82-15144 


Chlorides. 

Analysis of ground water by different 
laboratories : a comparison of chloride 
and nitrate data, Nassau and Suffolk 
Counties, New York /, 82-10811 


Chlorides — Toxicology. 
Extent-of-exposure survey of monochlor- 
Obenzene /, 82-10661 


Chlorine. 
Chlorine minimization/optimization for 
condenser biofouling control : (phases I 
and II) /, 82-13623 


Chiorofl 


The effect of chlorofluorocarbons on the 
ozone layer : hearing before the Sub- 
committee on Toxic Substances and 
Environmental Oversight of the Com- 
mittee on Environment and Public 
Works, United States Senate, Ninety- 
seventh Congress, first session, July 23, 


1981., 82-6888 


EPA proposed rulemaking on chloro- 
fluorocarbons (CFCs) and its impact on 
small business : hearing before the Sub- 
committee on Antitrust and Restraint 
of Trade Activities Affecting Small 
Business of the Committee on Small 
Business, House of Representatives, 
Ninety-seventh Congress, first session, 
Washington, D.C., July 15, 1981., 82- 
4276 


Chlorofluorocarbons — Economic aspects — 

United States. 

Economic impact assessment of a chloro- 
fluorocarbon production cap : support 
document, section 6, proposed rule, 
toxic substances control act /, 82- 
10254 


Chlorofluorocarbons — Environmental 
aspects — United States. 
Economic implications of 

chlorofluorocarbon 
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nonaerosol applications : an executive 
briefing., 82-10253 


Chlorofluoromethane — Environmental 
aspects — United States. 

Economic implications of regulating 
chlorofluorocarbon emissions from 
nonaerosol applications : an executive 
briefing., 82-10253 


Chloroform — Environmental aspects. 

Acute toxicity and bioaccumulation of 
chloroform to four species of fresh- 
water fish : salmo gairdneri, rainbow 
trout; lepomis macrochirus, bluegill; 
micropterus salmoidies, largemouth 
bass; ictalurus punctatus, channel cat- 
fish /, 82-14869 


Chlorophyll — Measurement. 
Laboratory tank studies of single species 
of phytoplankton using a remote sens- 
ing fluorosensor /, 82-11158 


Choice (Psychology) 
Dual-task interference as a function of 
cognitive processing load /, 82-5097 


Choice of transportation. 
Feasibility of demand incentives for non- 
motorized travel : appendices /, 82- 
6314 


Cholinesterase inhibitors. 
Reactions of methamidophos with mam- 
malian cholinesterases /, 82-3919 


Choreutidae — Classification. 
Classification of the superfamily Sesioidea 
(Lepidoptera:Ditrysia) /, 82-6226 


— Legal status, laws, etc. — 
Soviet Union. 
On the right to emigrate for religious rea- 
sons : the case of 10,000 Soviet Evan- 
gelical Christians /, 82-4275 


Christmas trees. 
Buying your Christmas tree., 
82-1172 


82-1156, 


Christmas trees — Diseases and pests — 
United States. 
How to identify and control pales weevil 
in Christmas tree plantations., 82-4379 


Chromatographic analysis. 
Furthur characterization of sorbents for 
environmental sampling /, 82-13628 


Chromite — California — Siskiyou County. 
Chromite deposits in the Seiad Valley 
and Scott Bar quadrangles, Siskiyou 
County, California /, 82-1909 


Chromium — Metallurgy. 
Process for recovering chromium and 


other metals from superalloy scrap /, 
82-5884 


Pyrometallurgical recovery of chromium 
from scrap metals : laboratory studies / 
, 82-5885 
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Chromium — Recycling. 
Recycling spent chrome refractories from 
steelmaking furnaces /, 82-5861 


Chromium-cobalt-nickel-molybdenum alloys 
— Testing. 
Effect of heat treatment on high tempera- 
ture crack growth under static load in 
Alloy 718 /, 82-1546 


lehd, 


Chr moly 
corrosion, 
On the corrosion adequacy of the 2 1/4 

Cr-1Mo steel for LMFBR steam gen- 
eration system service /, 82-2477 


Chromosomes — Abstracts. 

Current cancer research on effects of 
chemical carcinogens on nucleic acids, 
proteins, and chromosomes., 82-5701, 
82-5718 





steel — Stress 


*Chromosomes — drug effects — directories 

Current cancer research on effects of 

chemical carcinogens on nucleic acids, 
proteins, and chromosomes., 82-5718 


*Chronic disease — Occurrence — United 
States. 
Health characteristics of persons with 
chronic activity limitation United 
States, 1979., 82-10631 


Chronically ill — Care and treatment — 
United States. 
Effects and costs of day care and home- 
maker services for the chronically ill : 
a randomized experiment., 82-10642 


Chronically ill — United States — Statistics. 

Health characteristics of persons with 

chronic activity limitation United 
States, 1979., 82-10631 


Chrysolite. 
Bentonite-bonded rammed olivine and 
zircon molds for titanium casting /, 

82-5897 


Chugach National Forest (Alaska) — Maps. 
Roadless and undeveloped area evalua- 
tion II, RARE II final environmental 
statement, January 1979, Chugach Na- 
tional Forest /, 82-41 


Chuorofluoromethane — Congresses. 
Ozone trend detectability /, 82-6138 


Churchill County (Nev.) — Antiquities. 
A cultural resources overview of the 
Carson and Humboldt Sinks, Nevada /, 
82-5940 . 


Cibola County (N.M.) — Maps. 
Off-road vehicle designation map for the 
Stallion and Ladron Pl -xing Units., 
82-5931 


Cibola National Forest (N.M.) — Maps. 
Cibola National Forest (Mount Taylor 
Ranger District) /, 82-18 
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Cigarette habit — United States — 
y — Catalogs. 
82-3528 


Cimarron County (Okla.) — Maps. 
Cimarron County, Oklahoma, soil inter- 
pretive map, soil potential for sprinkler 
irrigation, soil potential rating /, 82- 
1220 


Bibliograph 
Smoking., 


Cimetidine — Cost effectiveness. 
Benefit-and-cost analysis of medical inter- 
ventions : the case of cimetidine and 
peptic ulcer disease /, 82-2584 


Cinematographers. 
The US Army Signal School apprentice- 
ship program for the trade of photog- 
rapher, motion picture., 82-4923 


Cipher and telegraph codes — Meteorology 
— Handbooks, manuals, etc. 
Surface synoptic codes, effective January 
1, 1982., 82-2837 


Circuit courts — United States. 
The impact of the Circuit Executive Act 
/, 82-11018 


Cities and towns — Growth — Mathematical 
models. 
Models of urban settlement and structure 
as dynamic self-organizing systems /, 
82-6272 


Cities and towns — United States. 
Emergency interim survey : fiscal condi- 
tion of 48 large cities : a staff study /, 
82-12123 


The impact of trucking deregulation on 
small communities : a review of recent 
studies., 82-12308 


Rural and small town population change, 
1970-80 /, 82-12666 


Cities and towns — United States — 
Growth. 
Physical foundations for socio-economic 
modeling for transportation planning /, 
82-14327 


Cities and towns — United States — Growth 
— Mathematical models. 
A Dynamic model of the urban process., 
82-6280 


Cities and towns — United States — Growth 

— Statistics. 

1980 census of population : standard met- 
ropolitan statistical areas and standard 
consolidated statistical areas, 1980., 
82-9316 


Citizens band radio — United States. 
CB-AIDS central control unit : technical 
manual no. 3 /, 82-3887 
CB-AIDS digital adapter 
manual no. 1 /, 82-3885 
CB-AIDS remote station 
manual no. 2 /, 82-3886 


technical 


technical 





Motorist aid citizens radio service as a 
wide area communication system /, 
82-6325 


Citizenship — United States — Bibliography 
— Catalogs. 
Immigration, naturalization, and citizen- 
ship., 82-1776 


City planning — Canada — Case studies. 
Joint development : making the real 
estate-transit connection /, 82-6481 


City planning — Texas. 
Energy conserving site design case study, 
the Woodlands, Texas /, 82-13308 


City planning — United States. 
Crime prevention through environmental 
design : an operational handbook /, 
82-5956 


The model cities program in perspective : 
the San Antonio, Texas, experience /, 
82-12099 


City planning — United States — Case 
studies. 
Joint development : making the real 
estate-transit connection /, 82-6481 


City planning — United States — 
Congresses. 
Symposium Community Development 
and Passenger Transportation /, 82- 
6484 


City traffic — United States. 
Improving the residential street environ- 
ment /, 82-6327 


Civil defense. 
Utilization of equipment crisis relocation 
program : final report for Defense 
Civil Preparedness Agency /, 82-9655 


Civil defense — Handbooks, manuals, etc. 
Handbook for radiological monitors., 
82-10283 


Civil defense — Study and teaching. 
Survival in a disaster is your business : 
act now!, 82-10290 


Civil engineering. 

Comparative occupational survey of 
USAF civilian and military members in 
three civil engineering specialites /, 
82-3309 


Civil engineering — Environmental aspects. 
Reservoirs and waterways : identification 
and assessment of environmental qual- 
ity problems and research program de- 
velopment /, 82-4986 


Civil engineering — United States — 
Bibliography — Catalogs. 
Civil and structural engineering., 
3576 


82- 
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Civil engineering — United States — 
Handbooks, manuals, etc. 
Builder 3 &2/, 82-9861 


Civil engineers — United States — 

Directories. 

DCPA national directory of fallout shel- 
ter analysts and their associated archi- 
tectural and engineering firm., 82- 
9654 


Civil rights. 

Amendments to the Foreign Assistance 
Act of 1961 : nuclear prohibitions and 
certain human rights matters : hearings 
and markup before the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session on H.R. 5015, H. Res. 286, No- 
vember 20 and December 8, 1981., 
82-15113 


Fulfilling our promises : the United States 
and the Helsinki final act : a status 
report /, 82-2714 


The Ottawa summit and U.S. internation- 
al economic policy : hearings before 
the Joint Economic Committee, Con- 
gress of the United States, Ninety-sev- 
enth Congress, first session, July 14 
and 16, 1981., 82-12126 


Civil rights — Europe — Periodicals. 
Semiannual report by the President to the 
Commission on Security and Coopera- 
tion in Europe : report submitted to the 
Committee on International Relations., 
82-15124 


Civil rights — Government policy — United 

States. 

Human rights and U.S. policy in the mul- 
tilateral development banks : hearings 
before the Subcommittee on Interna- 
tional Development Institutions and Fi- 
nance of the Committee on Banking, 
Finance, and Urban Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 21 and 23, 
1981., 82-4206 


Civil rights — Guatemala. 

Human rights in Guatemala : hearing 
before the Subcommittees on Human 
Rights and on International Organiza- 
tions and Inter-American Affairs of the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session, July 30, 1981., 
82-1059 


Civil rights — Periodicals. 

Country reports on human rights prac- 
tices : report submitted to the Commit- 
tee on Foreign Relations, U.S. Senate 
and Committee on Foreign Affairs, 
U.S. House of Representatives by the 
Department of State in accordance 
with sections 116(d) and 502B(b) of the 
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Foreign Assistance Act of 1961, as 
amended., 82-15114, 82-15121 


Civil rights — Philippines. 

U.S. policy toward the Philippines : hear- 
ing before the Subcommittees on Asian 
and Pacific Affairs, and on Human 
Rights and International Organizations 
of the Committee on Foreign Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, November 
18, 1981., 82-15118 


Civil rights — Soviet Union. 

Human rights—Ukraine and the Soviet 
Union : hearing and markup before the 
Committee on Foreign Affairs and its 
Subcommittee on Human Rights and 
International Organizations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H. Con. Res. 
111, H. Res. 152, H. Res. 193, July 28, 
July 30, and September 17, 1981., 82- 
12158 


Civil rights — Ukraine. 

Human rights—Ukraine and the Soviet 
Union : hearing and markup before the 
Committee on Foreign Affairs and its 
Subcommittee on Human Rights and 
International Organizations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H. Con. Res. 
111, H. Res. 152, H. Res. 193, July 28, 
July 30, and September 17, 1981., 82- 
12158 


Civil rights — United States. 

Civil rights : a national, not a special 
interest : a statement /, 82-141 

Civil rights acts of 1957, 1960, 1964, 1968 
(as amended through the end of the 
96th Congress) : Voting Rights Act of 
1965 (as amended through the end of 
the 96th Congress) /, 82-6852 


Fulfilling our promises : the United States 
and the Helsinki final act : a status 
report /, 82-2714 


Inter-American Development Bank loans 
to Guatemala : hearing before the Sub- 
committee on International Develop- 
ment Institutions and Finance of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, December 8, 1981., 82-15045 
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grounding protection of ships : final 
report on Project SR-1246 “Surveil- 
lance of ship collision/stranding re- 
search studies” /, 82-12022 

A methodology for assessing alternatives 
to reduce ship collisions /, 82-2297 


Colombia — Description and travel. 
Background notes, Colombia /, 82-3812 
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Colorado Population Statistics. 


Colon (Anatomy) — Cancer. 
National Cancer Institute research report 
: cancer of the colon or rectum., 82- 
3620 


Colon (Anatomy) — Cancer — Abstracts. 
Selected abstracts on carcinoembryonic 
antigen (CEA) in the clinical diagnosis 
and treatment of colorectal cancer /, 
82-5739 


Color — United States — Physiological 
effect. 
Aeromedical implications of the x-chrom 
lens for improving color vision defi- 
ciencies /, 82-3917 


Color blindness. 
The ability of color defectives to judge 
signal lights at sea /, 82-5108 
The X-Chrom lens for correction of 
color deficiency /, 82-5120 


Color vision — United States. 
Aeromedical implications of the x-chrom 
lens for improving color vision defi- 
ciencies /, 82-3917 


Colorado — Census, 1980. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 7. Colorado., 82-12725 


Colorado. Division of Employment. 
Basic organization and management 
survey of the Colorado Division of 
Employment /, 82-3743 


A Comprehensive evaluation of the Colo- 
rado Division of Employment /, 82- 
3744 


Recommendations for corrective action 
for the Colorado Division of Employ- 
ment /, 82-3745 


Colorado — Industries — Periodicals. 
County business, patterns, Colorado., 
82-9273 


Colorado — Manufactures — Statistics. 
1977 census of manufactures, 82-9148 


Colorado — Maps. 
Colorado wilderness map, National For- 
ests, Colorado /, 82-4326 


Transportation map, San Luis resource 
area, Canon City District, Colorado /, 
82-10956 


Colorado — Population — Statistics. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 7. Colorado., 82-12725 


1980 census of population and housing : 
Colorado, preliminary population and 
housing unit counts., 82-9318 
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Colorado Public lands. 


Colorado — Public lands. 
Multiple use management decisions : 
Three Corners Planning Unit., 82- 
10947 


Colorado River. 
Updating the Hoover Dam documents, 
1978 /, 82-1958 


Colorado River watershed. 

Salinity control in Colorado River basin : 
hearing before the Subcommittee on 
Department Operations, Research, and 
Foreign Agriculture of the Committee, 
House of Representatives, Ninety-sev- 
enth Congress, first session, June 10, 
1981., 82-1011 


Colquitt County (Ga.) — Maps. 
Soil interpretive map of important farm- 
lands, Colquitt County, Georgia /, 
82-75 


Columbia County (Wis.) — Maps. 
Important farmlands, Columbia County, 
Wisconsin /, 82-76 


Columbia National Fisheries Research 
Laboratory (U.S.) 
Columbia National Fisheries Research 
Laboratory., 82-3727 


Columbia (S.C.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Columbia, 
South Carolina, annual summary with 
comparative data., 82-12878 


Columbia (Spacecraft) 
Columbia’s second mission-STS-2 : the 
first flight of a “used” spacecraft., 82- 
2088 


Flight of STS-1 with astronauts John W. 
Young and Captain Robert L. Crippen 
: hearing before the Committee on Sci- 
ence and Technlogy, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, May 20, 1981., 82- 
2707 


A free people capable of great deeds : the 
story of STS-1, the first space shuttle 
mission., 82-6128 


Columbus (Ohio) — Climate — Statistics — 
Periodicals. 
Local climatological data. Columbus, 
Ohio, annual summary with compara- 
tive data., 82-9535 


Comanche County (Okla.) — Maps. 
Comanche County, Oklahoma, soil inter- 
pretive map, soil potential for surface 
irrigation, soil potential rating /, 82- 
2820 


Combat — Physiological aspects. 

Analysis of manual threat evaluation and 
weapons assignment (TEWA) in the 
AN/TSQ-73 air defense system /, 82- 
13122 
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Combat — Psychological aspects. 
Methodology to assess psychological 
tress and its impact in the air combat 
environment /, 82-267 


Combat — Simulation methods. 
Battalion command group performance in 
simulated combat /, 82-4943 


Combined sewers — Washington (State) — 
Spokane — Overflows. 
City of Spokane combined sewer over- 
flow abatement project : draft environ- 
mental impact statement /, 82-5286 


Combustion. 
APTI course 427, combustion evaluation 
: instructor’s guide /, 82-10251 
APTI course 427, combustion evaluation 
: student manual /, 82-10252 


Combustor design criteria validation /, 
82-213 


Effect of a zero g environment on flam- 
mability limits as determined using a 
standard flammability tube apparatus /, 
82-2072, 82-6113 


Industrial application of fluidized-bed 
combustion : quarterly technical prog- 
ress report for the period July-Septem- 
ber, 1980 /, 82-13326 

Support studies in fluidized-bed combus- 
tion : 1978 annual report /, 82-10153 


Combustion — Environmental aspects — 
United States. 
Conventional Combustion Environmental 
Assessment Program., 82-10054 


Combustion — Measurement. 
Air emissions from combustion of solvent 
refined coal /, 82-13573 


Measurement of PCB emissions from 
combustion sources /, 82-13584 


Review of concurrent mass emission and 
opacity measurements for coal-burning 
utility and industrial boilers /, 82- 
13642 


Combustion — Measurement — Handbooks, 
manuals, etc. 

Emissions assessment of conventional sta- 
tionary combustion systems : methods 
and procedures manual for sampling 
and analysis /, 82-13581 


Combustion, Theory of. 
Combustion of porous solids at reduced 
gravitational conditions /, 82-14178 


Combustion 

Analysis of effect of flameholder charac- 
teristics on lean, premixed, partially va- 
porized fuel-air mixture quality and ni- 
trogen oxides emissions/, 82-6172 

Effect of fuel vaporization upon emis- 
sions for a premixed vaporized com- 
bustion system, 82-2104 
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Combustion engineering — Congresses. 
2nd International Symposium on Coal-Oil 
Mixture Combustion : November 27- 
29, 1979, The Radission-Ferncroft 
Hotel, Danvers, Massachusetts., 82- 
1626, 82-9933 


Combustion gases. 
An Appraisal of possible combustion haz- 
ards associated with a high-temperature 
gas-cooled reactor /, 82-2445 


Combustion gases — Analysis. 

At-sea incineration, evaluation of waste 
flow and combustion gas monitoring 
instrumentation onboard the M/T Vul- 
canus /, 82-10129 


Combustion gases — Data processing. 
Environmental assessment data systems 
user guide : gaseous emissions data 
system /, 82-3382 


Combustion gases — Environmental aspects. 
APTI course 427, combustion evaluation 
: instructor’s guide /, 82-10251 


Guidelines for NOx control by combus- 
tion modification for coal-fired utility 
boilers : procedures for reduction of 
NO emissions and maximization of 
boiler efficiency., 82-10083 


Pilot scale evaluation of NOx combustion 
control for pulverized coal : phase II 
final report /, 82-13609 


Combustion gases — Environmental aspects 
— United States. 
Emissions assessment of conventional sta- 
tionary combustion systems /, 82- 
13582 


Environmental assessment of utility boiler 
combustion modification NOX controls 
/, 82-13645 


Overview of pollution from combustion 
of fossil fuels in boilers of the United 
States /, 82-10156 


Combustion gases — Measurement. 
Development of measurement techniques 
for fugitive emissions from process and 
effluent streams /, 82-13606 


Combustion gases — Purification. 
Applicability of the thermal DeNOx 
process to coal-fired utility boilers /, 
82-10142 


Combustion research. 

Analysis of effect of flameholder charac- 
teristics on lean, premixed, partially va; 
porized fuel-air mixture quality and ni- 
trogen oxides emissions/, 82-6172 

Effect of fuel vaporization upon emis- 
sions for a premixed vaporized com- 
bustion system, 82-2104 


Effect of pressure on structure and NOx 
formation in CO-Air diffusion flames /, 
82-14230 





January — June 1982 


Performance of semi-transpiration cooled 
liner in high temperature-rise combus- 
tor /, 82-6166 


Comets — Observations. 
Report of the Comet Science Working 
Group., 82-6087 


Report of the Comet Science Working 
Group : executive summary., 82-6086 


Comets — Observations — Technique. 
Modern observational techniques for 
comets proceedings of a workshop 
held at Goddard Space Flight Center, 
Greenbelt, Maryland, on October 22- 
24, 1981., 82-2058 


Command and control systems. 
Command and control and communica- 
tions structures in southeast Asia /, 
82-307 


The World Wide Military Command and 
Control Information System : problems 
in information resource management : 
report to the Congress /, 82-1757 


Commemorative coins — United States. 
Olympic Coin Act of 1981 : hearing 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 1230 ... July 
14, 1981., 82-2603 


Commerce, 
Changes in the international grain trade 


in the 1980’s /, 82-1227 


Shipping Act of 1981 : hearings before 
the Subcommittee on Merchant Marine 
of the Committee on Commerce, Sci- 
ence, and Transportation, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 1593 ... and S. 125 ... 
September 21, 23, and 24., 82-12113 


Telecommunications and _ information 
products and services in international 
trade : hearings before the Subcommit- 
tee on Telecx ications, Consumer 
Protection, and Finance of the Com- 
mittee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, April 29, 
and July 22, 1981., 82-6817 


Terms of trade for developing countries : 


a commodity and regional analysis /, 
82-2828 





Commerce — Periodicals. 
Annual report /, 82-3850 


Commercial art — United States — 
Periodicals. 
Design arts /, 82-11172 


Commercial art — United States — Printing 
— Statistics. 


1977 census of manufactures, 82-12691 





Commercial finance companies — United 

States. 

Treatment of LIFO recapture and Feder- 
al National Mortgage Association net 
operating losses : hearing before the 
Committee on Ways and Means, House 
of Representatives, Ninety-seventh 
Congress, first session, December 9, 
1981., 82-15230 


Commercial law. 

Foreign business practices : materials on 
practical aspects of exporting, interna- 
tional licensing, and investing /, 82- 
134 


Commercial law — United States. 

The Foreign Trade Antitrust Improve- 
ments Act : hearing before the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 795 ... June 17, 1981., 
82-15157 


Commercial law — United States — 
Periodicals. 
Report on the activities of the Committee 
on Commerce, Science, and Transpor- 
tation., 82-6551 


Cc cial pr duct 
Production techniques and product spe- 
cialization within U.S. industries /, 
82-14047 





Commercial products — United States — 
Statistics — Periodicals. 
Schedule B commodity by country, 
4589, 82-4590 


U.S. exports. Schedule B commodity by 
country., 82-4589, 82-4590 


82- 


Commercial statistics. 
U.S. foreign trade statistics : classifica- 
tions and cross-classifications, 1980., 
82-104 


Commercial vehicles. 
Experimental field test of the model ice 
cream truck ordinance in Detroit /, 
82-11652 


Uniform Motor Vehicle Standards Act : 
hearing before the Subcommittee on 
Surface Transportation of the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 1402 ... September 24, 1981., 82- 
12114 


Commercial vehicles — United States — 
Inspection — Periodicals. 
Roadside vehicle inspections /, 


Commodity Credit Corporation. 

Guaranteed loans by private lenders : 
hearing before the Subcommittee on 
Wheat, Soybeans, and Feed Grains of 
the Committee on Agriculture, House 
of Representatives, Ninety-seventh 


82-14377 
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Communicable diseases in animals. 


Congress, first session on H.R. 4179, 
September 17, 1981., 82-12076 


Commodity Credit Corporation — 
Appointments, promotions, salaries, etc. 
Nominations of Dr. Susan M. Phillips to 

be a commissioner of the Commodity 
Futures Trading Commission and Ev- 
erett Rank to be a member of the 
board of directors of the Commodity 
Credit Corporation : hearing before the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-seventh Congress, first session, 
October 21, 1981., 82-6755 


Commodity Credit Corporation — 
Appropriations and expenditures — 
Periodicals. 

Examination of financial statements 
communication from the acting Comp- 
troller General of the United States, 
transmitting a report on the review of 
financial statements of the Commodity 
Credit Corporation, pursuant to section 
106 of the Government Corporation 
Control Act /, 82-14633 


Commodity exchanges — Government policy 
— United States. 
Silver prices and the adequacy of federal 
actions in the marketplace, 1979-80 : 
seventeenth report /, 82-6597 


Commodity exchanges — Taxation — United 

States. 

Commodity “tax straddles” hearing 
before the Committee on Ways and 
Means, House of Representatives, 
Ninety-seventh Congress, first session, 
April 30, 1981., 82-1126 


Commodity tax straddles : hearing before 
the Subcommittee on Taxation and 
Debt Management and the Subcommit- 
tee on Energy and Agricultural Tax- 
ation of the Committee on Finance, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 626 ... 
June 12, 1981., 82-2631 


Commodore John Barry Day. 

Joint Resolution to Authorize and Re- 
quest the President to Designate Sep- 
tember 13, 1981, as “Commodore John 
Barry Day.”, 82-5664 


Communicable diseases — Prevention. 
Conduct disease surveillance., 82-1865 


Communicable diseases in animals. 

Pseudorabies control and eradication in 
swine : hearing before the Subcommit- 
tee on Livestock, Dairy, and Poultry 
of the Committee on Agriculture, 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 28, 
1981., 82-6746 
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Communication Audio-visual aids. 


Communication — Audio-visual aids. 
Guidelines for media production /, 82- 
352 


Communication — United States. 

Communications Technica! Amendments 
Act of 1981 : hearing before the Sub- 
committee on  Telecc ications, 
Consumer Protection, and Finance of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 5008 ... November 19, 1981., 
82-15093 


Diversity of information : hearings before 
the Subcommittee on Telecommunica- 
tions, Consumer Protection, and Fi- 
nance of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
September 15, and 23, 1981., 82-12148 


Communication — United States — 
Equipment and supplies — Statistics. 
1977 census of manufactures, 82-9224 





Communication, International. 

Federal Communications Commission 
oversight : hearings before a Subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, September 16 and 22, 1981., 
82-6842 


International broadcasting : direct broad- 
cast satellites : hearing before a sub- 
committee on the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, October 23, 1981., 82- 
6840 


The Role and control of international 
communications and information 
report to the Subcommittee on Interna- 
tional Operations of the of the Com- 
mittee on Foreign Relations, United 
States Senate., 82-2654 


Communication, International — Congresses. 
Towards an American agenda for a new 


world order of communications., 82- 
11296 


Communication and traffic — United States. 
Doing research in federal communica- 
tions law /, 82-709 


Integrated traffic simulation model, phase 
I / prepared for Federal Highway Ad- 
ministration, Office of Research & De- 
velopment, Traffic Systems Division., 
82-6318 


Communication and traffic — West Virginia 
— Morgantown. 
Morgantown people mover inductive 
communications systems design sum- 
mary /, 82-2306 
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Communication in agriculture — Congresses. 
Proceedings of the National Agricultural 
Science Information Conference : 
“popular reporting of agricultural sci- 
ence, strategies for improvement” held 
at the Scheman Continuing Education 
Building, Iowa State University, Ames, 
Iowa, October 22-26, 1979 /, 82- 
12310 


Communication in agriculture — United 

States — Congresses. 

Proceedings of the National Agricultural 
Science Information Conference 
“popular reporting of agricultural sci- 
ence, strategies for improvement” held 
at the Scheman Continuing Education 
Building, Iowa State University, Ames, 
Iowa, October 22-26, 1979 /, 82- 
12310 


Communication in industrial safety. 
Conceptual and programmatic framework 
for the proposed nuclear data link /, 
82-2519 


Communication in medicine — United States 
— Periodicals. 
Annual reports on the exchange of medi- 
cal information and sharing medical re- 
sources /, 82-12291 


Exchange of medical information and 
sharing medical resources, 82-12291 


Communication in science — Bibliography. 
Annotated bibliography, 1973-1977, Divi- 
sion of Science Information., 82-14245 


Communication of technical information — 
Bibliography. 
Annotated bibliography, 1973-1977, Divi- 
sion of Science Information., 82-14245 


Communication of technical information — 

United States — Congressses. 

Proceedings of the National Agricultural 
Science Information Conference 
“popular reporting of agricultural sci- 
ence, strategies for improvement” held 
at the Scheman Continuing Education 
Building, lowa State University, Ames, 
Iowa, October 22-26, 1979 /, 82- 
12310 


Communications, Military. 
Information summarization in a corps- 
level scenario /, 82-4950 


Communications, Military — Ability testing. 
Analysis aptitude test for selection of 
airmen for the radio communications 
analysis specialist course : development 

and validation /, 82-266 


Communications, Military — Handbooks, 
manuals, etc. 
Communications., 82-13219 
MOS 31V tactical communications sys- 


tems operator/mechanic skill levels 1 
and 2., 82-13077 


Do not order from index; see indicated entry 





Subject Index 


Communications research. 
Meteor-burst communication systems 
analysis and synthesis /, 82-3232 


Communicative disorders — Research grants 
— United States — Periodicals. 
Index to research grants and contracts, 
82-13821 


NINCDS index to research grants and 
contracts., 82-13821 


NINCDS index to research grants subject 
number investigator & contracts, 82- 
13821 


Communism — E] Salvador. 
Communist interference in El Salvador : 
February 23, 1981., 82-14272 


Communist countries — Commerce — 

United States — Periodicals. 

Quarterly report to the Congress and the 
East-West Foreign Trade Board on 
trade between the United States and 
the nonmarket economy countries /, 
82-12295, 82-15227 


Communist parties — Russian S.F.S.R. — 
Smolenskaia oblast — History — Sources 
— Microform catalogs. 

Guide to the records of the Smolensk 
Oblast of the All-Union Communist 
Party of the Soviet Union, 1917-41., 
82-517 


Community and school. 
Process facilitation manual for communi- 
ty education coordinators., 82-10026 


Community and school — Handbooks, 
manuals, etc. 
Community information in education : a 
handbook of standard terminology and 
a guide to its collection and use /, 82- 
13510 


Community and school — United States. 
Doing your community education evalua- 
tion : a guide /, 82-13487 


Indian Education Act, part A : entitle- 
ment programs for public schools ; a 
handbook for parent committees and 
project directors /, 82-13491 


Community antenna television — Law and 
legislation — United States. 

Oversight of the Copyright Act of 1976 
(Cable television) : hearings before the 
Committee on the Judiciary, United 
States Senate, Ninety-seventh Con- 
gress, first session, on the Copyright 
Act of 1976, April 29 and July 29, 
1981., 82-4257 


Community antenna television — United 
States — Testing. 
PC-6, REA standard on acceptance test- 
ing procedures for cable television sys- 
tems., 82-12625 





January — June 1982 
Community-based corrections — United 
States. 


Programs for young women in trouble /, 
82-10979 


Community colleges — United States. 
Qualifying for federal funding of tribally 
controlled community colleges : report 
/, 82-10357 


Community colleges — United States — 
Finance — Congresses. 
Financing community colleges : an exam- 
ination of the state and local roles /, 
82-13775 


Community development — Handbocks, 
manuals, etc. 
Planning by objectives : a manual for stu- 
dent community service program coor- 
dinators., 82-12682 


Community development — Law and 
legislation — United States — Cases. 
Legal opinions of the Office of General 

Counsel., 82-10701, 82-13929, 82- 
13930 


Community development — United States. 

Urban enterprise zones : hearings before 
the Subcommittee on Savings, Pen- 
sions, and Investment Policy of the 
Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 1310 ... July 13 and 16, 
1981., 82-2638 


Community development, Urban. 

The Community Development Block 
Grant program can be more effective 
in revitalizing the nation’s cities : 
report to the Ranking Minority 
Member, Committee on Appropri- 
ations, United States Senate., 82- 
13704 


State of the art report : residential traffic 
management., 82-2238 


Community development, Urban — United 
States. 


Residential displacement — an update : 
report to the Congress., 82-10694 


The Urban Jobs and Enterprise Zone Act 
of 1981 : hearing before the Subcom- 
mittee on Economic Stabilization of 
the Committee on Banking, Finance, 
and Urban Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on H.R. 3824 ... New 
York, N.Y., July 8, 1981., 82-12100 


Community development, Urban — United 
States — Citizen participation. 
A citizens’ guide to maintaining neighbor- 
hood places., 82-10967 


Community development, Urban — United 
States — Finance — Periodicals. 
Urban development action grant program 
/, 82-10697 





development corporations — 

Information services — United States. 
An Information systems guide for com- 

munity action agencies /, 82-1419 


Community development corporations — 
United States — Data processing. 
An Information systems guide for com- 
munity action agencies /, 82-1419 


development corporations — 

United States — Management. 

Internal control weaknesses contributed 
to the mismanagement and misuse of 
federal funds at selected community 
action agencies : report to the Congress 
: summary /, 82-10330 


Community health nursing — South Dakota. 

Report on nurse physician assistant pro- 

gram evaluation in South Dakota /, 
82-10650 


Community health services — United States. 
An Interm guide for health education in a 
health care system., 82-13846 


Selecting a residency for community-re- 
sponsive medicine., 82-10623 


*Community health services — Utilization 
— United States — Statistics. 
Women who use organized family plan- 
ning services : United States, 1979 /, 
82-13859 


Community health services for the aged — 
United States. 
Assessing the quality of long-term care /, 
82-13872 


Community involvement. 
Comprehensive School/Community 
Health Education Project /, 82-10653 


*Community Medicine 
Selecting a residency for community-re- 
sponsive medicine., 82-10623 


Community mental health services — Middle 

Atlantic States — Planning. 

Geographical descriptions of community 
mental health catchment areas in 
Region III, 1973 : Delaware, District 
of Columbia, Maryland, Pennsylvania, 
Virginia, West Virginia /, 82-3657 


Community mental health services — Middle 

Atlantic States — Statistics. 

Geographical descriptions of community 
mental health catchment areas in 
Region III, 1973 : Delaware, District 
of Columbia, Maryland, Pennsylvania, 
Virginia, West Virginia /, 82-3657 


Community mental health services — Middle 

West — Statistics. 

Catchment areas with unusually high pro- 
portions of some “high risk” groups, 
Region VII : lowa, Kansas, Missouri, 
Nebraska /, 82-13906 
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Community mental health services Planning Middle Atlantic States Statistics. 


Catchment areas with unusually high pro- 
portions of some “high risk” groups, 
Region VIII : Colorado, Montana, 
North Dakota, South Dakota, Utah, 
Wyoming /, 82-13907 

Catchment areas with unusually high pro- 
portions of some “high risk” groups, 
Region V /, 82-13904 

Geographical descriptions of community 
mental health catchment areas in 
Region VII, 1973 : Iowa, Kansas, Mis- 
souri, Nebraska /, 82-13896 

Geographical descriptions of community 
mental health catchment areas in 
Region VIII, 1973 : Colorado, Mon- 
tana, North Dokata, South Dakota, 
Utah, Wyoming /, 82-13897 


Community mental health services — New 

England — Statistics. 

Catchment areas with unusually high pro- 
portions of some “high risk” groups, 
Region I : Connecticut, Maine, Massa- 
chusetts, New Hampshire, Rhode 
Island, Vermont /, 82-13900 


Community mental health services — New 

Jersey — Statistics. 

Catchment areas with unusually high pro- 
portions of some “high risk” groups, 
Region II : New Jersey, New York /, 
82-13901 


Geographical descriptions of community 
mental health catchment areas in 
Region II, 1973 : New Jersey, New 
York /, 82-13892 


Community mental health services — New 

York (State) — Statistics. 

Catchment areas with unusually high pro- 
portions of some “high risk” groups, 
Region II : New Jersey, New York /, 
82-13901 


Geographical descriptions of community 
mental health catchment areas in 
Region II, 1973 : New Jersey, New 
York /, 82-13892 


Community mental health services — North 

Central States — Statistics. 

Geographical descriptions of community 
mental health catchment areas in 
Region V, 1973 : Indiana, Illinois, 
Michigan, Minnesota, Ohio, Wisconsin 
/, 82-13894 


Community mental health services — 
Northwest, Pacific — Statistics. 
Catchment areas with unusually high pro- 

portions of some “high risk” groups, 
Region X, : Alaska, Idaho, Oregon, 
Washington /, 82-13909 


Community mental health services — 
Planning — Middle Atlantic States — 
Statistics. 


Catchment areas with unusually high pro- 
portions of some “high risk” groups, 
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Community mental health services Planning Middle Atlantic States Statistics. 


Region III : Delaware, District of Co- 
lumbia, Maryland, Pennsylvania, Vir- 
ginia, West Virginia /, 82-13902 


Community mental health services — 
Planning — Northwest, Pacific — 
Statistics. 


Geographical descriptions of community 
mental health catchment areas in 
Region X, 1973 Alaska, Idaho, 
Oregon, Washington /, 82-13899 


Community mental health services — 
Planning — Southern States — Statistics. 
Geographical descriptions of community 

mental health catchment areas in 
Region IV, 1973 : Alabama, Florida, 
Georgia, Kentucky, Missippi, North 
Carolina, South Carolina, Tennessee /, 
82-13893 


Community mental health services — 
Planning — Southwestern States — 
Statistics. 

Geographical descriptions of community 
mental health catchment areas in 
Region IX, 1973 : Arizona, California, 
Hawaii, Neveda /, 82-13898 


Community mental health services — 
Planning — United States. 
A Typological approach to doing social 
area analysis /, 82-10666 


Community mental health services — 

Southern States — Statistics. 

Catchment areas with unusually high pro- 
portions of some “high risk” groups, 
Region IV : Alabama, Florida, Geor- 
gia, Kentucky, Mississippi, North Caro- 
lina, South Carolina, Tennessee /, 82- 
13903 


Community mental health services — 
Southwestern States — Statistics. 
Catchment areas with unusually high pro- 
portions of some “high risk” groups, 
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82-9233, 82-9344, 82-9345 


Construction industry — United States. 
Foreign construction offers profits to 
U.S. firms : U.S. Government services 
for consulting, engineering, and con- 
struction firms working abroad., 82- 
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Future of the housing industry and feder- 
al housing policy : hearings before the 
Subcommittee on Housing and Com- 
munity Development of the Committee 
on Banking, Finance, and Urban Af- 
fairs, House of Representatives, Ninety- 
seventh Congress, first session, July 15, 
October 6, 7, 14, and 15, 1981., 82- 
12103 


Construction industry — United States — 
Bibliography — Catalogs. 
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Construction industry — United States — 
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Labor and material requirements for ele- 
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Construction industry — United States — 
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Manual on construction management es- 
sentials., 82-6344 


Construction industry — United States — 
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82-9346, 82-12766, 82-12767 


1977 census of construction industries. In- 
dustry and area statistics, 82-112 


Construction workers — Training of — 
United States. 
Apprenticeship in the building and con- 
struction trades., 82-14131 


Consulting engineers — United States. 
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82-6427 
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Architectural, engineering and planning 
consultant services for airport grant 
projects., 82-6412 
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Consumer complaints — United States. 
Consumers tell it to the Judge : small 
claims courts and consumer com- 
plaints., 82-14049 
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United States. 
Cash Discount Act, 82-3599 


Cash Discount Act : [An Act of Amend 
the Truth in Lending Act to Encour- 
age Cash Discounts, and for Other 
Purposes]., 82-3599 

Do you speak “credit”? : when you sign 
a loan contract you may be agreeing to 
some strange things., 82-3500 


Consumer credit — United States. 

Analysis of Federal Reserve policies as 
they effect interest rates and credit 
markets ; hearing before the Subcom- 
mittee on Domestic Monetary Policy 
of the Committee on Banking, Finance, 
and Urban Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, July 28, 1981., 82-4205 
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not assure compliance with consumer 
credit laws : report to the Congress /, 
82-10377 


Examinations of financial institutions do 
not assure compliance with consumer 
credit laws : report to the Congress : 
summary /, 82-10378, 82-10379 


Consumer credit — United States — 
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Annual report to Congress on the Equal 
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Consumer education. 
How to save money with large cuts of 
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Home economics., 82-3568 


Consumer education — United States. 
A buyer’s guide to solar energy /, 82- 
13236, 82-13391 


Informing the public about food : a strat- 
egy is needed for improving communi- 
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— United States. 

Floral Research and Consumer Informa- 
tion Act : hearing before the Subcom- 
mittee on Domestic Marketing, Con- 
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Committee on Agriculture, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 4475 ... 
September 17, 1981., 82-12074 
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Consumerism in the 1980’s : hearings 
before the Subcommittee for Consum- 
ers of the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-seventh Con- 
gress, first session, on consumerism in 
the 1980’s, June 24 and 25, 1981., 82- 
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Bibliography. 
Consumer bibliography /, 82-3502 


Consumer protection — United States — 
y= 


Consumer information., 82-3524 


Consumer protection issues in energy : a 
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vices /, 82-3365 
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Annual report /, 82-2427 


Annual report to Congress on the Equal 
Credit Opportunity Act for the year ..., 
82-13697 


Consumers — United States. 
Consumer acceptance of RSV features /, 
82-14554 


User needs and concerns in telecommuni- 
cations marketplace : hearings before 
the Subcommittee on Telecommunica- 
tions, Consumer Protection, and Fi- 
nance of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
June 23, 24, August 18, 19, and Sep- 
tember 11, 1981., 82-15083 


Consumers — United States — Attitudes. 
Consumer behavior towards fuel efficient 
vehicles /, 82-3972 
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vehicles : executive summary /, 82- 
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tional comparison : a study /, 82-6781 


Consumption (Economics) — United States. 
Consumption in the USSR : an interna- 
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FDA mismanagement : regulation of soft 
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Subcommittee on Oversight and Inves- 
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session, May 29 and June 2, 1981., 82- 
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Employees — Statistics. 
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industry, June 1971 /, 82-2014 
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Structural tests of SL-7 ship model/, 82- 
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Intermodal management information 
system : phase II, task 2, interim report 
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PARC (Plutonium accident resistant con- 
tainer) program research, design, and 
development /, 82-4095 

Shipping containers of nuclear material : 
a descriptive bibliography /, 82-6632 
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Consolidated federal supply catalog iden- 
tification list. FSC 8100. Containers, 
packaging, and packing supplies, 82- 
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Disposal alternatives for contaminated 
dredged material as a management tool 
to minimize adverse environmental ef- 
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Formation of particulate contaminants 
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Metal particulate emissions from station- 
ary sources., 82-10213 


Modification of optical instrument for in- 
stack monitoring of respirable particle 
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Research for particulate control : EPA’s 
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Treatment of contaminated dredged ma- 
terial /, 82-4984 
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Contempt of Congress : hearings before 
the Subcommittee on Oversight and In- 
vestigations and the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
on the congressional proceedings 
against Interior Secretary James G. 
Watt for withholding subpenaed docu- 
ments and for failure to answer ques- 
tions relating to reciprocity under the 
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14, November 13, 19, 1981, February 9, 
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Information summarization in a corps- 
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Problems of the Committee on Small 
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Straight baselines : Republic of Korea., 
82-11281 


Continental shelf — New Jersey. 
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Continental shelf — United States. 
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Proposed 5-year plan for oil and gas de- 
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shelf : hearing before the Subcommit- 
tee on Energy Conservation and 
Supply of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-seventy Congress, first 
session, to review the secretary of the 
interior’s proposed 5-year plan for oil 
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tinental shelf pursuant to the Outer 





Continental Shelf Lands Act Amend- 
ments of 1978, Public Law 95-372 (43 
U.S.C. 1801), October 6, 1981., 82- 
6800 
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Manual on contract negotiation tech- 
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Total contract maintenance for Mann- 
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Controlled fusion. 
Numerical studies of compressibility ef- 
fects in rotating imploding liquid liners 
/ D.L. Book, and P.J. Turchi., 82- 
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Stability of beta limited thermonuclear 
burn /, 82-9888 
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vection /, 82-11102 


Convention on International Trade in 
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Report of the U S. [sic] Delegation to the 
Second Meeting of the Conference of 
the Parties to the Convention on Inter- 
national Trade in Endangered Species 
of Wild Fauna and Flora (CITES) : 
San Jose, Costa Rica, March 19-30, 
1979., 82-1975 
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Convolutions (Mathematics) 
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— Bibliography — Catalogs. 
Cookbooks and recipes., 82-5544 
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Armed Forces recipe service., 


Cooling curves. 
Influence of coolant tube curvature on 
film cooling effectiveness as detected 
by infrared imagery /, 82-2103 


Cooling towers — Corrosion. 
Selection of cooling water treatment at 
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and corrosion /, 82-5055 
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Nonwater quality impacts of closed-cycle 
cooling systems and the interaction of 
stack gas and cooling tower plumes /, 
82-13597 


Cooling towers — United States. 
Assessment of three technologies for the 
treatment of cooling tower blowdown 
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Cooling towers — United States — 
Mathematical models. 
Comparison of model predictions and 
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cooling systems /, 82-13568 


Cooperative marketing of farm produce — 
United States. 
Some answers to questions about com- 
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Cooperative societies — United States. 
Cooperatives in agribusiness /, 82-12680 
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Determination of North American datum 
1983 coordinates of map _ corners 
(second prediction) /, 82-1387 


Coos Bay (Or.) 
Numerical simulation of the Coos Bay- 
South Slough complex /, 82-1459 


Copper — Metallurgy. 
Behavior of arsenic in a static bed during 
roasting of copper smelter feed /, 82- 
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Copper recovery from primary smelter 
dusts /, 82-5868 


Electronic ore sorting tests on native 
copper ore /, 82-5862 
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82-5875 
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Preprint from the ... Bureau of Mines 
Minerals yearbook. Copper., 82-3698 


Copper alloys. 

Demonstration of EIC’s copper sulfate 
process for removal of hydrogen sul- 
fide and other trace contaminants from 
geothermal steam at turbine inlet tem- 
peratures and pressures /, 82-5204 
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aspects — United States. 
Assessment of the use of fugitive emission 
control devices /, 82-10140 


Source category survey secondary 
copper smelting and refining industry / 
82-5320 


Copper industry and trade — United States. 
Report of the Subcommittee on Copper 
to the Cabinet Committee on Econom- 
ic Policy., 82-2119 
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Electronic ore sorting tests on native 
copper ore /, 82-5862 
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Oversight of the Copyright Act of 1976 
(Cable television) : hearings before the 
Committee on the Judiciary, United 
States Senate, Ninety-seventh Con- 
gress, first session, on the Copyright 
Act of 1976, April 29 and July 29, 
1981., 82-4257 


Copyright — Government policy — United 
States. 


Copyright Office, the U.S. Patent and 
Trademark Office, and the Copyright 
Royalty Tribunal : oversight hearings 
before the Subcommittee on Courts, 
Civil Liberties, and the Administration 
of Justice of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-seventh Congress, first session, 
on Copyright Office, the U.S. Patent 
and Trademark Office and the Copy- 
right Royalty Tribunal, March 4 and 
June 11, 1981., 82-2672 
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Oversight of the Copyright Act of 1976 
(Cable television) : hearings before the 
Committee on the Judiciary, United 
States Senate, Ninety-seventh Con- 
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Act of 1976, April 29 and July 29, 
1981., 82-4257 
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Coral fisheries — Pacific Ocean. 
Environmental impact statement on the 
fishery management plan for the pre- 
cious coral fisheries (and associated 
non-precious corals) of the Western Pa- 
cific Region /, 82-12885 


Coral reefs and islands. 
Our fragile coral reefs, enjoy but don’t 
destroy., 82-121 


Coral reefs and islands — Collected works. 
Atoll research bulletin., 82-14289 


Coram Experimental Forest (Mont.) 

Volume and weight characteristics of a 
typical Douglas-fir/western larch 
stand, Coram Experimental Forest, 
Montanta /, 82-2802 


Core drilling. 
Increment cores : how to collect, handle, 
and use them /, 82-9117 


Core drilling — Nevada. 

Interpretation of geophysical well-log 
measurements in drill hole UE2Sa-1, 
Nevada Test Site, radioactive waste 
program /, 82-10842 


Core materials. 

Analyses of native water, core material, 
and elutriate samples collected from 
the Atchafalaya River and Atchafalaya 
Bay /, 82-10752 


Corn — Drying. 
Solar-supplemented, natural air drying of 
shelled corn : the economic limitations 
/, %2-12350 


Corn — United States — Marketing. 
U.S. corn industry /, 82-12374 


Corn industry — United States. 
U.S. corn industry /, 82-12374 


Cornelius, Loretta, 1936- 

Nomination of Loretta Cornelius : hear- 
ing before the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
on nomimation of Loretta Cornelius, to 
be deputy director of the Office of Per- 
sonnel Management, September 24, 
1981., 82-4246 


Corona (Electricity) 
An Investigation into the noise interfer- 
ence problems at Logan Airport, 
Boston /, 82-14477 
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care units, 
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on prehospital cardiovascular care : an 
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*Coronary Disease — surgery 
Overview of aortocoronary bypass graft- 
ing for the treatment of coronary 
artery disease : an internist’s perspec- 
tive /, 82-10497 


Coronary heart disease — United States. 


Overview of aortocoronary bypass graft- 
ing for the treatment of coronary 
artery disease : an internist’s perspec- 
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Corporate planning — United States. 
Papers on business strategy and antitrust., 
82-3499 


Corporate profits — United States. 

The changing distribution of industrial 
profits : the oil and gas industry within 
the Fortune 500, 1978-80 : report of the 
Committee on Energy and Commerce, 
U.S. House of Representatives., 82- 
2420, 82-2623 


Corporation law — United States. 

The Antitrust Reciprocity Act of 1981 : 
hearing before the Committee on the 
Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 816 ... April 20, 1981., 82-1081 


Corporations — Taxation — United States. 

Tax issues involved in the sale or transfer 
of professional sports franchises : hear- 
ing before the Subcommittee on Select 
Revenue Measures of the Committee 
on Ways and Means, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, May 1, 1981, Oakland, 
California., 82-6916 


Corporations — Taxation — United States 
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Description of S. 983 and S. 1688 relating 
to state taxation of interstate business 
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scheduled for a hearing before the Sub- 
committee on Taxation and Debt Man- 
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on Finance on June 24, 1980 /, 82- 
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U.S. firms /, 82-113 


Corporations, Foreign — United States. 

The Antitrust Reciprocity Act of 1981 : 
hearing before the Committee on the 
Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 816 ... April 20, 1981., 82-1081 


Corporations, Nonprofit — United States 
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seling agencies /, 82-663 


Corporations, Nonprofit — United States — 
Statistics. 
Expenditures of the 82,666 membership 
organizations with payroll totaled $12.1 
billion in 1977., 82-12797 


Total payroll for the nation’s membership 
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Correctional institutions — United States — 
Bibliography — Catalogs. 
Courts and correctional institutions., 
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The Judge Advocate General’s School, 
US Army, correspondence course cata- 
log., 82-9722 

US Army Chaplain Center and School 
correspondence course catalog., 82- 
9717 


US Army Institute for Military Assist- 
ance correspondence course catalog., 
82-9719 


US Army Institute of Administration cor- 
respondence course catalog., 82-9718 


US Army Intelligence Center and School 
correspondence course catalog., 82- 
9720 


US Army Intelligence School, Fort 
Devens correspondence course cata- 
log., 82-9723 

US Army Missile and Munitions Center 
and School correspondence course 
catalog., 82-9716 


US Army Quartermaster School corre- 
spondence course catalog., 82-9721 


Corrosion and anti-corrosives. 

Assessment of corrosion products from 
once-through cooling systems with me- 
chanical antifouling devices /, 82- 
13637 


Corrosion of steel tendons in concrete 
pressure vessels : review of recent lit- 
erature and experimental investigations 
/, 82-14737 


Corrosion resistance of materials in the 
aqueous hydrochloric acid environ- 
ments associated with the recovery of 
aluminum from kaolinitic clays /, 82- 
5879 


Field test of corrosion control to protect 
asbestos-cement pipe /, 82-5298 


Mechanical properties and oxidation and 
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Rust-converter and rust-arresting coat- 
ings., 82-241 

Selection of cooling water treatment at 
military installations to prevent scaling 
and corrosion /, 82-5055 


Survey of fouling, foam, corrosion, and 
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try recycle systems /, 82-13548 
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Maritime Academy, Castine, Maine /, 
82-3345 
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Use of oak in linerboards /, 82-1162 


Corrugated paperboard — Thermal 
properties. 
Overall effective thermal resistance of 
corrugated fiberboard containers /, 
82-29 


Corruption (in politics) — United States. 
Investigation of Senator Harrison S. Wil- 
liams, Jr. : response of Senator Wil- 
liams to report of the Select Committee 
on Ethics, on S. Res. 204., 82-6818 


Manual of offenses and procedures 
Korean influence investigation, pursu- 
ant to House Resolution 252 /, 82- 
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Special prosecutor provisions of Ethics in 
Government Act of 1978 : hearings 
before the Subcommittee on Oversight 
of Government Management of the 
Committee on Governmental Affairs, 
United States Senate, Ninety-seventh 
Congress, first session, May 20 and 22, 
1981., 82-1067 
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Transcript of due process hearing (June 
22, 23, 24, and 25, 1981) in the case of 
the United States of America v. Harri- 
son A. Williams, Jr. et al. in the United 
States District Court for the Eastern 
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Cortland County (N.Y.) — Maps. 
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York /, 82-10848 
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Drug Administration., 82-13838 
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Cosmetics., 82-10612 
Pocket supplement to preamble compila- 
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tion of a methodology /, 82-3319 
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changed : report to the Congress /, 
82-13744 
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Changes in the consumer price index : 
hearings before the Subcommittee on 
Census and Population of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, Ninety-sev- 
enth Congress, first session, November 

10, 1981., 82-12238 


Proposed changes in the consumer price 
index : hearings before the Task Force 
on Entitlements, Uncontrollables, and 
Indexing of the Committee on the 
Budget, House of Representatives, 
Ninety-seventh Congress, first session, 
November 17 and December 3, 1981., 
82-15051 


Special panel suggests changes in BLS 
family budget program /, 82-2009 


Cost and standard of living — United States 
— Bibliography — Catalogs. 
Prices, wages, and the cost of living., 
82-5612 


*Cost Benefit Analysis 
Costs and benefits of electronic fetal 
monitoring : a review of the literature 
/, 82-13866 


The Costs and effectiveness of neonatal 
intensive care /, 82-12034 


Surgery for breast cancer /, 82-12036 


Costs (Law) — United States. 

Award of attorneys’ fees against the fed- 
eral government : hearings before the 
Subcommittee on Courts, Civil Lib- 
erties, and the Administration of Jus- 
tice of the Committee on the Judiciary, 
House of Representatives, Ninety-sixth 
Congress, second session, on S. 265 ... 
May 20 and June 24, 1980., 82-1076 
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Costs and Cost Analysis 


*Costs and Cost Analysis 
A Description of the health financing 
model : a tool for cost estimation /, 
82-3605 


Summary of testimony received on the 
Hospital Cost Containment Act of 
1977, May 11, 12, and 13, 1977 /, 82- 
1119 


Cotter, William Ross, 1926-1981. 

Memorial services held in the House of 
Representatives and Senate of the 
United States, together with tributes 
presented in eulogy of William R. 
Cotter, late a representative from Con- 
necticut /, 82-15232 


Cotton — Southern States — Varieties — 
Statistics — Periodicals. 
Regional cotton variety tests., 

82-12673 


Cotton — Syria. 
Cotton in Syria., 


82-12672, 


82-12613 


Cotton — United States. 
Facts about cotton research and promo- 
tion program., 82-12635 


Cotton — United States — Marketing. 
How U.S. cotton is sold for export., 
12612 


Cotton gins and ginning — United States. 
Establishing a cotton-ginning cooperative 
in the southeast /, 82-12678 


Cotton growing — Southern States — 
Statistics — Periodicals. 
Regional cotton variety tests., 

82-12673 


82- 


82-12672, 


Cotton growing — Syria. 
Cotton in Syria., 82-12613 


Cotton trade — California. 
How USS. cotton is sold for export., 
12612 


Cotton trade — Syria. 
Cotton in Syria., 82-12613 


Cotton trade — United States. 


How U.S. cotton is sold for export., 
12612 


82- 


82- 


Cotton trade — United States — Employees 
— Statistics. 
Occupational employment weaving 
mills (cotton) industry, April 1971., 
82-14104 


Council on Environmental Quality (U.S.). 
The Council on Environmental Quality, a 
tool in shaping national policy : report 
/, %82-10343 


Council on Environmental Quality (U.S.) — 
Appointments, promotions, salaries, etc. 
Nominations of A. Alan Hill and W. 

Ernst Minor : hearing before the Com- 
mittee on Environment and Public 
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Works, United States Senate, Ninety- 
seventh Congress, first session, on the 
nominations of A. Alan Hill to be 
chairman, Council on Environmental 
Quality and W. Ernst Minor, to be a 
member, Council on Environmental 
Quality, June 23, 1981., 82-4268 


*Counseling — Congresses 
Model Workshop on Nutrition Counsel- 
ing in Hyperlipidemia, May 15-19, 1978 
and September 10-12, 1978 /, 82-1835 


Counseling — United States — Handbooks, 
manuals, etc. 

Single subject training manual II (admin- 
istration and management) of navy 
counselor 1 & C training course /, 82- 
13208 


Counterfeits and counterfeiting — United 

States. 

The Piracy and Conterfeiting Amend- 
ments Act of 1981—S. 691 : hearing 
before the Subcommittee on Criminal 
Law of the Committee on the Judici- 
ary, United States Senate, Ninety-sev- 
enth Congress, first session, on S. 691 
.. June 19, 1981., 82-6864 


Counterinsurgency — Handbooks, manuals, 
etc. 


Counterinsurgency operations., 82-9897 


County officials and employees — United 
States — Statistics — Periodicals. 
County government employment in 

82-9270 


Coupled mode-theory — Data processing. 
FLX, a shell code for coupled fluid-struc- 
ture analysis of core barrel dynamics /, 
82-11928 


Couplings. 


Coupling, 82-5174, 82-5175 


Coupling system design optimization : a 
survey and assessment of automatic 


coupling concepts for rail freight cars / 
82-14386 


Court administration — United States. 

Appeals expediting systems : an evalua- 
tion of second and eighth circuit proce- 
dures /, 82-14073 

Evaluation of LEAA funded courts train- 
ing programs /, 82-14053 

Federal rulemaking : problems and possi- 
bilities /, 82-11019 

The impact of the Circuit Executive Act 
/, 82-11018 


Court administration — United States — 
Data processing. 
The impact of word processing and elec- 
tronic mail on United States Courts of 
Appeals /, 82-11013 
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Court congestion and delay — United States. 

Appeals expediting systems : an evalua- 
tion of second and eighth circuit proce- 
dures /, 82-14073 

Describing and analyzing case processing 
time in criminal cases : suggestions for 
administrators /, 82-10991 

Managing the pace of justice : an evalua- 
tion of LEAA’s court delay-reduction 
programs /, 82-5957, 82-10989 


Court rules — United States. 
Federal rulemaking : problems and possi- 
bilities /, 82-11019 


Preliminary draft of proposed amend- 
ments to the Federal rules of criminal 
procedure, rules governing section 
2254 cases in the United States District 
Courts, rules governing section 2255 
proceedings for the United States Dis- 
trict Courts, and Federal rules of evi- 
dence., 82-11012 


Courts — United States. 

Federal judicial branch : oversight hear- 
ing before the Subcommittee on 
Courts, Civil Liberties, and the Admin- 
istration of Justice of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on federal judicial branch, May 
6, 1981., 82-2670 


Improvement in federal court reporting 
procedures : hearing before the Sub- 
committee on Courts of the Committee 
on the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on improvements in federal court re- 
porting procedures, June 26, 1981., 
82-2673 


Improving the federal 
system /, 82-11015 


The International Rule of Law Act : 
hearing before the Subcommittee on 
Criminal Law of the Committee on the 
Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 1434 ... September 14, 1981., 82- 
12220 


Oversight into the administration of state 
and local court adjudication of driving 
while intoxicated : hearing before the 
Subcommittee on Courts of the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-seventh Congress, first 
session, on court adjudication of driv- 
ing while intoxicated, November 6, 
1981., 82-15165 


court library 


Courts — United States — Bibliography — 
Catalogs. 
Courts and correctional institutions., 
10408 


82- 





January — June 1982 


Courts — United States — Congresses. 

Proceedings of the Judicial Conference : 
communication from the Chief Justice 
of the United States transmitting the 
proceedings of the meeting of the Judi- 
cial Conference of the United States, 
pursuant to 28 USC 331., 82-11687, 
82-11729, 82-11780, 82-11793, 82- 
11797 


Courts — United States — Directories. 
United States court directory., 82-14079 


Courts — United States — Officials and 
employees — Periodicals. 
Register of the U.S. Department of Jus- 
tice and the federal courts., 82-662 


Courts-martial and courts of inquiry — 

United States. 

Full committee consideration of H.R. 
4448 ... H.R. 4624 ... H.R. 4625 ... H.R. 
3464 ... H.R. 4792 ... H.R. 4543 ... H.R. 
4591 ... H.R. 3502... /, 82-12094 


Hearing on H.R. 4689, to amend the Uni- 
form Code of Military Justice before 
the Military Personnel and Compensa- 
tion Subcommittee of the Committee 
on Armed Services, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, October 14, 1981., 82- 
12095 


Military justice amendments of 1981 : 
report (to accompany H.R. 4792) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 82-4076 


Military justice manual., 82-11567 


Courts-martial and courts of inquiry — 
United States — Cases — Periodicals. 
Court-martial reports : holdings and deci- 

sions of the Courts of Military Review 
and United States Court of Military 
Appeals., 82-148 


Coyote — Folklore. 
Coyote and the mean mountain sheep /, 
82-13532 


Coyotes — Feeding and feeds. 
Food habits of coyotes in a semidesert 
grass-shrub habitat /, 82-12495 


Craig (Colo.) — Floods. 
Flood hazard information : Yampa River 
and tributaries, Craig, Colorado /, 82- 
5036 


Sex and race determination of crania by 


calipers and computer : a test of the 
Giles and Elliot discriminant functions 
in 52 forensic cases /, 82-3920 


Crash injuries. 
Neck injury assessment protocol /, 82- 
3995 





Crime and criminals U.S. Bibliography. 


Crash injuries — United States. 

Light truck aggressivity study : test 
report 5, car-to-car rear-end impact test 
/, 82-905 

Response to belted dummy and cadaver 
to side impact /, 82-11643 

Supplemental national crash severity 
study : accident reconstruction /, 82- 
11611 


Crash injury research. 
Impact of motorcycle helmet usage in 
Colorado : a three year study /, 82- 
898 


Impact of motorcycle helmet usage in 
Colorado : a three year study : techni- 
cal appendix /, 82-899 

Safety compliance test for FMVSS 301- 
75, and accident investigation division 
data /, 82-6529 


Crash injury research — United States. 
Empirical crash injury modeling and ve- 
hicle-size mix /, 82-14575 
Light truck aggressivity study-test report 
2-truck-ta-car 90° left side impact tests 
/, 82-4003 


Light truck aggressivity study-test report 
4 : truck-to-car rear-end impact test /, 
82-2330 


Statistical evaluation of the effectiveness 
of federal motor vehicle safety stand- 
ard 202 : head restraints : report no. 2 
of 7 /, 82-3988 


Crash injury research — United States — 

Mathematical models. 

Statistical evaluation of the effectiveness 
of federal motor vehicle safety stand- 
ard 207 : seat back locks (only) : report 
no. 3 of 7 /, 82-3998 


Creative writing — Study and teaching — 
United States. 
Procedural handbook, 1978-79 writing as- 
sessment /, 82-10046 


Creative writing — Study and teaching — 
United States — Statistics. 
Writing achievement, 1969-79 : results 
from the third national writing assess- 
ment /, 82-13514 


Credit control — United States. 
The Federal Financing Bank and the 
budgetary treatment of federal credit 
activities /, 82-12306 


Credit management — United States. 

Debt collection : hearing before the 
Committee on Ways and Means, House 
of Representatives, Ninety-seventh 
Congress, first session on H.R. 4613 ... 
October 15, 1981., 82-6918 


Credit unions — United States — Statistics 
— Periodicals. 
Year-end ... statistics of the National 
Credit Union Administration., 82-757 
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Year end statistics, 82-757 


Creosote. 

Creosote accumulation as a function of 
moisture content, wood species, and 
fire intensity in an airtight stove, and 
chimney fire experiments /, 82-13338 


*Crime — prevention & control — United 

States — periodicals. 

Interagency urban initiatives anti-crime 
program, 82-10700 

Urban initiatives anti-crime program ... 
annual report to Congress : in response 
to the Public Housing Security Dem- 
onstration Act of 1978 and as part of 
the President’s National Urban Policy 
/, 82-10700 


Crime and criminals — Information services 
— United States — Directories. 
Federal government sources on crimes 
against business., 82-4688 


Crime and criminals — Research. 
Criminal Justice research solicitation : 
classification, prediction, methodology 
development /, 82-10983 


Crime and criminals — Research — United 
States. 
Privacy and security of criminal history 
information : a guide to research and 
statistical use /, 82-11010 


Crime and criminals — United States. 
Criminal justice research solicitation : 
crime control theory : research on ef- 
fects of criminal sanctions /, 82-10985 


Revision of the federal criminal code : 
hearings before the Subcommittee on 
Criminal Justice of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion, on revision of the federal criminal 
code ...., 82-15153 


Stronger federal effort needed in fight 
against organized crime : report /, 82- 
10384 

Stronger federal effort needed in fight 
against organized crime : summary : 
report /, 82-13729 

Violent juvenile crime : hearing before 
the Subcommittee on Juvenile Justics 
of the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on the problem 
of juvenile crime, July 9, 1981., 82- 
2674 


Weapons, crime, and violence in America 
: executive summary /, 82-10993 


Crime and criminals — United States — 
Bibliography. 
The handicapped offender : 
bibliography /, 82-14064 


a selected 
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Crime and criminals U.S. Bibliography. 


Weapons, crime, and violence in America 
: am annotated bibliography /, 82- 
14066 


Crime and criminals — United States — 
Bibliography — Catalogs. 
Crime and criminal justice., 


82-3535 


Crime and criminals — United States — 

Periodicals, 

Interagency urban initiatives anti-crime 
program, 82-10700 

Urban initiatives anti-crime program ... 
annual report to Congress : in response 
to the Public Housing Security Dem- 
onstration Act of 1978 and as part of 
the President’s National Urban Policy 
/, 82-10700 


Statistics — Periodicals — Security. 
Federal offenders in the U.S. district 
courts,, 82-5964 
Federal offenders 
district courts /, 
Federal offenders 
courts, 82-5964 


Crime prevention. 
Crime prevention through environmental 
design : an operational handbook /, 
82-5956 


in the United States 
82-5964 


in the US district 


Crime prevention — United States. 

Assessing criminal justice projects : find- 
ings from the National Evaluation Pro- 
gram /, 82-2000 

Crime and the elderly—what you can do 
: an information paper /, 82-1004 

Outlook for multistate regional intelli- 
gence projects : twelfth report by the 
Committee on Governmental Oper- 
ations., 82-2407 


Crime prevention — United States — 

Periodicals. 

Interagency urban initiatives anti-crime 
program, 82-10700 

Urban initiatives anti-crime program ... 
annual report to Congress : in response 
to the Public Housing Security Dem- 
onstration Act of 1978 and as part of 
the President’s National Urban Policy 
/, 82-10700 


Crime prevention — United States — Youth 
participation. 

Early identification and classification of 
juvenile delinquents : hearing before 
the Subcommittee on Juvenile Justice 
of the Committee on the Constitution 
[i.e. Judiciary], United States Senate, 
Ninety-seventh Congress, first session, 
on oversight hearing to fashion pro- 
grams to remove the juvenile from a 
crime cycle, October 22, 1981., 82- 
12222 
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Crime prevention and architectural design — 
United States. 
Crime prevention through environmental 
design : an operational handbook /, 
82-5956 


Crimes aboard buses — United States — 


Congresses. 

Proceedings of Workshop on Methodolo- 
gy for Evaluating the Effectiveness of 
Transit Crime Reduction Measures in 
Automated Guideway Transit Systems 
/, 82-2305 


Criminal behavior, Prediction of — 
Research. 
Criminal Justice research solicitation : 
classification, prediction, methodology 
development /, 82-10983 


Criminal courts — United States. 
Misdemeanor courts., 82-5958 


Criminal investigation — United States — 
Data processing. 


The identification and recovery of stolen 
property using automated information 
systems : an investigator’s handbook /, 
82-10981 


Criminal justice, Administration of — Data 


processing. 

Technical standards for machine-readable 
data supplied to the Bureau of Justice 
Statistics, 82-11007 


Criminal justice, Administration of — 
Illinois — Periodicals. 
Report for... /, 82-11011 


Criminal justice, Administration of — 
Information services — United States — 
Directories. 

Directory of criminal justice information 
sources /, 82-11003 


Criminal justice, Administration of — 

Netherlands. 

Treaty on Mutual Legal Assistance with 
the Kingdom of the Netherlands : 
report (to accompany treaty doc. no. 
97-16)., 82-14622 


Criminal justice, Administration of — 
Planning — United States. 
Criminal justice evaluation course /, 82- 
14061 


Criminal justice planning and manage- 
ment series : glossary., 82-14057 

Criminal justice planning and manage- 
ment series : overview /, 82-10982 

Criminal justice planning course /, 82- 
1405 

Criminal justice program development 
course: /, 82-14060 

Criminial justice planning and manage- 
ment series : evaluation guide., 82- 
14056 


Do not order from index; see indicated entry 





Subject Index 


Criminal justice, Administration of — 
Scholarships, fellowships, etc. — United 
States. 

Visiting Fellowship Program /, 82- 

10988 


Criminal justice planning course /, 82- 
14058 


Criminal justice, Administration of — Study 

and teaching — United States. 

Criminal justice analysis course /, 82- 
14059 

Criminal justice evaluation course /, 82- 
14061 

Criminal justice program development 
course: /, 82-14060 


Criminal justice, Administration of — United 

States. 

Assessing criminal justice projects : find- 
ings from the National Evaluation Pro- 
gram /, 82-2000 

Career criminal program national evalua- 
tion : final report /, 82-5955 

Characteristics of the parole population, 
1978., 82-5959 

Criminal justice planning and manage- 
ment series : glossary., 82-14057 

Criminal justice research solicitation : 
empirical issues in performance mea- 
surement /, 82-10984 

Criminial justice planning and manage- 
ment series : evaluation guide., 82- 
14056 


Description of S. 732 and present law 
relating to disclosure of tax returns and 
return information for purposes of 
nontax criminal law enforcement 
listed for a hearing before the Subcom- 
mittee on Oversight of the Internal 
Revenue Service of the Committee on 
Finance on November 9, 1981 /, 82- 
6906 


Misdemeanor courts., 82-5958 


Treaty on Mutual Legal Assistance with 
the Kingdom of the Netherlands : 
report (to accompany treaty doc. no. 
97-16)., 82-14622 


Visiting fellowship program /, 82-2001 


Criminal justice, Administration of — United 
States — Bibliography — Catalogs. 
Crime and criminal justice., 82-3535 


Criminal justice, Administration of — United 
States — Officials and employees — 
Statistics. 

Justice agencies in the United States : 
summary report 1980 /, 82-14069 





January — June 1982 


Criminal justice, Administration of — United 
States — States — Officials and 
employees — Statistics. 

Justice agencies in the United States : 
summary report 1980 /, 82-14069 


Criminal justice, Administration of — United 
States — States — Statistics. 
Justice agencies in the United States : 
summary report 1980 /, 82-14069 


Criminal justice, Administration of — United 
States — Statistics. 
Justice agencies in the United States : 
summary report 1980 /, 82-14069 


Criminal justice personnel, Training of — 
United States — Evaluation. 
Criminial justice planning and manage- 
ment series : evaluation guide., 82- 
14056 


Criminal law — United States. 

Criminal Code Reform Act of 1981 : 
report of the Committee on the Judici- 
ary, United States Senate, to accompa- 
ny S. 1630., 82-14618 


Early representation in public defender 
programs /, 82-14067 


The Piracy and Conterfeiting Amend- 
ments Act of 1981—S. 691 : hearing 
before the Subcommittee on Criminal 
Law of the Committee on the Judici- 
ary, United States Senate, Ninety-sev- 
enth Congress, first session, on S. 691 
.. June 19, 1981., 82-6864 


Revision of the federal criminal code : 
hearings before the Subcommittee on 
Criminal Justice of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion, on revision of the federal criminal 
code ...., 82-15153 


Criminal procedure. 

Admissibility of illegally obtained evi- 
dence : a comparative analysis of the 
laws of England, Scotland, Ireland, 
Canada, Australia, and New Zealand /, 
82-710 


Criminal procedure — Netherlands. 

Treaty on Mutual Legal Assistance with 
the Kingdom of the Netherlands : 
report (to accompany treaty doc. no. 
97-16)., 82-14622 


Criminal procedure — United States. 
Criminal Code Reform Act of 1981 : 
report of the Committee on the Judici- 
ary, United States Senate, to accompa- 
ny S. 1630., 82-14618 


Early representation in public defender 
programs /, 82-14067 


Preliminary draft of proposed amend- 
ments to the Federal rules of criminal 
procedure, rules governing section 
2254 cases in the United States District 
Courts, rules governing section 2255 





proceedings for the United States Dis- 
trict Courts, and Federal rules of evi- 
dence., 82-11012 


Treaty on Mutual Legal Assistance with 
the Kingdom of the Netherlands : 
report (to accompany treaty doc. no. 
97-16)., 82-14622 


Criminal psychology — Research. 
Criminal Justice research solicitation : 
classification, prediction, methodology 
development /, 82-10983 


Criminal registers — United States. 
Criminal justice information policy : pri- 
vacy and the private employer /, 82- 
11004 


Criminal statistics — United States — 
Periodicals. 
Crime in the United States, 82-1998 
Crime in U.S., 82-1998 
Criminal victimization in the United 
States /, 82-5961, 82-5962 


Uniform crime reports for the United 
States., 82-1998 


Crippen, Robert L. 

Flight of STS-1 with astronauts John W. 
Young and Captain Robert L. Crippen 
: hearing before the Committee on Sci- 
ence and Technlogy, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, May 20, 1981., 82- 
2707 


Crisp County (Ga.) — Maps. 
Soil interpretive map of important farm- 
lands, Crisp County, Georgia /, 82-77 


Criterion-referenced tests. 
Criterion-referenced testing : a critical 
analysis of selected models /, 82-9758 


*Critical Care — in infancy and childhood 
The Costs and effectiveness of neonatal 
intensive care /, 82-12034 


Critical phenomena (Physics). 

Representative equations for the thermo- 
dynamic and transport properties of 
fluids near the gas-liquid critical point 
/, 82-2077, 82-6124 


Criticality (Nuclear engineering) 

Criticality experiments with subcritical 
clusters of 2.35 wt% and 4.31 wt% 
235U enriched UO2 rods in water at a 
water-to-fuel volume ratio of 1.6 /, 
82-2531, 82-11990 


The Effect of reflector location on array 
criticality /, 82-2536 
Reference critical experiments : progress 


report for period April 1, 1979 through 
June 30, 1979 /, 82-2484 
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Cuba Politics and government 1959- 


Crop losses. 
The Department of Agriculture can mini- 
mize the risk of potential crop failures : 
report to the Congress /, 82-13703 


Crops and climate — United States. 

A comparative statistical study of long- 
term agroclimatic conditions affecting 
the growth of U.S. winter wheat : dis- 
tributions of regional monthly average 
precipitation on the Great Plains and 
the State of Maryland, and the effect of 
agroclimatic conditions on yield in the 
state of Kansas., 82-11155 


*Cross-Cultural comparison — Statistics. 
The status of hospital discharge data in 
Denmark, Scotland, West Germany, 
and the United States /, 82-13855 


Crow Indians. 
Crow/Shell coal lease, Crow Indian Res- 
ervation, Montana : draft environmen- 
tal impact statement /, 82-1893 


Crushed stone industry — Environmental 
aspects — United States. 
Operation and maintenance of particulate 
control devices in kraft pulp mill and 
crushed stone industries /, 82-10124 


Crustacea — Africa, Southern — 

Geographical distribution. 

On the zoogeography of Southern Afri- 
can Decapod Crustacea, with a distri- 
butional checklist of the species /, 82- 
6230 


Crustacea — Geographical distribution. 

On the zoogeography of Southern Afri- 
can Decapod Crustacea, with a distri- 
butional checklist of the species /, 82- 
6230 


Crustacea — Illinois. 
The subterranean Asellids (Caecidotea) of 
Illinois : (Crustacea, Isopoda, Aselli- 

dae) /, 82-6228 


Cryptography — United States. 
The government’s classification of private 
ideas : thirty-fourth report /, 82-911 


tion, 

Feasibility of recovering useful salts from 
irrigation wastewater concentrates pro- 
duced by power plant cooling /, 82- 
13639 


Cuba — Foreign economic relations — 
Chronology — Periodicals. 
Cuban chronology /, 82-11199, 
11200 


Cuba — Foreign relations — 1959- — 
Chronology — Periodicals. 
Cuban chronology /, 82-11199, 
11200 


82- 


Cuba — Politics and government — 1959- 
US-Cuban relations /, 82-2159 
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Cuba — Relations — United States. 
US-Cuban relations /, 82-2159 


Cubans — Florida. 

United States as a country of mass first 
asylum : hearing before the Subcom- 
mittee on Immigration and Refugee 
Policy of the Committee on the Judici- 
ary, United States Senate, Ninety-sev- 
enth Congress, first session, on over- 
sight on the legal status of the Cubans 
and Haitians who have entered the 
United States and the policies and pro- 
cedures which should be adpoted in 
order to handle mass asylum cases and 
crises, July 31, 1981., 82-12218 


Cults — United States. 
Religious requirements and practices of 
certain selected groups : a handbook 
supplement for chaplains /, 82-9710 


Cultural property, Protection of — 
California. 


Archaeological investigations in the 
southern Sierra Nevada : the Bear 
Mountain segment of the Pacific Crest 
Trail /, 82-5944 

Cultural resources inventory of the cen- 
tral Mojave and Colorado Desert re- 
gions, California /, 82-5943 


Cultural property, Protection of — 
California — Mohave Desert. 
An overview of the cultural resources of 
the Western Mojave Desert /, 82- 
1992 


Cultural property, Protection of — 

California — San Diego County. 

The Archaeology of the McCain Valley 
Study Area in Eastern San Diego 
County, California : a scientific Class II 
cultural resource inventory /, 82-5942 


Cultural property, Protection of — Colorado. 

A survey of vandalism to archaeological 

resources in southwestern Colorado /, 
82-10962 


Cultural property, Protection of — Nevada 
— Churchill County. 
A cultural resources overview of the 
Carson and Humboldt Sinks, Nevada /, 
82-5940 


Cultural property, Protection of — Nevada 
— Pershing County. 
A cultural resources overview of the 
Carson and Humboldt Sinks, Nevada /, 
82-5940 


Cultural property, Protection of — United 
States. 


Resource protection at Eastern States., 
82-10946 


Cultural relations. 
Cultural relations, exchanges for 1981- 
1982 : agreemert between the United 
States of America and the People’s Re- 
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public of Bulgaria, signed at Washing- 
ton November 21, 1980 with final pro- 
tocol., 82-11332 


Cultural relations, library and museum : 
agreement between the United States 
of America and Panama, effected by 
exchange of notes signed at Panama 
September 24, 1979., 82-11326 


Treaties, etc. United States, 1979 Sept. 
24, 82-11326 


Treaties, etc. United States, 1980 Nov. 
21, 82-11332 


Cultures (Biology) 
A closed recirculating aquarium system 
for laboratory culture of Limnoria tri- 
punctata /, 82-3243 


Culverts — Alaska — Design and 
construction. 
Evaluation of a small diameter baffled 
culvert for passing juvenile salmonids / 
, 82-4373 


Culverts — Design and construction. 
Capacity charts for the hydraulic design 
of highway culverts /, 82-6306 


Culverts — United States — Corrosion. 
Evaluation of highway culvert coating 
performance /, 82-6315 


Curecanti National Recreation Area (Colo.) 
Curecanti National Recreation Area : 
general management plan /, 82-1970 


Curly-top. 
Factors affecting curly top damage to su- 
garbeets and beans in southern Idaho, 
1919-77., 82-12671 


Customs administration — United States. 

International Convention on the Simplifi- 
cation and Harmonization of Customs 
Procedures : message from the presi- 
dent of the United States transmitting 
the International Convention on the 
Simplification and Harmonization of 
Customs Procedures (’Convention”), 
which entered into force on September 
25, 1974, with annexes and reservations 
to the annexes., 82-11766 


Customs administration — United States — 

Cases. 

Cases decided in United States Court of 
Customs and Patent Appeals : customs 
cases adjudged in the Court of Cus- 
toms and Patent Appeals /, 82-14077 

Customs court reports, 82-14078 


United States Customs Court reports : 
cases adjudged in the United States 
Customs Court., 82-14078 


Customs administration — United States — 
Directories 


U.S. customs guide for private flyers, 
(general aviation pilots), 82-11381 
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Occupational employment : cutlery, hand 
tools, and hardware industry, June 
1971., 82-14109 


Cyanide process. 
Recovery of gold from arsenopyrite con- 
centrates by cyanidation-carbon ad- 
sorption /, 82-5856 


Cycling — Law and legislation — United 
States. 
Supplement to bicycling laws in the 
United States /, 82-6541 


Cycling — United States. 
Bicycle transportation for energy conser- 
vation /, 82-6258 


Cycling — United States — Public opinion. 
Feasibility of demand incentives for non- 
motorized travel : appendices /, 82- 
6314 


Cyclones. 

Numerical simulation of tropical cyclone 
development with latent heat release 
by the resolvable scales. II. Propagat- 
ing small scale features observed in the 
prehurricane phase /, 82-12817 


Vertical shear of the horizontal wind 
speed in tropical cyclones /, 82-1383 


Cyclotron. 

Cooperative Radiation Effects Simulation 
Program : semiannual progress report 
for the period 1 March 1977-31 August 
1977 /, 82-5134 


Cyclotron resonance. 

Cooperative Radiation Effects Simulation 
Program : annual progress report for 
the period 1 September 1977-31 August 
1978 /, 82-5135, 82-5136 


Cyprus — Foreign relations — United States 
— Addresses, essays, lectures. 
In support of the U.S. Eastern Mediterra- 
nean policy., 82-11208 


Cyprus — History — Cyprus Crisis, 1974- 

Progress in Cyprus negotations : commu- 
nication from the president of the 
United States transmitting a report on 
progress toward the conclusion of a ne- 
gotiated solution of the Cyprus prob- 
lem pursuant to section 620(c) of the 
Foreign Assistance Act of 1961, as 
amended., 82-14604 


Cyprus — Population — Statistics. 
Near East, Cyprus : selected statistical 
data by sex., 82-11346 


Cystinosis, 
A Parent’s guide to cystinosis /, 82- 
10503 





January — June 1982 


*Cytodiagnosis — directories 
Current cancer research on biochemical, 
immunological, and cytological studies 
for diagnosis of cancer., 82-10530 


Serodiagnosis of toxoplasmosis, rubella, 
cytomegalic inclusion disease, herpes 
simplex., 82-1874 

Cytoplasm — Abstracts. 

Selected abstracts on cytoskeletal struc- 

tures., 82-3622 


D 


Dade County (Fia.) 
Summary of hydrologic data for the East 
Everglades, Dade County, Florida /, 
82-1953 


Dairy products — International cooperation. 

General Agreement on Tariffs and Trade 

: international dairy arrangement : be- 

tween the United States of America 

and other governments done at 
Geneva April 12, 1979., 82-793 


Dairy products — United States. 
Whey and dry milk products as feedstock 
for ethanol producation /, 82-13305 


Dairy products — United States — 
Statistics. 
1977 census of manufactures, 82-9188 


Dairying — United States — Statistics. 
Milk : final estimates, 1975-78., 82-12322 


Dakota Indians — Land transfers. 

Devils Lake Sioux Tribe land transac- 
tions : hearing before the Select Com- 
mittee on Indian Affairs, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 503 ... September 22, 
1981, Washington, D.C., 82-12205 


Dale County (Ala.) — Maps. 
Soil interpretive map of important farm- 
lands, Dale County, Alabama /, 82- 
1188 


Dallas County (Ala.) — Maps. 
Soil interpretive map of important farm- 
lands, Dallas County, Alabama /, 82- 
2811 


Dam failures — Idaho — Investigation. 
Teton Dam—Foundation Grout Testing 
Program /, 82-1963 


Dam failures — Japan — Izu Islands. 

Visit to Japan to observe damage which 
occurred during the near Izu Oshima 
earthquakes, January 14 and 15, 1978 /, 
82-5016 


Dam safety — Mathematical models. 
Probabilistic concept for gravity dam 
analysis /, 82-13173 





Damping (Mechanics) 
Evaluation of SDRC damping analysis /, 
82-14495 


Mechanical design handbook for elas- 
tomers /, 82-14215 


Damping (Mechanics) — Testing. 
Performance of two-stage fan with a first- 
state rotor redesigned to account for 
the presence of a part-span damper /, 
82-14233 


Dams. 

Liquefaction potential of dams and foun- 
dations. Report 5. Development of a 
constitutive relation for simulating the 
response of saturated cohesionless soil 
/, 82-9812 


Liquefaction potential of dams and foun- 
dations. Report 6. Laboratory strength 
of sands under static and cyclic load- 
ings /, 82-9813 

Navigation conditions at Lock and Dam 
53, Ohio River, Kentucky and Illinois : 
hydraulic model investigation /, 82- 
4999 


Dams — California — Models. 
Model studies of the Sugar Pine Dam 
energy dissipator /, 82-5854 


Dams — Design and construction. 

Spillway modifications for Chief Joseph 
Dam, Columbia River, Washington : 
hydraulic model investigation /, 82- 
161 


Dams — Earthquake effects. 

Liquefaction potential of dams and foun- 
dations. Report 7. Geotechnical earth- 
quake engineering, state of the art, 
1980 /, 82-9814 


Dams — Foundations. 
Teton Dam—Foundation Grout Testing 
Program /, 82-1963 


Visit to Japan to observe damage which 
occurred during the near Izu Oshima 
earthquakes, January 14 and 15, 1978 /, 
82-5016 


Dams — New Mexico — Models. 
T or C baffled apron spillway /, 82- 
5853 


Dams — United States. 

Water resources policy issues : hearings 
before the Subcommittee on Water Re- 
sources of the Committee on Environ- 
ment and Public Works, United States 
Senate, Ninety-seventh Congress, first 
session ...., 82-4265 


Dams — United States — Inspection. 
Operation $ maintenance inspection for 
dams., 82-12509 
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Data structures (Computer science) 


Danville (1ll.) — Transit systems. 
The Runaround : user-side subsidies for 
mass transportation in Danville, Illinois 
/, 82-2303 
Darlington County (S.C.) — Maps. 
Important farmlands map, 
County, South Carolina /, 


Data base management. 
An assessment and forecast of ADP in 
the federal government /, 82-1365 


Costs and benefits of database manage- 
ment : Federal experience /, 82-4610 

Government-wide guidelines and man- 
agement assistance center needed to 
improve ADP systems development : 
report /, 82-446, 82-5455 

SIDPERS user manual : SIB level proce- 
dures organization and operations (gen- 
eral)., 82-9727 

SIDPERS user manual : Standard Instal- 
lation Division Personnel System 
SIB/SID level procedures data base 
descriptions and file structures. 82- 
9728, 82-9729 


Standard Installation/Division Personnel 
System (SIDPERS) : military person- 
nel office level procedures., 82-9726 

Standard Installation/Division Personnel 
System (SIDPERS) : unit level proce- 
dures., 82-9725 


82-1189 


Data base management — Congresses. 
AESOP XX : summary of proceedings, 
April 24-26, 1979, Gatlinburg, Tennes- 
see., 82-3344 


Data base management — Handbooks, 
manuals, etc. 
Standard Installation/Division Personnel 
System : SIDPERS handbook for com- 
manders., 82-9731 


*Data Collection 
The uniform system of home health 
agency reporting : an analysis of its 
impact on home health care providers 

/, 82-13914 


Data processing service center — United 

States. 

Government-wide guidelines and man- 
agement assistance center needed to 
improve ADP systems development : 
report /, 82-446 


Data processing service centers — United 

States. 

Government-wide guidelines and man- 
agement assistance center needed to 
improve ADP systems development : 
report /, 82-5455 


Data structures (Computer science) 
BIRP : software for interactive search 
and retrieval of image engineering data 
/, 82-6115 
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Data transmission systems. 


Data transmission systems. 
Communications support for national 
flight data center information system /, 
82-2240 


Design criteria for the nuclear data link 
communication subsystem /, 82-14952 

Interim federal standard 1033 reference 
manual /, 82-4695 


VIDEOTEX systems and services /, 
82-12890 


Guidelines for documentation of comput- 
er programs and automated data sys- 
tems., 82-13690 


Data transmission systems — Standards. 
Technical standards for machine-readable 
data supplied to the Bureau of Justice 
Statistics., 82-11007 


Day care centers. 
A Planning guide for food service in 
child care centers., 82-12655 


Day care centers — Law and legislation — 
United States. 
Interim regulations guide : HHS day care 
regulations., 82-10688 


Interim regulations guide : HHS day care 
regulations., 82-10688 


Day care centers — United States. 
Family day care in the United States /, 
82-5774, 82-5775 


Day care., 82-1778 
Day care centers and industry — United 
States. 
Employers and child care : establishing 
services through the workplace /, 82- 
690 


Daylight saving — Law and legislation — 

United States. 

Daylight savings time : hearing before 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 49 and S. 115 ... S. 879... 
June 23, 1981., 82-2605 

Energy Conservation Daylight Saving 
Act of 1981 : report together with ad- 
ditional views (to accompany H.R. 
4437) (including cost estimate of the 
Congressional Budget Office), 82- 
2393 

Extended daylight saving time : hearing 
before the Subcommittee on Energy 
Conservation and Power of the Com- 
mittee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
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enth Congress, first session on H.R. 
3951 ... June 23, 1981., 82-1215¢ 


Dayton (Ohio) — Climate — Statistics — 
Periodicals. 


Local climatological data. Dayton, Ohio, 
annual summary with comparative 
data., 82-9536 


De Kalb County (Ala.) — Maps. 
Soil interpretive map of important farm- 
lands, De Kalb County, Alabama /, 
82-1190 


Dead — Identification. 

Sex and race determination of crania by 
calipers and computer : a test of the 
Giles and Elliot discriminant functions 
in 52 forensic cases /, 82-3920 


Deaf — Education — Film catalogs. 
Catalog of educational captioned films 
for the deaf /, 82-5229 


Deaf — United States — Services for. 
EMS and the hearing impaired : over- 
coming the barrier., 82-1852 


Deaf, Films for the — Catalogs. 
Catalog of educational captioned films 
for the deaf /, 82-5229 


Deafness — Periodicals. 
Mental health in deafness : a journal of 
Saint Elizabeths Hospital /, 82-5765 


Deafness — Prevention. 
Insertion loss of earplugs and earmuffs on 
an artificial head as a function of azi- 
muth of the sound source /, 82-5113 


Deafness, Noise induced. 
Effects of high-frequency cue reduction 
on the comprehension of distorted 

speech /, 82-5109 


Deakins, James A. 

Full committee consideration of resolu- 
tion honoring Mr. James A. Deakins 
on the occasion of his retirement after 
34 years of service on the staff of the 
House Committee on Armed Services 
/, %2-12093 


Dean, Charles H., 1925- 

Nomination of Charles H. Dean, Jr. : 
hearing before the Committee on Envi- 
ronment and Public Works, United 
States Senate, Ninety-seventh Con- 
gress, first session, on the nomination 
of Charles H. Dean, Jr., to be a 
member of the Board of Directors, 
Tennessee Valley Authority, May 14, 
1981., 82-4267 


Death — Proof and certification — United 
States. 
Defining death : a report on the medical, 
legal and ethical issues in the determi- 
nation of death /, 82-2121 
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Debates and debating — United States. 

How can the U.S. elementary and sec- 
ondary education systems best be im- 
proved? : national debate topic for high 
schools, 1981-1982, pursuant to Public 
law 88-246 /, 82-4023 


Debt — United States. 

Debt collection : hearing before the 
Committee on Ways and Means, House 
of Representatives, Ninety-seventh 

first session on H.R. 4613 ... 
October 15, 1981., 82-6918 


Debts, Public — United States. 

Debt Collection Act of 1981 : hearing 
before the Subcommittee on Oversight 
of the Internal Revenue Service of the 
Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 1249, July 20, 1981., 82- 
2632 


Debt Collection Act of 1981 : hearings 
before the Committee on Governmen- 
tal Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 1249 ... April 23 and June 17, 
1981., 82-2664 


United States of America, treasury bonds 
of 2001., 82-6241, 82-6251, 82- 
14298 


United States of America, treasury bonds 
of 2006-2011., 82-6246 


United States of America, treasury notes 
of April 15, 1988, series D-1988., 82- 
6242 


United States of America, treasury notes 
of April 30, 1983, series Q-1983., 82- 
6243 


United States of America, treasury notes 
of August 15, 1991, series B-1991., 82- 
14293 


United States of America, treasury notes 
of August 31, 1983, series U-1983., 
82-14294 


United States of America, treasury notes 
of July 15, 1988, series E-1988., 82- 
6252 


United States of America, treasury notes 
of July 31, 1983, series T-1983., 82- 
6253 


United States of America, treasury notes 
of June 30, 1983, series S-1983., 82- 
6249 


United States of America, treasury notes 
of June 30, 1985, series H-1985., 82- 
6250 


United States of America, treasury notes 
of March 31, 1983, series P-1983., 82- 
6239 


United States of America, treasury notes 
of March 31, 1985, series G-1985., 82- 
6240 





January — June 1982 


United States of America, treasury 
of May 15, 1984, series K-1984., 
6244 

United States of America, treasury notes 
of May 15, 1991, series A-1991., 82- 
6245 


notes 
82- 


United States of America, treasury notes 
of May 31, 1983, series R-1983., 82- 
6247 


United States of America, treasury notes 
of November 15, 1984, series L-1984., 
82-11378 


United States of America, treasury notes 
of November 15, 1984, series M-1984., 
82-14301 


United States of America, treasury notes 
of November 15, 1986, series E-1986., 
82-6248 


United States of America, treasury notes 
of November 15, 1986, series F-1986., 
82-14295 


United States of America, treasury notes 
of November 15, 1991, series C-1991., 
82-14302 


United States of America, treasury notes 
of October 15, 1988, series F-1988., 
82-14299 


United States of America, treasury notes 
of October 31, 1983, series W-1983., 
82-14300 


United States of America, treasury notes 
of September 30, 1983, Series V-1983., 
82-14296 


United States of America, treasury notes 
of September 30, 1985, series J-1985., 
82-14297 


United States of America, 14 1/2 % 
treasury notes of May 15, 1991, series 
A-1991., 82-11379 


1981 public debt limit II : hearing before 
the Committee on Finance, United 
States Senate, Ninety-seventh Con- 
gress, first session, September 11, 1981., 
82-1055 


Debugging in computer science. 

Evaluating software development by 
error analysis : the data from the Ar- 
chitecture Research Facility /, 82- 
3223 


Decapoda (Crustacea) — Africa, Southern. 
On the zoogeography of Southern Afri- 
can Decapod Crustacea, with a distri- 
butional checklist of the species /, 82- 
6230 


Decentralization in government — United 
States. 
Federalism, the first ten months : a report 
from the President., 82-2120 


Decentralization in management — United 
States. 
Proposed changes in federal matching 
and maintenance of effort requirements 
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for state and local governments : report 
to the Congress /, 82-1741 

Proposed changes in federal matching 
and maintenance of effort requirements 
for state and local governments : Sum- 


mary : report to the Congress /, 82- 
1742 


Decibels. 
Temporal integration in low frequency 
auditory detection /, 82-13194 


Decision-making. 

The Risk Analysis Research and Demon- 
stration Act of 1981 : hearing before 
the Subcommittee on Science, Re- 
search and Technology of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, September 
24, 1981., 82-15202 


A Strategy for selecting a worth assess- 
ment technique /, 82-9749 


Decision-making — Mathematical models. 
Problem solving and decisionmaking : an 
integration /, 82-6090 


Decision-making, Group. 
Small-group decision making and com- 
plex information tasks /, 82-14082 


Decompression (Physiology) 
Aseptic bone necrosis among U.S. Navy 
divers : survey of 934 nonrandomly se- 
lected personnel /, 82-5101 


Decorations of honor — United States. 
Regulations applicable to acceptance of 
gifts and decorations from foreign gov- 
ernments by members, officers, and 
employees., 82-12270 


Dederick, Robert G., 1929- 

Nominations—Federal Trade Commission 
and Department of Commerce : hear- 
ing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on nominations 
of Dr. James C. Miller III, to be chair- 
man, Federal Trade Commission, and 
Dr. Robert G. Dederick, to be assistant 
secretary of commerce, July 24, 1981., 
82-1033 


Deer — Great Lakes Region — Food. 
Foods of white-tailed deer in the Upper 
Great Lakes Region: a review /, 82- 
12519 


Deer — Pennsylvania — Food. 
Effect of deer browsing on timber pro- 
duction in Allegheny hardwood forests 
of northwestern Pennsylvania /, 82- 
2787 


The impact of deer on forest vegetation 
in Pennsylvania /, 82-2803 
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Defense contracts — United States. 

Deterioriation of the U.S. defense indus- 
trial base : hearing before the Commit- 
tee on Small Business, United States 
Senate, Ninety-seventh Congress, first 
session, on deterioriation of the U.S. 
defense industrial base, July 14, 1981., 
82-2716 


Inadequate control over government ma- 
terial furnished to DOD contractors : 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, October 1, 
1981., 82-12187 


Production manual for contract adminis- 
tration services., 82-9635 


Transportation and packaging manual for 
contract administration services., 82- 
9636 


Two contracts for nuclear attack subma- 
rines modified by Public Law 85-804— 
status as of December 23, 1979. : report 
to the Congress /, 82-13752 


Defense Logistics Services Center (U.S.) 
Consolidated federal supply catalog iden- 
tification list. FSC 5320. Rivets, 82- 
4853 


Consolidated federal supply catalog iden- 
tification list. FSC 5925. Circuit break- 
ers, 82-12954 


Defense Logistics Services Center (U.S.) — 
Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 1000. Weapons, 
82-4785 


Consolidated federal supply catalog iden- 
tification list. FSC 1200. Fire control 
equipment, 82-4786 


Consolidated federal supply catalog iden- 
tification list. FSC 1400. Guided mis- 
siles, 82-4787 


Consolidated federal supply catalog iden- 
tification list. FSC 1610, 1615, 1620, 
1630. Aircraft components and accesso- 
ries, 82-4874 


Consolidated federal supply catalog iden- 
tification list. FSC 1650. Aircraft hy- 
draulic, vacuum, and de-icing system 
components, 82-4788 

Consolidated federal supply catalog iden- 
tification list. FSC 1670. Parachutes; 
aerial pick up, delivery, recovery sys- 
tems; and cargo tie down equipment, 
82-4789 

Consolidated federal supply catalog iden- 
tification list. FSC 1670. Parachutes; 
serial pick up, delivery, recovery sys- 
tems; and cargo tie down equipment 
microform, 82-1428 

Consolidated federal supply catalog iden- 
tification list. FSC 1680. Miscellaneous 
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aircraft accessories and components mi- 
croform., 82-4790 

Consolidated federal supply catalog iden- 
tification list. FSC 1700. Aircraft 
launching, landing, and ground han- 
dling equipment, 82-4791 

Consolidated federal supply catalog iden- 
tification list. FSC 1800. Space vehi- 
cles, 82-4792 


Consolidated federal supply catalog iden- 
tification list. FSC 1900. Ships, small 
craft, pontoons, and floating docks, 
82-4793 

Consolidated federal supply catalog iden- 
tification list. FSC 2000 Ship and 
marine equipment, 82-12934 

Consolidated federal supply catalog iden- 
tification list. FSC 2400. Tractors, 82- 
4794 


Consolidated federal supply catalog iden- 
tification list. FSC 2500. Vehicular 
equipment components, 82-4795 


Consolidated federa! supply catalog iden- 
tification list. FSC 2600. Tires and 
tubes, 82-4796 


Consolidated federal supply catalog iden- 
tification list. FSC 2805. Gasoline re- 
ciprocating engines, except aircraft and 
components, 82-12936 

Consolidated federal supply catalog iden- 
tification list. FSC 2810. Gasoline re- 
ciprocating engines, aircraft, and com- 
ponents, 82-12937 

Consolidated federal supply catalog iden- 
tification list. FSC 2815. Diesel engines 
and components, 82-12938 


Consolidated federal supply catalog iden- 
tification list. FSC 2820, 2825, 2830. 
Steam engines, steam turbines, and 
water turbines, 82-1436 


Consolidated federal supply catalog iden- 
tification list. FSC 2835. Gas turbines 
and jet engines, except aircraft; and 
components, 82-4797 

Consolidated federal supply catalog iden- 
tification list. FSC 2910. Engine fuel 
system components, non-aircraft, 82- 
4798 

Consolidated federal supply catalog iden- 
tification list. FSC 2915. Engine fuel 
system components, aircraft, 82-4799 


Consolidated federal supply catalog iden- 
tification list. FSC 2920. Engine electri- 
cal system components, non-aircraft, 
82-4800 


Consolidated federal supply catalog iden- 
tification list. FSC 2925. Engine electri- 
cal system components, aircraft, 82- 
4801 

Consolidated federal supply catalog iden- 
tification list. FSC 2930. Engine cool- 
ing system components, non-aircraft, 
82-4802, 82-12939 


Page I-840 





Consolidated federal supply catalog iden- 
tification list. FSC 2935. Engine cool- 
ing system components, aircraft, 82- 
4803 

Consolidated federal supply catalog iden- 
tification list. FSC 2940. Engine air and 
oil filters, strainers, and cleaners, non- 
aircraft, 82-4804, 82-12940 


Consolidated federal supply catalog iden- 
tification list. FSC 2945. Engine air and 
oil filters, strainers and cleaners, air- 
craft, 82-4805 

Consolidated federal supply catalog iden- 
tification list. FSC 2950. Turbosuper 
chargers, 82-4806 

Consolidated federal supply catalog iden- 
tification list. FSC 2990. Miscellaneous 
engine accessories, non-aircraft, 82- 
4807, 82-12941 

Consolidated federal supply catalog iden- 
tification list. FSC 2995. Miscellaneous 
engine assessories, aircraft, 82-1429, 
82-12942 

Consolidated federal supply catalog iden- 
tification list. FSC 3010. Torque con- 
verters and speed changers, 82-4808 

Consolidated federal supply catalog iden- 
tification list. FSC 3020. Gears, pulleys, 


sprockets, and transmission chain, 82- 
4809 


Consolidated federal supply catalog iden- 
tification list. FSC 3030. Belting, drive 
belts, fan belts and accessories, 82- 
4810 

Consolidated federal supply catalog iden- 
tification list. FSC 3040. Miscellaneous 
power transmission equipment, 82- 
4811 

Consolidated federal supply catalog iden- 
tification list. FSC 3110. Bearings, anti- 
friction, unmounted, 82-4812 


Consolidated federal supply catalog iden- 
tification list. FSC 3120. Bearings, 
plain, unmounted, 82-4813 


Consolidated federal supply catalog iden- 
tification list. FSC 3130. Bearings, 
mounted, 82-4814 


Consolidated federal supply catalog iden- 
tification list. FSC 3200. Woodworking 
machinery and equipment, 82-4815 

Consolidated federal supply catalog iden- 
tification list. FSC 3400. Metalworking 
machinery, 82-4816 


Consolidated federal supply catalog iden- 
tification list. FSC 3500. Service and 
trade equipment, 82-4817 

Consolidated federal supply catalog iden- 
tification list. FSC 3600. Special indus- 
try machinery, 82-4818 

Consolidated federal supply catalog iden- 
tification list. FSC 3700. Agricultural 
machinery and equipment, 82-12944 
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Consolidated federal supply catalog iden- 
tification list. FSC 3800. Construction, 
mining, excavating, and highway main- 
tenance equipment, 82-12945 

Consolidated federal supply catalog iden- 
tification list. FSC 4000. Rope, cable, 
chain and fittings, 82-4819, 82-12946 


Consolidated federal supply catalog iden- 
tification list. FSC 4100. Refrigeration, 
air conditioning, and air circulating 
equipment, 82-4820 

Consolidated federal supply catalog iden- 
tification list. FSC 4200. Fire fighting, 
rescue, and safety equipment, 82-4821 


Consolidated federal supply catalog iden- 
tification list. FSC 4300. Pumps and 
compressors, 82-4822, 82-4823 


Consolidated federal supply catalog iden- 
tification list. FSC 4400. Furnance, 
steam plant, and drying equipment; and 
nuclear reactors, 82-4824 

Consolidated federal supply catalog iden- 
tification list. FSC 4500. Plumbing, 
heating, and sanitation equipment, 82- 
4825, 82-4826 


Consolidated federal supply catalog iden- 
tification list. FSC 4600. Water purifi- 
cation and sewage treatment, 82-4827 


Consolidated federal supply catalog iden- 
tification list. FSC 4710. Pipe and tube, 
82-12947 


Consolidated federal supply catalog iden- 
tification list. FSC 4720. Hose and 
tubing, flexible, 82-4828, 82-4829 


Consolidated federal supply catalog iden- 
tification list. FSC 4730. Fittings and 
specialities; hose, pipe, and tube., 82- 
4830 

Consolidated federal supply catalog iden- 
tification list. FSC 4810. Valves, 
powered, 82-4831 


Consolidated federal supply catalog iden- 
tification list. FSC 4820. Valves, 
nonpowered, 82-4832 


Consolidated federal supply catalog iden- 
tification list. FSC 4910. Motor vehicle 
maintenance and repair shops special- 
ized equipment, 82-4833 

Consolidated federal supply catalog iden- 
tification list. FSC 4920. Aircraft main- 
tenance and repair shop specialized 
equipment, 82-4834, 82-4835 

Consolidated federal supply catalog iden- 
tification list. FSC 4921, 4923, 4925, 
4927. Torpedo maintenance, depth 
charges and underwater mines, ammu- 
nition maintenance and rocket mainte- 
nance checkout specialized equipment, 
82-4836, 82-4837 

Consolidated federal supply catalog iden- 
tification list. FSC 4930. Lubrication 
and fuel dispensing equipment, 82- 
9638, 82-9639 
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Consolidated federal supply catalog iden- 
tification list. FSC 4931, 4933, 4935, 
4940, 4960. Fire control, weapons, 
guided missile, miscellaneous and space 
vehicle maintenance repair specialized 
equipment, 82-4838, 82-9640 

Consolidated federal supply catalog iden- 
tification list. FSC 5110. Hand tools, 
edged, nonpowered, 82-4839 


Consolidated federal supply catalog iden- 
tification list. FSC 5120. Hand tools, 
nonedged, nonpowered, 82-4840 


Consolidated federal supply catalog iden- 
tification list. FSC 5130. Hand tools, 
power driven, 82-4841 


Consolidated federal supply catalog iden- 
tification list. FSC 5133. Drill bits, 
counterbores, and countersinks, 82- 
4842 


Consolidated federal supply catalog iden- 
tification list. FSC 5136. Taps, dies, 
and collets, 82-4843 


Consolidated federal supply catalog iden- 
tification list. FSC 5140, 5180. Tool 
and hardware boxes, 82-4875 


Consolidated federal supply catalog iden- 
tification list. FSC 5200. Measuring 
tools, 82-4844 


Consolidated federal supply catalog iden- 
tification list. FSC 5305. Screws, 82- 
4845, 82-4846 


Consolidated federal supply catalog iden- 
tification list. FSC 5306. Bolts, 82- 
4847, 82-4848 


Consolidated federal supply catalog iden- 
tification list. FSC 5307. Studs, 82- 
4849 


Consolidated federal supply catalog iden- 
tification list. FSC 5310. Nuts and 
washers, 82-4850 


Consolidated federal supply catalog iden- 
tification list. FSC 5315. Nails, keys, 
and pins, 82-4851, 82-4852 


Consolidated federal supply catalog iden- 
tification list. FSC 5325. Fastening de- 
vices, 82-4854 


Consolidated federal supply catalog iden- 
tification list. FSC 5330. Packing and 
gasket materials, 82-4855 


Consolidated federal supply catalog iden- 
tification list. FSC 5335, 5340. Metal 
screening miscellaneous hardware, 
82-4856, 82-4876 


Consolidated federal supply catalog iden- 
tification list. FSC 5360. Coil, flat, and 
wire springs, 82-4857, 82-4858 

Consolidated federal supply catalog iden- 
tification list. FSC 5365. Rings, shims, 
& spacers, 82-1430, 82-1431 

Consolidated federal supply catalog iden- 
tification list. FSC 5400. Prefabricated 
structures and scaffolding, 82-4859 
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Consolidated federal supply catalog iden- 
and building materials, 82-4860, 82- 
12949 

Consolidated federal supply catalog iden- 
tification list. FSC 5805. Telephone and 
telegraph equipment, 82-4861 

Consolidated federal supply catalog iden- 
tification list. FSC 5820. Radio and 
television communication equipment, 
except airborne, 82-4862 

Consolidated federal supply catalog iden- 
tification list. FSC 5821. Radio and 
television communication equipment, 
airborne, 82-4863 

Consolidated federal supply catalog iden- 
tification list. FSC 5825. Radio naviga- 
tion equipment, except airborne, 82- 
1432 

Consolidated federal supply catalog iden- 
tification list. FSC 5826. Radio naviga- 
tion equipment, airborne, 82-4864 

Consolidated federal supply catalog iden- 
tification list. FSC 5830. Intercommuni- 
cation and public address systems, 
except airborne, 82-1433, 82-4865, 
82-12950 


Consolidated federal supply catalog iden- 
tification list. FSC 5831. Intercommuni- 
cation and public address systems, air- 
borne, 82-1434 


Consolidated federal supply catalog iden- 
tification list. FSC 5835. Sound record- 
ing and reproducing equipment, 82- 
1435, 82-4866 

Consolidated federal supply catalog iden- 
tification list. FSC 5840. Radar equip- 
ment, except airborne, 82-4867 


Consolidated federal supply catalog iden- 
tification list. FSC 5841. Radar equip- 
ment, airborne, 82-4868 


Consolidated federal supply catalog iden- 
tification list. FSC 5845. Underwater 
sound equipment, 82-12951 


Consolidated federal supply catalog iden- 
tification list. FSC 5850 and 5855. Visi- 
ble and invisible light communication 
equipment : night vision equipment, 
emitted and reflected radiation, 82- 
12952 


Consolidated federal supply catalog iden- 
tification list. FSC 5915. Filters and 
networks, 82-12953 


Consolidated federal supply catalog iden- 
tification list. FSC 5945. Relays and so- 
lenoids, 82-12955 


Consolidated federal supply catalog iden- 
tification list. FSC 5950. Coils and 
transformers, 82-4869 


Consolidated federal supply catalog iden- 


tification list. FSC 5955. Piezoelectric 
crystals, 82-4870 
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Consolidated federal supply catalog iden- 
tification list. FSC 5960. Electron tubes 
and associated hardware, 82-4871 

Consolidated federal supply catalog iden- 
tification list. FSC 5962. Microcircuits, 
electronic, 82-4872, 82-4873 

Consolidated federal supply catalog iden- 
tification list. FSC 5965. Headsets, 
handsets, microphones and speakers, 
82-12956, 82-12957 

Consolidated federal supply catalog iden- 
tification list. FSC 5970. Electrical in- 
sulators and insulating materials, 82- 
12958 

Consolidated federal supply catalog iden- 
tification list. FSC 5975. Electrical 
hardware and supplies, 82-12959 


Consolidated federal supply catalog iden- 
tification list. FSC 5977. Electrical con- 
tact brushes and electrodes, 82-12960 


Consolidated federal supply catalog iden- 
tification list. FSC 5985. Antennas, wa- 
veguide, and related equipment, 82- 
12961, 82-12962 

Consolidated federal supply catalog iden- 
tification list. FSC 5990. Synchros and 
resolvers, 82-12963, 82-12964 


Consolidated federal supply catalog iden- 
tification list. FSC 5999. Miscellaneous 
electrical and electronic components, 
82-12965, 82-12966 


Consolidated federal supply catalog iden- 
tification list. FSC 6105. Motors, elec- 
trical, 82-12967 


Consolidated federal supply catalog iden- 
tification list. FSC 6115. Generators 
and generator sets, electrical, 82- 
12968, 82-12969 


Consolidated federal supply catalog iden- 
tification list. FSC 6116 and 6120. Fuel 
cell power units, components, and ac- 
cessories, 82-12970 


Consolidated federal supply catalog iden- 
tification list. FSC 6125. Converters, 
electrical rotating, 82-12971 


Consolidated federal supply catalog iden- 
tification list. FSC 6150. Miscellaneous 
electric power and distribution equip- 
ment, 82-12972, 82-12973 

Consolidated federal supply catalog iden- 
tification list. FSC 6220. Electric ve- 
hicular lights and fixtures, 82-12974 


Consolidated federal supply catalog iden- 
tification list. FSC 6230. Electric porta- 
ble and hand lighting equipment, 82- 
12975 


Consolidated federal supply catalog iden- 
tification list. FSC 6240. Electric 
lamps, 82-12976 

Consolidated federal supply catalog iden- 
tification list. FSC 6250, 6260. Ballasts, 
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lampholders and starters, nonelectrical 
lighting fixtures, 82-12977 

Consolidated federal supply catalog iden- 
tification list. FSC 6300. Alarm and 
signal systems, 82-12978 

Consolidated federal supply catalog iden- 
tification list. FSC 6605. Navigational 
instruments, 82-12979 

Consolidated federal supply catalog iden- 
tification list. FSC 6610. Flight instru- 
ments, 82-12980 

Consolidated federal supply catalog iden- 
tification list. FSC 6620. Engine instru- 
ments, 82-12981 


Consolidated federal supply catalog iden- 
tification list. FSC 6625. Electrical and 
electronic properties measuring and 
testing instruments, 82-12982, 82- 
12983 


Consolidated federal supply catalog iden- 
tification list. FSC 6630, 6635, 6636, 
6640. Chemical analysis instruments, 
physical properties and testing equip- 
ment, 82-12984 

Consolidated federal supply catalog iden- 
tification list. FSC 6665. Hazard-detect- 
ing instruments and apparatus, 82- 
12986 


Consolidated federal supply catalog iden- 
tification list. FSC 6670. Scales and 
balances, 82-12987, 82-12988 


Consolidated federal supply catalog iden- 
tification list. FSC 6675. Drafting, sur- 
veying, and mapping instruments, 82- 
12989, 82-12990 

Consolidated federal supply catalog iden- 
tification list. FSC 6680. Liquid and 
gas flow, liquid level, and mechanical 
motion measuring instruments, 82- 
12991 


Consolidated federal supply catalog iden- 
tification list. FSC 6685. Pressure, tem- 
perature, and humidity measuring and 
controlling instruments, 82-12992 

Consolidated federal supply catalog iden- 
tification list. FSC 6695. Combination 
and miscellaneous instruments, 82- 
12993, 82-12994 

Consolidated federal supply catalog iden- 
tification list. FSC 6700. Photographic 
equipment, 82-12995, 82-12996 

Consolidated federal supply catalog iden- 
tification list. FSC 6900. Training aids 
and devices, 82-12998 

Consolidated federal supply catalog iden- 
tification list. FSC 7400. Office ma- 
chines, visible record equipment, and 
data processing equipment, 82-13002 

Consolidated federal supply catalog iden- 
tification list. FSC 7500. Office supplies 
and devices, 82-13003, 82-13004 

Consolidated federal supply catalog iden- 
tification list. FSC 7600. Books, maps 
and other publications, 82-13005 
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Consolidated federal supply catalog iden- 
tification list. FSC 8000. Brushes, 
paints, sealers, and adhesives, 82- 
13008 


Consolidated federal supply catalog iden- 
tification list. FSC 8100. Containers, 
packaging, and packing supplies, 82- 
13009 


Consolidated federal supply catalog iden- 
tification list. FSC 8300. Textiles, leath- 
er, furs, apparel and shoe findings, tents 
and flags, 82-13010 


Consolidated federal supply catalog iden- 
tification list. FSC 8405/8410/8415. 
Outerwear men’s and women’s, cloth- 
ing, special clothing, 82-13011 

Consolidated federal supply catalog iden- 
tification list. FSC 8420/8425. Under- 
wear and nightwear men’s and 
women’s, 82-13017 


Consolidated federal supply catalog iden- 
tification list. FSC 8460/8465/8470/ 
8475. Luggage, individual equipment, 
armor personal, specialized flight cloth- 
ing and accessories, 82-13018 

Consolidated federal supply catalog iden- 
tification list. FSC 8500. Toiletries, 
82-13012 


Consolidated federal supply catalog iden- 
tification list. FSC 9300. Nonmetallic 
fabricated materials, 82-13015 


Consolidated federal supply catalog iden- 
tification list. FSC’s 6655, 6660. Geo- 
physical and astronimical meteorologi- 
cal instruments and apparatus, 82- 
12985 


Consolidated federal supply catalog iden- 
tification list. FSG 1500. Aircraft and 
air frames, 82-12933 


Consolidated federal supply catalog iden- 
tification list. FSG 2500. Vehicular 
equipment components, 82-12935 


Consolidated federal supply catalog iden- 
tification list. FSG 3400. Metal work- 
ing machinery, 82-12943 

Consolidated federal supply catalog iden- 
tification list. FSG 5200. Measuring 
tools, 82-12948 


Consolidated federal supply catalog iden- 
tification list. FSG 6800. Chemicals and 
chemical products, 82-12997 

Consolidated federal supply catalog iden- 
tification list. FSG 7000. ADP equip- 
ment, 82-12999 

Consolidated federal supply catalog iden- 
tification list. FSG 7100. Furniture, 
82-13000 

Consolidated federal supply catalog iden- 
tification list. FSG 7300. Food prepara- 
tion and serving equipment, 82-13001 

Consolidated federal supply catalog iden- 
tification list. FSG 7700. Musical in- 


struments, phonographs and home-type 
radios, 82-13006 
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Consolidated federal supply catalog iden- 
tification list. FSG 7900. Cleaning 
equipment and supplies, 82-13007 

Consolidated federal supply catalog iden- 
tification list. FSG 9100. Fuels, lubri- 
cants, oils and waxes, 82-13013 

Consolidated federal supply catalog iden- 
tification list. FSG 9300. Nonmetallic 
fabricated materials, 82-13014 

Consolidated federal supply catalog iden- 
tification list. FSG 9600. Ores, miner- 
als, and their primary products, 82- 
13016 


Degrees, Academic — United States — 
Periodicals. 
Earned degrees conferred., 


Higher education, 82-10044 


Degrees, Academic — United States — 
Statistics — Periodicals. 
Earned degrees conferred., 


Higher education, 82-10044 


Deicing chemicals. 
Icing on structures /, 82-9818 


Deicing chemicals — Congresses. 

Proceedings of the Workshop on the 
ConnDOT Brine Deicing System: 
Hartford, Connecticut, March 11-12, 
1980 : a project in cooperation with the 
U.S. Department of Transportation, 
Federal Highway Administration, Im- 
plementation Division /, 82-6331 


82-10044 


82-10044 


Delaware — Census, 1980. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 9. Delaware., 82-12726 


Delaware — Manufactures — Statistics. 
1977 census of manufactures, 82-9150 


Delaware — Maps. 
Maryland and Delaware [meteorological 
stations]., 82-12831 


Delaware — Population — Statistics. 

1980 census of population. Volume 1. 
Characteristics of the © population. 
Chapter A. Number of inhabitants. 
Part 9. Delaware., 82-9291, 82-12726 


Delaware River Basin Commission, 
Federal-Interstate Compact Commissions 
: Useful mechanisms for planning and 
managing river basin operations 
report to the Congress /, 82-5467, 
82-5468 


Delegated legislation — United States. 
Calendar of federal regulations., 82-6721 


NASA procurement regulation., 82- 
14159 
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Delinquent girls — United States. 
Programs for young women in trouble /, 
82-10979 


Delivery (Obstetrics) — Congresses. 
Draft report of the Task Force on Cesar- 
ean Childbirth., 82-3618 


Delivery of goods. 

An Equilibrium analysis of selected inter- 
city freight markets trucks with 
double trailers vs. TOFC shuttle trains 
as energy conservation alternatives /, 
82-6274 


“Delivery of Health Care — United States. 
Implementing the End-Stage Renal Dis- 
ease Program of Medicare., 82-5777 


Delta County (Mich.) — Maps. 
Important farmlands, Delta County, 
Michigan /, 82-78 


Delta County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Delta County, Texas /, 82- 
4419 


Demand (Economic theory) 
Patronage impacts of changes in transit 
fares and services /, 82-11583 


Demonstration centers in education — 

United States. 

Guide for the preparation of proposals 
for faculty development projects in 
energy education - 1982 : summer and 
academic year workshops for high 
school and elementary school teachers., 
82-13285 


Denmark — Description and travel. 
Background notes, Denmark /, 82-3813 


Dental assistants — Training of — 
Handbooks, manuals, etc. 
Training civilian volunteer dental assis- 
tants for service in Army dental facili- 
ties, 82-9708 


Dental caries — Prevention. 

Dental caries at the United States Naval 
Academy (1971 survey). 1. Prevalence, 
incidence and comparative analyses /, 
82-9857 


Smile makers, 82-10602, 82-10603 


Dental caries — United States — 
Prevention. 
Flouride tablets : a healthier smile for 
school children., 82-3627, 82-5743 


Dental caries in children — Prevention. 
The .2% solution, 82-10604 


Dental surveys — United States. 
A Study of relationships between diet 
and dental health, United States, 1971- 
1974 /, 82-10634 





Dental . 
Fluid resin technique for processing com- 
plete dentures, 82-11666, 82-11667 


congresses 

Proceedings of a conference on modeling 
techniques and applications in dentistry 
/, 82-5758 


Dentistry — Scholarships, fellowships, etc. 

— United States — Directories. 

Trainees and fellows supported by the 
National Institute of Dental Research 
and trained during fiscal year ..., 82- 
13815 


Dentistry — United States — Bibliography 
— Catalogs. 
Dentistry., 82-3530 

Dentistry — United States — Handbooks, 
manuals, etc. 
Dental specialist., 82-1437 


Dentistry — United States — Practice — 


Congresses. 

Proceedings of a conference on modeling 
techniques and applications in dentistry 
/, 82-5758 


Dentists — In-service training — United 
States — Periodicals. 
Associate training programs in the medi- 
cal and biological sciences at the Na- 
tional Institutes of Health. 82-10506 


Dentists — Salaries, pensions, etc. — United 

States. 

Implementation of special pay for physi- 
cians and dentists in the Department of 
Medicine and Surgery : a report /, 
82-4283 

Veterans’ Administration report on im- 
plementation of special pay for physi- 
cians and dentists in the Department of 


Medicine and Surgery, pursuant to 
Public Law 96-330., 82-1115 


Dentures. 
Fluid resin technique for processing com- 
plete dentures, 82-11666, 82-11667 


Deoxyribonucleic acid — Abstracts. 
Current cancer research on molecular bi- 
ology of DNA tumor viruses : replica- 
tion and genetics., 82-10541 


Deoxyribonucleic acid — Periodicals. 
Recombinant DNA research /, 82-10500 


Deposit banking — United States. 

Securities activities of depository institu- 
tions : hearings before the Subcommit- 
tee on Securities of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-seventh 
Congress, Second session, on S. 1720 ... 
February 4, 9, 10, and 12, 1982., 82- 
15048 
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Depreciation allowances — United States. 

Proposed administration tax cuts and 
their effect on small business : hearings 
before the subcommittee on Tax, 
Access to Equity Capital, and Business 
Opportunities of the Committee on 
Small Business, House of Representa- 
tives, Ninety-seventh Congress, first 
session, Washington, D.C., March 25, 
26, and April 2, 1981., 82-4278 


Depressions — 1929 — United States. 
The labor market in the 1930s : implica- 
tions for policy today /, 82-14086 


Consolidated federal supply catalog iden- 
tification list. FSC 4921, 4923, 4925, 
4927. Torpedo maintenance, depth 
charges and underwater mines, ammu- 
nition maintenance and rocket mainte- 
nance checkout specialized equipment, 
82-4836, 82-4837 


Depth perception. 
Various measures of the effectiveness of 
yellow goggles /, 82-5125 


Des Moines (Iowa) — Climate — Statistics 
— Periodicals. 
Local climatological data. Des Moines, 
Iowa, annual summary with compara- 
tive data., 82-4662 


Desert ecology — California. 
The California Desert Conservation Area 
Plan., 82-14025 


Desert resources development — California. 
The California Desert Conservation Area 
Plan., 82-14025 


Desertification — Remote sensing — 
Bibliography. 
Annotated bibliography of remote sens- 
ing methods for monitoring desertifica- 
tion /, 82-1920 


Deserts — United States. 

Evaluation of contribution of wind blown 
dust from the desert to levels of partic- 
ulate matter in desert communities /, 
82-10231 


Desha County (Ark.) — Maps. 
Important farmlands, Desha County, Ar- 
kansas /, 82-1191 


Desulphuration. 
Physical properties and leach testing of 
solidified/stabilized flue gas cleaning 
wastes., 82-10215 


Detectors. 
A comparative study of various types of 
vehicle detectors /, 82-2216 


Comparison of detectors in the presence 
of sidelobe jamming /, 82-3265 
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Prevention of roller bearing-initiated bur- 
noffs in railroad freight car journals /, 
82-6356 


Detectors — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 6665. Hazard-detect- 
ing instruments and apparatus, 82- 
12986 


Detectors — Evaluation. 
Evaluation of speed monitoring systems / 
82-6297 


Detroit (Mich.) — Officials and employees 
— Salaries, allowances, etc. — 
Periodicals. 

Municipal government wage survey, De- 
troit, Michigan /, 82-14123 


Development banks. 

Human rights and U.S. policy in the mul- 
tilateral development banks : hearings 
before the Subcommittee on Interna- 
tional Development Institutions and Fi- 
nance of the Committee on Banking, 
Finance, and Urban Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 21 and 23, 
1981., 82-4206 


Development banks — United States. 
United States participation in the multi- 
lateral development banks in the 
1980s., 82-14292 


Developmentally disabled — Services for — 

United States. 

Developmental Disabilities Assistance 
and Bill of Rights Act, 1981 : hearing 
before the Subcommittee on the Handi- 
capped of the Committee on Labor and 
Human’ Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on examination of the imple- 
mentation of the Developmental Dis- 
abilities Bill of Rights Act., 82-6866 


Diabetes — Research — United States — 

Periodicals. 

Annual report to the Director, National 
Institutes of Health /, 82-10510 

Appendix to the Diabetes Mellitus Co- 
ordinating Committee ... annual report 
to the Director, National Institutes of 
Health., 82-10511 


*Diabetes Mellitus — periodicals. 
Annual report to the Director, National 
Institutes of Health /, 82-10510 


Diabetic retinopathy. 
Diabetes and your eyes /, 82-13789 


Diagnosis, Cytologic — Abstracts. 
Current cancer research on cancer diag- 
nosis : biochemical, immunological and 
cytological studies., 82-10576 


Page 1-844 





Diagnosis, Radioscopic. 
Quality assurance in diagnostic radiology 
: a guide for state program implementa- 
tion : a report on the task force /, 82- 
10620 


Diagnosis, Radioscopic — Abstracts. 
Current cancer research on radiotherapy, 
nuclear medicine, radiologic diagnosis 
and related techniques., 82-5694 


Radioscopic — Bibliography. 
Source book of educational materials for 
nuclear medicine /, 82-551 


Diamond deposits — Wisconsin. 
The potential for diamond-bearing kim- 
berlite in northern Michigan and Wis- 
consin /, 82-1914 


Diamond Lake, (Or. : Lake) 
The Effects of decreased nutrient loading 
on the limnology of Diamond Lake, 
Oregon /, 82-346 


Diaz, Aurora Isidra Rullan, 1966- 
Aurora Isidra Rullan Diaz : report (to 
accompany H.R. 1550)., 82-4051 


Dibromodifluoromethane. 

Structure study of a CF,Br,-inhibited 
methane flame : effect of CF,Br.on 
composition, net reaction rates, and 
rate coefficients /, 82-5866 


Dibromopropanol phosphate. 

Claims for losses resulting from ban on 
Tris, S. 823 : hearings before the Sub- 
committee on Separation of Powers of 
the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 823 ... 
May 4 and 5, 1981., 82-12215 


Die-casting. 
Ceramic mold inserts for use in ferrous 
diecasting /, 82-5871 


Dies (Metal-working) 
Ceramic mold inserts for use in ferrous 
diecasting /, 82-5871 


Diesel fuels. 
Assessment of diesel particulate control : 


filters, scrubbers, and precipitators /, 
82-13631 


Diesel motor. 
Diesel organic rankine cycle compound 
engine (bottoming cycle) program : 
program plan /, 82-13300 


Diesel motor — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 2815. Diesel engines 
and components, 82-12938 


Diesel motor — Combustion. 
Combustion of drops and sprays of no. 2 
diesel oil and its emulsions with water 

and methanol., 82-6276 
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Diesel motor — Oil filters. 
Assessment of diesel particulate control : 
filters, scrubbers, and precipitators 7, 
82-13631 


Diesel motor exhaust gas — Environmental 
aspects. 

Environmental readiness document 
transportation programs, FY 1980 : al- 
cohol fuels, organic Rankine cycle 
system working fluids., 82-13271 


Diet. 
Nutrition and your health : dietary guide- 
lines for Americans., 82-9089 


*Diet — Adverse effects — Statistics. 
A Study of relationships between diet 
and dental health, United States, 1971- 
1974 /, 82-10634 


*Dietary Fats — adverse effects — 
abstracts. 
Selected abstracts on the role of dietary 
fat in carcinogenesis., 82-10589 


*Diethylstilbestrol — adverse effects 
DES Task Force summary report, Sep- 
tember 21, 1978 /, 82-546 


Diethylstilbestrol — Side effects. 
DES Task Force summary report, Sep- 
tember 21, 1978 /, 82-546 
Prenatal diethylstilbestrol (DES) expo- 
sure : recommendations of the diethys- 
tilbestrol-adenosis (DESAD) project 
for the identification and management 
of exposed individuals /, 82-10517 


Differential equations, Linear. 
Linear systems analysis 
L224(QR)., 82-6100 


Diffusion. 

Dispersion of vapor from LNG spills : 
simulation in a meteorological wind 
tunnel of spills at China Lake Naval 
Weapons Center, California /, 82- 
2292 


program, 


Digital communications. 
CB-AIDS digital adapter 
manual no. 1/, 82-3885 


Fading statistics on a 23 km link at 9.6 
and 28.8 GHz /, 82-4692 


Performance parameters for digital and 
analog service modes /, 82-4697 

Policy for use of telecc ications data 
transfer standards /, 82-863 
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ORTURB : a digital computer code to 
determine the dynamic response of the 
Fort St. Vrain reactor steam turbines /, 
82-4161 
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Digital control systems. 
Digital load and voltage control algo- 
rithms for Yellowtail powerplant / 
82-5852 


Digital integrated circuits. 
Fabrication of PMOS digital shift regis- 
ters /, 82-3277 


converters. 
A calibration service for analog-to-digital 
and digital-to-analog converters /, 82- 
117 


Dillon County (S.C.) — Maps. 
Important farmlands map, Dillon County, 
South Carolina /, 82-1192 


*Dioxins — bibliography. 
Review of literature on herbicides, in- 
cluding phenoxy herbicides and associ- 
ated dioxins /, 82-11668 


Diplomatic and consular service. 

Consular functions of the State Depart- 
ment : oversight hearing before the 
Subcommittee on Immigration, Refu- 
gees, and International Law of the 
Committee on the Judiciary, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on consular func- 
tions of the State Department, April 
13, 1981., 82-6858 

Foreign Missions Act of 1982 : report 
together with minority views (to ac- 
company S. 854)., 82-14615 


Di gifts. 

Regulations applicable to acceptance of 
gifts and decorations from foreign gov- 
ernments by members, officers, and 
employees., 82-12270 


Diptera — Identification. 
A monograph of Trichonta with a model 
for the distribution of Holarctic Myce- 
tophilidae (Diptera) /, 82-12347 


Direct energy conversion. 
Technology assessment of wind energy 
conversion systems /, 82-13261 


Directional couplers. 

Inertially augmented approach couplers : 
all-weather landing systems, engineer- 
ing services support project, task 5 /, 
82-3944 


Directories — Bibliography — Catalogs. 
Directories and lists of persons and orga- 
nizations., 82-5562 


Disability evaluation — United States. 

Improving the administration of the Civil 
Service disability retirement program : 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, September 
16, 1981., 82-12185 





Improving the administration of the civil 
service disability retirement program : 
twenty-second report by the Commit- 
tee on Government Operations togeth- 
er with additional and separate views., 
82-14652 

Volume providers of medical examina- 
tions for social security disability 
cases., 82-2733 


Volume providers of medical examina- 
tions for the social security disability 
program : hearing before the Subcom- 
mittee on Social Security and Subcom- 
mittee on Oversight of the Committee 
on Ways and Means, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, September 18, 1981., 82- 
6919 


Disability evaluation — United States — 
States. 
Consistency of initial disability decisions 
among & within states /, 82-13771 


Disabled American Veterans — Periodicals. 

Disabled American Veterans ... national 
convention : communication from the 
National Adjutant, Disabled American 
Veterans transmitting the report of the 
proceedings of the organizations’s ... 
national convention, including a report 
of receipts and expenditures as of ..., 
pursuant to Title 44, United States 
Code, section 1332, and section 3 of 
Public Law 88-504., 82-2339, 82- 
11796 


National report, 82-2339, 82-11796 


Disabled vehicles on express highways. 
Commercial vehicles in collisions involv- 
ing vehicles parked or stopped on 
highway shoulders., 82-11580 


Control strategies in response to freeway 
incidents /, 82-2234 


Effective warning devices for parked/dis- 
abled vehicles : executive summary /, 
82-14359 


Disabled vehicles on express highways — 
Safety regulations. 
Model regulations and public education 
for rural-suburban pedestrian safety /, 
82-6524 


Disallowance of legislation — United States. 
Legislative veto proposals hearing 
before the Subcommittee on Agency 
Administration of the Committee on 
the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 890 ... and S. 684 ... April 23, 
1981., 82-1083 


Disappointment, Cape (Wash.) — Maps. 
Pacific coast ecological inventory, Cape 
Disappointment, Washington-Oregon /, 
82-10933 
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Disarmament. 


Europe, mutual and balanced force re- 
ductions talks /, 82-2141 


Restraint of conventional arms transfers / 
» 82-2153 


Review of administration initiatives on 
strategic, theater, and conventional 
arms control : briefing of the Subcom- 
mittee on International Security and 
Scientific Affairs of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh first 
session, November 20, 1981., 82-12164 

UN special session on disarmament : 

achievements /, 82-2138 


Disarmament — Bibliography — 
Disarmament and arms control., 


82-5572 


Disarmament — Periodicals. 
Documents on disarmament., 82-9142 


U.S. Arms Control and Disarmament 
Agency ... annual report : message 
from the President of the United 
States, transmitting the Annual report 
of the U.S. Arms Control and Disarm- 
ament Agency, pursuant to section 50 
of the Arms Control and Disarmament 
Act as amended (75 stat. 639, 89 stat. 
760), 82-15110 


U.S. Arms Control and Disarmament 
Agency ... annual report (Committee 
print), 82-15110 


Disaster relief. 
Disaster planning guidelines for fire 
chiefs /, 82-10278 


U.S. disaster assistance to developing 
countries : lessons applicable to U.S. 
domestic disaster programs., 82-4186 


Disaster relief — Data processing. 
Federal disaster assistance program 
public assistance automated system., 
82-10280 


Disaster relief — Florida — Lee County. 
Flood emergency evacuation, plan of 
study, Lee County, Florida /, 82- 
13153 


Disaster relief — Government policy — 

United States. 

SBA’s farm disaster loan program : hear- 
ings before the Committee on Small 
Business, United States Senate, Ninety- 
seventh Congress, first session, on 
SBA’s farm disaster loan program, Sep- 
tember 9 and 10, 1981., 82-12268 


Disaster relief — Italy. 
Report on earthquake reconstruction in 
Italy /, 82-6757 


Disaster relief — Management. 
Federal disaster assistance program 
public assistance automated system., 
82-10280 
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Disaster relief — Massachusetts. 

Poor controls over federal aid in Massa- 
chusetts after the 1978 blizzard caused 
questionable benefit payments : report 
/, 82-5461 


Disaster relief — Mexico. 

Disaster assistance : agreement between 
the United States of America and 
Mexico, signed at Mexico January 15, 
1980., 82-11314 

Treaties, etc. United States, 1980 Jan. 15, 
82-11314 


Disaster relief — Standards. 
Standards for local civil preparedness /, 
82-10273 


Emergency management instruction : in- 
structor’s guide for grades 7-9 /, 82- 
10282 


Disaster relief — United States. 

Disaster assistance : agreement between 
the United States of America and 
Mexico, signed at Mexico January 15, 
1980., 82-11314 

Disaster planning guide for business and 
industry., 82-10286 

Earthquake and Fire Act authorization : 
hearings before the Subcommittee on 
Science, Research, and Technology of 
the Committee on Science and Tech- 
nology, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
February 25, March 4, 11, 1981., 82- 
2706 


A feasibility study for a computerized 
emergency preparedness simulation fa- 
cility /, 82-2483 

Federal disaster assistance program : 
floodplain management handbook, pur- 
suant to Public Law 93-288, and Ex- 
ecutive Orders 11988 and 11990., 82- 
10279 


Federal electrical emergency prepared- 
ness is inadequate : report to the Con- 
gress /, 82-455 

Federal electrical emergency prepared- 
ness is inadequate : summary : report to 
the Congress /, 82-456 

A new impetus : emergency management 
for attack preparedness /, 82-10272 

Questions and answers on crisis reloca- 
tion planning /, 82-10276 

Requests for federal disaster assistance 
need better evaluation : report to the 
Congress /, 82-13716 

Requests for federal disaster assistance 
need better evaluation : summary : 
report to the Congress /, 82-13717 

To amend the Disaster Relief Act of 1974 
: hearing before the Subcommittee on 
Water Resources of the Committee on 
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Public Works and Transportation, 
House of Representatives, Ninety-sev- 
enth Congress, first session, April 9, 
1981., 82-2699 

Treaties, etc. United States, 1980 Jan. 15, 
82-11314 

Your disaster assistance center : federal, 
state, and local aid Su centro de asis- 
tencia en case de desastres : la asisten- 
cia del gobierno federal, del estado y 
del commidad [i.e. comunidad] local., 
82-10267 


Disaster relief — United States — 
Bibliography 


— Catalogs. 

Disaster preparedness and civil defense., 

82-5617 
Disaster relief — United States — 

Management — Periodicals. 

CFR. 30, Emergency management and 
assistance, 82-10444 

Code of federal regulations. 44, Emergen- 
cy management and assistance., 82- 
10444 


Emergency management and assistance, 
82-10444 


Disasters — Social aspects. 

The implications of natural hazard evacu- 
ation warning studies for crisis reloca- 
tion planning : final report /, 82- 
10268 


Disasters — United States. 

Emergency management information and 
technology : hearings before the Sub- 
committee on Investigations and Over- 
sight of the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, September 29, 30, 1981., 
82-15200 


A risk comparison /, 82-12000 
Disasters — United States — Psychological 


aspects, 
Manual for child health workers in major 
disasters /, 82-3656 


Disclosure in accounting. 

The financial disclosure process of the 
legislative branch can be improved : 
report to the Congress /, 82-473 

The financial disclosure process of the 
legislative branch can be improved : 
summary : report to the Congress /, 
82-474 


Discount, Cash — United States. 
Cash Discount Act, 82-3599 
Cash Discount Act : [An Act of Amend 
the Truth in Lending Act to Encour- 
age Cash Discounts, and for Other 
Purposes]., 82-3599 
Discovery (Law) — United States. 
Judicial controls and the civil litigative 
process : discovery /, 82-11017 
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Survey of the literature on discovery 
from 1970 to the present : expressed 
dissatisfactions and proposed reforms /, 
82-11014 


Discrimination — United States. 
Affirmative action in the 1980’s : disman- 
tling the process of discrimination : a 
statement /, 82-1417 


Discrimination —- United States — 


Bibliography — Catalogs. 
Civil rights and equal opportunity., 82- 
5604 


Discrimination in employment — United 

States. 

Equal opportunity in the Foreign Service 
:areport/, 82-142 

Games, 82-13111 

Oversight hearings on equal employment 
Opportunity and affirmative action : 
hearings before the Subcommittee on 
Employment Opportunities of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session ..., 82- 
15073 


Promises and perceptions : federal efforts 
to eliminate employment discrimination 
through affirmative action., 82-3137 

Report on affirmative action and the fed- 
eral enforcement of equal employment 
opportunity laws /, 82-15074 


Discrimination in employment — United 
States — Bibliography — Periodicals. 
Equal opportunity in employment /, 82- 

11184 


Discrimination in employment — United 

States — Statistics — Periodicals. 

EEOC report. Minorities & women in 
private industry, 82-2430 

Equal employment opportunity report. 
Job patterns for minorities and women 
in private industry /, 82-2430 

Job patterns for minorities and women in 
private industry, 82-2430 

Report. Minorities & women in private 
industry, 82-2430 


Diseases — Bibliography — Catalogs. 
Diseases in humans., 82-1764 


Diseases — United States — Statistics. 
Current estimates from the health inter- 
view survey, United States, 1979 : esti- 
mates of incidence of acute conditions, 
number of persons reporting limitation 
of activity, number of persons injured, 
hospital episodes, disability days and 
frequency of dental and physician visits 
: based on data collected in the health 
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interview survey during 1979., 
10630 


82- 


Cost and engineering study : control of 
volatile organic emissions from whis- 
key warehousing /, 82-10055 


industries — Environmental 
aspects — United States. 
Cost and engineering study : control of 
volatile organic emissions from whis- 
key warehousing /, 82-10055 


industries — United States — 
Employees — Statistics. 
Occupational employment : beverage in- 
dustries, May 1971 /, 82-5978 


District courts — United States. 
Constitutional restraints upon the judici- 
ary : hearings before the Subcommittee 
on the Constitution of the Committee 
on the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
oversight hearings to define the scope 
of the Senate’s authority under Article 
III of the Constitution to regulate the 
jurisdiction of the federal courts, May 
20, 21, and June 22, 1981., 82-15156 


Diving, Submarine — Physiological aspects. 

Biological effects of ultrasound and their 
relevance to the establishment of safety 
standards for the exposure of divers to 
intense ultrasound /, 82-5118 

Evaluation of portable recompression sys- 
tems (PRS) : life support, schedule ade- 
quacy, and human factors /, 82-9858 

Visual evoked responses, EEG’s and re- 
action time during a normoxic satura- 
tion dive, NISATI/, 82-5096 


Divorce — United States. 
When parents divorce., 


*DMF index. 
A Study of relationships between diet 
and dental health, United States, 1971- 
1974 /, 82-10634 


*DNA — periodicals. 
Recombinant DNA research /, 82-10500 


*DNA Tumor Viruses — abstracts 
Current cancer research on molecular bi- 
ology of DNA tumor viruses : replica- 

tion and genetics., 82-10541 


82-1877 


Documents, Printing of. 

Authorizing the printing of a revised edi- 
tion of the “Senate Election Law Gui- 
debook” as a Senate document : report 
(to accompany S. Res. 290)., 82-14620 


Documents in machine-readable form. 
Technical standards for machine-readable 
data supplied to the Bureau of Justice 
Statistics, 82-11007 
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Periodicals. 
CSU-FDA Collaborative Radiological 
Health Laboratory annual report /, 
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Domicile — United States. ° 
Opposing the granting of permanent resi- 
dence in the United States of certain 
aliens : report (to accompany H. Res. 
282)., 82-11817 


Dominica — Description and travel. 
Background notes, Dominica /, 
11291 


Dominican Republic. 
Dominican Republic, a country profile /, 
82-810 


82- 


Dominican Republic — Description and 
travel. 
Background notes, Dominican Republic / 
, 82-3814 


Donkeys — Law and legislation — United 
States — Periodicals. 
Administration of the Wild Free-Roam- 
ing Horse and Burro Act, 82-5788 
Report to Congress, administration of the 
Wild Free-Roaming Horse and Burro 
Act., 82-5788 


Donkeys — United States. 
Thank you for helping us /, 82-14029 


Donovan, William J. (William Joseph), 1883- 
1959, 
Donovan and the CIA : a history of the 
establishment of the Central Intelli- 
gence Agency /, 82-2123 
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Soil interpretive map of important farm- 
lands, Dooly County, Georgia /, 82- 
9130 


Doppler effect. 
Determination of North American datum 
1983 coordinates of map _ corners 
(second prediction) /, 82-1387 


A dual Doppler variational objective 
analysis as applied to studies of convec- 
tive storms /, 82-4635 


Doppler radar. 

Doppler acoustic vortex sensing system / 
, 82-11533 

A dual doppler radar study of the urban 
boundary layer : a summary of ME- 
TROMEX results /, 82-4630 

Moving target detector data utilization 
investigation /, 82-2288 

Simulation of radar-measured doppler ve- 
locity profiles in low-level wind shear : 
(phase I) /, 82-2284 

Summary of AEC-ERDA-NRC support- 
ed research at NSSL 1973-1979 /, 82- 
12822 
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Doppler radar — 
Proceedings of the Aircraft Wake Vorti- 
ces Conference : March 15-17, 1977 /, 
82-11534 


Dosimeters. 
Confirmation of conversion factors relat- 
ing exposure and dose-equivalent index 
presented in ANSI N13.11 /, 82-2489 


Dosimeters — Testing. 
Further testing of pocket-sized electronic 
dosimeters /, 82-2520 


Douglas County (Kan.) — Maps. 
Important farmlands, Douglas Co., Kans. 
/, 82-79 


Douglas fir. 
Predicting crown weight of coast Doug- 
las-fir and western hemlock /, 82- 
12455 


Predictions of fire behavior and resist- 
ance to control for use with photo 
series for the Douglas-fir—hemlock 
type and the coastal Douglas-fir—hard- 
wood type /, 82-12523 

Regeneration of Douglas-fir cutblocks on 
the Six Rivers National Forest in 
northwestern California /, 82-12462 

Variation in cold hardiness among popu- 
lations of Pseudotsuga menziesii var. 
glauca /, 82-12448 

Volume and weight characteristics of a 
typical Douglas-fir/western larch 
stand, Coram Experimental Forest, 
Montanta /, 82-2802 


Douglas-fir tussock moth. 
Douglas-fir tussock moth /, 82-1159 


The Douglas-fir tussock moth manage- 
ment system., 82-1138 


Dowels. 

Evaluation of drilled and grouted-in-place 
dowels for load transfer of Portland 
cement concrete, Tyndall Air Force 
Base, Florida /, 82-1456 


Drag (Aerodynamics) — Testing. 
Effect of several airframe/nozzle modifi- 
cations on the drag of a variable-sweep 
bomber configuration /, 82-719 


Drainage. 
Planning study to model and monitor 
coal pile run-off /, 82-5292 


Drainage — Florida. 
Characteristics of four urbanized basins in 
south Florida /, 82-10799 


Drainage areas of selected surface-water 
sites in Florida /, 82-5836, 82-13984 
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Drainage — Florida — Suwanee County — 
Maps. 
Suwanee County, Florida, soil interpre- 
tive map of soil drainage and water 
table depths /, 82-1221 


Drainage — Idaho. 
Effects of drain wells on the ground- 
water quality of the western Snake 
Plain aquifer, Idaho /, 82-10725 


Drainage — North Carolina. 
Effect of agricultural land development 
on drainage waters in the North Caro- 
lina Tidewater Region /, 82-5294 
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Irrigation and drainage., 82-5555 


— United States — Design and 
construction. 
Highway subdrainage design /, 82- 
14366 


Drainage — United States — Statistics. 
1978 census of agriculture. Volume 5. 
Special reports. Part 5. Drainage of ag- 
ricultural lands., 82-2839 


Drainage districts — Florida. 
Drainage areas of selected surface-water 
sites in Florida /, 82-5836 


Assessment of certain European dredging 
practices and dredged material contain- 
ment and reclamation methods /, 82- 
9795 


Impacts of navigational dredging on fish 
and wildlife : a literature review /, 
82-5914 


Disposal alternatives for contaminated 
dredged material as a management tool 
to minimize adverse environmental ef- 
fects /, 82-9796 


Guidelines for designing, operating and 
managing dredged material contain- 
ment areas /, 82-4983 

Methodology for design of fine-grained 
dredged material containment areas for 
solids retention /, 82-4982 


Productive land use of dredged material 
containment areas : planning and imple- 
mentation considerations /, 82-4985 

Treatment of contaminated dredged ma- 
terial /, 82-4984 


Dredging — Environmental aspects. 
Impacts of navigational dredging on fish 
and wildlife : a literature review /, 
82-5914 


Mobile Bay model study. Report 2. Ef- 
fects of enlarged navigation channel on 
tides, currents, salinities, and dye dis- 
persion, Mobile Bay, Alabama : hy- 
draulic model investigation /, 82-9800 
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Europe. 

Assessment of certain European dredging 
practices and dredged material contain- 
ment and reclamation methods /, 82- 
9795 


Dredging — Michigan — Huron County. 
Maintenance dredging & dredged materi- 
al disposal facility at Harbor Beach, 
Huron County, Michigan : the Detroit 
Edison Co. permit application (process 
no. 792253C) /, 82-3191 


spoil. 
Impacts of navigational dredging on fish 
and wildlife : a literature review /, 
82-5914 


Dredging spoil — Environmental aspects — 

Michigan — Monroe County. 

Diked disposal area Monroe Harbor at 
Sterling State Park, Monroe County, 
Michigan : letter report and draft envi- 
ronmental impact statement /, 82- 
5063 


Dredging spoil — Louisiana. 
Analyses of native water and dredged 
material from southern Louisiana wa- 
terways, 1975-76 /, 82-10743 


Drinking and airplane accidents. 
Medical and toxicological factors in air- 
craft accidents /, 82-11530 


Drinking and traffic accidents. 

Breath alcohol sampling simulator 
(BASS) for qualification testing of 
breath alcohol measurement devices /, 
82-4607 


Tri-level study, modification : task 3, va- 
lidity assessment of police-reported ac- 
cident data /, 82-6534 

Visual detection of driving while intoxi- 
cated : project interim report : identifi- 
cation of visual clues and development 
of detection methods /, 82-2331 
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An pone = aon of drinker diagnosis, referral 
and rehabilitation activity : section two 
analytic study VI /, 82-11616 

An analysis of DWI enforcement activity 
: section two analytic study III /, 82- 
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An analysis of public information and 
education activity : section two analyt- 
ic study VII /, 82-14543 


Overall ASAP progress : section one /, 
82-14530 


Drinking and traffic accidents — California. 
DUI client characteristics : an interim 
analysis of the random assignment 
process /, 82-11618 
First interim analysis of multiple offender 
treatment effectiveness /, 82-11636 


Do not order from index; see indicated entry 





Subject Index 


Drinking and traffic accidents — California 
— Stockton. 

Implementation manual for DUI enforce- 
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review of the state of knowledge /, 
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Drugs and highway safety : 1980 /, 82- 
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treatment effectiveness /, 82-11637 
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alcohol related casualties /, 82-11600 


Interim analysis of STR performance and 
effectiveness : 12 month analyses /, 
82-11639 


Oversight into the administration of state 
and local court adjudication of driving 
while intoxicated : hearing before the 
Subcommittee on Courts of the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-seventh Congress, first 
session, on court adjudication of driv- 
ing while intoxicated, November 6, 
1981., 82-15165 


Students, you— alcohol and driving., 
82-14570 


Summary of ASAP results for application 
to state and local programs /, 82- 
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Drinking and traffic accidents — United 
States — y. 
Alcohol/safety public information materi- 
als catalog no. 3. Supplement 2 /, 82- 
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Drinking and traffic accidents — United 
States — Data 
The collection of national trend data on 
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sults /, 82-11599 
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intoxicated /, 82-14541 
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Drinking water. 
Decision-makers’ guide in water supply 
management : final report /, 82-10084 
Formation of non-polar organo-chloro 
compounds as byproducts of chlorina- 
tion /, 82-13537 


Drinking water — Congresses. 

Oxidation techniques in drinking water 
treatment : papers presented at the 
Conference held in Karlsruhe, Federal 
Republic of Germany, September 11- 
13, 1978 /, _ 82-347 


Drinking water — Standards. 
Drinking Water Disinfection ad hoc Ad- 
visory Committee., 82-3644 
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Small water purification systems /, 82- 
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study /, 82-211 
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DOD’s use of remotely piloted vehicle 
technology offers opportunities for 
saving lives and dollars : report to the 
congress /, 82-13738 
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DOD's use of remotely piloted vehicle 
technology offers opportunities for 
saving lives and dollars : report to the 
Congress : summary /, 82-13739 
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Mutagenesis screening of pesticides using 
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Droughts — California. 
Drought in California : water-resources 
data for 1977 /, 82-10773 


Droughts — Northeastern States. 

Water resources problems affecting the 
Northeast : the drought and present 
and future water supply problems : 
hearings before the Subcommittee on 
Water Resources of the Committee on 
Public Works and _ Transportation, 
House of Representatives, Ninety-sev- 
enth Congress, first session, March 19 
and 20, 1981, at Newark, N.J., March 
23, 1981, at New York, N.Y., March 
30, 1981, at Philadelphia, Pa., 82-6890 


Drug abuse. 
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temporary perspectives /, 82-5768 
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causal analysis /, 82-1885 
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Oversight on research activities of the 
National Institute on Alcohol Abuse 
and Alcoholism and the National Insti- 
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ism and Drug Abuse of the Committee 
on Labor and Human _ Resources, 
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ties of the National Institute on Alco- 
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Women in treatment., 82-13911 


Drug abuse — Treatment — United States. 
NIAAA manpower report : data from 
the September 30, 1980 National Drug 
and Alcoholism Treatment Utilization 
Survey (NDATUS)., 82-562 
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abuse treatment /, 82-13912 
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Contract services for Drug Dependent 
Federal Offenders Act Amendment of 
1981 : report (to accompany H.R. 
3963) (including cost estimate of the 
Congressional Budget Offfice)., 82- 
2409 


Drug abuse — Treatment — United States 
— Periodicals. 
Treatment research notes /, 82-13910 


Drug abuse — Treatment — United States 
— Statistics — Periodicals. 
Annual data, data from the client orient- 
ed data acquisition process /, 82- 
10672 


Data from the client oriented data acqui- 
sition process, 82-10671, 82-10673, 
82-10674 

Data from the national drug and alcohol- 
ism treatment  utiliation survey 
(NDATUS), 82-10676 
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Data from the national drug and alcohol- 
ism treatment utilization survey 
(NDATUS), 82-10675 


Final report, data from the national drug 
and alcoholism treatment utilization 
survey (NDATUS) /, 82-10675 

Manpower in drug abuse treatment units, 
data from the national drug and alco- 
holism treatment utilization survey 
(NDATUS) /, 82-10676 


Rockville, Md. : U.S. Dept. of Health 
and Human Services, Public Health 
Service, Alcohol, Drug Abuse, and 
Mental Health Administration, Nation- 
al Institute on Drug Abuse, Division of 
Scientific and Program Information,, 
82-10672 

State statistics, data from the client ori- 
ented data acquisition process /, 82- 
10673 

Trend report, data from the client orient- 
ed data acquisition process /, 82- 
10671, 82-10674 


Drug abuse — United States. 
Adolescent marijuana abusers and their 
families /, 82-3659 


Answering questions about marijuana use 
: a report of the Select Committee on 
Narcotics Abuse and Control, Ninety- 
sixth Congress, second session., 82- 
2688 

Assessing marijuana consequences : se- 
lected questionnaire items /, 82-1882 

Behavioral pharmacology of human drug 
dependence /, 82-1884 

Drug abuse and the American adolescent 
/, 82-5769 


Drug abuse in the military—1981 : hear- 
ing before the Select Committee on 
Narcotics Abuse and Control, House of 
Representatives, Ninety-seventh Con- 
gress, first session, September 17, 1981., 
82-12235 


Health and educational effects of marijua- 
na on youth : hearing before the Sub- 
committee on Alcoholism and Drug 
Abuse of the Committee on Labor and 
Human’ Resources, United States 
Senate, Ninety-seventh Congress, first 
session on examination of the health 
and educational effects of marijuana on 
youth, October 21, 1981., 82-12226 


Methadone diversion : a report of the 
Select Committee on Narcotics Abuse 
and Control, Ninety-fifth Congress, 
second session., 82-1091 

Stronger crackdown needed on clandes- 
tine laboratories manufacturing danger- 
ous drugs : report to the Congress /, 
82-3511 


Stronger crackdown needed on clandes- 
tine laboratories manufacturing danger- 
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ous drugs : report to the Congress : 
summary /, 82-13730 

Theories on drug abuse : selected con- 
temporary perspectives /, 82-5768 


Drug abuse — United States — Data 


processing. 
Statistical perspectives on drug abuse 
treatment., 82-3658 


Drug abuse — United States — Periodicals. 
Registrant facts /, 82-664 


Drug abuse — United States — Prevention. 

ADAMHA prevention policy and pro- 
grams, 1979-1982., 82-13888 

Combining forces against drug abuse : a 
guide to CETA linkages with commu- 
nity drug abuse programs., 82-3761 

Community efforts in drug abuse preven- 
tion and early intervention : hearing 
before the Select Committee on Nar- 
cotics Abuse and Control, House of 
Representatives, Ninety-seventh Con- 
gress, first session, September 14, 1981., 
82-12236 


Prevention program management : par- 
ticipant manual /, 82-1881 


Prevention program management : trainer 
manual /, 82-5767 


Drug abuse — United States — Statistics. 
Demographic trends and drug abuse, 
1980-1995 /, 82-559 


Drug abuse — United States — Statistics — 
Periodicals. 
DAWN annual report /, 82-10975 


Project DAWN annual report, 82-10975 


Drug abuse — United States — Treatment. 
Statistical perspectives on drug abuse 
treatment., 82-3658 


Drug abuse, Prediction of. 
Demographic trends and drug abuse, 
1980-1995 /, 82-559 


Drug abuse in pregnancy — United States. 

Effects of prescription drugs during preg- 
nancy : hearing before the Subcommit- 
tee on Investigations and Oversight of 
the Committee on Science and Tech- 
nology, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
July 30, 1981., 82-15205 


Drug abuse surveys — United States. 
Assessing marijuana consequences : se- 
lected questionnaire items /, 82-1882 


Drug allergy. 
Drug allergy /, 82-10601 

Drug factories — Environmental aspects — 
United States. 
Control of volatile organic emissions 


from manufacture of synthesized phar- 
maceutical products /, 82-10101 
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DES Task Force summary report, Sep- 
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Drug trade — Environmental aspects — 

United States. 

Contractor’s engineering report for the 
development of effluent limitations 
guidelines and standards for the phar- 
maceutical manufacturing industry 
point source category /, 82-354 


Drug trade — United States. 

Competition in the drug industry : hear- 
ing before the Subcommittee on Over- 
sight and Investigations of the Commit- 
tee on Energy and Commerce, House 
of Representatives, Ninety-seventh 
Congress, first session, March 10, 
1981., 82-6806 

Contractor’s engineering report for the 
development of effluent limitations 
guidelines and standards for the phar- 
maceutical manufacturing industry 
point source category /, 82-354 


Drug trade — Uaited States — Employees 
— Statistics. 
Occupational employment : drugs indus- 
try, June 1971 /, 82-2012 


Drug trade — United States — Security 
measures — Statistics. 
The insider threat to secure facilities : 
date analysis /, 82-14908 


Drug trade — United States — Statistics. 
1977 census of manufactures, 82-9201 


Drugs — Analysis. 

NIJ standard for color test reagents/kits 
for preliminary identification of drugs 
of abuse : a voluntary national standard 
promulgated by the Nation! Institute of 
Justice., 82-11002 


Drugs — Congresses. 
Proceedings of the International Confer- 
ence of Drug Registration Authorities 
/, 82-550 


Drugs — Generic substitution. 

Competition in the drug industry : hear- 
ing before the Subcommittee on Over- 
sight and Investigations of the Commit- 
tee on Energy and Commerce, House 
of Representatives, Ninety-seventh 
Congress, first session, March 10, 
1981., 82-6806 


Drugs — Law and legislation — United 
States. 
Laws enforced by the U.S. Food and 
Drug Administration., 82-13838 


Laws, etc., 82-13838 
Drugs — Law and legislation — United 


States — Periodicals. 
Annual report /, 82-13835 
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Annual report (United States. Food and 
Drug Administration : 1976), 82- 
13835 


Registrant facts /, 82-664 


Drugs — Physiological effect. 
Are drugs the answer?, 82-13891 


Drugs — Prescribing — United States. 

Effects of prescription drugs during preg- 
nancy : hearing before the Subcommit- 
tee on Investigations and Oversight of 
the Committee on Science and Tech- 
nology, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
July 30, 1981., 82-15205 


Drugs — Side effects. 
Effects of pseudoephedrine and triproli- 
dine on visual performance /, 82-5119 


Drugs — Testing. 
Clinical testing for safe and effective 
drugs., 82-13836 


Drugs — United States — 
Proceedings of the International Confer- 
ence of Drug Registration Authorities 
/, 82-550 


Drugs — United States — Dose-response 
relationship. 

Changes in the oxygen-hemoglobin disso- 
ciation curve and time of useful func-. 
tion at hypobaric pressures in rats after 
chronic oral administration of propran- 
olol /, 82-6454 


Drugs — United States — Physiological 
effect. 

The effects of altitude and two deconges- 
tant-antihistamine preparations on 
physiological functions and perform- 
ance /, 82-5334 


Drugs and employment — United States. 
Employment related services in drug 
treatment programs., 82-560 


Drunk driving. 
Evaluation of screening breath testing in 
traffic law enforcement /, 82-6504 


Drunk driving — Arizona — Phoenix. 
An analysis of drinker diagnosis, referral 
and rehabilitation activity : section two 
analytic study VI /, 82-11616 


An analysis of DWI enforcement activity 
: section two analytic study III /, 82- 
11613 


An analysis of judicial system perform- 
ance : section two analytic study IV /, 
82-11624 


An analysis of public information and 
education activity : section two analyt- 
ic study VII /, 82-14543 
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Drunk driving — California. 

DUI client characteristics : an interim 
analysis of the random assignment 
process /, 82-11618 

First interim analysis of multiple offender 
treatment effectiveness /, 82-11636 


Drunk driving — California — Stockton. 
Implementation manual for DUI enforce- 
ment /, 82-11658 


Drunk driving — United States. 
Alcohol and highway safety 1978 : a 
review of the state of knowledge /, 
82-14529 


Arrest procedures for driving while in- 
toxicated /, 82-11605 

Court intervention : pre-sentence investi- 
gation techniques for drinking/driving 
Offenses /, 82-2324 

Designing a health/legal system 
manual /, 82-11657 

Final report of the National Highway 
Safety Advisory Committee on alcohol 
safety adjudication., 82-11598 


First interim analysis of first offender 
treatment effectiveness /, 82-11637 


The Hitch case - saving ampoules for a 
defendant from a chemical test for al- 
coholic intoxication /, 82-3983 


Oversight into the administration of state 
and local court adjudication of driving 
while intoxicated : hearing before the 
Subcommittee on Courts of the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-seventh Congress, first 
session, On court adjudication of driv- 
ing while intoxicated, November 6, 
1981., 82-15165 


Drunk driving — United Siates — Book 
reviews. 

Review of legal literature published be- 
tween July, 1974 and July, 1978 per- 
taining to alcohol and drug involve- 
ment in highway safety /, 82-3987 


— United 


The Hitch case - saving ampoules for a 
defendant from a chemical test for al- 
coholic intoxication /, 82-3983 


Dry-docks — United States — Inspection. 
Drydock extension : a 1980 underwater 
technology survey for extension of 
time between drydockings /, 82-11577 


Drying apparatus — 

Consolidated federal supply catalog iden- 
tification list. FSC 4400. Furnance, 
steam plant, and drying equipment; and 
nuclear reactors, 82-4824 





Dubuque (Iowa) — Climate — Statistics — 
Periodicals. 
Local climatological data. Dubuque, 
Iowa, annual summary with compara- 
tive data., 82-1394 


Dulles International Airport. 

Dulles control tower console design 
study /, 82-11540 

Master plan report : Dulles International 
Airport /, 82-834 

Monitoring of aircraft noise at Washing- 
ton National Airport and Dulles Inter- 
national Airport during October-De- 
cember 1980 /, 82-3902 


Dumping (Commerical policy) — 
International cooperation. 


General Agreement on Tariffs and Trade 
: agreement between the United States 
of America and other governments : 
done at Geneva April 12, 1979., 82- 
196 


Dunn County (Wis.) — Maps. 
Important farmlands, Dunn County, Wis- 
consin /, 82-9131 


Dust. 


Copper recovery from primary smelter 
dusts /, 82-5868 


Dust — Arizona — Phoenix region. 
An Implementation plan for suspended 
particulate matter in the Phoenix area / 
, 82-10117 


Dust — Environmental aspects — United 
States. 
Air quality criteria for particulate matter 
and sulfur oxides., 82-10164, 82- 
13657 


Evaluation of contribution of wind blown 
dust from the desert to levels of partic- 
ulate matter in desert communities /, 
82-10231 


Final standards support and environmen- 
tal impact statement /, 82-13667 


Standards support and environmental 
impact statement /, 82-13668 


Dust — Japan — Removal. 
Electrostatic precipitator technology as- 
sessment : visits in Japan, November 
1977 /, 82-10135 


Dust — Measurement — Handbooks, 
manuals, etc. 

Operation manual for automatic dichoto- 
mous samplers : application to Beck- 
man dichotomous samplers /, 82- 
13542 


Dust — Removal — Congresses. 
Third Symposium on Fabric Filters for 
Particulate Collection /, 82-13562 
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Dust — United States. 
Fine particle emissions information 
system : annual report (1979) /, 82- 
13650 


Environmental assessment data systems 
user guide : fine particle emissions in- 
formation system /, 82-3383 

Fine particle emissions information 
system : annual report (1978) /, 82- 
13608 

Fine particle emissions information 
system user guide /, 82-10086 


Dust control. 
Studies of dust cake formation and struc- 
ture in fabric filtration : second year /, 

82-13604 


Duty-free importation. 

Nairobi protocol to the Florence agree- 
ment : hearing before the Committee 
on Foreign Relations, United States 
Senate, Ninety-seventh Congress, first 
session, on the protocol to the Agree- 
ment of the Importation of Education- 
al, Scientific, and Cultural Materials 
(Treaty Doc. 97-2), October 20, 1981., 
82-12176 


Protocol to the Agreement on the Impor- 
tation of Educational, Scientific, and 
Cultural Materials : message from the 
president of the United States transmit- 
ting the protocol to the Agreement on 
the Importation of Educational, Scien- 
tific, and Cultural Materials, adopted at 
Nairobi on November 26, 1976, and 
opened for signature at the United Na- 
tions on March 1, 1977., 82-11764 


Dwarf mistletoe. 
Dwarf mistletoe-infected fir 
after release /, 82-12463 


1979 dwarf mistletoe loss assessment 
survey on national forest lands in Colo- 
rado /, 82-12394 


Dwellings — California —- Fires and fire 
prevention. 
Protecting residences from wildfires : a 
guide for homeowners, lawmakers, and 
planners /, 82-37 


Dwellings — Energy conservation. 
Savings in electric cooling energy by the 
use of a whole-house fan /, 82-12809 


Dwellings — Energy consumption. 
Analysis of trends in residential energy 
consumption : study /, 82-1734 
Water vapor mass balance method for de- 
termining air infiltration rates in houses 
/, 82-2799 
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Dwellings — Fires and fire prevention. 
Fire development in residential basement 
rooms /, 82-4617 


Dwellings — Florida — Suwanee County — 
Maps. 
Suwanee County, Florida, soil interpre- 
tive map of limitation for dwellings 
without basements /, 82-2821 


Energy conserving site design : case 
study, Shenandoah, Georgia /, 82- 
13309 


Dwellings — Heating and ventilation. 
Savings in electric cooling energy by the 
use of a whole-house fan /, 82-12809 
Water vapor mass balance method for de- 
termining air infiltration rates in houses 
/, 82-2799 


Dwellings — Insulation. 

Determining cost-effective _ insulation 
levels for masonry and wood-frame 
walls in new single-family housing /, 
82-12804 


Dwellings — Power supply. 
Comparative assessment of residential 
energy supply systems that use fue! 
cells : (executive summary) /, 82-5264 


Dwellings — United States — Bibliography 


— Catalogs. 
The home., 82-3536 


Dwellings — United States — 

Proceedings, SERI-ERA Workshop on 
Electric Utility Involvement in Resi- 
dential Solar Applications, Aprii 18, 
1980 University of Denver Law School 
/, 82-13328 


Dwellings — United States — Energy 

conservation. 

Energy considerations in real estate ap- 
praising /, 82-13307 

Uncertain quality energy savings, and 
future production hamper the weatheri- 
zation program : report to the Con- 
gress /, 82-3508 


Uncertain quality, energy savings, and 
future production hamper the weatheri- 
zation program : summary : report to 
the Congress /, 82-13719 


Dwellings — United States — Energy 
consumption. 

Energy budget levels selection : technical 
support document for the proposed 
energy performance standards for new 
buildings., 82-318 

Residential energy consumption survey : 
characteristics of the housing stock and 
households., 82-13432 


Residential energy consumption survey : 
consumption and expenditures, April 
1978 through March 1979., 82-10001 
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Health effects of residential wood com- 
bustion : survey of knowledge and re- 
search., 82-9943 


Dwellings — United States — Insulation. 
Find and fix the leaks : a guide to air 
infiltration reduction and indoor air 
quality control /, 82-13392 


Dwellings — Vibration. 

Vibration characteristics of walls and a 
plate glass window representative of 
those of a wood-frame house /, 82- 
11128 


Dyes and dyeing — Textile fibers — 
Statistics. 
1977 census of manufactures, 


Dynamic meteorology. 
An objective method for determining the 
generalized transport tensor for two- 
dimensional Eulerian models /, 82-871 


Vertical motions in the equatorial middle 
atmosphere /, 82-725 


82-9191 


E 


Ear — Protection. 
Insertion loss of earplugs and earmuffs on 
an artificial head as a function of azi- 
muth of the sound source /, 82-5113 


Earth dams — Mississippi. 
Susceptibility of dispersive clay at Gren- 
ada Dam, Mississippi to piping and 
rainfall erosion /, 82-4988 


Earth movements — United States. 
Recent vertical crustal movements : the 
eastern United States /, 82-6717 


Earth resistance. 
Geophysical survey of cavernous areas, 
Patoka Dam, Indiana /, 82-9811 


Earth resistance — Handbooks, manuals, 
etc. 

Handbook of geophysical cavity-locating 

techniques with emphasis on electrical 

resistivity /, 82-6333 


Earth resources technology satellites. 

Civil land remote sensing systems : joint 
hearings before the Subcommittee on 
Space Science and Applications of the 
Committee on Science and Technol- 
ogy, House of Representatives, and the 
Subcommittee on Science, Technology, 
and Space of the Committee on Com- 
merce, Science and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, July 22, 23, 
1981., 82-6901 


Satellite remote sensing study of the 
trans-boundary movement of pollutants 
/, 82-5257 
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Earth sciences — Congresses. 

Resources of the 21st century : summary 
and conclusions of the International 
Centennial Symposium of the USS. 
Geological Survey /, 82-13954 


Earth sciences — Information services — 
United States — Directories. 
A Directory of information resources in 
the United States : geosciences and 
oceanography /, 82-14146 


Earth sciences — Study and teaching. 
Activities in planetary geology for the 
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14162 


Earth sciences — United States — 
Bibliography — Catalogs. 
Earth sciences., 82-10413 


Earth sciences — United States — Field 
work — 
Field study for remote sensing : an in- 
structors manual /, 82-11119 


Earth sciences — United States — Remote 
Field study for remote sensing : an in- 
structors manual /, 82-11119 


Earth temperature — Measurement — 
Addresses, essays, lectures. 
Ground temperature measurements., 
5799 


Earth tides. 
Tidal corrections to geodetic quantities /, 
82-4627 


Earthquake 
Liquefaction potential of dams and foun- 
dations. Report 7. Geotechnical earth- 
quake engineering, state of the art, 
1980 /, 82-9814 


Earthquake engineering — Data processing. 
APOLLO : soil liquefaction : computer 
analysis of structures to resist earth- 
quake effects., 82-5086 


CH42 : earthquake record selection : 
computer analysis of structures to resist 
earthquake effects., 82-1527 


CUMLIQ : evaluation of liquefaction po- 
tential : computer analysis of structures 
to resist earthquake effects., 82-5085 


DRAIN - TABS : inelastic 3D structural 
response : computer analysis of struc- 
tures to resist earthquake effects., 82- 
1526 


DRAIN - 2D : inelastic dynamic re- 
sponse : computer analysis of structure 
to resist earthquake effects., 82-5084 

ETABS : extended 3D building analysis : 
computer analysis of structures to resist 
earthquake effects., 82-9853 


82- 
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FLUSH : soil structure analysis : comput- 
er analysis of structures to resist earth- 
quake effects., 82-1524 

OPTIREC : optimum record selection : 
computer analysis of structures to resist 
earthquake effects., 82-9854 


RECUR : earthquake recurrence : com- 
puter analysis of structures to resist 
earthquake effects., 82-231 


RESPLOT : response spectra plots : 
computer analysis of structures to resist 
earthquake effects., 82-230 


SAKE : inelastic analysis R/C frames : 
computer analysis of structures to resist 
earthquake effects., 82-5088 


SHAKE : elastic response of sites : com- 
puter analysis of structures to resist 
earthquake effects., 82-1525 


SIMQKE : simulation of ground motion : 
computer analysis of structures to resist 
earthquake effects., 82-229 


SPECEQ : generation of response spectra 
: computer analysis of structures to 
resist earthquake effects., 82-9855 

SPECTR : spectra response analysis : 
computer analysis of structures to resist 
earthquake effects., 82-9856 


TIMHIS : time history plots : computer 
analysis of structures to resist earth- 
quake effects., 82-5087 


Earthquake intensity. 
An analysis of earthquake intensities with 
respect to attenuation, magnitude, and 
rate of recurrence /, 82-11991 


Seismic intensities of earthquakes of con- 
terminous United States : their predic- 
tion and interpretation /, 82-1926 


Earthquake prediction. 
Canadian seismic agreement annual 
report June 1979 - June 1980 /, 82- 
11975 


Recent vertical crustal movements : the 
eastern United States /, 82-6717 


Scaling and estimation of earthquake 
ground motion as a function of the 
earthquake source parameters and dis- 
tance /, 82-2565 


Earthquake prediction — Data processing. 
RECUR : earthquake recurrence : com- 
puter analysis of structures to resist 
earthquake effects., 82-231 


Seismic intensities of earthquakes of con- 
terminous United States : their predic- 
tion and interpretation /, 82-1926 


Earthquakes — Alaska. 

Alaskan Outer Continental Shelf Seismol- 
ogy and Earthquake Engineering 
Workshop : March 26-29, 1979, Boul- 
der, Colorado /, 82-9492 
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Earthquake-induced _ liquefaction 
Lake Amatitlan, Guatemala /, 
4148 


Earthquakes — Italy. 
Report on earthquake reconstruction in 
Italy /, 82-6757 
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Seismicity and tectonic relationships for 
Upper Great Lakes Precambrian Shield 
Province : Final Report /, 82-14935 


Earthquakes — Southern States. 
A regional crustal velocity model for the 
Southeastern United States /, 82- 
12017 


Earthquakes — Texas. 
A Seismicity and seismotectonic study of 
the Kermit seismic zone, Texas /, 82- 
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Earthquakes — United States. 
An analysis of earthquake intensities with 
respect to attenuation, magnitude, and 
rate of recurrence /, 82-11991 


Reevaluation of Modified Mercalli Inten- 
sity Scale for earthquakes using dis- 
tance as determinant /, 82-1381 


Seismic intensities of earthquakes of con- 
terminous United States : their predic- 
tion and interpretation /, 82-1926 


Earthquakes — United States — Periodicals. 
Earthquakes in the United States., 82- 
583, 82-13953 


United States earthquakes., 82-9518 


Earthquakes and atomic power-plants. 
Critical excitation method for calculating 
earthquake effects on nuclear plant 
structures : an assessment study /, 82- 
14943 


Fuel temperatures in an argonaut reactor 
core following a hypothetical design 
basis accident (DBA) /, 82-998 

Large LOCA-earthquake combination 
probability assessment : load combina- 
tion program project 1, summary 
report /, 82-4168 

Methods and benefits of experimental 
seismic evaluation of nuclear power 
plants /, 82-11963 


Plant/site selection assessment report : 
seismic safety margins research pro- 
gram /, 82-14947 


Potential seismic structural failure modes 
associated with the Zion nuclear plant : 
seismic safety margins research pro- 
gram /, 82-14946 

Preliminary failure mode predictions for 
the SSMRP reference plant (Zion 1) : 
seismic safety margins research pro- 
gram /, 82-14945 
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Recent vertical crustal movements : the 
eastern United States /, 82-6717 


teria /, 82-11941 


Reconnaissance report : effects of No- 
vember 8, 1980 earthquake on Hum- 
boldt Bay Power Plant and Eureka, 
California area /, 82-952 

Seismic design margin evaluation of sys- 
tems and equipment required for safe 
shutdown of North Anna, Units 1 and 
2, following an SSE event /, 82-953 

Seismic review of the Millstone I Nuclear 
Power Plant as part of the systematic 
evaluation program /, 82-2558 

Seismic review of the Oyster Creek nu- 
clear power plant as part of the sys- 
tematic evaluation program /, 82- 
12004 

Seismic review table /, 82-14926 

Site safety evaluation report /, 82-14719 


State of the art study concerning near- 
field earthquake ground motion 
annual report, September 1978 - Sep- 
tember 1979 /, 82-4147 
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Current and tentative seismic design pro- 
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parisons /, 82-1484 
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ETABS : extended 3D building analysis : 
computer analysis of structures to resist 


earthquake effects., 82-9853 


OPTIREC : optimum record selection : 
computer analysis of structures to resist 
earthquake effects., 82-9854 


SAKE : inelastic analysis R/C frames : 
computer analysis of structures to resist 
earthquake effects., 82-5088 


Earthquakes and building — United States. 

Earthquake and Fire Act authorization : 
hearings before the Subcommittee on 
Science, Research, and Technology of 
the Committee on Science and Tech- 
nology, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
February 25, March 4, 11, 1981,, 82- 
2706 


Earthquakes and hydraulic structures. 

Visit to Japan to observe damage which 
occurred during the near Izu Oshima 
earthquakes, January 14 and 15, 1978 /, 
82-5016 


East-West trade (1945- ) 
East-West commercial policy : a congres- 
sional dialogue with the Reagan admin- 
istration : a study /, 82-15070 
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East/West economic relations : hearing 
before the Subcommittee on Interna- 
tional Economic Policy of the Commit- 
tee on Foreign Relations, United States 
Senate, Ninety-seventh Congress, first 
session, September 16, 1981., 82-6832 


Easter Offensive, 1972. 
The Easter offensive of 1972 /, 82-5066 


Eastern black walnut. 
Quick reference for thinning black walnut 
/, 82-9116 


Eastern black walnut — Pruning. 

Internal defects associated with pruned 
and nonpruned branch stubs in black 
walnut / by Alex L. Shigo ... [et al.]., 
82-12453 


Eaton County (Mich.) — Maps. 
Important farmlands, Eaton County, 
Michigan /, 82-4420 


Ecological research — Alaska. 
Alaska, research for the 80’s : a decision 
report of the U.S. Fish and Wildlife 
Service /, 82-5908 


Ecological surveys — United States. 
Guidelines for terrestrial ecosystem 
survey /, 82-1489 
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models — 4 
Proceedings of the Symposium on the 
Ecology, Management, and Utilization 
of California Oaks : June 26-28, 1979, 
Claremont, California /, 82-12525 


Ecology — California — Ventura. 
Ecological effects of an artificial island, 
Rincon Island, Punta Gorda, California 
/, 82-3184 


Ecology — Mississippi River. 
An Introduction to the environmental lit- 
erature of the Mississippi deltaic plain 
region /, 82-14022 


Ecology — New Mexico — Gila National 
Forest. 
Checklist ecology : a guide for Gila Na- 
tional Forest., 82-4362 


Ecology — Research — United States. 
Riparian ecosystems : their ecology and 
status /, 82-14023 


Economic assistance. 

Targeting assistance to the needy : hear- 
ings before the Subcommittee on Inter- 
national Development Institutions and 
Finance of the Committee on Banking, 
Finance, and Urban Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, May 5 and July 16, 
1981., 82-4204 


Economic assistance — United States. 
Development cooperation programs /, 
82-11021 
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U.S. disaster assistance to developing 
countries : lessons applicable to U.S. 
domestic disaster programs., 82-4186 


Economic assistance, American. 

AID’s administrative and management 
problems in providing foreign econom- 
ic assistance : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, October 6, 1981., 82-15126 


Appropriateness of procedures for leasing 
Defense property to foreign govern- 
ments : report to the Chairman, Com- 
mittee on Foreign Relations, United 
States Senate /, 82-5492 


Foreign assistance and related programs 
appropriation bill, 1982 : report togeth- 
er with additional, dissenting, and sepa- 
rate views (to accompany H.R. 4559)., 
82-11809 


Foreign assistance and related programs 
appropriation bill, 1982 : report togeth- 
er with additional views (to accompany 
S. 1802)., 82-4055 


Foreign assistance authorization for fiscal 
year 1982 : hearings before the Com- 
mittee on Foreign Relations, United 
States Senate, Ninety-seventh Con- 
gress, first session, March 19, 24, 26, 
April 3, 10, 22, and May 4, 1981., 82- 
2652 


The management of security assistance., 
82-1421 


Section-by-section analysis of the pro- 
posed International Development Co- 
operation Act of 1978 : S. 2420 ... /, 
82-6833 


U.S. strategy needed for water supply as- 
sistance to developing countries 
report to the Congress /, 82-3517 


US prosperity and the developing coun- 
tries /, 82-2151 


Why foreign assistance? /, 82-2132 


Economic assistance, American — Africa — 
Addresses, essays, lectures. 
Aid for African refugees : March 19, 
1981.,  82-11232 


Economic assistance, American — Caribbean 
area. 

The Caribbean Basin Policy : hearings 
before the Subcommittee on Inter- 
American Affairs of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, July 14, 21, and 28, 1981., 82- 
2641 


Economic assistance, American — India. 
Economic assistance, agricultural produc- 
tion increase : agreement between the 
United States of America and India, 
signed at New Delhi June 30, 1980 and 
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amending agreements signed at New 
Delhi December 15, 1980., 82-11318 
Economic assistance, fertilizer promotion 
: agreement between the United States 
of America and India, signed at New 
Delhi September 28, 1979 and amend- 
ing agreements signed at New Delhi 
May 27, 1980 and signed at New Delhi 
December 15, 1980., 82-11317 


Treaties, etc. United States, 1979 Sept. 
28, 82-11317 


Treaties, etc. United States, 1980 June. 
30, 82-11318 


Ecanomic assistance, American — Italy. 
Report on earthquake reconstruction in 
Italy /, 82-6757 


Economic assistance, American — Pakistan. 

Proposed U.S. assistance and arms trans- 

fer to Pakistan : an assessment : report 

of a staff study mission to Pakistan and 

India, September 30-October 17, 1981 

to the Committee on Foreign Affairs, 

U.S. House of Representatives., 82- 
12166 


Economic assistance, American — 
Periodicals. 
United States contributions to internation- 
al organizations., 82-6200, 82-14261 


Economic assistance, American — Portugal. 
Economic assistance, rural vocation edu- 
cation : agreement between the United 
States of America and Portugal, signed 
at Lisbon September 30, 1977., 82- 
11321 


Economic assistance, school construction 
: agreement between the United States 
of America and Portugal, signed at 
Lisbon September 30, 1977., 82-11320 


Treaties, etc. United States, 1977 Sept. 
30, 82-11320, 82-11321 


Economic assistance, American — Sierra 

Leone. 

Agricultural commodities : agreement be- 
tween the United States of America 
and Sierra Leone, amending the agree- 
ment of August 8, 1980 effected by ex- 
change notes signed at Freetown Sep- 
tember 29, 1980., 82-11297 


Treaties, etc. United States, 1980 Aug. 8., 
82-11297 


Economic assistance, American — Somalia. 
Agricutural commodities : agreement be- 
tween the United States of America 
and Somalia, signed at Mogadishu Jan- 
uary 12, 1981., 82-11336 


Treaties, etc. United States, 1981 Jan. 12, 
82-11336 


Economic assistance, Domestic — Alabama. 
Fighting poverty : private initiatives and 
public assistance : hearing before the 





January — June 1982 


Subcommittee on Aging, Family, and 
Human Services of the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-seventh Con- 
gress, first session, on oversight on 
ways to fight poverty and to examine 
ways to help determine the future di- 
rection of social programs in our coun- 
try, August 25, 1981, Montgomery, 
Ala., 82-6876 


Economic assistance, Domestic — Law and 
legislation — United States. 

The Federal Assistance Improvement 
Act of 1981 : hearing before the Com- 
mittee on Rules and Administration, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 807 ... No- 
vember 2, 1981., 82-12246 


Federal Assistance Improvement Act of 
1981 : report of the Committee on 
Rules and Administration, United 
States Senate (together with additional 
views) accompany S. 807 ...., 82-4056 


Federal assistance reform hearings 
before the Subcommittee on Intergov- 
ernmental Relations of the Committee 
on Governmental Affairs, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 45 and S. 807, March 11, 
25, and April 22, 1981., 82-12200 


Economic assistance, Domestic — 
Northwest, Pacific — Statistics — 
Periodicals. 

Financial assistance by geographic area. 
Region X, Seattle, Washington /, 82- 
541 


Economic assistance, Domestic — Rocky 
Mountains region — Statistics — 
Periodicals. 

Financial assistance by geographic area. 
Region VIII, Denver, Colorado /, 82- 
540 


Economic assistance, Domestic —- United 

States. 

The Congress should control federal 
credit programs to promote economic 
stabilization : report to the Congress /, 
82-3522 


Fighting poverty : private initiatives and 
public assistance : hearing before the 
Subcommittee on Aging, Family, and 
Human Services of the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-seventh Con- 
gress, first session, on oversight on 
ways to fight poverty and to examine 
ways to help determine the future di- 
rection of social programs in our coun- 
try, August 25, 1981, Montgomery, 
Ala., 82-6876 


Fiscal management of federal pass- 
through grants : the need for more uni- 
form requirements and procedures., 
82-6609 





Migrant and seasonal farmworker pro- 
grams., 82-14140 


Native American programs., 82-14141 


Reductions in force and budget cuts : 
hearings before the Subcommittee on 
Compensation and Employee Benefits 
of the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 29, 1981., 82-1093 

Spending reduction proposals : hearings 
before the Committee on Finance, 
United States Senate, Ninety-seventh 
Congress, first session ...., 82-1057 


82-11068 
Economic assistance, Domestic — United 


States — Periodicals. 
Annual report /, 82-147 


Creating opportunity, 82-147 


Work incentive program., 


Economic assistance, Domestic — United 
States — Statistics — Periodicals. 
Urban development action grant program 
/, 82-10697 


Economic assistance, American — 
Addresses, essays, lectures. 
Foreign assistance programs for FY 1981 
: February 5, 1980 / Secretary Vance., 
82-11214 


Economic assistance, American — Indonesia. 
Agricultural commodities, agreement be- 
tween the United States of America 
and Indonesia, signed at Jakarta De- 
cember 2, 1980 with agreed minutes 
signed at Jakarta December 3, 1980., 
82-11334 


Treaties, etc. United States, 1980 Dec. 3, 
82-11334 


Economic development projects. 
Development cooperation programs /, 
82-11021 


Economic development projects — United 
States. 
More can be done to ensure that industri- 
al parks create new jobs : summary : 
report to the Congress /, 82-10333 


Economic forecasting — Addresses, essays, 
lectures. 
World economic crisis in the 1980s? : an 
American viewpoint, Setptember 1, 
1980., 82-11221 


Economic forecasting — Data processing. 
Economic impact forecast system, ver- 
sion 2.0 : user’s manual /, 82-9832 


Economic forecasting — United States. 
The Economic and budget outlook : an 
update /, 82-12305 
Transportation projections, 
2000 /, 82-14319 
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Economic forecasting — Wisconsin — 

Milwaukee. 

The economic future of metropolitan Mil- 
waukee : hearings before the Joint 
Economic Committee, Congress of the 
United States, Ninety-seventh Con- 
gress, first session, October 8 and 9, 
1981., 82-6785 


Economic indicators — United States — 
Statistics. 
Economic indicators of the farm sector : 
state income and balance sheet statis- 
tics, 1979., 82-3 


Economic policy — Bibliography — 
Catalogs. 
National and world economy., 


Economic policy — International 
cooperation. 

Economic cooperation : memorandum of 
understanding between the United 
States of America and the Commission 
of the Cartagena Agreement : signed at 
Washington November 21, 1979., 82- 
2179 


Treaties, etc. United States, 1979 Nov. 
21, 82-2179 


82-10409 


Economic zones (Maritime law) — Maldives. 
Maritime boundary : India-Maldives and 
Maldives’ “economic zone”., 82-11277 


*Economics, Hospital — Massachusetts. 
Regulating hospital capital investment : 
the experience in Massachusetts /, 82- 
10645 


*Economics, Hospital — United States. 
Summary of testimony received on the 
Hospital Cost Containment Act of 
1977, May 11, 12, and 13, 1977 /, 82- 
1119 


*Economics, Medical — United States 
A Description of the health financing 
model : a tool for cost estimation /, 
82-3605 


Ecuador. 
Ecuador, a country profile /, 82-811 


Ecuador — Population — Statistics. 
Latin America, Ecuador : selected statis- 
tical data by sex., 82-14284 


Eddy currents (Electric) 

Development of an eddy current non 
contact displacement gage for monitor- 
ing anthropomorphic dummy chest de- 
flections /, 82-11604 

Eddy-current inspection for steam gener- 
ator tubing program : quarterly prog- 
ress report for period ending June 30, 
1980 /, 82-11995 

Eddy-current inspection for steam gener- 
ator tubing program annual progress 
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report for period ending December 31, 
1978 /, 82-14846 

Eddy-current inspection for steam-gener- 
ator tubing program quarterly progress 
report for period ending June 30, 1978 
/, 82-11911, 82-14758, 82-14810, 
82-14875, 82-14979 

The equivalent circuit in the mobility 
analogy of a magnetostrictive trans- 
ducer in the presence of eddy currents 
/, 82-3236 


Statistical analysis of steam generator in- 
spection plans and eddy current testing 
/, 82-11954 


Eddy currents (Electric) — Data processing. 
Multiple property variations in coaxial 
cylindrical conductors determined with 
multiple-frequency eddy currents /, 
82-959 
The NDT-COMP9 microcomputer /, 
82-14933 


Eddy currents (Electric) — Instruments. 
Eddy-current inspection for steam gener- 
ator tubing program annual progress 
report for period ending December 31, 
1979 /, 82-2533 


Eddy currents (Electric) — Instruments — 
Periodicals. 


Eddy-current inspection for steam gener- 
ator tubing program annual progress 
report for period ending ... /, 82- 
14986 


Edens Expressway (Chicago, Ill.) 
New structural systems for zero-mainte- 
nance pavements /, 82-2236 


Eder, Lourie Ann, 1960- 
Lourie Ann Eder : report (to accompany 
S. 215)., 82-4041 


Education — Audio-visual aids. 
A guide to the use of technology in basic 
skills education /, 82-13493 


Education — B 


y — Catalogs. 
Foreign education., 


82-5615 


Education — California — Finance. 

The sword and the meat-ax : Serrano, 
Proposition 13 and the shaping of 
school finance in California /, 82- 
13784 


Education — Colorado — Finance. 
School finance in Colorado : an update /, 
82-13779 


Education — Film catalogs. 
Catalog of educational captioned films 
for the deaf /, 82-5229 


Education — Michigan — Finance — 


Congresses. 
School finance reform in Michigan and 


Missouri : impact on suburban school 
districts /, 82-13782 
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Education — Missouri — Finance — 


Congresses. 

School finance reform in Michigan and 
Missouri : impact on suburban school 
districts /, 82-13782 


Education — Scholarships, fellowships, etc. 
— United States. 
The Mina Shaughnessy Scholars Program 
: learning from practice., 82-13481 


Education — South Dakota — Finance. 
An analysis of potential additional meas- 
ures of fiscal capacity of South Dakota 
school districts /, 82-13783 


Education — Statistics — Bibliography — 
Catalogs. 
Educational 

5551 


Statistics, 82-5520, 82- 


Education — United States. 
With all deliberate speed, 1954-1977, 82- 
3138 


Education — United States — Congresses. 
The 80’s: how will public education re- 
spond? : a report of the Council of 
Chief State School Officers’ 10th 
annual summer institute, July 25- 
August 2, 1979, Jeffersonvivile, Ver- 
mont., 82-13477 


Edx:ation — United States — Costs — 


Geographic cost-of-education differentials 
/, 82-13780 


*Education — United States — directories. 
Colleges and universities, 82-5233 


Education directory. Local education 
agencies., 82-5234 


Education directory. State education 
agency officials, 82-10040 


Education directory, colleges & universi- 
ties /, 82-5233 


Local education agencies, 82-5234 
Postsecondary education, 82-5233 


State education agency officials, 
10040 


82- 


Education — United States — Finance — 
Statistics — Periodicals. 
Elementary and secondary education, 
82-5235 


Finances of public school systems in 
82-1355 
Revenues and expenditures for public ele- 


mentary and secondary education., 
82-5235 


Education — United States — Periodicals. 
Annual evaluation report., 82-13508 


Education — United States — Statistics — 
Periodicals. 


Digest of education statistics, 82-13511 
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Projections of education statistics to ..., 
82-10047 


Statistics of public elementary and sec- 
ondary day schools., 82-10041 


Education — United States — 1965- — 
Periodicals. 
Annual report /, 82-10009 


Education — United States — 1965- — 
Statistics — Periodicals. 
Education in the United States., 
10038 


Education, Bilingual — United States. 
Assessing successful strategies in bilingual 
vocational training programs /, 82- 
13475 


Education, Bilingual — United States — 
Congresses. 
Bilingual/Bicultural Early Childhood De- 
velopment Research Workshop pro- 
ceedings, February 1976 /, 82-3607 


Education, Cooperative — United States. 
The ecology of youth participation in 
work settings : implications for linking 
home, school, and work for facilitating 
communication between youth and 
adults : summary /, 82-13507 


An Information guide : university/DOE 
laboratory cooperative program for 
professional manpower development, 
faculty and student research participa- 
tion, other assistance., 82-3356 


Learning and retention of basic skills in 
alternative environments : preliminary 
investigation of the learning and reten- 
tion of selected reading and mathemat- 
ical concepts resulting from student en- 
rollment in a traditional learning envi- 
ronment and in a learning-in-work en- 
vironment : technical information and 
appendices /, 82-13503 


Learning and retention of basic skills 
through work : preliminary investiga- 
tion of the learning and retention of 
selected reading and mathematical con- 
cepts resulting from student enrollment 
in a traditional learning environment 
and in a learning-in-work environment 
; summary and discussion /, 82-13504 


Youth in the workplace, the dynamics of 
learner needs and work roles : sum- 
mary /, 82-13506 

Youth in the workplace, the dynamics of 


learner needs and work roles : techni- 
cal report /, 82-13505 


82- 


*Education, Dental — congresses 
Proceedings of a conference on modeling 
techniques and applications in dentistry 
/, 82-5758 





January — June 1982 


*Education, Dental — directories. 

Current cancer research on patient reha- 
bilitation and psychosocial factors of 
cancer treatment, including training 
programs., 82-10558 

Current cancer research patient care, re- 
habilitation, and psychosocial aspects 
of cancer treatment (including clinical 
cancer training programs), 82-10544 


— United States. 
How can the U.S. elementary and sec- 
ondary education systems best be im- 
proved? : national debate topic for high 
schools, 1981-1982, pursuant to Public 
law 88-246 /, 82-4023 
Implementation issues in K-12 career edu- 
cation /, 82-1655 


Elementary education., 82-5599 


Publications relating to the 1981-82 na- 
tional high school debate topic : how 
can the United States elementary and 
secondary school systems best be im- 
proved?, 82-1768 


Education, Elementary — United States — 
Finance. 


Funding for K-12 career education efforts 
: examples and recommendations /, 
82-13496 


Education, Elementary — United States — 
Finance — Statistics — Periodicals. 
Elementary and secondary education, 

82-5235 


Revenues and expenditures for public ele- 


mentary and secondary education., 
82-5235 


Education, Elementary — United States — 
1965- — Statistics — Periodicals. 
Statistics of public elementary and sec- 

ondary school systems., 82-10042 


Education, Higher — Economic aspects — 
United States — Congresses. 
Higher education finance issues in a 
period of transition /, 82-13776 


Education, Higher — United States. 

Access for handicapped students to 
higher education : a reference hand- 
book /, 82-344 

Guidelines on the admission and place- 
ment of Indochinese refugee students in 
postsecondary education., 82-13774 


Education, Higher — United States — 
Bibliography — Catalogs. 
Higher education., 82-3559 


Education, Higher — United States — 
Directories. 


Accredited postsecondary institutions and 
programs., 82-10036 


Colleges and universities, 82-5233 





Education directory, colleges & universi- 
ties /, 82-5233 

Postsecondary education, 82-5233 

Resources for change /, 82-5231 


in institutions of higher education., 
82-940 

Equal employment opportunity report. 
Minorities and women in institutions of 
higher education, 82-940 

Minorities and women in institutions of 
higher education, 82-940 


Education, Higher — United States — 
Finance. 
The effect of tuition and financial aid on 
access and choice in postsecondary 
education /, 82-10483 


Education, Higher — United States — 
Statistics — Periodicals. 

Financial statistics of institutions of 
higher education. State data, 82- 
10043 


*Education, Nursing — directories. 

Current cancer research on patient reha- 
bilitation and psychosocial factors of 
cancer treatment, including training 
programs., 82-10558 


Current cancer research patient care, re- 
habilitation, and psychosocial aspects 
of cancer treatment (including clinical 
cancer training programs), 82-10544 


Education, Preschool. 
How should reading fit into the pre- 
school curriculum?, 82-13500 


Education, Primary — United States. 
Implementation issues in K-12 career edu- 
cation /, 82-1655 


Education, Rural — United States. 
The education of nonmetro hispanics /, 
82-12645 


Education, Secondary — Portugal. 
Economic assistance, school construction 
: agreement between the United States 
of America and Portugal, signed at 
Lisbon September 30, 1977., 82-11320 


Treaties, etc. United States, 1977 Sept. 
30, 82-11320 


Education, Secondary — United States. 
How can the U.S. elementary and sec- 
ondary education systems best be im- 
proved? : national debate topic for high 
schools, 1981-1982, pursuant to Public 
law 88-246 /, 82-4023 


Education, Secondary — United States — 
Bibliography — Catalogs. 
Publications relating to the 1981-82 na- 
tional high school debate topic : how 
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can the United States elementary and 
school systems best be im- 
proved?, 82-1768 


Secondary education., 82-5545 


82-5235 


Revenues and expenditures for public ele- 
mentary and secondary education., 
82-5235 


Education, Secondary — United States — 
1965- — Statistics — Periodicals. 
Statistics of public elementary and sec- 

ondary school systems., 82-10042 


Education and Public Affairs, Inc. 

Summary of Education and Public Af- 
fairs, Inc. report on Predicting success 
of applicants for positions as air traffic 
control specialists in the Air Traffic 
Service /, 82-2257 


Education and state — United States. 

Oversight hearing on reading and writing 
achievement : hearing before the Sub- 
committee on Elementary, Secondary, 
and Vocational Education of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-seventh 
Congress, first session, hearing held in 
Washington, D.C., on May 7, 1981., 
82-1045 


Education and state — United States — 
Evaluation — Periodicals. 


Annual evaluation report., 82-13508 


Education and state — United States — 

States. 

Elementary and Secondary Education 
Consolidation Act of 1981 : hearings 
before the Subcommittee on Education, 
Arts, and Humanities of the Committee 
on Labor and Human _ Resources, 
United States Senate, first session, on 
S. 1103 ... May 7 and 8, 1981., 82- 
2677 


Elementary and Secondary Education 
Consolidation Act of 1981 : joint hear- 
ing before the Subcommittee on Ele- 
mentary, Secondary, and Vocational 
Education and the Subcommittee on 
Select Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on H.R. 3645 ... hearing 
held in Washington, D.C. on May 28, 
1981., 82-2615 


Education of children — B 
Basic educational skills project : an anno- 
tated bibliography in the areas of cur- 
riculum, parent involvement, teacher 
attitudes and behaviors, and continu- 
ity., 82-13920 
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Education of the aged. 
Education and training for older persons : 
a planning paper /, 82-13486 


Education of women — United States. 
Women veterans : use of educational 
benefits under the GI Bill., 82-11671 


Educational accountability — United States 
— Periodicals. 
Annual evaluation report., 82-13508 


Educational associations — United States — 
Directories. 
Directory of education associations., 82- 
342 


Educational exchanges. 

Nairobi protocol to the Florence agree- 
ment : hearing before the Committee 
on Foreign Relations, United States 
Senate, Ninety-seventh Congress, first 
session, on the protocol to the Agree- 
ment of the Importation of Education- 
al, Scientific, and Cultural Materials 
(Treaty Doc. 97-2), October 20, 1981., 
82-12176 


Protocol to the Agreement on the Impor- 
tation of Educational, Scientific, and 
Cultural Materials : message from the 
president of the United States transmit- 
ting the protocol to the Agreement on 
the Importation of Educational, Scien- 
tific, and Cultural Materials, adopted at 
Nairobi on November 26, 1976, and 
opened for signature at the United Na- 
tions on March 1, 1977., 82-11764 


Educational exchanges — United States. 
The Fulbright Program., 82-1996 


U.S. government exchange programs are 
not being coordinated in Japan and 
India : report to the Director, Interna- 
tonal Communication Agency /, 82- 
5493 


Motivation station : a guide for teacher- 
made instructional games., 82-10481 


Educational innovations — United States — 
Directories. 
Resources for change /, 82-5231 


Educational law and legislation — United 

States. 

Oversight on Title I, ESEA and the 
chapter 2 education block grant : hear- 
ing before the Subcommittee on Ele- 
mentary, Secondary, and Vocational 
Education of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-seventh Congress, first 
session, hearing held in Washington, 
D.C., on October 6, 1981., 82-6789 


Educational law and legislation — United 
States — Periodicals. 
CFR. 34, Education, 

10437 


82-10436, 82- 
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Code of federal regulations. 34, Educa- 
tion., 82-10436, 82-10437 

Education, 82-10436, 82-10437 

Report on the activities of the Committee 
on Education and Labor during the ... 
Congress., 82-913 


Educational literature — Data 
Army Research Institute evaluation of 
Automated Data on _ Instructional 
Technology (ADIT) /, 82-3171 


*Educational Measurement 
AAMC longitudinal study of medical 
school graduates of 1960 /, 82-10639 


Educational planning — United States. 

How can the U.S. elementary and sec- 
ondary education systems best be im- 
proved? : national debate topic for high 
schools, 1981-1982, pursuant to Public 
law 88-246 /, 82-4023 


Educational planning — United States — 
Statistics — Periodicals. 
Projections of education statistics to ..., 
82-10047 


Educational research — United States — 
Periodicals. 
Annual report of the National Council on 
Educational Research., 82-10485 
Education, 82-10048 


Reflections and recommendations, 82- 
10485 


Report of the National Council on Edu- 
cational Research., 82-10048 


Educational surveys — United States. 
Matching job education requirements of a 
variety of officer specialties with the 
educational attainments of potential in- 
cumbents /, 82-260 
Procedural handbook, 1978-79 art assess- 
ment /, 82-13513 


Educational technology — United States. 
A guide to the use of technology in basic 
skills education /, 82-13493 


Educational tests and measurements. 
Computerized instructional adaptive test- 
ing model : formulation and validation 
/, 82-1589 


Educational tests and measurements — Data 
processing. 


Automated test item banking /, 82-270 


Educational tests and measurements — 
Evaluation. 
Male and female factors on the Cadet 
Evaluation Battery /, 82-158 


Testing and evaluation in schools : practi- 
tioners’ views /, 82-13518 
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Effective interactions (Nuclear physics) 
Review and evaluation of system interac- 
tions methods /, 82-11999 


Efficiency, Industrial — United States. 

Economic growth through energy effi- 
ciency : hearing before the Subcommit- 
tee on Energy Conservation and 
Power of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on a study entitled “Building a 
sustainable future” by the Solar Energy 
Research Institute, May 20, 1981., 82- 
6815 


Effluent ° 
Evaluation of the effectiveness of granu- 
lar actived carbon adsorption and aqua- 
culture for removing toxic compounds 
from treated petroleum refinery ef- 
fuents [i.e. effluents] /, 82-10218 


Treatment of primary effluent by rapid 
inflation /, 82-5295 


Effluent quality — Data processing. 
Environmental assessment data systems 
user guide : liquid effluents data system 
/, 82-1673, 82-3384 


Effluent quality — United States. 

Development document for effluent limi- 
tations guidelines, new source perform- 
ance standards and pretreatment stand- 
ards for the timber products processing 
point source category., 82-10091 

Economic impact analysis of proposed ef- 
fluent standards and limitations for the 
porcelain enameling industry /, 82- 
1665 


Effluent quality — United States — 
Periodicals. 
Annual report of activities of the Effluent 
Standards and Water Quality Informa- 
tion Advisory Committee., 82-1657 


Egg products industry — United States — 
Equipment and supplies — Periodicals. 
List of chemical compounds authorized 

for use under USDA inspection and 
grading programs /, 82-2751 


Eggs — Grading. 

Design, operation, and feasibility of a 
small on-the-farm egg grading and 
packing plant., 82-1142 

Eggs — Packing. 

Design, operation, and feasibility of a 
small on-the-farm egg grading and 
packing plant., 82-1142 


Evaluation of a shell egg-packing plant 
layout., 82-12370 


Eggs — United States — Statistics — 
Periodicals. 


Chickens and eggs, final estimates for ..., 
82-12324 
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— Description and travel. 
A Pocket guide to Egypt., 


82-12907 


Egypt — Population — Statistics. 
Near East, Egypt, : selected statistical 
data by sex., 82-11347 


Israeli Peace Treaty, 1979. 
Multinational force and observers partici- 
pation resolution : report of the Com- 
mittee on Foreign Affairs together 
with additional views (including cost 
estimate of the Congressional Budget 
Office) on H.J. Res. 349 ....,  82-11813 


Eigenvalues. 
An algorithm to compute the eigenvec- 
tors of a symmetric matrix /, 82-4625 
Reduction of structural degrees of free- 
dom /, 82-994 


Eigenvectors. 
An algorithm to compute the eigenvec- 
tors of a symmetric matrix /, 82-4625 


El Malpais Wilderness Area (N.M.) 

Draft environmental impact statement 
and wilderness study report for wilder- 
ness designation of El Malpais, Cibola 
County fie. Valencia County], New 
Mexico /, 82-1894 


El Malpais., 82-10955 


Salvador. 
El Salvador, a country profile /, 82-824 


El Salvador — Foreign relations — United 

States. 

U.S. policy options in El Salvador : hear- 
ing and markup before the Committee 
on Foreign Affairs and its Subcommit- 
tee on Inter-American Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session on H. Con. Res. 
197, H. Con. Res. 212, September 24, 
November 5, and 19, 1981., 82-12167 


El Salvador — Foreign relations — United 
States — Addresses, essays, lectures. 
El Salvador, the search for peace : July 
16, 1981., 82-11243 


Statement of El Salvador 
1981., 82-11231 


: March 19, 


El Salvador — Politics and government. 
El Salvador, the search for peace /, 82- 
2127 


El Salvador, US policy /, 82-2139 


El Salvador — Politics and government — 
1944- 
Communist interference in El Salvador : 
February 23, 1981., 82-14272 


El Salvador — Population — Statistics. 
Latin America, E] Salvador : selected sta- 
tistical data by sex., 82-14286 


Salvador — Relations — United States. 
El Salvador, US policy /, 82-2139 





Elastic plates and shells. 

FORTRAN programs for numerical and 
graphical analysis of elastic response, 
radiated sound pressure, and reflected 
sound pressure for plane plate struc- 
tures with fluid on one side /, 82-3280 


Elasticity (Economics) 
Patronage impacts of changes in transit 
fares and services /, 82-11583 


Elastomers. 

Elastic constants for superplastically 
formed/diffusion bonded corrugated 
sandwich core /, 82-11138 


Surface temperature and glassy state in- 
vestigations in tribology /, 82-11101, 
82-14206 


Elastomers — Industrial applications. 
Mechanical design handbook for elas- 
tomers /, 82-14215 


Election law — United States — Periodicals. 
Annual report /, 82-2428 


Election law — United States — States — 
Periodicals. 
Senate election 
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law guidebook., 82- 


Elections — United States — Bibliography 
— Catalogs. 


Voting and elections., 82-5620 


Electric apparatus and appliances — 

Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 5999. Miscellaneous 
electrical and electronic components, 
82-12965, 82-12966 


Consolidated federal supply catalog iden- 
tification list. FSC 6250, 6260. Ballasts, 
lampholders and starters, nonelectrical 
lighting fixtures, 82-12977 


Consolidated federal supply catalog iden- 
tification list. FSC 6625. Electrical and 
electronic properties measuring and 
testing instruments, 82-12982, 82- 
12983 


Electric apparatus and appliances — 
Maintenance and repair. 
The US Army Signal School apprentice- 
ship program for the trade of electrical 
repairer., 82-4931 


Electric apparatus and appliances — United 
States — Protection — Congresses. 
Federal Aviation Administration-Florida 

Institute of Technology Workshop on 
Grounding and Lightning : March 6-8, 
1979, Melbourne, Florida /, 82-14469 


Federal Aviation Administration-Florida 
Institute of Technology Workshop on 
Grounding and Lightning : March 6-8 
1979, Melbourne, Florida, Supplement 
1A /, 82-14470 
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Electric conservation. 


Electric arc. 
Electric arc furnaces in ferrous foundries 
: background information for proposed 
standards /, 82-13679 


Electric batteries — Bibliography. 

Batteries, fuel cells, and related electro- 
chemistry : books, journals, periodicals, 
and other information sources, 1950- 
1979., 82-3361 


Electric batteries — Testing. 
Battery explosion tests and labeling /, 
82-14532 
Improved low-cost inorganic organic sep- 
arators for rechargeable silver-zinc bat- 
teries /, 82-2100 


Electric cables. 
Bottom segment design underwater cable 


power transmission systems /, 82- 
13275 


The US Army Signal School apprentice- 
ship program for the trade of cable 
splicer., 82-4909 


Electric cables — Handbooks, manuals, etc. 
Cable splicer., 82-9684 


Electric circuit-breakers. 
Development of a HVDC prototype 
breaker : final report /, 82-5196 


Electric circuit-breakers — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5925. Circuit break- 
ers, 82-12954 


Electric circuits — Maintenance and repair 
— Handbooks, manuals, etc. 
MOS 31N, tactical circuit controller, skill 
levels 1, 2, and 3., 82-13075 


Trainer’s guide : MOS 31N : tactical cir- 
cuit controller., 82-13076 


Electric coils — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 5360. Coil, flat, and 
wire springs, 82-4857, 82-4858 

Consolidated federal supply catalog iden- 
tification list. FSC 5950. Coils and 
transformers, 82-4869 


Electric conductivity. 
A Computerized system for the reduction 
of middle atmospheric electrical con- 
ductivity data /, 82-9843 


Electric conductivity — Measurement. 
Electrical conductivity measurements in 
the stratosphere using balloon-borne 
blunt probes /, 82-13183 


Electric conservation. 
Networks : how energy links people, 
goods, and services, grades 4,5 /, 82- 
3333 
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Electric current converters — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 6125. Converters, 
electrical rotating, 82-12971 


Electric currents. 

The equivalent circuit in the mobility 
analogy of a magnetostrictive trans- 
ducer in the presence of eddy currents 
/, 82-3236 


Electric currents — Grounding. 
Papers presented at the Seminars on 
Ground Check Monitoring /, 82-5945 


Electric currents — Grounding — 
Congresses. 


Federal Aviation Administration-Florida 
Institute of Technology Workshop on 
Grounding and Lightning : March 6-8, 
1979, Melbourne, Florida /, 82-14469 


Federal Aviation Administration-Florida 
Institute of Technology Workshop on 
Grounding and Lightning : March 6-8 
1979, Melbourne, Florida, Supplement 
1A /, 82-14470 


List of materials acceptable for use on 
systems of REA electrification borrow- 
ers /, 82-12629 


Electric engineering — Standards — United 
States — y. 
Current REA electric bulletins, specifica- 
tions, and contracts., 82-12615 


Electric filters — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5915. Filters and 
networks, 82-12953 


Electric generators. 
Power-conditioning system for wind gen- 
erators., 82-5089 


Electric generators — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 6115. Generators 
and generator sets, electrical, 82- 
12968, 82-12969 


Electric industries — Environmental aspects 
— United States. 
EPA utility FGD survey : August - Sep- 
tember 1978 /, 82-356 
EPA utility FGD survey : 
March 1980 /, 82-361 


Electric industry workers — United States 
Statistics. 


January - 


Occupational employment : electric test 
and distributing equipment industry, 
June 1971 /, 82-2015 


Electric insulators and insulation — 


Catalogs. 
Consolidated federal supply catalog iden- 





tification list. FSC 5970. Electrical in- 
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sulators and insulating materials, 82- 
12958 


Electric insulators and insulation — Oils. 
Maintenance of liquid insulation : mineral 
oils and askarels /, 82-1961 


Electric interference. 

Amateur Radio Service and Private Land 
Mobile Services Act of 1981 : report 
(to accompany S. 929)., 82-11768 

Analysis of a phase-locked loop to sup- 
press interference from a satellite 
power satellite /, 82-4701 

Analysis of interference caused by the 
solar power satellite to satellite earth 
terminals /, 82-4702 

Analysis of interference from the solar 


power satellite to general electronics 
systems /, 82-4703 


Electric lamps — Catalogs. 
Consolidated federal supply catalog iden- 


tification list. FSC 6240. Electric 
lamps, 82-12976 


Electric light fixtures — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 6220. Electric ve- 
hicular lights and fixtures, 82-12974 


Electric light fixtures — Statistics — 
Periodicals. 


Current industrial reports. Series MA-36 
L, Electric lighting fixtures., 82-1352 


Electric lighting fixtures, 82-1352 
Electric lighting. 

Electrical energy saving., 

Turn off the lights!!, 


82-5092 
82-250 


Electric lighting — Equipment and supplies 
— Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 6230. Electric porta- 
ble and hand lighting equipment, 82- 
12975 


Electric lines — Carrier transmission. 
Power sytem communications : guide 
specification for power line carrier 
system., 82-12619 


Electric lines — Law and legislation — 

United States. 

Review of state/federal environmental 
regulations pertaining to the electrical 
effects of overhead transmission lines, 
1978 /, 82-9940 


Electric lines — Overhead — California. 

230 KV international transmission line, 
San Diego County, California to Tijua- 
na, Mexico, San Diego Gas & Electric 
Company., 82-13290 


Electric lines — Overhead — Mexico. 
230 KV international transmission line, 
San Diego County, California to Tijua- 
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na, Mexico, San Diego Gas & Electric 
Company., 82-13290 


Electric lines — Overhead — United States. 
Electrical and mechanical design criteria 
for EHV and UHV overhead transmis- 
sion lines /, 82-13370 
Living and working around high-voltage 
power lines., 82-13473 
Review of state/federal environmental 
regulations pertaining to the electrical 
effects of overhead transmission lines, 
1978 /, 82-9940 


Electric lines — United States — Poles and 
towers — Design and construction. 
Electrical and mechanical design criteria 

for EHV and UHV overhead transmis- 
sion lines /, 82-13370 


Electric lines — United States — 
Underground. 
Mathematical analysis of electromagnetic 
radiators for highway advisory radio /, 
82-11446 


Electric locomotives — United States. 
Locomotive electromagnetic compatibil- 
ity : locomotive /, 82-14397 


Wayside energy storage study /, 82- 
14390 


Electric machinery — Transportation — 
Statistics. 
1977 census of transportation, 


Electric machinery, Synchronous. 
Engine rotor dynamics, synchronous and 
nonsynchronous whirl control /, 82- 
215 


82-9338 


Electric motors — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 6105. Motors, elec- 
trical, 82-12967 


Electric motors, Linear. 
Performance of a linear synchronous 
motor with laminated track poles and 
with various misalignments /, 82-2255 


Electric networks — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5915. Filters and 
networks, 82-12953 


Electric power. 
Comprehensive standards : the power 
generation case., 82-13560 


Electric power — Conservation. 
An analysis of electrical consumption at 
representative army installations /, 
82-3189 


Electric power — Economic aspects — 
United States. 
Econometric model for the disaggrega- 
tion of state-level electricity demand 





January — June 1982 


forecasts to the service area /, 82- 
14894 


Electric power — Environmental aspects. 
Air quality impacts using SRC versus 
conventional coal in power plants /, 
82-13567 


Electric power — Equipment and supplies — 


Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 6150. Miscellaneous 
electric power and distribution equip- 
ment, 82-12972, 82-12973 


Electric power — Germany (West) — Supply 
and demand. 
Public electricity supply /, 82-5217 


Electric power — United States. 

Electric power: contemporary issues and 
the federal role in oversight and regu- 
lation : report to the Congress /, 82- 
10365 


The impact of 1980 scheduled capacity 
additions on electric utility oil con- 
sumption : analysis report /, 82-10005 

Regional power systems planning : a state 
of the art assessment : final report /, 
82-13371 


Electric power — United States — Statistics 

Electric power supply and demand for 

the contiguous United States 1980- 
1989./, 82-13462 


Electric power consumption — United 
States. 


Certification/enforcement analysis’ =: 
energy efficiency standards for con- 
sumer products /, 82-5203 


Draft regulatory analysis : energy effi- 
ciency standards for consumer prod- 
ucts /, 82-1636 


Economic analysis : energy efficiency 
standards for consumer products /, 
82-1635 


Electric program chart book., 82-99 


Engineering analysis : energy efficiency 
standards for consumer products /, 
82-1632 


Environmental analysis : energy efficien- 
cy standards for consumer products /, 
82-1634 


Electric power consumption — United States 

— Forecasting. 

Energy demand forecasting : hearings 
before the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, June 1, 2, 
1981., 82-2705 


Energy demand forecasting and its appro- 
priate role in planning and policy : 
report /, 82-4271 





Electric power-plants Environmental aspects Oklahoma Noble County. 


The future of the nation’s energy utilities 
: implications for federal R.D.&D. : 
hearings before the Subcommittee on 
Energy Development and Applications 
of the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventh 
first session, June 23, 24, 1981., 
6897 


82- 


Electric power distribution. 

Power sytem communications : guide 
specification for power line carrier 
system., 82-12619 

Electric power distribution — Costa Rica. 

The Product is progress : Rural Electrifi- 

cation in Costa Rica /, 82-3835 


and supplies — 

Consolidated federal supply catalog iden- 
tification list. FSC 6150. Miscellaneous 
electric power and distribution equip- 
ment, 82-12972, 82-12973 


Electric power distribution — Equipment 
Catalogs. 


Electric power distribution — North Central 
States. 
Power pooling in the north central region 
/, 82-1644 


Electric power distribution — Northeastern 
States. 
Power pooling in the northeast region /, 
82-1643 


Electric power distribution — United States. 
Electric program chart book., 82-99 
Power pooling in the United States /, 

82-5224 
Power pooling in the United States : ex- 


ternal review draft : staff report /, 82- 
1642 


Electric power distribution — United States 
— Equipment and supplies — Statistics. 


1977 census of manufactures, 82-12694 


Electric power failures — Massachusetts — 
Boston 


Outages of electric power supply result- 
ing from cable failures Boston Edison 
Company system /, 82-13472 


Electric power failures — Texas — Garland. 
Analysis of electrical power system dis- 
turbance and outrage in Garland and 
Greenville, Texas, June 26, 1980., 82- 
13468 


Electric power failures — Texas — 

Greenville. 

Analysis of electrical power system dis- 
turbance and outrage in Garland and 
Greenville, Texas, June 26, 1980., 82- 
13468 


Electric power failures — United States. 
Reducing electrical power interruptions 
at FAA facilities, 82-11498 


Do not order from index; see indicated entry 





Electric power-plants. 
Draft environmental impact statement : 
Moon Lake power plant project, units 
land2/, 82-4457 


Electric power-plants — Automation. 
Digital load and voltage control algo- 
rithms for Yellowtail powerplant /, 
82-5852 


Electric power-plants — Conversion to coal. 
Project development guidelines for con- 
verting army installations to coal use /, 
82-5061 


Electric power-plants — Environmental 
aspects. 
Development of measurement techniques 
for fugitive emissions from process and 
effluent streams /, 82-13606 


Emissions of reactive volatile organic 
compounds from utility broilers /, 82- 
13653 


Electric power-plants — Environmental 
aspects — Arkansas — Independence 
County. 

Environmental impact statement for 
Independence Steam Electric Station, 
Independence County, Arkansas., 82- 
1675 


Electric power-plants — Environmental 
aspects — Des Moines River (Minn. and 
Towa) 

Final environmental impact statement of 
proposed issuance of a new source na- 
tional pollutant discharge elimination 
system permit and section 10 and sec- 
tion 404 permits to Iowa Southern Util- 
ities Company, Ottumwa Generating 
Station /, 82-5274 


Electric power-plants — Environmental 
aspects — Kentucky — Louisville region. 
Draft environmental impact statement for 

proposed issuance of a new source na- 
tional pollutant discharge elimination 
system permit to Louisville Gas and 
Electric Company, Trimble County 
Generating Station, Trimble County, 
Kentucky /, 82-10187 


Final environmental impact statement for 
proposed issuance of new source na- 
tional pollutant discharge elimination 
system permit to Louisville Gas and 
Electric Company, Trimble County 
Generating Station, Trimble County, 
Kentucky /, 82-10182 


Electric power-plants — Environmental 
aspects — Oklahoma — Noble County. 
Final environmental impact statement for 

Sooner Generating Station units 1 and 
2, Noble and Pawnee Counties, Okla- 
homa., 82-5275 
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Final environmental impact statement for 
Sooner ing Station units 1 and 
2, Noble and Pawnee Counties, Okla- 
homa., 82-5275 


Electric power-plants — Environmental 
aspects — United States. 

Activities, effects and impacts of the coal 
fuel cycle for a 1,000-MWe electric 
power generating plant /, 82-11934 

Case studies of the legal and institutional 
obstacles and incentives to the develop- 
ment of small-scale hydroelectric 
power /, 82-332 

Environmental readiness document : ad- 
vanced electric generation : commer- 
cialization phase III planning /, 82- 
9947 


Fuel Use Act Amendments : hearing 
before the Subcommittee on Energy 
Conservation and Power of the Com- 
mittee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H.R. 
1765 ... June 2, 1981., 82-4224 


Nonwater quality impacts of closed-cycle 
cooling systems and the interaction of 
stack gas and cooling tower plumes /, 
82-13597 


Electric power-plants — Environmental 
aspects — Utah. 
Draft environmental impact statement : 
Moon Lake power plant project, units 
land2/, 82-4457 


Electric power-plants — Law and legislation 

— United States. 

Fuel Use Act Amendments : hearing 
before the Subcommittee on Energy 
Conservation and Power of the Com- 
mittee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H.R. 
1765 ... June 2, 1981., 82-4224 


Electric power-plants — Load. 
A conditional model of peak and mini- 
mum loads and the load duration curve 
for electricity /, 82-14913 


Electric power-plants — Management. 
Quality management manual for fossil 
fuel steam electric generating plants., 
82-12624 


Electric power-plants — United States. 

Comparison of model predictions and 
consumptive water use of closed cycle 
cooling systems /, 82-13568 

Electric program chart book., 82-99 

Elimination of Federal funds for the 
Heber Project will impede full devel- 
opment and use of hydrothermal re- 
sources : report to the Chairman, Sub- 
committee on Energy Development 
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and Applications, Committee on Sci- 
ence and Technology, House of Repre- 
sentatives /, 82-10364 

State power plant productivity programs 
/, 82-13467 


Electric power-plants — United States — 
Costs — Periodicals. 
Steam-electric plant construction cost and 
annual production expenses /, 82- 
13436 


Electric power-plants — United States — 
Design and construction. 
Evaluation of granular bed filters for 
high-temperature/high-pressure partic- 
ulate control /, 82-13580 


Electric power-plants — United States — 
Load. 


Analysis of the need for intermediate and 
peaking technologies in the year 2000 / 
, 82-5205 


Electric power-plants — United States — 
Maps. 
Principal electric facilities /, 82-1649 


Electric power-plants — United States — 
Registers. 
Inventory of power plants in the United 
States /, 82-13453 


Electric power-plants — Water-supply. 
A study on the protection of fish larvae 
at water intakes using wedge-wire 
screening /, 82-12045 


Electric power production — Environmental 
aspects — United States. 

Small power production and cogenera- 
tion facilities : qualifying status/rates 
and exemptions a rulemaking in 
docket nos. RM79-54 and RM79-55., 
82-13400, 82-13401 


Electric power production — 
Magnetohydrodynamic generation. 
Experimental studies of an MHD gener- 

ator in the presence of ash in plasma : 
U.S.-U.S.S.R. Cooperative Program in 
MHD Power Generation, April 13-21, 
1977, Washington, D.C. /, 82-5184 


Results of tests and studies of American 
materials in the channel of the MHD 
facility U-02, (phase III) : IV US.- 
U.S.S.R. Colloquium on MHD /, 82- 
3339 


Electric power production — United States. 
Electric program chart book., 82-99 


Electric power production — United States 
— Costs — Periodicals. 
Steam-electric plant construction cost and 
annual production expenses /, 82- 
13436 


Do not order from index; see indicated entry 





Subject Index 


Medicine Bow, Wyoming : a report to 
the Lower Missouri region wind-hy- 
droelectric energy integration study., 
82-1959 


Electric power production from chemical 
action — Environmental aspects — United 
States. 

Environmental readiness document : ad- 
vanced electric generation : commer- 
cialization phase III planning /, 82- 
9947 


Electric power supply, Constant-current, 
Analysis of electrical power system dis- 
turbance and outrage in Garland and 
Greenville, Texas, June 26, 1980., 82- 
13468 


Electric power systems. 
Electric power emergency handbook /, 
82-5228 


Case studies of the legal and institutional 
obstacles and incentives to the develop- 
ment of small-scale hydroelectric 
power /, 82-332 


Electric power systems — Load dispatching. 
Load management programs., 82-12622 


Electric power systems — Reliability. 
Synthesis of regional electric reliability 
council responses to the recommenda- 
tions issued by the Federal Power 
Commission following the 1977 New 

York City blackout /, 82-1652 


Electric power systems — United States — 
Planning. 


Regional power systems planning : a state 
of the art assessment : final report /, 
82-13371 


Electric power transmission — United 

States. 

Electrical and mechanical design criteria 
for EHV and UHV overhead transmis- 
sion lines /, 82-13370 

Fundamental optimization study for open 
wire transmission systems /, 82-13395 


Electric power transmission — United States 


Principal electric facilities /, 82-1649 


Electric propulsion. 
The status of advanced propulsion sys- 
tems for urban rail vehicles : interim 
report /, 82-14525 


Electric railroads — Cars — Maintenance 
and repair. 
Vehicle data acquisition system., 
14526 


82- 
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Electric railroads — Cars — Specifications 

— United States. 

Cost savings potential of modifications to 
the standard light rail vehicle specifica- 
tion /, 82-14518 

Electric-railroads — Massachusetts — 

Boston — Cars -— Testing. 

Massachusetts Bay Transportation Au- 
thority blue line vehicle evaluation : 
final report /, 82-859 


Railroad accident report: head-on colli- 
sion of two Greater Cleveland Region- 
al Transit Authoity trains, Cleveland, 
Ohio, July 8, 1977 /, 82-849 


Railroad accident report: head-on colli- 
sion of two Greater Cleveland Region- 
al Transit Authoity trains, Cleveland, 
Ohio, July 8, 1977 /, 82-849 


Electric railroads — United States — Cars. 

The status of advanced propulsion sys- 
tems for urban rail vehicles : interim 
report /, 82-14525 

Transit car performance comparison : 
State-of-the-Art Car vs. PATCO tran- 
sit car, NYCTA R-46, MBTA Silver- 
birds /, 82-2304 


Electric railroads — United States — Cars 
— Testing. 
SLRV engineering tests at Department of 
Transportation, Transportation Test 
Center : final test report /, 82-6489 


Performance of a linear synchronous 
motor with laminated track poles and 
with various misalignments /, 82-2255 


Electric relays — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5945. Relays and so- 
lenoids, 82-12955 


Electric resistance. 
Resistance, 82-5176, 82-5177 
Surficial geophysical data for two cross- 
valley lines in the middle Eagle River 
valley, Alaska /, 82-1955 
Electric resistors. 
Loaded voltage dividers, 
$179 


Resistance, 82-5176, 82-5177 
Electric switchgear — Statistics — 
Periodicals. 


82-5178, 82- 


Current industrial reports. Series MA-36 
K, Wiring devices and supplies., 82- 
1351 


Wiring devices and supplies, 82-1351 





Electric transformers. 
Coupling, 82-5174, 82-5175 


Electric transformers — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 5950. Coils and 
transformers, 82-4869 

Consolidated federal supply catalog iden- 
tification list. FSC 6116 and 6120. Fuel 
cell power units, components, and ac- 
cessories, 82-12970 


Electric utilities — Law and legislation — 
United States 
Automatic adjustment clauses in public 
utility rate schedules /, 82-13398 


Regulatory processes /, 82-13399 


Electric utilities — Mexico. 
United States/Mexico electricity ex- 
changes /, 82-10007 


Electric utilities — Research — United 

States. 

The future of the nation’s energy utilities 
: implications for federal R.D.&D. : 
hearings before the Subcommittee on 
Energy Development and Applications 
of the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, June 23, 24, 1981., 82- 
6897 


Electric utilities — United States. 
Discussion series on PURPA related 
topics /, 82-10008 


Electric power: contemporary issues and 
the federal role in oversight and regu- 
lation : report to the Congress /, 82- 
10365 


Electric power supply and demand for 
the contiguous United States 1980- 
1989./, 82-13462 


Electric utilities’ use of flue gas desulfuri- 
zation technology in the United States 
/, 82-13397 


Federal electrical emergency prepared- 
ness is inadequate : report to the Con- 
gress /, 82-455 

Federal electrical emergency prepared- 
ness is inadequate : summary : report to 
the Congress /, 82-456 

Integration of photovoltaic units into 
electric utility grids : experiment infor- 
mation requirements and selected issues 
/, 82-13374 

United States/Mexico 
changes /, 82-10007 


Electric utilities — United States — Energy 
conservation. 
Electric and gas utility marketing of resi- 
dential energy conservation case stud- 
ies /, 82-13471 
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Actions for unacceptable performance 
and adverse actions., 82-769 


Employees, Training of. 
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ment and training programs : hearing 
before the Subcommittee on Investiga- 
tions and General Oversight of the 
Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on 
oversight on the problems involving 
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before the Subcommittee on Employ- 
ment and Productivity of the Commit- 
tee on Labor and Human Resources, 
United States Senate, Ninety-seventh 
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first session, April 3, 1981., 
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Endangered species — New Jersey. 
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gonads)., 82-10542 


Endocrine glands. 

Current cancer research on diagnosis, 
prognosis, pathology, and therapy of 
endocrine neoplasms (excluding 
gonads)., 82-10535 


Endocrine glands — Abstracts. 

Current cancer research on diagnosis, 
prognosis, pathology, and therapy of 
endocrine neoplasms (excluding 
gonads)., 82-10552 





Energy conservation Sweden Congresses. 


Current cancer research on endocrine 
neoplasms : diagnosis, treatment, and 
pathophysiology., 82-10578 
Current cancer research on endocrine 
neoplasms : epidemiology, etiology and 
related biology., 82-10555 
Endocrine glands — Cancer — Abstracts. 
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for evaluating the cost effectiveness of 
energy conservation and renewable 
energy projects for new and existing 
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Ninety-seventh Congress, first session, 
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Bicycle transportation for energy conser- 
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state energy conservation program into 
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conservation /, 82-13325 
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Energy demand forecasting : hearings 
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the national interim energy consump- 
tion survey., 82-13429 


End use energy consumption data base, 
transportation sector /, 82-1650 
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lumbia, Missouri, October 10-13, 1977 / 
82-3336 
UN Conference on New and Renewable 
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Energy development — Information services. 
Federal energy technology., 82-3094 
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An analytical investigation of the per- 
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cycles /, 82-11092 
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25-June 13, 1980., 82-13387 
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buildings and community systems, FY 
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Hydroelectric development in New Eng- 
land : hearing before the Subcommittee 
on Energy Regulation of the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on the Federal 
Energy Regulatory Commission licens- 
ing procedures affecting hydroelectric 
development, in New England, Con- 
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Matrix methods to analyze long-range 
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ment and Applications of the Commit- 
tee on Science and Technology, U.S. 
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Proposed 5-year plan for oil and gas de- 
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Fossil and Synthetic Fuels of the Com- 
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House of Representatives, Ninety-sev- 
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ogy, U.S. House of Representatives, 
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viduals, March 24, 1981., 82-1085 
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Congress, first session, on S. 409 ... S. 
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Addresses, essays, lectures. 
Energy in U.S. foreign policy : June 22, 
1981., 82-11239 
International economic policy priorities : 
May 19, 1981., 82-11233 


Energy policy — United States — 
Bibliography — Catalogs. 
Energy management for consumers and 
businesses., 82-3574 
Energy policy, issues and programs., 82- 
10424 


Energy policy — United States — 
Congresses. 


Proceedings of the Symposium to 
Review Volume III of the 1978 Annual 
Report to Congress, November 7-8, 
1979, College Park, Maryland /, 82- 
5226 


Energy policy — United States — Data 


processing. 

The Integrating model of the Project 
Independence Evaluation System /, 
82-1647 


Energy policy — United States — Economic 
aspects. 
Long-term economic planning needed in 
oil- and gas-producing States : report 
to the Congress /, 82-5510 


Energy policy — United States — 

Periodicals. 

Report on the activity of the Committee 
on Energy and Commerce for the ... 
Congress, ... session., 82-14662 

Secretary’s annual report to Congress /, 
82-334 


Energy policy — United States — Statistics 
— Periodicals. 
Annual report to Congress., 82-13421, 
82-13422, 82-13423, 82-13424 


Energy policy — Venezuela. 

Energy, research and development 
agreement between the United States 
of America and Venezuela, signed at 
Washington March 6, 1980., 82-11313 


Treaties, etc. Venezuela, 1980 March 6, 
82-11313 


Energy storage — United States. 
Wayside energy storage study /, 82- 
14390 


Energy storage — United States — 


Hydrides versus competing options for 
storing hydrogen in energy systems /, 
82-13243 

Proceedings of the DOE Chemical 
Energy Storage and Hydrogen Energy 
Systems Contract Review, November 
13 and 14, 1979, Reston, Va., 82-1625 





Use of polymeric materials in energy 
storage systems /, 82-13240 


Energy tax credits — United States. 

Energy credits for individuals., 82-6257 

Industrial and commerical energy tax 
credits : hearing before the Subcommit- 
tee on Taxation and Debt Management, 
and Subcommittee on Energy and Ag- 
ricultural Taxation of the Committee 
on Finance, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 750 and S. 1288, October 19, 
1981., 82-15101 


Miscellaneous energy tax bills : hearing 
before the Subcommittee on Energy 
and Agricultural Taxation of the Com- 
mittee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 307, S. 448, S. 498, and 
S. 725, June 8, 1981., 82-2633 


Renewable energy tax credits : hearing 
before the Subcommittee on Energy 
and Agricultural Taxation of the Com- 
mittee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, December 11, 1981., 82-15102 


Energy transfer — Mathematical models. 
Local volume-time averaged equations of 
motion for dispersed, turbulent, multi- 
phase flows /, 82-2527 


Enewetak Atoll (Marshall Islands) 
The Radiological cleanup of Enewetak 
Atoll., 82-3162 


Engineering — Bibliography — Catalogs. 
Engineering other than civil., 82-3547 


Engineering — Information services. 
Federal engineering technology., 
3095 


82- 


*Engineering — United States — statistics. 
Academic science, scientists and engi- 
neers /, 82-6178 


Engineering design — Data processing. 
Rational design of tunnel supports : an 
interactive graphics based analysis of 
the support requirements of excava- 
tions in jointed rock masses /, 82-164 


Engineering geology. 

Geotechnical properties of oil shale re- 
torted by the PARAHO and TOSCO 
processes /, 82-1457 

Tunnel design by rock mass classifica- 
tions /, 82-4989 


Engineering geology — California. 
Engineering geology and geomorphology 
of streambank erosion. Report 1. Eel 
River Basin, California /, 82-9798 


Engineering graphics. 
Rational design of tunnel supports : an 
interactive graphics based analysis of 
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Engineers U.S. Supply and demand. 


the support requirements of excava- 
tions in jointed rock masses /, 82-164 


Engineering instruments — Catalogs. 
Consolidated federal supply catalog iden- 
ments, 82-12981 


Engineering laboratories — United States. 
Multiprogram laboratory general purpose 
facilities studies : an approach to bring- 
ing institutional facilities to a level of 
adequacy consistent with DOE mis- 
sions /, 82-333 


Engineering mathematics. 

Engineering handbook on the atmospher- 
ic environmental guidelines for use in 
wind turbine generator development /, 
82-2097 


meteorology. 

Propagation effects handbook for satellite 
systems design : summary of progaga- 
tion impairments on 10 to 100 GHz 
satellite links with techniques for 
system design /, 82-14224, 82-14239 


Engineering models — Data processing. 
Automated dynamic analytical model im- 
provement /, 82-14218 


Engineers — Employment — United States. 
Science and engineering employment : 
1970-80 : special report /, 82-14242 


Engineers — Employment — United States 
— Periodicals. 
Science and engineering personnel., 
11178 


82- 


Engineers — Employment — United States 
— Statistics — Periodicals. 
Academic science, scientists and engi- 
neers /, 82-6178 


Engineers — Salaries, pensions, etc. — 

United States. 

Comparison of compensation paid scien- 
tists and engineers in research and de- 
velopment : DOE national survey of 
compensation, 1980 data., 82-9971 


Engineers — Statistics. 
Academic scientists and engineers in- 
crease 3% in 1978 /, 82-2115 


Engineers — United States — Periodicals. 
National patterns of science and technol- 
ogy resources., 82-760 


Engineers — United States — Supply and 
demand. 

Engineering manpower concerns : hear- 
ings before the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, October 6, 7, 1981., 82- 
12257 
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English language — Dictionaries — Tuvalu. 
Tuvaluan lexicon /, 82-12684 


Procedural handbook, 1978-79 writing as- 
sessment /, 82-10046 


English language — Study and teaching — 
United States — Statistics. 
Writing achievement, 1969-79 : results 
from the third national writing assess- 
ment /, 82-13514 


English language — Writing — Ability 
testing. 


Oversight hearing on reading and writing 
achievement : hearing before the Sub- 
committee on Elementary, Secondary, 
and Vocational Education of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-seventh 
Congress, first session, hearing held in 
Washington, D.C., on May 7, 1981., 
82-1045 


English oak — Growth. 
Early results of planting English oak in 
an Ozark clearcut /, 82-2781 


Enterobacteriaceae — Analysis. 
Media and tests for differentiation of en- 
terobacteriaceae /, 82-13879 


Entertainers — United States — Statistics. 
Total payroll in the performing arts 
reached $762.8 million in 1977, up 61.0 
percent from 1972., 82-1358 


Entropy. 
Maximum entropy wavenumber analysis 
/, 82-3238 


Entropy (Information theory) 
Accuracy of an _ information-theoretic, 
light-load approximation for the M/M/ 
1 busy period probability density /, 
82-3284 
Cross-entropy minimization given fully- 
decomposable subset and aggregate 
constraints /, 82-3293 


Minimum cross-entropy pattern classifica- 
tion and cluster analysis /, 82-9891 


Minimum-cross-entropy spectral analysis 
of multiple signals /, 82-9895 


Properties of cross-entropy minimization 
/, 82-9890 


Environmental chemistry — . 
Environmental chemistry and cycling 
processes : proceedings of a symposium 
held at Augusta, Georgia, April 28- 
May 1, 1976 /, 82-5183 


Environmental chemistry — United States. 
EPA/IERL-RTP procedures manual : 
level 2 sampling and analysis of select- 
ed reduced inorganic compounds /, 
82-13557 
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Environmental engineering — United States. 
The Potential environmental conse- 
quences of ocean thermal energy con- 
version (OTEC) plants : a workshop : 
January 22-24, 1980, Brookhaven Na- 
tional Laboratory, Upton, New York /, 
82-309 


Environmental health. 
Hot environments /, 82-687 


Environmental health — Research — 
Periodicals. 


Annual report /, 82-13822 


Environmental health — Research — United 
States — Directories. 
Summary statements of NIEHS-support- 
ed research projects., 82-13823 


Environmental health — Research — United 
States — Periodicals. 
Annual report /, 82-13822 


Environmental health — Study and teaching 
— United States. 
Using modules in an _ environmental 
health training program : module 20., 
82-13482 


*Environmental Health — trends — 


Environmental outlook., 82-362 
EPA environmental outloook, 82-362 


Environmental health — United States. 

A review of selected air quality criteria 
documents for risk population identifi- 
cation : for the National Commission 
on Air Quality /, 82-14670 


Societal risks of energy systems : hearing 
before the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, June 18, 1981., 82-12251 


Environmental health — United States — 
Planning. 
Health planning related to environmental 
factors : preliminary technical guide- 
lines /, 82-553 


Environmental impact analysis — California 

— Lassen County. 

Proposed domestic livestock grazing pro- 
gram for the Cal-Neva Planning Unit : 
Lassen County, California and Washoe 
County, Nevada : draft environmental 
impact statement /, 82-569 


Environmental impact analysis — Nevada — 

Washoe County. 

Proposed domestic livestock grazing pro- 
gram for the Cal-Neva Planning Unit : 
Lassen County, California and Washoe 
County, Nevada : draft environmental 
impact statement /, 82-569 
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Environmental impact analysis — New 
Mexico — McKinley County. 
Draft environmental assessment for coal 
preference right leasing, New Mexico / 
» 82-655 


Environmental impact analysis — New 
Mexico — San Juan County. 
Draft environmental assessment for coal 
preference right leasing, New Mexico / 
, 82-655 


Environmental impact analysis — Utah. 
Final environmental assessment : Whitney 
Canyon—Carter Creek natural gas 
processing projects in Uinta and Lin- 
coln Counties, Wyoming, Rich County, 
Utah /, 82-5787 


Environmental impact analysis — Wyoming. 
Final environmental assessment : Whitney 
Canyon—Carter Creek natural gas 
processing projects in Uinta and Lin- 
coln Counties, Wyoming, Rich County, 
Utah /, 82-5787 


Environmental laboratories — Ohio — 
Cincinnati. 
Andrew W. Breidenbach Environmental 
Research Center, Cincinnati., 82- 
13534 


Environmental law — Mexico. 

Pollution, marine environment : agree- 
ment between the United States of 
America and Mexico, signed at Mexico 
City July 24, 1980., 82-11316 

Treaties, etc. United States, 1980 July 24, 
82-11316 


Environmental law — United States. 
Pollution, marine environment : agree- 
ment between the United States of 
America and Mexico, signed at Mexico 
City July 24, 1980., 82-11316 
Treaties, etc. United States, 1980 July 24, 
82-11316 


Environmental law — United States — Data 


processing. 

Computer-aided Environmental Legisla- 
tive Data System (CELDS) user 
manual /, 82-9831 


Environmental law — United States — 
Handbooks, manuals, etc. 
Handbook on procedures for implement- 
ing the National Environmental Policy 
Act /, 82-1892 


Environmental law, International. 
Prohibition of military or any other hos- 
tile use of environmental modification 
techniques : convention between the 
United States of America and other 
governments : done at Geneva May 18, 
1977., 82-789 
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Environmental monitoring. 
A feasilility [sic] study of the state-of-the- 
art of personnel monitors /, 82-6473 


Environmental monitoring — Handbooks, 
etc. 


manuals, 
IERL-RTP procedures manual : level 1 
environmental assessment /, 82-13566 


Environmental monitoring — United States. 
Electron spectroscopy for chemical anal- 
ysis (ESCA) study of atmospheric par- 
ticles /, 82-14167 
Environmental trends., 82-2125 


Sulfate and nitrate collected by filter 
sampling near the tropopause /, 82- 
11141 

Terrestrial ecology protocols for environ- 
mental assessment programs : work- 
shop proceedings /, 82-13555 


Environmental policy. 

Prohibition of military or any other hos- 
tile use of environmental modification 
techniques : convention between the 
United States of America and other 
governments : done at Geneva May 18, 
1977., 82-789 


Space Shuttle Program., 82-2094 


Environmental policy — Arizona — Maps. 
Arizona strip wilderness, environmental 
impact statement /, 82-5782 


Environmental policy — Florida — 
Congresses. 


Symposium on protecting the marine en- 
vironment : research and regulation /, 
82-10161 


Environmental policy — Montana — Lolo 
National Forest — Maps. 
Lolo Forest plan, draft environmental 
impact statement., 82-12536 


Environmental policy — United States. 

Alternative goals : 1985 Resources Plan- 
ning Act Program., 82-12363 

Areas of Critical Environmental Concern 
(ACEC’s) policy and procedures 
guidelines., 82-10953 

Attack on hazardous waste : the chal- 
lenge of the 1980’s /, 82-1668 


The Council on Environmental Quality, a 
tool in shaping national policy : report 
/, 82-10343 

Everybody’s problem : hazardous waste / 
, 82-5255 

Pilot national environmental profile, 
1977., 82-10069 

Proceedings, National Advisory Board : 
Casper, Wyoming, May 24-27, 1976., 
82-14028 

The Strategic future : anticipating tomor- 
row’s crises: a report /, 82-2621 

Your guide to the Environmental Protec- 
tion Agency /, 82-10089 





1982 Department of Energy authorization 
(environmental research, environmental 
compliance, and environmental safety) 
: hearing before the Subcommittee on 
Natural Resources, Agriculture Re- 
search, and Environment of the Com- 
mittee on Science and Technology, 
U.S. House of Representatives, Ninety- 
seventh Congress, first session, March 
31, 1981., 82-6898 


Environmental policy — United States — 
essays, lectures. 


Environmental information., 82-10108 


Environmental policy — United States — 
Data processing. 
Interagency/Intergovernmental Coordi- 

nation for Environmental Planning 
(IICEP) : systems considerations /, 
82-13166 


Environmental policy — United States — 
Handbooks, manuals, etc. 
Handbook on procedures for implement- 
ing the National Environmental Policy 
Act /, 82-1892 


Environmental policy — United States — 
Periodicals. 


Environmental outlook., 82-362 


EPA environmental outloook, 82-362 


Environmental policy research — 

Congresses. 

Proceedings of the Third International 
Conference on Nuclear Methods in En- 
vironmental and Energy Research, Co- 
lumbia, Missouri, October 10-13, 1977 / 
, 82-3336 


Environmental policy research — United 

States. 

EPA’s new research controls: Problems 
remain report to the Administrator, 
Environmental Protection Agency /, 
82-13713 


*Environmental Pollution — prevention & 
control — United States — periodicals. 
Environmental outlook., 82-362 


EPA environmental outloook, 82-362 


Environmental protection — Alaska — 
Periodicals. 
Alaska environmental quality profile /, 
82-359 


Environmental protection — Bibliography — 
Catalogs. 

Environmental education and protection., 
82-5553 


Environmental protection — Delaware. 
Water resources protection measures in 
land development : a handbook /, 82- 
3669 
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Environmental protection — Idaho — 
Periodicals. 


Idaho environmental quality profile /, 
82-1676 


Environmental protection — Northwest, 
Pacific — Periodicals. 
Pacific Northwest Region environmental 
quality profile /, 82-360- 


Environmental protection — Oregon — 
Periodicals. 


Oregon environmental quality profile /, 
82-1677 


Environmental protection — United States. 
Environmental trends., 82-2125 
Feasibility study of a self-contained envi- 

ronmental control unit / M. J. McGoff, 
J.W. Maustellar ; prepared for U.S. 
Department of Transportation, United 
States Coast Guard, Office of Research 
and Development., 82-6470 


Environmental protection — United States 
— Periodicals. 
Environmental outlook., 82-362 


EPA environmental outloook, 82-362 


Environmental protection — Washington 
(State) — Periodicals. 
Washington environmental quality profile 
/, 82-1678 


Environmental Research Laboratories (U.S.) 
— Bibliography — Catalogs. 
Scientific and technical publications of 
the Environmental Research Laborato- 
ries., 82-1401, 82-4684 


Environmental Research Laboratory (Gulf 
Breeze, Fla.) — Bibliography. 
Publications, Gulf Breeze Laboratory /, 

82-5256 


Environmental testing. 
Interlaboratory comparison : acute testing 
set /, 82-10225 


Environmentally induced diseases — 
Periodicals. 
Annual report on carcinogens /, 82- 
10492 


Annual report on Carcinogens. Executive 
summary /, 82-10491 


Enzymes — Abstracts. 
Current cancer research on selected as- 


pects of enzymes in cancer., 82-5698, 
82-10531 


Ephemerides. 
Compression of ephemerides by discrete 
Chebyshev approximations /, 82-3230 
Ephemerides — Periodicals. 
The Astromical almanac, 82-3295 


The Astronomical almanac for the year 
«-» 82-3295 
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Epidemiology — Research — Abstracts. 
Current cancer research on carcinogenic 
substances in food and drugs, and relat- 
ed epidemiology., 82-5709 
Current cancer research on statistics, epi- 
demiology, and demography of human 
cancer., 82-5699 


Epidermis — Atlases. 
A scanning electron microscope survey 
of the epidermis of East African 
grasses, I /, 82-6232 


Epoxy resins. 
Hygrothermal damage mechanisms in 
graphite-epoxy composites /, 82-731 


(Electronics) 
Automatic and continuous transducer 
drift compensator for end point detec- 
tion systems /, 82-5882 


Equations of motion. 
Local volume-time averaged equations of 
motion for dispersed, turbulent, multi- 
phase flows /, 82-2527 


Local climatological data. Erie, Pennsyl- 
vania, annual summary with compara- 
tive data., 82-12870 


Erosion. 

Erosion control of scour during construc- 
tion. Report 1. Present design and con- 
struction practice /, 82-9803 

Erosion control of scour during construc- 
tion. Report 3. Experimental meas- 
urements of refraction, diffraction, and 
current patterns near jetties /, 82-9804 

Susceptibility of dispersive clay at Gren- 
ada Dam, Mississippi to piping and 
rainfall erosion /, 82-4988 


Erosion — Alaska — Tanana River. 
Cross-section, velocity, and bedload data 
at two erosion sites on the Tanana 
River near Fairbanks, Alaska, 1979 /, 
82-3683 


Erosion — California. 
Engineering geology and geomorphology 
of streambank erosion. Report 1. Eel 
River Basin, California /, 82-9798 


Erosion — United States — Mathematical 
models 


Stream channel degradation and aggrada- 
tion : analysis of impacts to highway 
crossings /, 82-11443 


Erosion — Wisconsin — Pheasant Branch. 
Channel erosion and sediment transport 
in Pheasant Branch basin near Middle- 
ton, Wisconsin : a prelirainary report /, 
82-13973 


Errors. 
Maintaining the quality of economic data 
:astudy /, 82-6782 
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Assessment of factors possibly contribut- 
ing to the susceptibility of sickle trait 
erythrocytes to mild hypoxia : I, design 
considerations and research protocol /, 
82-2276 


Microscopic evaluation of red blood cell 
morphology /, 82-13883 


Escambia County (Ala.) — Maps. 
Soil interpretive map of important farm- 
lands, Escambia County, Alabama /, 
82-1194 


Escambia County (Fla.) — Maps. 
Escambia County, Florida, soil interpre- 
tive map of prime farmland /, 82-1193 


Escherichia coli infections. 
Escherichia coli in food Escherichia coli 
en alimentos., 82-1845 


Growth and population dynamics of 
Espeletia (Compositae) in the Venezu- 
elan Andes /, 82-6231 


Espionage — United States. 
Counter-intelligence (CI)/human intelli- 
gence (HUMINT) /, 82-4956 


Espionage, Korean — United States. 
Activities of “friendly” foreign intelli- 
gence services in the United States : a 
case study : report of the Senate. Select 
Committee on Intelligence, United 
States Senate., 82-1073 


Estimation theory. 
The theory and practice of estimating the 
accuracy of dynamic flight-determined 
coefficients, 82-11167 


Estuaries — Oregon. 
Numerical simulation of the Coos Bay- 
South Slough complex /, 82-1459 


Estuaries — Potomac River — 
Mathematical models. 
User’s manual for the dynamic (Potomac) 
estuary model /, 82-10085 


Estuarine ecology — Chesapeake Bay (Md. 
and Va.) — Remote sensing. 
Chesapeake Bay Plume Study : superflux 
1980 /, 82-3788 


Estuarine ecology — Tijuana River (Calif. 
and Mexico). 

Proposed estuarine sanctuary grant award 
to the state of California for a Tijuana 
River estuarine sanctuary United 
States Department of Commerce draft 
environmental impact statement /, 82- 
9511 


Estuarine pollution — Oregon. 
Chemical carcinogens in bivalves mol- 
lusks from Oregon estuaries /, 82- 
10119 
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Ethiopia. 
Ethiopia, a country profile /, 82-812 


Ethnology — Benin — Maps. 
Benin., 82-6191 


Ethnology — Gabon — Maps. 
Gabon., 82-6192 


Ethylene. 
An equation of state for fluid ethylene /, 
82-1368 


Etowah County (Ala.) — Maps. 
Soil interpretive map of important farm- 
lands, Etowah County, Alabama /, 
82-81 


Eucalyptus — Bibliography. 
Bibliography on Eucalyptus deglupta BI. 
/, 82-12483 


Eugene (Or.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Eugene, 
Oregon, annual summary with com- 
parative data., 82-9543 


Euler angles. 
On the nonlinear deformation geometry 
of Euler-Bernoulli beams /, 82-6156 


Europe. 
Europe, mutual and balanced force re- 
ductions talks /, 82-2141 


Europe — Armed Forces — Pay, allowances 
etc. 

Preliminary analysis of military compen- 

sation systems in the United States and 

five other countries : a report /, 82- 

5481 


Europe — Defenses. 
Conference on Security and Cooperation 
in Europe (CSCE), an overview /, 
82-2155 


Madrid CSCE followup meeting /, 82- 
2148 


Report of the delegation to Romania, 
Hungary, Federal Republic of Ger- 
many, and France, of the Committee 
on Armed Services, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session., 82-15032 


Europe — Defenses. 

Defense manpower policies and problems 
among member countries of NATO : 
presentation by members of the Sub- 
committee on Manpower and Person- 
nel of the North Atlantic Assembly to 
the Military Personnel and Compensa- 
tion Subcommittee of the Committee 
on Armed Services, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, May 5, 1981., 82-12092 
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Europe — Foreign relations — United States 
— Addresses, essays, lectures. 
U.S.-European Economic relation 

cember 16, 1981., 82-11266 


U.S. policy toward West Europe and 
Canada : June 2, 1981., 82-14262 


Europe — Military policy. 

Defense, EURO-NATO joint jet pilot 
training : memorandum of understand- 
ing between the United States of 
America and other governments : 
signed at Brussels December 9, 1980., 
82-801 


: De- 


Europe — Politics and government — 1945- 
Conference on Security and Cooperation 
in Europe (CSCE), an overview /, 
82-2155 


Madrid CSCE followup meeting /, 82- 
2148 


European Economic Community. 
The canned deciduous fruit industries in 
Greece and Italy., 82-2825 


The value-added tax in the European 
Economic Community : report to the 
Congress /, 82-3514 


Eutrophication. 
Precipitation and inactivation of phospho- 
rus as a lake restoration technique /, 
82-10122 


Eutrophication — Oregon — Diamond Lake 
(Lake) 
The Effects of decreased nutrient loading 
on the limnology of Diamond Lake, 
Oregon /, 82-346 


Eutrophication — Washington (State) — 

King County. 

Environmental features, general hydrol- 
ogy, and external sources of nutrients 
affecting Wilderness Lake, King 
County, Washington /, 82-10787 


Evacuation of civilians. 

The implications of natural hazard evacu- 
ation warning studies for crisis reloca- 
tion planning : final report /, 82- 
10268 

U.S. crisis relocation planning /, 82- 
10265 


Evacuation of civilians — United States. 
An analysis of evacuation time estimates 
around 52 nuclear power plant sites /, 
82-14958 


Evaluation. 


Review of peer evaluation research /, 
82-3174 


Evaluation research (Social action programs) 
— United States — Abstracts. 
Compendium of HEW evaluation stud- 

ies., 82-5666 





Directories. 
Federal evaluations /, © 82-501 


*Evaluation Studies 
Assessing the quality of long-term care /, 
82-13872 
Emergency medical technician perform- 
ance evaluation /, 82-13868 


Evansville (Ind.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Evansville, In- 
diana, annual summary with compara- 
tive data., 82-4660 


Evaporation. 

Assessment of three technologies for the 
treatment of cooling tower blowdown 
/, 82-13629 


Evaporation control. 
Refrigeration—evaporator controls, 82- 
9852 


Evapotranspiration — Colorado — Park 

County. 

Variations in climatic characteristics as 
related to evapotranspiration in South 
Park, central Park County, Colorado /, 
82-3679 


Evergreens. 
Wood anatomy of the neotropical sapota- 
ceae. XX. Manilkara., 82-12443 


Evidence, Criminal — Handbooks, manuals, 
etc. 
Evidence custodian, duties and responsi- 
bilities., 82-9747 


Evidence, Expert — United States. 
Computer crime : expert witness manual., 
82-11006 


Evidence (Law). 

Admissibility of illegally obtained evi- 
dence : a comparative analysis of the 
laws of England, Scotland, Ireland, 
Canada, Australia, and New Zealand /, 
82-710 


Evidence (Law) — United States. 
The federal rules of evidence annotated / 
, 82-1664 


Preliminary draft of proposed amend- 
ments to the Federal rules of criminal 
procedure, rules governing section 
2254 cases in the United States District 
Courts, rules governing section 2255 
proceedings for the United States Dis- 
trict Courts, and Federal rules of evi- 
dence., 82-11012 


Evoked potentials (Electrophysiology) 

Visual evoked cortical potentials in men 
during compression and saturation in 
He-Ozequivalent to 400, 800, 1200, and 
1600 feet of sea water /, 82-5099 
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Exchange of persons programs. 
Ex-convicts — Employment — United 
States. 


A Model for determining the incidence of 
unemployment among offenders., 82- 
3762 


Examinations — Data 
Automated test item banking /, 82-270 
Estimating item characteristic curves /, 
82-1580 


Examinations — Statistical methods. 
Estimating item characteristic curves /, 
82-1580 
Examinations — Validity. 
A comparison of three models for deter- 
mining test fairness /, 82-3921 


Excavating machinery — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 3800. Construction, 
mining, excavating, and highway main- 

tenance equipment, 82-12945 


Excavation. 

Rational design of tunnel supports : an 
interactive graphics based analysis of 
the support requirements of excava- 
tions in jointed rock masses /, 82-164 


Excavations (Archaeology) — Arizona — 
Papago Indian Reservation. 
Reward mine and associated sites : his- 
torical archeology on the Papago Res- 
ervation /, 82-14017 


Excavations (Archaeology) — Utah. 
Simpson Springs Station : historical ar- 
chaeology in western Utah, 1974-1975 
/, %2-10963 


Exceptional Children — Education — 

United States. 

Disparities still exist in who gets special 
education Committee on Education and 
Labor, House of Representatives 
report to the Chairman, Subcommitteee 
on selected education /, 82-5496 


Motivation station : a guide for teacher- 
made instructional games., 82-10481 


Exceptional children — Education — United 
States — Handbooks, manuals, etc. 
Special education handbook /, 82-10894 


Exchange of oceanographic information. 
Program to convert navigation and 
bathymetric data on tape into geodata 
format /, 82-3240 


Exchange of persons programs. 

The NIH visiting program : administered 
by the Foreign Scientists Assistance 
Office of the John E. Fogarty Interna- 
tional Center for Advanced Study in 
the Health Sciences., 82-13831 
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Exchange of persons programs, American India. 


Exchange of persons programs, American — 
India. 


U.S. government exchange programs are 
not being coordinated in Japan and 
India : report to the Director, Interna- 
tonal Communication Agency /, 82- 
5493 


U.S. government exchange programs are 
not being coordinated in Japan and 
India : report to the Director, Interna- 
tonal Communication Agency /, 82- 
5493 


Exchanges, Literary and scientific. 

Nairobi protocol to the Florence agree- 
ment : hearing before the Committee 
on Foreign Relations, United States 
Senate, Ninety-seventh Congress, first 
session, on the protocol to the Agree- 
ment of the Importation of Education- 
al, Scientific, and Cultural Materials 
(Treaty Doc. 97-2), October 20, 1981., 
82-12176 


Protocol to the Agreement on the Impor- 
tation of Educational, Scientific, and 
Cultural Materials : message from the 
president of the United States transmit- 
ting the protocol to the Agreement on 
the Importation of Educational, Scien- 
tific, and Cultural Materials, adopted at 
Nairobi on November 26, 1976, and 
opened for signature at the United Na- 
tions on March 1, 1977., 82-11764 


United States-France cooperative science 
program between the National Science 
Foundation of the United States and 
the National Center for Scientific Re- 
search of France., 82-14244 


US-China science and technology ex- 
changes /, 82-2164 


Executive impoundment of appropriated 
funds — United States. 

Recissions and deferral : message from 
the president of the United States 
transmitting 33 proposed recissions of 
budget authority and one deferral, pur- 
suant to sections 1012 (a) and 1013 (a) 
of Public Law 93-344., 82-11783 


Rescissions and deferrals : message from 
the president of the United States 
transmitting six proposed rescissions of 
budget authority, notice of 13 deferrals, 
and revisions to five previously report- 
ed deferrals, pursuant to sections 
1012(a), 1013(a), and 1014(c) of Public 
Law 93-344., 82-14629, 82-14636 


Review of deferrals : communication 
from the comptroller general of the 
United States transmitting his review of 
the deferrals of budget authority con- 
tained in the message from the presi- 
dent dated January 25, 1982 (House 
document 97-129), pursuant to section 
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1014(b) of Public Law 93-344., 82- 
14639 


Executive impoundment of appropriated 
funds — United States — Periodicals. 
Report of the Senate Committee on Com- 

merce, Science, and Transportation to 
the Senate Committee on the Budget 
submitted pursuant to section 301 of 
the Congressional Budget and Im- 
poundment Control Act of 1974 on the 
proposed budget., 82-12110 


Review of rescission and deferral : com- 
munication from the Comptroller Gen- 
eral of the United States transmitting 
his review of the proposed rescission 
and deferral of budget authority con- 
tained in the message from the Presi- 
dent, pursuant to section 1014(b) of 
Public Law 93-344., 82-11730, 82- 
11732, 82-11781, 82-11782, 82- 
11785, 82-11786, 82-11787, 82- 
11788, 82-11791, 82-11803 


Views and estimates of the Committee on 
Interior and Insular Affairs, House of 
Representatives on the budget pro- 
posed for fiscal year ... : report to the 
Committee on the Budget /, 82-15146 


Executive impoundment of appropriated 
funds — United States — Statistics — 
Periodicais. 

Cumulative report on rescissions and de- 
ferrals : communication from the Di- 
rector, Office of Management and 
Budget, Executive Office of the Presi- 
dent, transmitting a cumulative report 
on rescissions and deferrals of budget 
authority as of ..., pursuant to section 
1014(e) of Public Law 93-344., 82- 
935, 82-11789, 82-11792, 82-11795, 
82-11799, 82-11801, 82-11805, 82- 
11806 


Executive orders — United States — 
Periodicals. 
Codification of Presidential proclamations 
and executive orders., 82-3604 


Presidential proclamations and executive 
orders, 82-3604 


Executive priviledge (Government 
information) — United States. 

A systematic management approach is 
needed for Congressional reporting re- 
quirements : report to the Congress /, 
82-10392 


Executive privilege (Government 
information) — United States. 

Executive privilege : legal opinions re- 
garding claim of President Ronald 
Regan in response to a subpoena issued 
to James G. Watt, secretary of the inte- 
rior /, 82-6802 


Executives — Salaries, pensions, etc., — 
United States. 
Senior executive service bonus program : 
hearing before the Subcommittee on 


Do not order from index; see indicated entry 





Subject Index 


Civil Service, Post Office, and General 
Services of the Committee on Govern- 
mental Affairs, United States Senate, 
first session, April 27, 1981., 82-6848 


Executives — United States — Bibliography 
— Periodicals. 
Executive personnel /, 82-11181 


Exercise. 
Exercise and your heart., 


*Exertion. 
Exercise and your heart., 


Exhaust systems. 
Radon-222 emissions in ventilation air ex- 
hausted from underground uranium 
mines /, 82-2470 


Static test-stand performance of the YF- 
102 turbofan engine with several ex- 
haust configurations for the Quiet 
Short-haul Research Aircraft (QSRA) 
/, 82-6152 


Exhibitions. 

International expositions : protocol be- 
tween the United States of America 
and other governments revising the 
convention of November 22, 1918, as 
amended : done at Paris November 30, 
1972., 82-802 


Expansion (Heat) 
Possible new irdome materials for trans- 
mission to 4.5-5 micrometers /, 82- 
3274 


82-10598 


82-10598 


Expenditures, Public — Forecasting. 
The regional and urban impacts of the 
administration’s budget and tax propos- 
als: astudy /, 82-1040 


Experimental design. 

Experimental design plan for the down- 
town people mover demonstration 
projects /, 82-3953 

Experimental statistics /, 82-4611 


An investigation of the impact behavior 
of vacuum-formed tetracore /, 82-193 


Experimental design — Statistics. 
The new California area frame : a statisti- 
cal study /, 82-12637 


Explosions. 
Battery explosion tests and labeling /, 
82-14532 


Block motion from detonations of buried 
near-surface explosive arrays /, 82- 
3182 


Molten-core/water contact analysis for 
fuel melt accidents /, 82-4106 


Steam explosion triggering phenomena : 
stainless steel and Corium-E simulants 
studied with a floodable arc melting 
apparatus /, 82-11886 
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Vapor explosion phenomena with respect 
to nuclear reactor safety assessment /, 
82-14780 


Explosives. 
Thermal initiation of high explosives with 
an electron beam /, 82-1540 


Explosives, Military. 

A study of the blast and combustion 
over-pressure characteristics of the 
23mm high explosive incendiary-tracer 
(HEI-T) /, 82-203 


Export controls — United States. 
Export administration regulations., 
138 


82- 


Export credit. 

Reduction of export credit subsidies in 
world trade : report (to accompany H. 
Con. Res. 95 ... referred jointly to the 
Committee on Banking, Finance, and 
Urban Affairs, the Committee on For- 
eign Affairs, and the Committee on 
Ways and Means) (including cost esti- 
mate of the Congressional Budget 
Office)., 82-6576 


Export-Import Bank of the United States. 

Competitive Export Financing Act of 
1981 : hearing before the Subcommittee 
on International Finance and Monetary 
Policy of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 868 ... July 20, 
1981., 82-1028 


Competitive Export Financing Act of 
1981 : report of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate to acompany S. 
868 together with additional views., 
82-2363 


Competitive Export Subsidy Fund Act : 
report together with dissenting views 
(to accompany H.R. 3228) (including 
cost estimate of the Congressional 
Budget Office)., 82-2398 


Foreign assistance and related programs 
appropriation bill, 1982 : report togeth- 
er with additional, dissenting, and sepa- 
rate views (to accompany H.R. 4559)., 
82-11809 


Export marketing. 
The Export management company : your 
export department., 82-3129 


US export expansion /, 82-2166 


Export sales — United States. 

Agricultural exports : hearings before the 
Subcommittee on Department Oper- 
ations, Research, and Foreign Agricul- 
ture of the Committee on Agriculture, 
House of Representatives, Ninety-sev- 
enth Congress, first session : June 25, 
1981, export market development needs 
, July 8, 1981, social, economic, and 
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environmental impact, July 28, 1981, 
policy issues and options., 82-12081 

A Basic guide to exporting., 82-12896 

Competitive Export Financing Act of 
1981 : hearing before the Subcommittee 
on International Finance and Monetary 
Policy of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 868 ... July 20, 
1981., 82-1028 


Competitive Export Financing Act of 
1981 : report of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate to acompany S. 
868 together with additional views., 
82-2363 


Competitive Export Subsidy Fund Act : 
report together with dissenting views 
(to accompany H.R. 3228) (including 
cost estimate of the Congressional 
Budget Office)., 82-2398 


A constant market share analysis of U.S. 
export growth /, 82-2042 


Sale of butter to New Zealand : hearing 
before the Subcommittee on Livestock, 
Dairy, and Poultry of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, first 
session, September 10, 1981., 82-12069 


What farm exports mean to you., 82- 
4462 


Export sales — United States — Periodicals. 

The operation and effect of the domestic 

international sales corporation legisla- 
tion, ... annual report., 82-11380 


Export sales — United States — Statistics. 
U.S. exports of reported agricultural 
commodities for 1975/76-1979/80 mar- 
keting years., 82-12614 


Express highways — Economic aspects — 

Texas — Houston. 

The Impact of technological change in 
transportation networks on regional 
productivity and development., 82- 
6279 


Express highways — Environmental aspects 

— United States. 

Highway improvements to _ support 
downtown revitalization : report of the 
Secretary of Transportation to the 
Congress of the United .States in com- 
pliance with section 159 of Public Law 
95-599, the Surface Transportation As- 
sistance Act of 1978., 82-14347 


Express highways — United States. 

A comparative analysis of results from 
three recent non-separated concurrent- 
flow high occupancy freeway lane 
projects : Boston, Santa Monica, and 
Miami., 82-11596 
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Development and testing of INTRAS, a 
microscopic freeway simulation model 
/, 82-2239 

Dynamic centralized and decentralized 
control systems /, 82-2217 

Evaluation of freeway high occupancy 
vehicle lanes and ramp metering /, 
82-844 

Evaluation of freeway high occupancy 
vehicle lanes and ramp metering : ex- 
ecutive summary /, 82-845 


Improving the traffic operations and 
safety of ramps and speed change lanes 
: a review of state design practices /, 
82-851 


Express highways — United States — 
Airspace utilization. 
Exhibiting jurisdictions : community pro- 
files and site marketing information /, 
82-14500 


Highway improvements to _ support 
downtown revitalization : report of the 
Secretary of Transportation to the 
Congress of the United States in com- 
pliance with section 159 of Public Law 
95-599, the Surface Transportation As- 
sistance Act of 1978., 82-14347 


Express highways — United States — 
Mathematical models. 
Control strategies in response to freeway 
incidents /, 82-2234 


Express highways — United States — 

Periodicals. 

The status of the nation’s highways, con- 
ditions and performance : report of the 
Secretary of Transportation to the 
United States Congress, pursuant to 
section 3, Public Law 89-139., 82- 
15187 


Extraction (Chemistry) 
The removal of iron from aluminum 
chloride leach liquor by solvent extrac- 
tion /, 82-5874 


Extradition — United States. 

Extradition Act of 1981 : hearing before 
the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 1639, Oc- 
tober 14, 1981., 82-15161 


Extradition — United States — Cases. 
Extradition Act of 1981 : hearing before 
the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 1639, Oc- 
tober 14, 1981., 82-15161 


Eye — Diseases and defects. 
The use of fluorescein angiography to 
study oxygen toxicity /, 82-5095 


Eye — Diseases and defects — Bi 
Care and disorders of the eyes., 


82-5531 
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Eye — Movements. 

Recording pilot eye movement behavior : 
approachs [sic] and possible applica- 
tions /, 82-3302 

Visual search performance during simu- 
lated radar observation with and with- 
out a sweepline /, 82-3923 


Eye — Refractive errors. 
The Vision of submariners and National 
Guardsmen : a longitudinal study, 82- 
$121 


Eye — Refractive errors — Surgery. 
Radial keratotomy : an explanation for 
study patients /, 82-545 


F 


Facsimile transmission. 


Facsimile (telecopier) services., 82-9643 


Factor analysis. 
Factor analysis of perceptual and cogni- 
tive abilities tested by different meth- 
ods /, 82-5117 


Factory and trade waste. 
Field investigation of contaminant loss 
from chemically stabilized industrial 

sludges., 82-10212 


Factory and trade waste — Data processing. 
Environmental assessment data systems 
user guide : solid discharge data system 
/, 82-3385 


Factory and trade waste — Environmental 
aspects — United States. 
Energy and solid/hazardous waste /, 
82-13268 


Factory and trade waste — United States. 
Disposal of by-products from nonregen- 
erable flue gas desulfurization systems : 
final report /, 82-10141 


Environmental and resource conservation 
considerations of steel in dustry solid 
waste /, 82-13551 


Nonnuclear industrial hazardous waste : 
classifying for hazard management., 
82-6726 


NPDES best management practices guid- 
ance document /, 82-5246 


Fairbanks (Alaska) — Climate — Statistics 
— Periodicals. 
Local climatological data. Fairbanks, 
Alaska, annual summary with compara- 
tive data., 82-12856 


Fairbanks (Alaska) — Maps. 
Arsenic, nitrate, iron, and hardness in 
ground water, Chena Ridge vicinity, 
Fairbanks, Alaska /, 82-5829 


Fairs. 
How to get the most from overseas exhi- 
bitions., 82-133 
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Falls County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Falls County, Texas /, 82- 
4421 


Family — United States. 
Adolescent marijuana abusers and their 
families /, 82-3659 


Family — United States — 
Air Force Conference on Families, 24-26 
September 1980 : conference report : 

family plan., 82-3298 


Family farms — Taxation — United States. 
Special estate tax provisions for farmers 
should be simplified to achieve fair dis- 
tribution of benefits : report /, 82- 
1761 


Special estate tax provisions for farmers 
should be simplified to achieve fair dis- 
tribution of benefits : report to con- 
gress: summary /, 82-13746 


Family farms — United States — Finance. 

Beginning Farmers Assistance Act : hear- 
ings before the Subcommittee on For- 
ests, Family Farms, and Energy and 
the Subcommittee on Conservation, 
Credit, and Rural Development of the 
Committee on Agriculture, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 2977, June 
17 and 18, 1981., 82-2592 


Family farms — United States — 
Periodicals. 
Farm organization and performance in 
the 1970’s, 82-15015 


Status of the family farm /, 82-15015 


Family farms — Valuation — United States. 
IRS regulations increasing imputed inter- 
est rates and interpreting estate tax law 
concerning valuation of family farm 
and other business properties : hearing 
before the Subcommittee on Oversight 
of the Internal Revenue Service of the 
Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, April 27, 1981., 82-2635 


Family life education. 

Primary intervention in societal problems 
: the role of the family, 1981 : hearing 
before the Subcommittee on Aging, 
Family and Human Services of the 
Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on ex- 
amination on the issue of primary inter- 
vention in addressing societal problems, 
focusing on the causes of the problems 
and efforts to alleviate conditions 
which result in the social ills confront- 
ing this nation, September 17, 1981., 
82-6871 
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*Family planning — United States — 
Statistics. 
Women who use organized family plan- 
ning services : United States, 1979 /, 
82-13859 


Family policy — Europe. 
Child care and family benefits : policies 
of six industrialized countries /, 82- 
2010 


Family policy — United States. 
Child care and family benefits : policies 
of six industrialized countries /, 82- 
2010 


Family policy — United States — Statistics 
— Periodicals. 
AFDC standards for basic needs., 82- 
13773 
Requests for AFDC hearings in public 
assistance., 82-10477 


Family social work — United States — 
Congresses. 


Air Force Conference on Families, 24-26 
September 1980 : conference report : 
family plan., 82-3298 


Family violence — Arizona. 
Domestic violence : hearing held in 
Phoenix, Arizona, February 12-13, 
1980 : testimony and exhibits., 82-144 


Family violence — United States. 
Family violence : a workshop manual for 
clergy and other service providers /, 
82-13919 


Final report /, 82-13769 
Funding family violence programs 


sources and potential sources for feder- 
al monies /, 82-3667 


Family violence — United States — States. 
Final report /, 82-13769 


Fans (Machinery) 
Savings in electric cooling energy by the 
use of a whole-house fan /, 82-12809 


Fans (Machinery) — Noise. 
Investigation of the effects of inlet shapes 
on fan noise radiation /, 82-6120 


Fans (Machinery) — Performance. 
Aerodynamic performance of 1.38-pres- 
sure-ratio, variable-pitch fan stage /, 
82-2101 


Performance of two-stage fan with larger 


dampers on first-stage rotor /, 82- 
2098 


Fans (Machinery) — Performance — 
Testing. 
Performance of two-stage fan having 
low-aspect-ratio, first-stage rotor blad- 
ing /, 82-6142 
Performance of two-stage fan with a first- 
state rotor redesigned to account for 
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the presence of a part-span damper /, 
82-14233 


Fargo (N.D.) — Climate — Statistics — 
Periodicals. 


Local climatological data. Fargo, North 
Dakota, annual summary with com- 
parative data., 82-9532 


Farm buildings — Lighting. 
Farm lighting /, 82-2745 


Farm corporations — United States. 
Corporations in farming /, 82-6921 
Economic and federal tax factors affect- 

ing the choice of a legal farm business 
organization /, 82-1143 


Farm Credit System (U. S.) 

The Cooperative Extension Service 
should provide farmers with more in- 
formation on farm credit sources : 
report to the Secretary of Agriculture 
/, 82-5458 


Farm income — United States. 
Economies of size in U.S. field crop 
farming /, 82-13 
Farm income recipients and their families 
: a socioeconomic profile /, 82-1228 


Farm income — United States — Statistics. 
Economic indicators of the farm sector : 
state income and balance sheet statis- 
tics, 1979., 82-3 


Farm income — United States — Statistics 
— Periodicals. 
Economic indicators of the farm sector. 
Income and balance sheet statistics /, 
82-2748, 82-12337 


Income and balance sheet statistics, 82- 
2748, 82-12337 


Farm ownership — United States. 
Corporations in farming /, 82-6921 
Economic and federal tax factors affect- 

ing the choice of a legal farm business 
organization /, 82-1143 


Farm partnership — United States. 
Economic and federal tax factors affect- 
ing the choice of a legal farm business 
organization /, 82-1143 


Farm produce — Marketing. 
Some answers to questions about com- 
modity market pools /, 82-12309 


Farm produce — Marketing — Law and 
legislation — United States. 

Export grain bank : hearing before the 
Subcommittee on Wheat, Soybeans, 
and Feed Grains of the Committee on 
Agriculture, House of Representatives, 
Ninety-seventh Congress, first session 
on H.R. 2901, September 29, 1981., 
82-12067 


A Review of federal marketing orders for 
fruits, vegetables, and speciality crops : 





economic efficiency and welfare impli- 
cations., 82-12373 


Farm produce — Marketing — United 
States. 


Farmer-to-consumer direct marketing : 
selected states, 1979-80 /, 82-12342 


Farm produce — United States. 

Agricultural exports : hearings before the 
Subcommittee on Department Oper- 
ations, Research, and Foreign Agricul- 
ture of the Committee on Agriculture, 
House of Representatives, Ninety-sev- 
enth Congress, first session : June 25, 
1981, export market development needs 
, July 8, 1981, social, economic, and 
environmental impact, July 28, 1981, 
policy issues and options., 82-12081 


Farm produce — United States — 
Marketing. 
Some answers to questions about com- 
modity market pools /, 82-12309 


Farm produce — United States — Statistics. 
Summary of report : costs of producing 
selected crops in the United States— 
1978, 1979, 1980, and projections for 
1981., 82-12638 


U.S. exports of reported agricultural 
commodities for 1975/76-1979/80 mar- 
keting years., 82-12614 


Farm produce — United States — Statistics 
— Periodicals. 
Economic indicators of the farm sector. 
Production and efficiency statistics /, 
82-4290 


Production and efficiency statistics, 82- 
4290 


Farm produce — United States — 
Transportation. 
A Long-term study of produce transpor- 
tation /, 82-6369 


Farm production quotas — United States. 

Limit nonquota tobacco in quota areas : 
hearing before the Subcommittee on 
Tobacco and Peanuts of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on H.R. 3179 and H.R. 3277, 
July 15, 1981., 82-4198 


Farmers — Taxation — United States. 
Farmer’s tax guide., 82-6254 


Farms — Economic aspects — United 
States. 
The Protection of farmland : a reference 
guidebook for state and local govern- 
ments /, 82-14 


Farms — United States. 
The protection of farmland : a reference 
guidebook for state and local govern- 
ments : executive summary /, 82-15 
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SBA’s farm disaster loan program : hear- 
ings before the Committee on Small 
Business, United States Senate, Ninety- 
seventh Congress, first session, on 
SBA’s farm disaster loan program, 
tember 9 and 10, 1981., 82-12268 

Farms — United States — Cost of operation 
— Statistics — Periodicals. 

Farm production expenditures for ..., 
82-4458, 82-4461 


Farms — United States — Energy 
consumption. 


Why a farm energy survey?, 82-103 


Farms — United States — Foreign 
ownership. 
Foreign ownership of U.S. agricultural 
land, February 1, 1979, through De- 
cember 31, 1980 /, 82-6 


Farms — Valuation — United States — 
Periodicals. 
Farm real estate market developments, 
outlook & situation /, 82-12639 


Farm real estate taxes /, 82-12330 


Farms, Size of — United States. 
Economies of size in U.S. field crop 
farming /, 82-13 


Farms, Small — Bibliography. 
A bibliography for small and organic 
farmers, 1920-1978., 82-12411 


Farms, Small — Taxation — United States. 
Special estate tax provisions for farmers 
should be simplified to achieve fair dis- 
tribution of benefits : report /, 82- 
1761 


Special estate tax provisions for farmers 
should be simplified to achieve fair dis- 
tribution of benefits : report to con- 
gress: summary /, 82-13746 


Fast neutrons, 

Radiological aspects of high altitude 
flight : relative biological effectiveness 
of fast neutrons in suppressing immune 
capacity to an infective agent /, 82- 
2270 


Fast reactors. 
Work in the field of fast reactors in the 
USSR /, 82-5212 


Fast reactors — Accidents. 

Development of the capacitor discharge 
vaporization technique to produce aer- 
osols formed under conditions postulat- 
ed for hypothetical core disruptive ac- 
cidents /, 82-4098 


Postaccident heat removal : debris-bed 
experiments D-2 and D-3 /, 82-14796 
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Fast reactors — Safety measures. 
Aerosol measurements and modeling for 
fast reactor safety : annual report for 
FY 1979 /, 82-11989 


Aerosol measurements and modeling for 
fast reactor safety : quarterly progress 
report January 1 - March 31, 1979 /, 
82-11942 

Aerosol measurements and modeling for 
fast reactor safety : quarterly progress 
report October 1 - December 31, 1978 
/, 82-11935 


Fasteners — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 5307. Studs, 82- 
4849 

Consolidated federal supply catalog iden- 
tification list. FSC 5325. Fastening de- 
vices, 82-4854 


Fat. 
Methods for estimating expected blood 
alcohol concentration /, 82-11629 


Fat — Abstracts. 
Selected abstracts on the role of dietary 
fat in carcinogenesis., 82-10589 


Fatigue — Testing. 
Cardiorespiratory assessment of 24-hour 
crash-diet effects on altitude, Gz, and 
fatigue tolerances /, 82-3929 


Faulkner, William, 1897-1962 — Addresses, 
lectures. 


The William Faulkner collection at West 
Point and the Faulkner concordances / 
, 82-9840 


Faulkner, William, 1897-1962 — 


y — Catalogs. 
The William Faulkner collection at West 
Point and the Faulkner concordances / 
, 82-9840 


Fault-tolerant computing — Congresses. 
Validation methods research for fault-tol- 
erant avionics and control systems : 
working group meeting, II : proceed- 
ings of a working group meeting held 
at Langley Research Center, Hmapton, 
Virginia, October 3-4, 1979 /, 82-2091 


Faults (Geology) — Connecticut. 
Brittle deformation of the Manhattan 
Prong /, 82-2569 
Fault, fracture, and linement date for 
western Massachusetts and western 
Connecticut /, 82-2574 


Faults (Geology) — Maine. 
The Penobscot lineament zone, Maine /, 
82-12019 


Faults (Geology) — Massachusetts. 
Fault, fracture, and linement date for 
western Massachusetts and western 
Connecticut /, 82-2574 
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Faults (Geology) — Missouri — New 
Madrid. 


New Madrid seismotectonic study : activ- 
ities during fiscal year 1980 /, 82-6696 


Faults (Geology) — New England. 
New England seismotectonic study : ac- 
tivities during fiscal year 1979 /, 82- 
12014 


Faults (Geology) — New York. 
Brittle deformation of the Manhattan 
Prong /, 82-2569 


Faults (Geology) — Tennessee. 

Monoclinal structure and shallow faulting 
of the reelfoot scarp as estimated from 
drill holes with variable spacings /, 
82-6665 


Faults (Geology) — United States. 

An integrated geophysical and geoiogical 
study of the tectonic framework of the 
38th parallel lineament in the vicinity 
of its intersection with the extension of 
the New Madrid fault zone : annual 
progress report-fiscal year 1979 /, 82- 
2485 


Favored nation clause. 

Most favored nation status for Romania, 
Hungary and China : hearing before 
the Subcommittee on International 
Trade of the Committee on Finance, 
United States Senate, Ninety-seventh 
Congress, first session, July 27, 1981., 
82-2634 

Trade waiver authority extension : hear- 
ing before the Subcommittee on Trade 
of the Committee on Ways and Means 
of the House of Representatives , 
Ninety-seventh Congress, first session, 
on extension of Jackson-Vanik waiver 
authority, June 22, 1981., 82-1128 


Fayette County (Ala.) — Maps. 
Soil interpretive map of important farm- 
lands, Fayette County, Alabama /, 
82-1195 


Federal aid to alcoholism programs — 
United States — Periodicals. 
Alcoholism services development pro- 
gram (ASDP), 82-10678, 82-13913 


Announcement /, 82-10678, 82-13913 


Program announcement and guidelines 
for alcoholism and rehablilitation serv- 
ice grants, 82-10678, 82-13913 


Program announcement and guidelines 
for Alcoholism services development 
program (ASDP), 82-10678, 82- 
13913 


Federal aid to birth control — United States. 
Family planning clinics can provide serv- 
ices at less cost but clearer federal poli- 

cies are needed : report /, 82-481 
Family planning clinics can provide serv- 
ices at less cost but clearer federal poli- 


Do not order from index; see indicated entry 





Subject Index 


cies are needed : summary : report /, 
82-482 

Oversight on family planning programs 
under Title X of the Public Health 
Service Act, 1981 : hearing before the 
Subcommittee on Aging, Family, and 
Human Services of the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-seventh Con- 
gress, first session, on oversight on the 
role of the federal government in 
family p administered under 
Title X of the Public Health Service 
Act, June 23 and September 28, 1981., 
82-6869 


Federal aid to child welfare — United States. 
Oversight on Community Services Ad- 
ministration, child abuse prevention 
and treatment, and adoption opportuni- 
ties, and Native American Programs 
Act : hearing before the Subcommittee 
on Aging, Family, and Human Services 
of the Committee on Labor and 
Human Resources, United States 
Senate, Ninety-seventh Congress, first 
session, On examination of administra- 
tion’s proposal for Community Services 
Administration, child abuse prevention 
and treatment, and adoption opportuni- 
ties, and Native American Programs 
Act, April 23, 1981., 82-12225 


Federal aid to community development — 

United States. 

The Community Development Block 
Grant program can be more effective 
in revitalizing the nation’s cities : 
report to the Ranking Minority 
Member, Committee on Appropri- 
ations, United States Senate. 82- 
13704 


Further actions needed to improve man- 
agement of HUD programs : report to 
the Congress /, 82-5473 

Further actions needed to improve man- 
agement of HUD programs : report to 
the Congress : summary /, 82-10327 

Internal control weaknesses contributed 
to the mismanagement and misuse of 
federal funds at selected community 
action agencies : report to the Congress 
: summary /, 82-10330 


Federal aid to community development — 
United States — Statistics — Periodicals. 
Urban development action grant program 

/, 82-10697 


Federal aid to community health services — 
United States. 
Problems in the structure and manage- 
ment of the migrant health program /, 
82-483 


Rural health care : hearing before the 
Subcommittee on Health of the Com- 
mittee on Finance, United States 





January — June 1982 


Senate, Ninty-seventh Congress, first 
session, June 20, 1981., 82-4229 


Federal aid to community health services — 
United States — Directories. 
Public and private sources of funding for 
sexual assault treatment programs /, 
82-13889 


Federal aid to community health services — 
United States — Periodicals. 


Report of the Administrator /, 82-13845 


Federal aid to community mental health 
services — United States. 
Economics and mental health /, 82-558 


Federal aid to dance — United States — 
Periodicals. 
Dance company grants /, 82-11171 


Dance touring program /, 82-11169, 
82-11170 


Federal aid to day care centers — United 
States. 


Interim regulations guide : HHS day care 
regulations., 82-10688 


Federal aid to education — Periodicals. 
Annual evaluation report., 82-13508 


Federal aid to education — United States. 
Educational technology programs /, 82- 
13478 


Elementary and Secondary Education 
Consolidation Act of 1981 : hearings 
before the Subcommittee on Education, 
Arts, and Humanities of the Committee 
on Labor and Human Resources, 
United States Senate, first session, on 
S. 1103 ... May 7 and 8, 1981., 82- 
2677 


Elementary and Secondary Education 
Consolidation Act of 1981 : joint hear- 
ing before the Subcommittee on Ele- 
mentary, Secondary, and Vocational 
Education and the Subcommittee on 
Select Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on H.R. 3645 ... hearing 
held in Washington, D.C. on May 28, 
1981., 82-2615 


Federal financial aid for men and women 
resuming their education or training., 
82-10012 

Impact of administration’s economic pro- 
posals on programs under the jurisdic- 
tion of the Education and Labor Com- 
mittee : hearings before the Committee 
on Education and Labor, House of 
Representatives, Ninety-seventh Con- 
gress, first session, hearings held in 
Washington, D.C. on March 24-26, 31, 
April 1, 2, 6, 29, May 19, 20, 1981., 
82-12129 

Impact of federal budget cuts on Pennsyl- 
vania schools : hearing before a sub- 





committee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-seventh Congress, first session, 
special hearing, Departments of Labor, 
Health and Human Services, and Edu- 
cation., 82-15028 

Indian Education Act, part A : entitle- 
ment programs for public schools ; a 
handbook for parent committees and 
project directors /, 82-13491 

National security and economic growth 
through foreign language improvement 
: hearings before the Subcommittee on 
Postsecondary Education of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-seventh 
Congress, first session, on H.R. 3231 ... 
hearings held in Washington, D.C., on 
July 14, 15, New Haven, Conn., Sep- 
tember 25, 1981., 82-6790 


Oversight hearing on major differences 
between H.R. 3982 and S. 1377 for 
education and child nutrition : hearing 
before the Subcommittee on Elemen- 
tary, Secondary, and Vocational Edu- 
cation of the Committee on Education 
and Labor, House of Representatives, 
Ninety-seventh Congress, first session, 
hearing held in Washington, D.C., on 
July 14, 1981., 82-12127 


Oversight hearing on National Institute 
of Education : hearing before the Sub- 
committee on Select Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, hearing 
held in Washington, D.C., on June 18, 
1981., 82-12131 


Oversight on Title I, ESEA and the 
chapter 2 education block grant : hear- 
ing before the Subcommittee on Ele- 
mentary, Secondary, and Vocational 
Education of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-seventh Congress, first 
session, hearing held in Washington, 
D.C., on October 6, 1981., 82-6789 


Pell (Basic) Grant calculations work- 
book., 82-13483 


Federal aid to education — United States — 
Administration. 
LEA/prime sponsor relationships : prac- 
titioner suggestions for successful solu- 
tions /, 82-13497 


Federal aid to education — United States — 


State and federal pressures for equity and 
efficiency in education financing /, 
82-13785 


Federal aid to education — United States — 
Periodicals. 
Guide to Department of Education pro- 
grams /, 82-10029 


Do not order from index; see indicated entry 





Federal aid to higher education U.S. 


Federal aid to handicapped services — 

United States. 

Status report of interagency linkages at 
the state level : vocational education 
models for linking agencies serving the 
handicapped /, 82-1654 

Federal aid to handicapped services — 

United States — Directories. 

Federal assistance for programs serving 
the handicapped /, 82-1656 


Federal aid to health facilities — United 
States — Periodicals. 
Grants for training, construction, cancer 
control, medical libraries /, 82-10505 


Federal aid to health maintenance 
organizations — United States. 
HMO of Pennsylvania : a case study of 
an IPA in Willow Grove, Pennsylvania 
/, 82-10494 


Federal aid to higher education — Statistics 
— Periodicals. 
Basic grants., 82-10014 
Basic grants, end-of-year report, 82- 
10014 


Federal aid to higher education — United 
States. 
The DOE program guide for universities 
and other research groups /, 82-13384 
Federal student financial aid : where do 
you fit in?., 82-10013 


Federally funded programs for disabled 
students : models for postsecondary 
campuses : a summary of regional edu- 
cation programs, 1975-80 /, 82-5230 

Oversight hearing on National Institute 
of Education : hearing before the Sub- 
committee on Select Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, hearing 
held in Washington, D.C., on June 18, 
1981., 82-12131 


Qualifying for federal funding of tribally 
controlled community colleges : report 
/, 82-10357 


Student loan cancellation/deferment pro- 
visions, July 1980., 82-13480 

Students receiving Federal aid are not 
making satisfactory academic progress : 
tougher standards are needed : report 
to the Chairman, Committee on Labor 
and Human Resources United States 
Senate /, 82-10388 


Students receiving Federal aid are not 
making satisfactory academic prog- 
ress—tougher standards are needed : 
summary : report to the Chairman, 
Committee on Labor and Human Re- 
sources, United States Senate /, 82- 
13735 


Page I-883 





Federal aid to higher education U.S. 


1890 land-grant colleges facilities : hear- 
ing before the Subcommittee on De- 
partment Operations, Research, and 
Foreign Agriculture of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, first 
session on H.R. 1309, June 4, 1981., 
82-12077 


Federal aid to higher education — United 
States — Congresses. 
The equity of public subsidies for higher 
education : some thoughts on the litera- 
ture /, 82-13778 


Federal aid to higher education — United 
States — Handbooks, manuals, etc. 
Basic (Pell) grant validation handbook., 
82-10028 


Federal student financial aid handbook., 
82-10027 


Federal aid to higher education — United 
States — Periodicals. 
Basic educational opportunity grant. Re- 
cipient data exchange., 82-10015 


The Basic grant formula., 82-10016 
Recipient data exchange, 82-10015 


Federal aid to higher education — United 
States — Statistics — Periodicals. 
Annual report /, 82-10031 


Federal support to universities, colleges 
and selected nonprofit institutions., 
82-6179 


Federal aid to hospitals — United States. 
Cost cutting measures possible if Public 
Health Service hospital system is con- 
tinued : summary : report to the Con- 
gress /, 82-480 


Cost cutting measures possible if Public 
Health Service hospital system is to 
continue : report to the Congress /, 
82-479 


Federal aid to law enforcement agencies — 

United States. 

Impact of federal budget cuts on local 
narcotics law enforcement : hearing 
before the Select Committee on Nar- 
cotics Abuse and Control, House of 
Representatives, Ninety-seventh Con- 
gress, first session, June 5, 1981., 82- 
1092 


Law Enforcement Assistance Administra- 
tion two year evaluation plan, FY °79- 
FY ’80., 82-14054 

Outlook for multistate regional intelli- 
gence projects : twelfth report by the 
Committee on Governmental Oper- 
ations., 82-2407 


Federal aid to libraries — Directories. 
Abstracts, strengthening research library 
resources program., 82-10033 
Higher Education Act, title II-C, 82- 
10033 


Page 1-884 





Strengthening research library resources 
program, 82-10033 


Federal aid to libraries — United States. 

Budget allocation for the endowments for 
the arts and humanities, and museums 
and libraries : hearings before the Sub- 
committee on Postsecondary Education 
of the Committee on Education and 
Labor, House of Representatives, 
Ninety-seventh Congress, first session, 
hearings held in Washington, D.C., on 
February 25 and New York, N.Y., on 
March 2, 1981., 82-6788 


Library programs /, 82-13479 


Federal aid to medical education — United 

States. 

Act to Amend Title 38, United States 
Code, to Extend by Twelve Months 
the Period During Which Funds Ap- 
propriated for Grants by the Veterans 
Administration for the Establishment 
and Support of New State Medical 
Schools May be Expended [ie. Ex- 
tended], 82-3596 


Health professions education/nurse train- 
ing and National Health Service Corps, 
1981 : hearing before the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 799 ... S. 801 
... April 8, 1981., 82-6870 


Federal aid to medical education — United 

States — Periodicals. 

Activities carried out under the Veterans’ 
Administration Medical School Assist- 
ance and Health Manpower Training 
Act of 1972 (Public Law 92-541) : an 
annual report prepared by the Veter- 
ans’ Administration., 82-12290 

BHPr support 
awards, and loans., 


directory of grants, 


82-13877 


Directory of grants, awards, and loans, 
82-13877 


Grants for training, construction, cancer 
control, medical libraries /, 82-10505 


Federal aid to medical libraries — United 
States — Periodicals. 
Grants for training, construction, cancer 
control, medical libraries /, 82-10505 


Federal aid to medical research — United 
States. 
National Cancer Institute grants process / 
, 82-5685 


Federal aid to medical research — United 
States — Periodicals. 
Program highlights /, 82-10512 


Federal aid to minority business enterprises. 
Need to determine whether existing fed- 
eral programs can meet the needs of 
women entrepreneurs : report to the 
Congress /, 82-10347 


Do not order from index; see indicated entry 





Subject Index 


Federal aid to minority business enterprises 

— United States. 

Major problems with SBA’s section 8(a) 
program for disadvantaged small busi- 
nesses : hearing before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-seventh Congress, first session, 
March 28, 1981., 82-2663 


SBA’s 7(j) management assistance pro- 
gram : changes needed to improve effi- 
ciency and effectiveness : report to the 
Congress /, 82-1730, 82-13714 

Small Business Administration’s 8(a) pro- 
gram : hearings before the Subcommit- 
tee on SBA and SBIC Authority, Mi- 
nority Enterprise, and General Small 
Business Problems of the Committee 
on Small Business, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, Washington, D.C., May 
21, June 4 and 10, 1981., 82-6904 


The U.S. Small Business Development 
Program : 8(a) handbook /, 82-11370 


Federal aid to museums — United States. 

Budget allocation for the endowments for 
the arts and humanities, and museums 
and libraries : hearings before the Sub- 
committee on Postsecondary Education 
of the Committee on Education and 
Labor, House of Representatives, 
Ninety-seventh Congress, first session, 
hearings held in Washington, D.C., on 
February 25 and New York, N.Y., on 
March 2, 1981., 82-6788 


Federal aid to museums — United States — 
Periodicals. 
Museums /, 82-758 


Federal aid to nursing education — United 

States. 

Health professions education/nurse train- 
ing and National Health Service Corps, 
1981 : hearing before the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 799 ... S. 801 
.. April 8, 1981., 82-6870 


Federal aid to outdoor recreation — United 
States. 
Federal assistance guide for park and rec- 
reation professionals /, 82-1994 


Fulfilling recreation and open space re- 
quirements in water quality manage- 
ment planning., 82-14037 

Need to reexamine the federal role in 
planning, selecting, and funding state 
and local parks : report to the Con- 
gress: summary /, 82-5466 


Federal aid to private schools — United 
States. 
Oversight on private schools : hearings 
before the Subcommittee on Elemen- 





January — June 1982 


tary, Secondary, and Vocational Edu- 
cation of the Committee on Education 
and Labor, House of Representatives, 
Ninety-seventh Congress, first session, 
hearings held in Washington, D.C., on 
May 13, 14, September 16, 22, and 23, 
1981., 82-6793 


Federal aid to public welfare — New York 

(State) 

New York State public assistance cost- 
sharing policies : implications for feder- 
al policy : report to the Congress /, 
82-5511, 82-5512 


Federal aid to public welfare — United 

States. 

Intertitle transfers, a way for states to 
increase federal funding for social serv- 
ices : report to the Secretary of Health 
and Human Services /, 82-486 

Millions can be saved by improving the 
productivity of state and local govern- 
ments administering federal income 
maintenance assistance programs 
report to the Congress /, 82-452 


Federal aid to public welfare — United 
States — Periodicals. 
Annual report to the Congress on title 
XX of the Social Security Act /, 82- 
13922 


Federal aid to regional planning — 
Southwest, New — Congresses. 
Seminar on Federal Border Activities, 
Aztec Inn, Tucson, Arizona, Novem- 
ber 13 and 14, 1978 /, 82-12031 


Federal aid to research — United States. 

Better accountability procedures needed 
in NSF and NIH research grant sys- 
tems : report to the Congress /, 82- 
1760 

Better accountability procedures needed 
in NSF and NIH research grant sys- 
tems : summary : report to the Con- 
gress /, 82-13745 

The DOE program guide for universities 
and other research groups /, 82-13384 

NIH International Research Fellowship 
Program : an evaluation, 1958-1977 /, 
82-3630 

Report to the President /, 82-11189 


Research and development program 
manual /, 82-14356 
Summaries of the FY 1981 Applied math- 


ematical sciences research program., 
82-13288 


Federal aid to research — United States — 
Abstracts. 
Compendium of HEW evaluation stud- 
ies., 82-5666 





Federal aid to transportation U.S. Statistics. 


Federal aid to research — United States — 
Periodicals. 
Current federal aid research. Fish., 
1980 


Current federal aid research report. Fish., 
82-1981, 82-5926, 82-5927 

Current federal aid research report. Wild- 
life., 82-1982 

Federal funds for research and develop- 
ment., 82-6177 

Fish, 82-1980, 82-1981, 
5927 


Science and technology., 
Wildlife, 82-1982 


Federal aid to the arts — United States. 

Budget allocation for the endowments for 
the arts and humanities, and museums 
and libraries : hearings before the Sub- 
committee on Postsecondary Education 
of the Committee on Education and 
Labor, House of Representatives, 
Ninety-seventh Congress, first session, 
hearings held in Washington, D.C., on 
February 25 and New York, N.Y., on 
March 2, 1981., 82-6788 


Report to the President /, 82-11189 


82- 


82-5926, 82- 


82-2116 


Federal aid to the arts — United States — 
Periodicals. 
Challenge grants /, 82-2112 
Design arts /, 82-11172 
Jazz /, 82-11173 


Federal aid to transportation. 

Better targeting of federal funds needed 
to eliminate unsafe bridges : report to 
the Honorable James R. Sasser, United 
States Senate /, 82-10352 


Federal aid to transportation — Appalachian 


region. 
Effects of federal transportation funding 


policies and structures : appendix D, 
the Appalachian development highway 
system /, 82-3857 


Federal aid to transportation — United 
States. 
Benefit-cost guidelines : rail branch line 
continuation assistance program /, 82- 
6346 


Communications with county govern- 
ments /, 82-6290 


Effects of federal transportation funding 
policies and structures : appendix B, 
highway matching requirements and 
funding levels : a preliminary model of 
state response /, 82-2207 


Effects of federal transportation funding 
policies and structures : appendix C, 
statistical analysis of the impact of fed- 
eral highway aid on state allocative de- 
cisions /, 82-3856 

Effects of federal transportation funding 
policies and structures : appendix E, 


Do not order from index; see indicated entry 





analysis of state highway projects by 
federal aid system and type of work /, 
82-3858 

Effects of federal transportation funding 
policies and structures : appendix F, 
the airport development aid program, 
implications of a changing federal aid 
program /, 82-3859 

Effects of federal transportation funding 
policies and structures : overview /, 
82-3854 

Examining the nation’s immediate and 
long-term surface transportation capital 
needs : hearings before the Subcommit- 
tee on Surface Transportation of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-seventh Congress, first 
session, July 8, 9, 14, 15, 16, and 22, 
1981., 82-15193 


Federal Aid Highway Act of 1981 : hear- 
ings before the Subcommittee on 
Transportation of the Committee on 
Environment and Public Works, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 841 ... S. 
1024 ....,  82-15183 


The finanical and productivity problems 
of urban public transportation : hear- 
ings before the Subcommittee on Inves- 
tigations and Oversight of the Commit- 
tee on Public Works and Transporta- 
tion, House of Representatives, Ninety- 
seventh Congress, first session, June 23, 
24, 25, October 21, 1981., 82-15190 


Local Rail Services Assistance Act au- 
thorization : hearing before the Sub- 
committee on Commerce, Transporta- 
tion, and Tourism of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, March 17, 1981., 82-1052 


Nationwide action plan /, 82-2225 


Oregon port development hearings 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, first session, on coastal 
port development and lower Columbia 
River coal and grain export, August 26 
and 27, 1981., 82-6779 


A Review of the airport development aid 
program (ADAP) and assessment of 
future program needs., 82-3909 


Federal aid to transportation — United 

States — Statistics. 

Trends in federal transportation financial 
activity, fiscal years 1970-1979 : report 
number 3 : projections of federal trans- 
portation obligations, 1980-1989 (based 
on 1970-1979 historical patterns) /, 
82-14329 


Page 1-885 





Federal aid to transportation U.S. Statistics Periodicals. 


Grant awards /, 82-14332 


Federal aid to vocational education — 
United States. 
Increasing the earnings of disadvantaged 
women /, 82-2429 


Federal aid to water quality management — 

United States. 

Fulfilling recreation and open space re- 
quirements in water quality manage- 
ment planning., 82-14037 

Grants and loans for municipal water 
supply and watewater [i.e. wastewater] 
treatment systems : water conservation 
provisions : final report of Task Force 
11 /, 82-10059 


Federal aid to water resources development 
— United States. 
Reforming interest provisions in federal 
water laws could save millions : report 
to the Congress /, 82-5479 


Reforming interest provisions in federal 
water laws could save millions : sum- 
mary : report to the Congress /, 82- 
13715 


Federal aid to youth services — United 
States. 


A Knowledge development plan for the 
Youth Employment and Demonstration 
Projects Act of 1977., 82-14133 


LEA/prime sponsor relationships : prac- 
titioner suggestions for successful solu- 
tions /, 82-13497 


Federal-city relations — United States. 

Federal payments in lieu of property 
taxes : hearings before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 928 and related bills ... Octo- 
ber 14, 20, and 27, 1981., 82-15130 


Pragmatic federalism : the reassignment 
of functional responsibility., 82-14667 


Federal Council for Science and Technology 
(U.S.) — Bibliography — Catalogs. 
Federal Council for Science and Tech- 

nology publications., 82-5630 


Federal Crop Insurance Corporation — 
Appropriations and expenditures. 
An Act to Ensure Necessary Funds for 
the Implementation of the Federal 
Crop Insurance Act of 1980., 82-1801 


Federal Crop Insurance Corporation — 
Vocational 


guidance. 
Careers : Federal Crop Insurance Corpo- 


ration., 82-4456 


Federal Deposit Insurance Corporation. 
FDIC and FSLIC procedures for han- 
dling financial institution failures and 


Page 1-886 





speculation : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, July 16, 1981., 82-15128 


Federal Deposit Insurance Corporation — 
Appropriations and expenditures — 
Periodicals. 


Examination of financial statements of the 
Federal Deposit Insurance Corporation 
for the year ended ... : communication 
from the Comptroller General of the 
United States transmitting a report on 
the examination of the financial state- 
ments of the Federal Deposit Insurance 
Corporation, pursuant to section 17(c) 
of the Federal Deposit Insurance Act, 
as amended., 82-14598 


Federal Financial Institutions Examination 
Council (U.S.) — Periodicals. 
Annual report /, 82-14702 


Federal Financing Bank. 
The Federal Financing Bank and the 
budgetary treatment of federal credit 
activities /, 82-12306 


Federal funds market (United States) 
Analysis of Federal Reserve policies as 
they effect interest rates and credit 
markets ; hearing before the Subcom- 
mittee on Domestic Monetary Policy 
of the Committee on Banking, Finance, 
and Urban Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, July 28, 1981., 82-4205 


To amend the Federal Preserve Act : 
hearing before the Subcommittee on 
Domestic Monetary Policy of the 
Committee dn Banking, Finance and 
Urban Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session on H. R. 4478 ... September 29, 
1981., 82-12102 


Federal government. 
Major themes and additional budget de- 
tails : fiscal year 1983., 82-11192 


Federal government — Australia. 
Studies in comparative federalism : Aus- 
tralia : an information report., 82-6607 


Studies in comparative federalism, Aus- 
tralia, Canada, the United States, and 
West Germany : an_ information 
report., 82-11829 


Federal government — Canada. 
Studies in comparative federalism 


Canada : an information report., 82- 
6608 


Studies in comparative federalism, Aus- 
tralia, Canada, the United States, and 
West Germany : an_ information 
report., 82-11829 


Do not order from index; see indicated entry 





Subject Index 


Federal government — Germany (West) 
Studies in comparative federalism : West 
Germany : an information report., 82- 
4085 


Studies in comparative federalism, Aus- 
tralia, Canada, the United States, and 
West Germany an information 
report., 82-11829 


Federal government — Information services 
— United States. 
Serving the public : the extra step., 82- 
766 


Federal government — United States. 

An agenda for American Federalism : re- 
storing confidence and competence., 
82-937 

The condition of comtemporary federal- 
ism : conflicting theories and collapsing 
constraints., 82-936 

The Federal influence on state and local 
roles in the federal system., 82-11830 

Pragmatic federalism : the reassignment 
of functional responsibility., 82-14667 

Studies in comparative federalism, Aus- 
tralia, Canada, the United States, and 
West Germany : an_ information 
report., 82-11829 


Federal government — United States — 
Periodicals. 

ACIR, the year in review, 
82-14666 


Activities of the House Committee on 
Government Operations., 82-916 


Advisory Commission on Intergovern- 
mental Relations, the year in review, 
82-14666 


Annual report., 


82-6606, 


82-6606, 82-14666 


Federal Judicial Center — Bibliography — 
Catalogs. 
Catalog of publications /, 82-14081, 
82-14083 


Federal National Mortgage Association. 

Treatment of LIFO recapture and Feder- 
al National Mortgage Association net 
operating losses : hearing before the 
Committee on Ways and Means, House 
of Representatives, Ninety-seventh 
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mittee of the Committee on Govern- 
ment Operations, House of Representa- 
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simulator for pilot training /, 82-3328 


Aircraft simulator and visual system eval- 
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support features /, 82-9919 


Certification, pilots and flight instructors., 
82-6393 


Line-oriented flight training programs., 
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National scheduled Federal Aviation Ad- 
ministration (FAA) approved, industry- 
conducted flight instructor refresher 
clinics., 82-11504 


Platform motion contributions to simula- 
tor training effectiveness : study III- 
interaction of motion with field-of-view 
/, 82-9913 

Skills maintenance and _ reacquisition 
training research program : tactical air 
command preliminary evalution /, 82- 
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Flood control — Florida — Sumter County. 
Hydrology of Jumper Creek Canal basin, 
Sumter County, Florida /, 82-10834 


Flood control — North Carolina — Raleigh. 
Flood hazard information report, Crab- 
tree Creek, Raleigh, N.C. /, 82-3186 


Flood control — Puerto Rico — Ponce. 
Model studies of the Portugues and 
Bucana Rivers channelization, Puerto 
Rico : hydraulic model investigation /, 
82-4992 


Flood control — Study and teaching. 
Flood hazard management and natural re- 
source protection : instructor’s manual 
/, 82-10281 


Flood control — Texas. 
Hydrologic data for Cow Bayou Brazos 
River basin, Texas, 1975 /, 82-10726 


Flood control — Texas — Fort Bend 
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Flood plain information Mustang 
Bayou, Fort Bend County, Texas /, 
82-13150 


Flood control — Texas — Fort Worth 
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Hydrologic data for urban studies in the 
Fort Worth, Texas metropolitan area /, 
82-10716 


Flood control — United States. 
Flood plain management : why we need 
it., 82-4294 
Issues and options in flood hazards man- 
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management /, 82-13938 


Flood control — Virginia — Wythe County 
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Special flood hazard information report : 
Reed Creek, Max Meadows to Wythe- 
ville, Wythe County, Virginia /, 82- 
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Flood control — Wisconsin — Wisconsin 
River — Mathematical models. 
Streamflow model of Wisconsin River for 

estimating flood frequency and volume 
/, 82-3684 


Flood damage — Washington (State) — 

Saint Helens, Mount, region. 

Emergency assessment of Mount St. 
Helens post-eruption flood hazards, 
Toutle and Cowlitz rivers, Washington 
/, 82-1919 


Flood damage prevention. 
Hurricane-floods : safety tips for coastal 
and inland flooding., 82-10292 
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Supplemental environmental statement : 

draft : Sun River flood protection pro- 
ject, Great Falls, Montana /, 82- 
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Flood damage prevention — United States. 
A Process for community flood plain 
management /, 82-13938 


Flood damage prevention — Virginia — 

Wythe County — Planning. 

Special flood hazard information report : 
Reed Creek, Max Meadows to Wythe- 
ville, Wythe County, Virginia /, 82- 
3187 


Flood forecasting. 
Owlie Skywarn on flash floods., 82- 
12841 


Flood forecasting — California — San 
Bernardino County. 
Flood-hazard study, 100-year flood stage 
for Lucerne Lake, San Benardino 
County, California /, 82-10745 


Flood forecasting — Florida. 
Regional flood-frequency relations for 
west-central Florida /, 82-10820 


Flood forecasting — New York (State) — 
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Floodflow characteristics of Butternut 
Creek and Jamesville Reservoir, James- 
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Storm runoff as related to urbanization in 
the Portland, Oregon-Vancouver, 
Washington area /, 82-5833 
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Rainfall-runoff data for selected basins, 
Portland, Oregon, and Vancouver, 
Washington, 1973-77 /, 82-10763 


Flood forecasting — Pacific coast (United 
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Type 16 flood insurance study : Tsunami 
predictions for the west coast of the 
continental United States /, 82-172 
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River forecasts provided by the National 
Weather Service /, 82-1393 


Flood forecasting — Texas. 
Technique for estimating the magnitude 
and frequency of floods in Texas /, 
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Flood forecasting — Washington (State) 
Estimation of floods of various frequen- 
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Regional flood-frequency relations for 
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Flood plain information : Verde River, 
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Flood plain information : Mimbres River 
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County, New Mexico /, 82-5041 


Floodplains — New Mexico — Santa Fe 
County. 
Flood plain information : Pojoaque River 
& tributaries, Santa Fe County, New 
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Flood plain information : Squaw Creek, 
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— Oregon — La Pine. 
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82-9820 
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Expanded flood plain information study 
for the Rowlett Creek Basin, Texas., 
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Flood plain information Mustang 
Bayou, Fort Bend County, Texas /, 
82-13150 


Floodplains — Texas — Odessa. 
Flood plain information : Muskingum 
Draw, Odessa, Texas /, 82-5045 


Floodplains — United States. 

Federal disaster assistance program 
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Sheldon, Vermont /, 82-5043 
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Flood hazard information : Clover Creek, 
Stillwater Creek, and Stillwater Creek 
tributaries, Loomis Corners, California 
/, 82-5040 

Flood hazard information : Sacramento 
River and Cottonwood and Battle 
Creeks, Cottonwood-Bend Area, Cali- 
fornia /, 82-3185 
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Flood hazard information : Sacramento 
River and Cottonwood and Battle 
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fornia /, 82-3185 
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Flood plain information : Dry Creek, 
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do /, 82-1475 


Floods — Colorado — La Plata County. 
Flood hazard information : Animas River 
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Rainfall-runoff modeling and preliminary 
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Floods — Texas. 

Application of a rainfall-runoff model in 
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Floods — Texas — Fort Bend County. 
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Floods — Texas — Odessa. 
Flood plain information : Muskingum 
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Floods — United States. 
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agement., 82-4187 


Floods — Virgin Islands of the United States 
— Saint Thomas. 
Flood hazard information : St. Thomas, 
U.S. Virgin Islands, Demarara 
(Frenchtown) /, 82-9823 
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Special flood hazard information report : 
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Bastian, Bland County, Virginia /, 82- 
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Floods — Washington (State) — Clallam 

County. 
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Special flood hazard information report : 
Tygart River, Taylor County, West 
Virginia /, 82-5050 


Page 1-898 





Floor coverings — United States — 
Statistics. 
1977 census of manufactures, 82-9192 


Floors — Handbooks, manuals, etc. 
Raised floor systems /, 82-4878 


Floors, Wooden — Testing. 
Wood joist floors : effects of joist vari- 
ability on floor stiffness /, 82-28 


Florence Agreement (1950). 

Nairobi protocol to the Florence agree- 
ment : hearing before the Committee 
on Foreign Relations, United States 
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session, on the protocol to the Agree- 
ment of the Importation of Education- 
al, Scientific, and Cultural Materials 
(Treaty Doc. 97-2), October 20, 1981., 
82-12176 


Protocol to the Agreement on the Impor- 
tation of Educational, Scientific, and 
Cultural Materials : message from the 
president of the United States transmit- 
ting the protocol to the Agreement on 
the Importation of Educational, Scien- 
tific, and Cultural Materials, adopted at 
Nairobi on November 26, 1976, and 
opened for signature at the United Na- 
tions on March 1, 1977., 82-11764 
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Floral Research and Consumer Informa- 
tion Act : hearing before the Subcom- 
mittee on Domestic Marketing, Con- 
sumer Relations, and Nutrition of the 
Committee on Agriculture, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 4475. ... 
September 17, 1981., 82-12074 


Florida — Description and travel. 
USA, Miami Beach and Florida., 
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Florida — Manufactures — Statistics. 
1977 census of manufactures, 82-9152 
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Characteristics of the population. 
Chapter A. Number of inhabitants. 
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Characterization and beneficiation of 
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Monitoring taconite process streams with 
thermal neutron capture-gamma ray 
analysis /, 82-5857 
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Source category survey, animal feed de- 
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Field evaluation of miles-per-gallon 
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Development of measurement techniques 
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Preliminary economic analysis of a lime 
spray dryer FDG system /, 82-13640 
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Electric utilities’ use of flue gas desulfuri- 
zation technology in the United States 
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13653 


Flue gases — Measurement. 
Air emissions from combustion of solvent 
refined coal /, 82-13573 


Nonwater quality impacts of closed-cycle 
cooling systems and the interaction of 
stack gas and cooling tower plumes /, 
82-13597 


Procedures for aerosol sizing and 
H.SO,vapor measurement at Shawnee 
test facility /, 82-10147 

Sampling system evaluation for high-tem- 
perature, high-pressure processes /, 
82-13563 

Stack sampling technical information : a 


collection of monographs and papers /, 
82-3396, 82-5312, 82-5333 


Flue gases — Measurement — Data 


processing. 
A Data reduction system for cascade im- 
pactors /, 82-10136 





Flue gases — Purification. 

Alternatives for high-tempera' 
pressure particulate control /, 
13579 

Assessment of a high-velocity fabric fil- 
tration system used to control fly ash 
emissions /, 82-13598 


Fabric filter system study : first annual 
report /, 82-13617 

Physical properties and leach testing of 
solidified/stabilized flue gas cleaning 
wastes., 82-10215 
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A scanning laser-velocimeter technique 
for measuring two-dimensional wake- 
vortex velocity distributions /, 82- 
6158 


Fluid dynamics. 
Acceleration effects in momentum trans- 
fer modeling for dispersed-flow condi- 
tions /, 82-14974 


Advanced fluidic temperature studies /, 
82-3201 
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De-entrainment phenomena on vertical 
tubes in droplet cross flow /, 82-2513 

Flashing inception in flowing liquids /, 
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Forest meteorology : research needs for 
an energy and resource limited future : 
proceedings of a workshop, August 28 
through 30, 1978 /, 82-9934 


Forest policy — Alaska. 


Draft Alaska regional plan., 82-12554 
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Draft environmental im statement : 
Alaska regional plan., 82-12555 


Forest policy — Targhee National Forest 
(Idaho and Wyo.) 
A Briefing guide, 2 : for planning on the 
Targhee National Forest., 82-12426 


Forest policy — United States — 
Periodicals, 
Report of the Forest Service., 82-9091 


Report of the Forest Service (1978), 82- 
9091 


Forest products — Bibliography — Catalogs. 
Trees, forest products, and forest man- 
agement., 82-10407 


Prospectus 1981-1982., 82-12412 


Forest products — Tennessee — Statistics. 
Tennessee forest industries, 1979., 82- 
12507 


Forest products — United States. 
Age of wood : extending the timber re- 
source., 82-9096 


Forest products — United States — Data 


processing. 

EVALUE, a computer program for eval- 
uating investments in forest products 
industries /, 82-12513 


Forest Products Laboratory (Forest Service) 
y — Catalogs. 


List of publications of interest to teachers 
of industrial arts and vocational educa- 


82-12413 


List of publications on fire performance 
of wood., 82-12415 


Forest products research — United States. 
Age of wood : extending the timber re- 
source., 82-9096 


Forest reproduction — California. 
Successful natural regeneration cuttings 
in California true firs /, 82-12460 


tion., 


Forest reserves. 
The Arapaho and Roosevelt National 
Forests : land and resource manage- 
ment plan /, 82-12547, 82-12549 


Trees of our national forests., 82-12357 


Forest reserves — California. 

Environmental assessment report : devel- 
opment and management of the Trian- 
gle Exchange Lands, Modoc County, 
California., 82-9095 


Environmental assessment report : devel- 
Opment and management of the Trian- 
gle Exchange Lands, Modoc County, 
California., 82-9095 





Forestry law and legislation U.S. Periodicals. 


Forest reserves — Environmental aspects. 
Summary, draft environmental impact 
statement : Alpine Lakes Area manage- 
ment plan : Chelan, King, Kittitas, Sno- 
homish Counties, Washington., 82- 
1170 


Forest reserves — Environmental aspects — 
Washington (State) — Alpine Lakes 
Wilderness. 

Final environmental impact statement : 
Alpine Lakes Area management plan : 
Chelan, King, Kittitas, Snohomish 
Counties, Washington., 82-1169 


Summary, draft environmental impact 
statement : Alpine Lakes Area manage- 
ment plan : Chelan, King, Kittitas, Sno- 
homish Counties, Washington., 82- 
1170 


Forest reserves — Minnesota. 
The fourth Minnesota forest inventory : 
area /, 82-35 


Forest reserves — New Mexico. 

Conveyance of certain national forest 
lands : hearing before the Subcommit- 
tee on Forestry, Water Resources, and 
Environment of the Committee on Ag- 
riculture, Nutrition, and Forestry, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 705 ... Oc- 
tober 22, 1981., 82-6754 


Forest reserves — Recreational use. 
Trends in recreational use of national 
forest wilderness /, 82-12482 


Forest reserves — South Carolina. 
Sensitive plants of the Francis Marion 
National Forest., 82-4308 


Forest reserves — United States. 

Convey certain national forest system 
lands : hearing before the Subcommit- 
tee on Forests, Family Farms, and 
Energy of the Committee on Agricul- 
ture, House of Representatives, Ninety- 
seventh Congress, first session, on H.R. 
3021 and H.R. 3898, June 22, 1981., 
82-12080 


National forest land ownership : some 
questions and answers., 82-12398 


Forest reserves — Utah. 
Forest planning unit : 
study /, 82-9094 


coal unsuitability 


Forest reserves — Washington (State) 
Resource development proposals, 1981- 
1985., 82-12402 


Forest reserves — Washington (State) — 

Alpine Lakes Wilderness. 

Draft environmental impact statement : 
Alpine Lakes Area management plan : 
Chelan, King, Kittitas, Snohomish 
Counties, Washington., 82-2804 
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Forest reserves — West (U.S.) — Maps. 
National forests of the Intermountain 
Region /, 82-4327 


Forest roads — United States. 
Report on a 10-year forest road improve- 
ment study /, 82-3880 


Forest site quality. 
Effects of prescribed fire on soil nitrogen 
levels in a cutover Douglas-fir/western 
larch forest /, 82-4368 


Forest soils. 
Effects of prescribed fire on soil nitrogen 
levels in a cutover Douglas-fir/western 
larch forest /, 82-4368 


Forest soil biology : timber harvesting 
relationships : a perspective /, 82- 
9118 

Interactive roles regulating wood accu- 
mulation and soil development in the 
northern Rocky Mountains /, 82-9115 

Silvicultural activities and non-point pol- 
lution abatement : a cost-effectiveness 
analysis procedure /, 82-12403 


Forest soils — Minnesota — Fertilization. 
Fertilization of black spruce on poor site 
peatland in Minnesota /, 82-33 


Forest soils — Montana. 
Nutrient losses from timber harvesting in 
a larch/Douglas-fir forest /, 82-9113 


Forest soils — West Virginia. 
Soil-water relations of shallow forested 
soils during flash floods in West Vir- 
ginia /, 82-2784 


Forest surveys — Data processing. 
FINSYS-2 : subsystem EDIT-2 /, 82- 
12520 


Forest surveys — Minnesota — Congresses. 
Proceedings of Minnesota Forest Re- 
source Inventory Conferences : May 14 
and 16, 1980., 82-9119 


Forest surveys — Minnesota — Statistics. 
The fourth Minnesota forest inventory : 
area /, 82-35 


Forestry laboratories — United States. 
Age of wood : extending the timber re- 
source., 82-9096 


Forestry law and legislation — United States 

— Periodicals. 

CFR. 36, Parks, forests, and public prop- 
erty, 82-530, 82-3589 

Code of federal regulations. 36, Parks, 
forests, and public property., 82-530, 
82-3589 

Parks, forests, and public property, 
530, 82-3589 


82- 
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Forestry research Bibliography Periodicals, 


Forestry research — Bibliography — 
Periodicals. 


Dividends from wood research /, 
12414, 82-12416 


82- 


Forestry research — Northwest, Pacific — 
Directories. 


Directory of research programs /, 
4363 


82- 


Forestry research — Pacific Northwest. 
Photo series for quantifying natural forest 
residues in common vegetation types of 
the Pacific Northwest /, 82-36 


Forestry research — South Atlantic States 
—B — Periodicals. 
Publications /, 82-12433 


Forestry research — United States. 
Northeastern Forest Experiment Station, 
Forest Service, USDA : research : 
people/places/projects., 82-4385 


Prospectus 1981-1982., 82-12412 


Forestry research — United States — 
Bibliography — Periodicals. 
Forest for our needs, 82-9120 
Improving productivity on forests and 
rangelands, 82-9121 
Research 
82-9121 


Research accomplishments report, 82- 
9120, 82-9121 


accomplishments., 82-9120, 


Forestry research — United States — 
Periodicals. 


Forest for our needs, 82-9120 


Improving productivity on forests and 
rangelands, 82-9121 


Research accomplishments., 


82-9121 


Research accomplishments report, 82- 
9120, 82-9121 


82-9120, 


Forestry schools and education. 
Suggestions for incorporating forestry 
into the school curriculum., 82-4365 


Forests and forestry. 

Forest meteorology : research needs for 
an energy and resource limited future : 
proceedings of a workshop, August 28 
through 30, 1978 /, 82-9934 

Hardwood log grades and lumber grade 


yields for factory lumber logs /, 82- 
4371 


Forests and forestry — Alaska. 

Alaska National Interest Lands Conserva- 
tion Act : how the Alaska Lands Act 
affects Forest Service programs in 
Alaska., 82-12553 

Draft Alaska regional plan., 82-12554 


Draft environmental impact statement : 
Alaska regional plan., 82-12555 
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Forests and forestry — Alaska — Tongass 
National Forest. 
Tongass land management plan : sum- 
mary., 82-9122 


Forests and forestry — California. 
Environmental assessment report : devel- 
opment and management of the Trian- 
gle Exchange Lands, Modoc County, 
California., 82-9095 


Forests and forestry — Equipment and 
supplies. 
A comparison of portable aluminum and 
standard wooden thermometer shelters 
/, 82-12476 


Forests and forestry — Great Lakes region 
— Computer programs. 
GROW : a computer subroutine that 


projects the growth of trees in Lake 
States’ forests /, 82-2783 


Forests and forestry — Idaho — 
Mensuration. 
Merchantable cubic stand volume con- 
version factors for lodgepole pine in 
Montana and Idaho /, 82-12475 


Forests and forestry — Mensuration. 
Crown width and foliage weight of 
northern Rocky Mountain conifers /, 
82-2777 


Estimating northern red oak crown com- 
ponent weights in the northeastern 
United States /, 82-1163 


Estimating the volume of hardwood 
crowns, stems, and the total tree /, 
82-12503 


Estimating value and volume of ponder- 
osa pine trees by equations /, 82-2794 


Multiresource inventories : a technique 
for measuring volumes in standing trees 
/, 82-12468 


Volume and weight characteristics of a 
typical Douglas-fir/western larch 
stand, Coram Experimental Forest, 
Montanta /, 82-2802 


Yield of pallet cants and lumber from 
hardwood poletimber thinnings /, 82- 
2789 


Forests and forestry — Minnesota. 
The fourth Minnesota forest inventory : 
area /, 82-35 


Forests and forestry — Minnesota — 
Mensuration. 
Tree biomass estimates for Minnesota’s 
aspen-birch forest survey unit /, 82- 
12485 


Forests and forestry — Montana — 
Mensuration. 
Merchantable cubic stand volume con- 
version factors for lodgepole pine in 
Montana and Idaho /, 82-12475 
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Forests and forestry — Montana — 
Statistics. 
Forest area and timber resource statistics 
for the Bozeman Working Circle, Mon- 
tana, 1976 /, 82-12474 


Forests and forestry — New Mexico — 

Statistics. 

Forest area and timber resource statistics 
for State and private lands in Berna- 
lillo, Sandoval, and Torrance Counties, 
New Mexico, 1978 /, 82-4375 


Forests and forestry — Northwest, Pacific. 
Photo series for quantifying natural forest 
residues in common vegetation types of 
the Pacific Northwest /, 82-36 


Forests and forestry — Ohio — Statistics. 
Forest statistics for Ohio, 1979 /, 82- 
4376 


Forests and forestry — Pacific States — 
Periodicals 
Publications of the Pacific Northwest 
Forest and Range Experiment Station / 
, 82-12436 


Forests and forestry — Pennsylvania — 
Mensuration. 
Timber volumes of old Pennsylvania sur- 
face mine reclamation plantations /, 
82-12486 


Forests and forestry — Public opinion. 
Forest experiences of fifth-grade Chicago 
public school students /, 82-1164 


Forests and forestry — Safety measures. 
Rope, knots and climbing /, 82-14011 


Forests and forestry — Siskiyou National 
Forest (Or. and Calif.) — Maps. 
Siskiyou National Forest, Oregon and 
California /, 82-2771 


Forests and forestry — South Atlantic States 
— Bibliography — Periodicals. 
Publications /, 82-12433 


Forests and forestry — South Dakota — 
Statistics. 
Timber resources of western South 
Dakota /, 82-12505 


Forests and forestry — Southern States — 
Maps. 


A forest atlas of the South /, 82-1144 


Forests and forestry — Study and teaching 
— United States — Audio-visual aids — 
Catalogs. 

Forest Service films available on loan to 
the public for educational purposes., 
82-12396 


Forests and forestry — United States — 
Bibliography — Periodicals. 
Publications., 82-12508 





January — June 1982 
Forests and forestry — United States — 
Periodicals. 


Report of the Forest Service., 82-9091 
Report of the Forest Service (1978), 82- 
9091 


Forests and forestry — United States — 
Statistics — Periodicals. 
Forest planting, seeding, and _silvical 
treatments in the United States 
report /, 82-12427, 82-12428 


Forests and forestry — United States — 
Vocational guidance. 
A Job with the Forest Service : a guide 
to career opportunities in technical sup- 
port positions., 82-4291 


Formaldehyde. 
The formalin-ether concentration tech- 
nique for stool examination /, 82- 
10655 


Former Members of Congress (Organization 

: U.S.) 

Former Members of Congress : report (to 
accompany H.R. 4755) (including cost 
estimates of the Congressional Budget 
Office)., 82-2412, 82-14617 


Fort Bend County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Fort Bend, Texas /, 82- 
4422 


Fort Hancock (Sandy Hook, N.J.) 

Historic resource study, Fort Hancock 
1895-1948, Gateway National Recrea- 
tion Area, New York/New Jersey /, 
82-638 


Fort Jefferson National Monument (Fla.) — 
Maps. 


Fort Jefferson National Monument, Flor- 
ida /, 82-5906 


Fort Laramie National Historic Site (Wyo.) 
Draft development concept plan : Fort 
Laramie National Historic Site, Wyo- 
ming /, 82-14010 


Fort Larned National Historic Site (Larned, 

Kan.) 

Historic furnishing study : enlisted men’s 
barracks and post hospital, HS-2, Fort 
Larned National Historic Site, Kansas 
/, 82-10908 


Fort Smith (Ark.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Fort Smith, 
Arkansas, annual summary with com- 
parative data., 82-3119 


Fort Smith National Historic Site (Ark. and 

Okla.) — Buildings. 

Historic structure report, courthouse and 
jail wing, architectural data section, 
Fort Smith National Historic Site, Fort 
Smith, Arkansas /, 82-639 





Fort Wayne (Ind.) — Climate — Statistics 


— Periodicals. - 

Local climatological data. Fort Wayne, 
Indiana, annual summary with com- 
parative data., 82-4661 


Fortification, Field. 
Precast concrete elements for structures 
in selected theaters of operations /, 
82-1455 


Fossil Butte National Monument (Wyo.) — 
Maps. 


Fossil Butte, Wyoming., 82-14032 


Fossil fuels. 
Quality management manual for fossil 
fuel steam electric generating plants., 
82-12624 


Fossil fuels — Environmental aspects — 
United States. 
Environmental issues relating to fossil 
energy technology options /, 82- 
13256 


Fossil fuels — Environmental aspects — 

United States — Congresses. 

Proceedings of the Symposium on Poten- 
tial Health and Environmental Effects 
of Synthetic Fossil Fuel Technologies, 
September 25-28, 1978 : first annual 
Oak Ridge National Laboratory Life 
Sciences Symposium /, 82-5186 


Fossil fuels — United States. 

Fuel Use Act Amendments : hearing 
before the Subcommittee on Energy 
Conservation and Power of the Com- 
mittee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H.R. 
1765 ... June 2, 1981., 82-4224 


Fossil fuels — United States — Congresses. 
Transactions of the Conference on Ther- 
modynamics Research Requirements 
on Fossil Fuel Processes : final report, 
June 20, 1979, Tulsa, Oklahoma /, 82- 
3350 


Foundations. 

Liquefaction potential of dams and foun- 
dations. Report 5. Development of a 
constitutive relation for simulating the 
response of saturated cohesionless soil 
/, 82-9812 


Liquefaction potential of dams and foun- 
dations. Report 6. Laboratory strength 
of sands under static and cyclic load- 
ings /, 82-9813 


Liquefaction potential of dams and foun- 
dations. Report 7. Geotechnical earth- 
quake engineering, state of the art, 
1980 /, 82-9814 


Foundations — Design and construction. 
Overview for design of foundations on 
expansive soils /, 82-5017 
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Foundations — Florida — Suwanee County 
— Maps. 

Suwanee County, Florida, soil interpre- 

tive map of limitation for dwellings 

without basements /, 82-2821 


Founding. 
Refinement of casting techniques for 
small air-cooled turbine bldeas—phase 
1A /, 82-3202 


Foundries — Environmental aspects. 
Fugitive emissions from iron foundries /, 
82-13621 


Foundries — United States — Statistics. 
1977 census of manufactures, 82-9211 


Fourier transform spectroscopy. 

Application of Fourier transform spec- 
troscopy to air pollution problems /, 
82-10217 

High-resolution atmospheric-transmission 
spectra from 5 to 3 [mu] m /, 82-3237 

Role of the sectionalized Fourier trans- 
form in high-speed coherence process- 
ing /, 82-1541 

Spectral estimates of band-limited signals 
/, 82-3244 


Fox Indians — Civil rights. 
Race relations in Tama County : a report 
/, 82-143 


Fractography. 

A review of fatigue crack growth of 
pressure vessel and piping steels in 
high-temperature, pressurized reactor- 
grade water /, 82-980 


Fracture mechanics. 
Application of the key curve method to 
determining J-R curves for A 533 B 
steel /, 82-11956 


Stress intensity distributions in nozzle 
corner cracks of complex geometry /, 
82-11920 


Fracture mechanics — 

Proceedings of the U.S. Nuclear Regula- 
tory Commission CSNI Specialists 
Meeting on Plastic Tearing Instability : 
held at the Center for Fracture Me- 
chanics, Washington Univeristy, St. 
Louis, Missouri, U.S.A., September 25- 
27, 1979 /, 82-4180 


Fracture mechanics — Mathematical models. 

A realtion between semiempirical frac- 

ture analysis and R-Curves /, 82- 
11146 


France — Description and travel. 
Background notes, France., 82-14266 


France — Relations — United States. 
United States-France cooperative science 
program between the National Science 
Foundation of the United States and 
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the National Center for Scientific Re- 
search of France., 82-14244 


Franchises (Retail trade) — United States. 

Problems with Small Business Adminis- 
tration, finanical assistance to fran- 
chises : hearings before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-seventh Congress, first session, 
May 19 and 20, 1981., 82-1065 


Franchises (Retail trade) — United States — 
Periodicals. 


Franchising in the economy., 82-9575 


Francis Marion National Forest (S.C.) 
Sensitive plants of the Francis Marion 
National Forest., 82-4308 


Francis Marion National Forest (S.C.) — 
Maps. 
Francis Marion National Forest, South 
Carolina /, 82-9098 


Franking privilege — United States. 
Authorization of Law Revision Counsel 
to send franked mail : report (to ac- 
company H.R. 1710) (including cost es- 
timate of the Congressional Budget 
Office)., 82-4080 


Franklin County (Ala.) — Maps. 
Soil interpretive map of important farm- 
lands, Franklin County, Alabama /, 
82-1197 


Franklin Delano Roosevelt Memorial 
Commission. 


The Franklin Delano Roosevelt Memori- 
al : report (to accompany S.J. Res. 


95)., 82-11776 
Frantz, Hanife, 1950- 
Hanife Franiz : report (to accompany 
H.R. 2185)., 82-6560 


Fraud — Massachusetts. 
Frauds against the elderly : Boston, Mass. 
: a briefing /, 82-12057 


Fraud — United States. 

Cancer insurance, exploiting fear for 
profit : (an examination of dread dis- 
ease insurance): report /, 82-12061 

Federal workers’ compensation fraud and 
abuse : hearings before the Permanent 
Subcommittee on Investigations of the 
Committee on Governmental Affairs, 
United States Senate, Ninety-seventh 
Congress, first session, July 22 and 23, 
1981., 82-4245 

Fraud, abuse, and mismanagement within 
GSA : hearing before the a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-seventh Congress, first session, 
April 13,1981., 82-1061 

Fraud and abuse in boarding homes : 
hearing before the Select Committee 
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on Aging, House of Representatives, 
Ninety-seventh Congress, first session, 
June 25, 1981., 82-1008 


Fraud in federal programs hearing 
before the Committee on Governmen- 
tal Affairs, United States Senate, 
Ninety-seventh Congress, first session 
wry 82-15139 


Fraud in food stamp program : hearing 
before the Subcommittee on Domestic 
Marketing, Consumer Relations, and 
Nutrition of the Committee on Agri- 
culture, House of Representatives, 
Ninety-seventh Congress, first session, 
September 22, 1981., 82-12070 


Fraud in government programs : How 
extensive is it? : How can it be con- 
trolled? : report to the Congress /, 
82-5456 


Frauds against the elderly : business and 
investment schemes : hearing before 
the Select Committee on Aging, House 
of Representatives, Ninety-seventh 
Congress, first session, September 11, 
1981., 82-4192 


Government waste, fraud, and abuse : 
hearing before the Committee on Gov- 
ernmental Affairs, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 1120 ... June 9, 1981., 
82-2666 


IRS response to the illegal tax protester 
movement : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 10, 1981., 82-1063 


Whistleblowing and the federal employee 
: blowing the whistle on fraud, waste, 
and mismanagement—who does it and 
what happens : a report of the U.S. 
Merit Systems Protection Board, Office 
of Merit Systems Review and Studies., 
82-2055 


Freedom of information. 
New world information order /, 82- 
2143 


Freedom of information — United States. 
Freedom of information /, 82-6222 


Freedom of Information Act oversight : 
hearings before a Subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 14, 15, 
and 16, 1981., 82-2661 


Your right to federal records : questions 
and answers on the Freedom of Infor- 
mation Act and the Privacy Act., 82- 
3578 


Freedom of information — United States — 
Cases — Indexes. 


FOIA case list, 82-10972 
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Freedom of information case list., 82- 
10972 


Freedom of information (International law) 
New world information order /, 82- 
2143 


Frei, Blanca Rosa Luna de, 1932- 
Blanca Rosa Luna de Frei : report (to 
accompany H.R. 661)., 82-4047 


Freight and freightage. 
Evaluation of effects of alternative west- 
ern freight rates for coal /, 82-13450 


Freight and freightage — Congresses. 
Proceedings of the Workshop on Urban 
Freight Consolidation, January 13-14, 
1976, Knoxville, Tennessee /, 82-5182 


Freight and freightage — United States. 
Curbside pickup and delivery operations 
and arterial traffic impacts /, 82-6311 


Energy use in freight transportation /, 
82-15234 


Motor carrier regulations, Interagency 
Owner-Operator Conference /, 82- 
657 


Oversight of the Motor Carrier Act of 
1980 : hearings before the Subcommit- 
tee on Surface Transportation of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-seventh Congress, first 
session, May 22 and 23, 1981, at 
Denver, Colo., June 10, 11, and 16, 
1981, at Washington, D.C., 82-15188 


A study of ocean rate disparities /, 82- 
2214 


Freight and freightage — United States — 
Bibliography — Catalogs 


Shipping and transportation., 82-5536 


Freight and freightage — United States — 


Energy conservation. 

An Equilibrium analysis of selected inter- 
city freight markets trucks with 
double trailers vs. TOFC shuttle trains 
as energy conservation alternatives /, 
82-6274 


Freight transportation energy use /, 82- 
6271 


A shipper’s guide to energy conservation 
/, 82-13315 


Freight and freightage — United States — 
Energy consumption. 
The Effect of economic regulation on 
fuel-use efficiency in private trucking 
operations., 82-6259 


Freight forwarders — United States — 
List of certificated U.S. air carriers., 82- 
139 
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Frequencies of oscillating systems. 


Transverse coherence of low-frequency 
acoustic signals /, 82-1530 


stability. 
GPS NAVSTAR-4 and NTS-2 long term 
frequency stability and time transfer 
analysis /, 82-3259 


Fresh water. 
Freshwater resources of Big Pine Key, 
Florida /, 82-1943 
Test and evaluation of potassium sensors 
in fresh- and saltwater /, 82-13587 


Fresh-water drum. 

Methods to assess impacts on Hudson 
River perch : report for the period Oc- 
tober 1, 1978 to September 30, 1979 /, 
82-14910 


Freshwater ecology — 
Remote sensing and problems of the hy- 


drosphere : a focus for future research 
/, 82-6133 


Freshwater microbiology — Addresses, 
essays, lectures. 
Microbiology of the aquatic environment 
/, 82-1917 


Fricioni, Maxine Ann, 1956- 
Maxine Ann Fricioni : report (to accom- 
pany S. 1144)., 82-4039 


Friction. 
Adhesion and friction of iron-base binary 
alloys in contact with silicon carbide in 
vacuum /, 82-749 


Friction — Mathematical models. 
An improvement in the calculation of 
turbulent friction in smooth concentric 
annuli /, 82-14879 


Frictional resistance (Hydrodynamics) 
Polymeric concentration determined by 
drag reduction /, 82-5873 


Friendship Hill National Historic Site (Pa.) 
Historic resource study : Friendship Hill 
National Historic Site, Pennsylvania : 
package no. 100., 82-10904 


Frigates. 
Logistics concerns over Navy’s guided 
missile frigate FFG-7 class : report to 
the Congress /, 82-5517 
Logistics concerns over Navy’s guided 
missile frigate FFG-7 class : report to 
the Congress : summary /, 82-5518 


Frogs — Physiology. 
Movements of organelles in living nerve 
fibers, 82-1523 


Frost — Mathematical models. 
Frost formation on an airfoil : a math- 
ematical model I /, 82-11098 





Frozen ground. 
Physical and thermal disturbance and 
protection of permafrost /, 82-9816 
Fruit — Prices — United States. 
Contract price reporting for fruits and 
vegetables /, 82-12372 


Fruit — United States — Transportation. 
A Long-term study of produce transpor- 
tation /, 82-6369 


Fruit, Canned. 
The canned deciduous fruit industries in 
Greece and Italy., 82-2825 


Fruit trade — United States — Statistics. 
Noncitrus fruits and nuts : production, 
use, and value estimates by state, 1974- 
78., 82-12320 


Fruit trees — Germplasm resources. 
North American and European fruit and 
tree germplasm resources inventory /, 
82-12353 


Fuel. 
Comprehensive standards : the power 
generation case., 82-13560 


Emergency fuels utilization guidebook : 
alternative fuels utilization program /, 
82-13318 

Fire behavior in nonuniform fuels /, 82- 
12447 


Fuel — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSG 9100. Fuels, lubri- 
cants, oils and waxes, 82-13013 


Fuel — United States — Bibliography — 
Catalogs. 
Energy supplies, prices, and consump- 
tion., 82-5649 


Fuel — United States — Statistics. 


1977 census of manufactures, 82-12696 


Fuel — United States — Statistics — 
Periodicals, 
Natural gas deliveries and curtailments to 
end-use customers and potential needs 
for additional alternate fuels., 82- 
10002 


Fuel cells. 

Comparative assessment of residential 
energy supply systems that use fuel 
cells : (executive summary) /, 82-5264 

Comparative assessment of residential 
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tion Area, New York/New Jersey /, 
82-638 


Gearing — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 3020. Gears, pulleys, 
sprockets, and transmission chain, 82- 
4809 


Gearing, Spur. 
Thermal elastohydrodynamic lubrication 
of spur gears /, 82-14194 


Gem County (Idaho) — Maps. 
Important farmlands, Gem County, Idaho 
/, 82-4423 


chain-link 


General aptitude test battery — Handbooks, 
manuals, etc. 
Manual! for the USES General Aptitude 
Test Battery Section IV Specific apti- 
tude test batteries., 82-14143 


General Public Utilities Corporation. 
Greater commitment needed to solve 
continuing problems at Three Mile 
Island : report to the Congress /, 82- 
468 


Generals — United States. 

Flag and general officer strengths : hear- 
ing before the Subcommittee on Man- 
power and Personnel of the Committee 
on Armed Services, United States 
Senate, Ninety-seventh Congress, first 
session, September 17, 1981., 82-15038 


Generation of geometric forms — Computer 


programs. 
GEMPAK : an arbitrary aircraft geome- 
try generator /, 82-3791 
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Generative organs, Female — Abnormalities. 
Tumors of the ovary and maldeveloped 
gonads /, 82-9590 


Generative organs, Female — Cancer — 

Abstracts. 

Current cancer research on gynecologic 
cancer : etiology, epidemiology, diag- 
nosis, and therapy., 82-10556 

Current cancer research on gynecologic 
cancer, etiology, epidemiology, clinical 
aspects and related studies., 82-5690 


Generative organs, Female — Tumors. 
Tumors of the ovary and maldeveloped 
gonads /, 82-9590 


Generative organs, Female — Tumors — 
Atlases. 
Tumors of the ovary and maldeveloped 
gonads /, 82-9590 


Generative organs, Male — Abstracts. 
Current cancer research on male repro- 
ductive system neoplasms., 82-13795 


Genetic recombination — Periodicals. 
Recombinant DNA research /, 82-10500 


Genetic research — United States — 

Finance. 

Commercialization of academic biomedi- 
cal research : hearings before the Sub- 
committee on Investigations and Over- 
sight and the Subcommittee on Sci- 
ence, Research, and Technology of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
June 8, 9, 1981., 82-15197 


*Genetic Technics — periodicals. 
Recombinant DNA research /, 82-10500 


*Genital Neoplasms, Female — directories. 
Current cancer research on gynecologic 
cancer : etiology, epidemiology, diag- 
nosis, and therapy., 82-10556 


Genito-urinary organs — Tumors — 
Abstracts. 
Selected abstracts on clinical immunology 
and immunotherapy of gynecologic 
tumors /, 82-3623 


Geochemistry — Alabama. 

Geochemical results of 1979 coal drilling 
in the Warrior coal field, Tuscaloosa, 
Fayette, Walker, and Marion Counties, 
Alabama, 82-13991 


Geochemistry — Nevada. 

Major-element geochemistry of the Silent 
Canyon-Black Mountain _peralkaline 
volcanic centers, northwestern Nevada 
Test Site : applications to an assessment 
of renewed volcanism /, 82-10805 
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Geochemistry — Utah. 
A Geochemical investigation of a known 
molybdenum-tin anomaly in southwest- 
ern Utah, 82-13989 


Geodesy. 
Tidal corrections to geodetic quantities /, 
82-4627 


Geodesy — California. 
Geodetic leveling and the sea level slope 
along the California coast /, 82-3107 


Geodesy — Mathematical models. 
Application of three-dimensional geodesy 
to adjustments of horizontal networks / 
82-1385 


The Bruns transformation and a dual set 
up of geodetic observational equations 
/, 82-12820 

The HAVAGO three-dimensional adjust- 
ment program /, 82-1388 

HOACOS : a program for adjusting hori- 
zontal networks in three dimensions /, 
82-1389 


Optimization of horizontal control net- 
works by nonlinear programing /, 82- 
1379 


Geodesy — Texas. 
Report of survey for McDonald Observa- 
tory, Harvard Radio Astronomy Sta- 
tion, and vicinity /, 82-3108 


Geodetic astronomy. 
Application of three-dimensional geodesy 
to adjustments of horizontal networks / 
, 82-1385 


Goldstone validation survey—phase 1/, 
82-1386 


Geodynamics. 

An integrated geophysical and geological 
study of the tectonic framework of the 
38th parallel lineament in the vicinity 
of its intersection with the extension of 
the New Madrid fault zone : annual 
progress report-fiscal year 1979 /, 82- 
2485 


Geographical perception. 
Attempts to correct swimming errors /, 
82-5112 


Geography — Bibliography — Catalogs. 
Background notes., 82-3542 


Foreign area studies., 82-5590 


Geography, Mathematical. 
Determination of North American datum 
1983 coordinates of map _ corners 
(second prediction) /, 82-1387 


Geography, Political — Bibliography — 
Catalogs. 


Background notes., 82-3542 





January — June 1982 


Geological mapping. 

Geologic mapping of Kentucky : a histo- 
ry and evaluation of the Kentucky 
Geological Survey—U.S. Geological 
Survey mapping program, 1960-1978 /, 
82-5794 


Geological mapping — Remote sensing. 
Geologic application of thermal inertia 
using HCMM data /, 82-6077 


Geological research — Alaska — 
Periodicals. 
Alaska accomplishments, 
13952 


U.S. Geological Survey in Alaska, ac- 
complishments during ..., 82-13951, 
82-13952 


The United States Geological Survey in 
Alaska, accomplishments during 
82-13951, 82-13952 


82-13951, 82- 


eeey 


Geological research — New York (State) 
U.S. Geological Survey activities in New 
York, 1979 /, 82-10829 


Geological Survey (U.S.) 

Geologic mapping of Kentucky : a histo- 
ry and evaluation of the Kentucky 
Geological Survey—U.S. Geological 
Survey mapping program, 1960-1978 /, 
82-5794 


Geological Survey (U.S.) — Accounting. 
Oil and gas royalty collections longstand- 
ing problems costing millions : report 
to the Congress /, 82-3506 


Geological Survey (U.S.) — Congresses. 
Resources of the 21st century : summary 
and conclusions of the International 
Centennial Symposium of the U.S. 
Geological Survey /, 82-13954 


Geological Survey (U.S.) — Periodicals. 
Alaska accomplishments, 82-13951, 82- 
13952 


U.S. Geological Survey in Alaska, ac- 
complishments during 82-13951, 
82-13952 


The United States Geological Survey in 
Alaska, accomplishments during 
82-13951, 82-13952 


Geology — Alaska — Field work — Safety 
measures, 
Guidelines for safe geologic fieldwork in 
Alaska., 82-13955 


Geology — California — Bibliography. 
Reports for California by the Geological 
Survey, Water Resources Division /, 
82-13946 


Geology — California — Inyo County. 
A cultural resource management plan for 
the Fossil Falls/Little Lake locality /, 
82-656 





Geology, Stratigraphic Cambrian Congresses. 


Geology — Florida — Fernandina Beach. 
Geologic and hydrologic data from a 
test-monitor well at Fernandina Beach, 
Florida /, 82-5831 


Geology — Information services — United 
States. 
A guide to obtaining information from 
the USGS, 1981 /, 82-582 


Geology — Iowa. 
The Mississippian and Pennsylvanian 
(Carboniferous) systems in the United 
States /, 82-5798 


Geology — Kentucky. 

Geologic mapping of Kentucky : a histo- 
ry and evaluation of the Kentucky 
Geological Survey—U.S. Geological 
Survey mapping program, 1960-1978 /, 
82-5794 


Geology — Michigan — Washtenaw County. 

Geology and hydrology for environmen- 

tal planning in Washtenaw County, 
Michigan /, 82-1940 


Geology — Nebraska. 

Explorer on the northern plains : Lieu- 
tenant Gouverneur K. Warren’s pre- 
liminary report of explorations in Ne- 
braska and Dakota, in the years 1855- 
*56-’57., 82-13149 


Regional tectonics and seismicity of east- 
ern Nebraska : annual report, June 1, 
1978-May 30, 1979 /, 82-6653 


Geology — Nevada. 

Inventory of clay-rich bedrock and meta- 
morphic derivatives in eastern Nevada, 
excluding the Nevada Test Site /, 82- 
10802 


Preliminary report on the geology and 
geophysics of drill hole UE2Sa-1, 
Yucca Mountain, Nevada Test Site /, 
82-10814 


Statistical evaluation of physical proper- 
ties in area 12, Nevada test site, using 
the USGS/DNA storage and retrieval 
system /, 82-5790 


Geology — New Mexico — Bibliography. 
Bibliography of geology and hydrology, 
southwestern New Mexico /, 82-5804 


Geology — New York (State) 
Investigations into the state of stress in 
the crust under northeastern United 
States /, 82-2562 


Geology — New York (State) — Oswego 
County — Maps. 
Surficial geology of Dugway quadrangle, 
Oswego County, New York /, 82- 
5842 


Surficial geology of Hannibal quadrangle, 
Oswego County, New York /, 82- 
3687 
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Surficial geology of Mallory quadrangle, 
Oswego County, New York /, 82- 
3693 


Surficial geology of Panther Lake quad- 
rangle, Oswego County, New York /, 
82-3689 


Surficial geology of part of Camden West 
quadrangle, Oswego County, New 
York /, 82-3688 


Surficial geology of Williamstown quad- 
rangle, Oswego County, New York /, 
82-3691 


Surificial [i.e. surficial] geology of part of 
Westdale quadrangle, Oswego County, 
New York /, 82-3690 


Geology — South Dakota. . 

Explorer on the northern plains : Lieu- 
tenant Gouverneur K. Warren’s pre- 
liminary report of explorations in Ne- 
braska and Dakota, in the years 1855- 
*56-’57., 82-13149 


Geology — United States. 
Facing geologic and hydrologic hazards : 
earth-science considerations /, 82- 
5800 


Geology — Utah — Carbon County. 
Bedrock, surficial, and economic geology 
of the Sunnyside coal-mining district, 
Carbon and Emery Counties, Utah /, 
82-1924 


Geology — Utah — Emery County. 
Bedrock, surficial, and economic geology 
of the Sunnyside coal-mining district, 
Carbon and Emery Counties, Utah /, 
82-1924 


Geology — Utah — Garfield County. 
Mineral resources of the Phipps-Death 
Hollow Instant Study Area, Garfield 
County, Utah, 82-13988 


Geology — Utah — Juab County. 

Tertiary volcanic rocks and uranium in 
the Thomas Range and northern Drum 
Mountains, Juab County, Utah /, 82- 
13957 


Geology — Virginia — Big Stone Gap 
region. 

Stratigraphy of the Chattanooga Shale 
(Upper Devonian and Lower Mississip- 
pian) in vicinity of Big Stone Gap, 
Wise County, Virginia /, 82-580 


Geology, Stratigraphic. 

Geologic factors in predicting coal mine 
roof-rock stability in the upper Kittan- 
ning coalbed, Somerset County, Pa. /, 
82-5889 


Geology, Stratigraphic — Cambrian — 


Congresses. 

Short papers for the Second International 
Symposium on the Cambrian System, 
1981 /, 82-1957 
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Geology, Stratigraphic — Carboniferous. 
The Mississippian and Pennsylvanian 
(Carboniferous) systems in the United 
States /, 82-5798 


Geology, Stratigraphic — Devonian. 
Geology and hydrology for environmen- 
tal planning in Washtenaw County, 
Michigan /, 82-1940 
Investigations into the state of stress in 
the crust under northeastern United 
States /, 82-2562 


Stratigraphy of the Chattanooga Shale 
(Upper Devonian and Lower Mississip- 
pian) in vicinity of Big Stone Gap, 
Wise County, Virginia /, 82-580 


Geology, Stratigraphic — Jurassic. 
Late Jurassic ammonites from Alaska /, 
82-13956 


Geology, Stratigraphic — Mississippian. 
Geology and hydrology for environmen- 
tal planning in Washtenaw County, 
Michigan /, 82-1940 
The Mississippian and Pennsylvanian 
(Carboniferous) systems in the United 
States /, 82-5798 


Stratigraphy of the Chattanooga Shale 
(Upper Devonian and Lower Mississip- 
pian) in vicinity of Big Stone Gap, 
Wise County, Virginia /, 82-580 


Geology, Stratigraphic — Nomenclature — 

Data processing. 

Geologic names of the United States 
through 1975 : a computer list of geo- 
logic names in use in the United States 
and the major elements necessary for 
their definition /, 82-13950 


Geology, Stratigraphic — Paleocene. 
Stratigraphic and hydrogeologic frame- 
work of part of the Coastal Plain of 
Texas /, 82-10750 


Geology, Stratigraphic — Pennsylvanian. 
Ground water of coal deposits, Bay 
County, Michigan /, 82-1945 


The Mississippian and Pennsylvanian 
(Carboniferous) systems in the United 
States /, 82-5798 


Geology, Stratigraphic — Recent. 
Stratigraphic and hydrogeologic frame- 
work of part of the Coastal Plain of 
Texas /, 82-10750 


Geology, Stratigraphic — Tertiary. 

Tertiary volcanic rocks and uranium in 
the Thomas Range and northern Drum 
Mountains, Juab County, Utah /, 82- 
13957 


Geology, Structural. 
Investigations into the state of stress in 
the crust under northeastern United 
States /, 82-2562 
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Regional tectonics and seismicity of east- 
ern Nebraska : annual report, July 1979 
- June 1980 /, 82-4178 

Regional tectonics and seismicity of east- 
ern Nebraska : annual report, June 1, 
1978-May 30, 1979 /, 82-6653 

Regional tectonics and seismicity of 
southwestern Iowa : annual report, 
May 1, 1978-April 30, 1979 /, 82-6639 

Seismicity and tectonic relationships of 
the Nemaha Uplift in Oklahoma : part 
Ill /, 82-14929 


Geometry. 
On the nonlinear deformation geometry 
of Euler-Bernoulli beams /, 82-6156 
Solvability analysis of geodetic networks 
using logical geometry /, 82-3106 


Geometry, Differential. 
System theory as applied differential ge- 
ometry /, 82-14183 


Geomorphology — California. 
Engineering geology and geomorphology 
of streambank erosion. Report 1. Eel 
River Basin, California /, 82-9798 


Geomorphology — Michigan, Lake. 
Sand resources of southeastern Lake 
Michigan /, 82-13136 


Geophysical instruments — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC’s 6655, 6660. Geo- 
physical and astronimical meteorologi- 
cal instruments and apparatus, 82- 
12985 


Geophysical Monitoring for Climatic 
Change. 


The Acquisition and processing of con- 
tinuous data from GMCC observatories 
/, 82-3100 


Geophysical Monitoring for Climatic Change 
— Periodicals. 
Geophysical Monitoring for Climatic 
Change. Summary report., 82-9569 


Geophysical research — Alaska. 
Surficial geophysical data for two cross- 
valley lines in the middle Eagle River 

valley, Alaska /, 82-1955 


Geophysical research — Ohio — 

Portsmouth. 

In situ and laboratory determinations of 
shear and Young’s moduli for the 
Portsmouth, Ohio, gaseous diffusion 
add-on site /, 82-5027 


Geophysical well logging. 

Preliminary report on the geology and 
geophysics of drill hole UE2Sa-1, 
Yucca Mountain, Nevada Test Site /, 
82-10814 
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Geophysical well logging — Nevada. 
Interpretation of geophysical well-log 
measurements in drill hole UE2S5a-1, 
Nevada Test Site, radioactive waste 
program /, 82-10842 


Geophysics — Bibliography — Catalogs. 
Scientific and technical publications of 
the Environmental Research Laborato- 
ries, 82-1401, 82-4684 


George B. Kelez (Ship) 

MESA New York Bight : project ex- 
panded water column characterization 
cruise (XWCC 17) NOAA ship 
George B. Kelez, April 1978 /, 82- 
4648 


MESA New York Bight project : ex- 
panded water column characterization 
cruise (XWCC 8) NOAA ship 
George B. Kelez, April 1976 /, 82- 
4646, 82-4649, 82-4651, 82-4652, 
82-4653, 82-4654, 82-4655 


MESA New York Bight Project 
Winkier oxygen data, expanded water 
column characterization cruises 
(XWCC 2 to XWCC 24), NOAA ships 
Researcher and George B. Kelez, 1975- 
1979 /, 82-4647 


Georgia — Manufactures — Statistics. 
1977 census of manufactures, 82-9153 


Georgia — Maps. 
Prime farmlands of the State of Georgia., 
82-1198 


Georgia — Population — Statistics. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 12. Georgia., 82-9293 


1980 census of population and housing : 
Georgia, population and housing unit 
counts., 82-9319 


Geothermal leases — California — Imperial 

County. 

Glamis/Dunes competitive and non-com- 
petitive leases for geothermal explora- 
tion/development : draft environmental 
assessment record /, 82-653 


Geothermal leases — California — Kelsey 
Valley (Lake County) 
Draft environmental assessment, Kelsey 
Creek proposed geothermal leasing /, 
82-654 


Geothermal leases — United States. 

Amending the Geothermal Steam Act of 
1970 : hearing before the Subcommittee 
on Energy and Mineral Resources of 
the Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 669 ... S. 1516...., 82-15079 
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Guidelines for acquiring environmental 
baseline data on federal geothermal 
leases /, 82-1923 


Environmental assessmental [sic], geo- 

thermal energy, Heber geothermal 
binary-cycle demonstration project, 
Imperial County, California. 82- 
13297 


Geothermal power plants — Environmental 
aspects — New Mexico. 

Geothermal demonstration program : 50 
MW power plant, Baca Ranch, Sando- 
val and Rio Arriba Counties, New 
Mexico : final environmental impact 
statement., 82-9952 


Geothermal power plants — Testing. 
Demonstration of EIC’s copper sulfate 
process for removal of hydrogen sul- 
fide and other trace contaminants from 
geothermal steam at turbine inlet tem- 
peratures and pressures /, 82-5204 


Geothermal Power Plants — United States. 

Elimination of Federal funds for the 
Heber Project will impede full devel- 
opment and use of hydrothermal re- 
sources : report to the Chairman, Sub- 
committee on Energy Development 
and Applications, Committee on Sci- 
ence and Technology, House of Repre- 
sentatives /, 82-10364 


Geothermal resources — California — Maps. 
Geothermal resources of California /, 
82-9507 


Geothermal resources — Congresses. 
Proceedings, NATO-CCMS Conference 
on the Economics of Direct Uses of 
Geothermal Energy, held June 21-22, 
1977, Washington, D.C. /, 82-3334 


Geothermal resources — Environmental 
aspects — California — Kelsey Valley 
(Lake County) 

Draft environmental assessment, Kelsey 
Creek proposed geothermal leasing /, 
82-654 


Geothermal resources — Idaho. 

Chemical analyses of ground water relat- 
ed to geothermal investigations in the 
Teton River area, eastern Idaho /, 82- 
10798 


Geothermal resources — Law and legislation 

— United States. 

Amending the Geothermal Steam Act of 
1970 : hearing before the Subcommittee 
on Energy and Mineral Resources of 
the Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 669 ... S. 1516....,  82-15079 





Geothermal resources — Louisiana — 

Cameron Parish. 

Geothermal energy geopressure subpro- 
gram : DOE Sweet Lake no. 1, Ca- 
meron Parish, Louisiana : environmen- 
tal assessment., 82-9954 

Geothermal energy geopressure subpro- 
gram : Gladys McCall Well site, Ca- 
meron Parish, Louisiana : environmen- 
tal assessment., 82-9955 


Geothermal resources — Montana. 
Supplemental data from the Ennis and 
other thermal-springs areas, Southwest- 
ern Montana, 1978-80 /, 82-3686 


Geothermal resources — Montana — Maps. 
Geothermal resources of Montana /, 82- 
9508 


Geothermal resources — North Dakota — 


Maps. 
Geothermal resources of North Dakota /, 
82-9509 


Geothermal resources — Washington (State) 
Geothermal resources of Washington / 
82-9510 


*Geriatric nursing. 

Characteristics of nursing home residents, 
health status, and care received : na- 
tional nursing home survey, United 
States, May-December 1977., 82- 
13857 


Geriatric psychiatry. 
Chicano aging and mental health /, 82- 
1875 


Geriatrics — Study and teaching — United 
States — Congresses. 
Report on the ... annual meeting of the 
NIA geriatric medicine academic awar- 
dees., 82-13833 


Geriatrics —- United States. 


Progress report on geriatric medicine /, 
82-1842 


Geriatrics — United States — Awards — 


Congresses. 
Report on the ... 
NIA geriatric medicine academic awar- 


annual meeting of the 
82-13833 


Germany (East) — Description and travel. 
Background notes, German Democratic 
Republic /, 82-11292 


Germany (West) — Fairs — Handbooks, 
manuals, etc. 
German trade fairs : a handbook for 
American exporters /, 82-136 


Germany (West) — Relations — United 
States. 
Authorization to secretary of the Army 
to return certain works of art to the 
Federal Republic of Germany : report 
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Gillespie County (Tex.) Maps. 


(to accompany H.R. 4625) (including 
cost estimate of the Congressional 
Budget Office)., 82-6585 

Hearing on H.R. 3555, to authorize the 
Secretary ... before the Investigations 
Subcommittee on the Commmittte on 
Armed Services, House of Representa- 
tives, Ninety-seventh Congress, (first 
session, July 16, 1981., 82-1023 


Germplasm resources, Plant — United 
States. 


National plant germplasm system : hear- 
ing before the Subcommittee on De- 
partment Operations, Research, and 
Foreign Agriculture of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 24, 1981., 82-6751 


— Periodicals. 
Annual report /, 82-549 


NIA annual report, 82-549 


Gerontology — Research — United States 
— Periodicals. 
Report to Council on program /, 82- 
13834 


Ghana — Description and travel. 
The Peace Corps in Ghana., 
82-2832 


82-101, 


Gibbs’ free energy. 
Electrochemical determination of Gibbs 
energies of formation of MnS and 
FeosS /, 82-5859 


Gifford Pinchot National Forest (Wash.) 
Resource development proposals, 1981- 
1985., 82-12402 


Gifts — Taxation — United States. 

Impact of estate and gift taxation on capi- 
tal formation : hearings before the Sub- 
committee on Tax, Access to Equity 
Capital, and Business Opportunities of 
the Committee on Small Business, 
House of Representatives, Ninety-sev- 
enth Congress, first session, Washing- 
ton, D.C., June 16 and 17, 1981., 82- 
2715 


Major estate and gift tax issues : hearings 
before the Subcommittee on Estate and 
Gift Taxation of the Committee on Fi- 
nance, United States Senate, Ninety- 
seventh Congress, first session., 82- 
6824 


Gila National Forest (N.M.) 
Checklist ecology : a guide for Gila Na- 
tional Forest., 82-4362 


Gillespie County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Gillespie County, Texas /, 
82-4424 
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Girard, Charles M. 

Nomination of Charles M. Girard : hear- 
ing before the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
on nomination of Charles M. Girard to 
be associate director for Resource 
Ged nalts Vasdaentioat Fed- 
eral Emergenc it Agency, 
September 22, 22, 1981, 82-2665 


Girders, Continuous — Vibration. 
Analytical and experimental studies of a 
beam with a geometric nonlinearity /, 
82-14921 


Girl Scouts of the United States of America 
— Periodicals. 
Annual report /, 82-2377 


Glacier Bay National Monument (Alaska) 
Glacier Bay marine ecosystem : a con- 
ceptual ecological model /, 82-3721 


Glaciers — Alaska — Columbia Glacier. 
Columbia Glacier stake location, mass 
balance, glacier surface altitude, and 
ice radar data, 1978 measurement year 
/, 82-13971 


Glass — Testing. 
Evaluation and market testing of Corning 
code 7809 thin solar glass /, 82-13347 


Glass, Optical. 
Aids for improving vision in white-out /, 
82-5124 
Various measures of the effectiveness of 
yellow goggles /, 82-5125 


Glass fiber industry — Environmental 
aspects — United States. 
Glass manufacturing plants : background 
information, proposed standards of per- 
formance /, 82-13680 


Glass fiber industry — South Carolina — 
Anderson. 
Demonstration of a closed loop reuse 
system in a fiberglas textile plant /, 
82-13558 


Current industrial reports. Series MA-32 
J, Fibrous glass., 82-1345 


Fibrous glass, 82-1345 


Glass manufacture — Environmental aspects 
— United States. 
Glass manufacturing plants : background 
information, proposed standards of per- 
formance /, 82-13680 


Glass manufacture — United States — 


Statistics. 
1977 census of manufactures, 82-12693 


Glass research — United States. 
Evaluation and market testing of Corning 
code 7809 thin solar glass /, 82-13347 
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Glass waste — Recycling — United States. 
Beverage Container Reuse and Recycling 
Act : hearing before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sev- 
enth Congress, first session, on S. 709 
... November 5, 1981., 82-12120 


Glass-workers — United States — Statistics. 

Occupational employment : products of 

purchased glass industry, May 1971 /, 
82-2018 


Glide path systems. 
Airborne determination of ground speed : 
a feasibility study /, 82-11546 
The selection of glide slope antenna pat- 
terns for use in the frequency assign- 
ment process /, 82-11551 


Gliders (Aeronautics) 
Type certification-fixed-wing gliders (sail- 
planes)., 82-6391 


Gliders (Aeronautics) — Specifications — 


Aircraft type certificate data sheets and 
specifications. Volume IV, Rotorcraft, 
gliders and balloons., 82-11513 


Rotocraft, gliders and balloons, 82- 
11513 
Type certificate data sheets and specifica- 


tions. Volume 4, Rotorcraft, gliders & 
balloons, 82-11513 


Global Weather Central (U.S.) — 

Automation — Evaluation. 

Better software planning needed at the 
Air Force’s Global Weather Central : 
report to the Chairman, Committee on 
Government Operations, House of 
Representatives /, 82-1718 


Glue. 
Casein glues : their manufacture, prepara- 
tion, and application., 82-12472 


Glycolipids — Abstracts. 
Selected abstracts on glycosphingolipids., 
82-13796 


Glycols. 
The use of polyalkylene glycol in sonar 
transducers /, 82-3231 


*Glycosphingolipids — abstracts 
Selected abstracts on glycosphingolipids., 
82-13796 


Glyphosate. 
Glyphosate is highly effective for tree in- 
jection /, 82-12469 


Goats — United States — Statistics — 
Periodicals. 
Sheep, lambs, and goats, final estimates 
for .... 82-12323 
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Gold — Metallurgy. 
Recovery of gold from arsenopyrite con- 
centrates by cyanidation-carbon ad- 
sorption /, 82-5856 


Gold — Statistics — Periodicals. 
Gold, 82-609 


Preprint from the ... Bureau of Mines 
Minerals yearbook. Gold., 82-609 


Gold standard. 
The gold standard : its history and record 
against inflation : a study /, 82-1039 


Gorgas Memorial Laboratory. 
Health : agreement between the United 
States of America and Panama, effect- 
— by exchange of notes signed at 
September 7, 1977., 82- 
an 


Local climatological data. Mount Wash- 
ington Observatory, Gorham, New 
Hampshire, annual summary with com- 
parative data., 82-9521 


*Government Agencies — United States — 


Federal information sources and systems 
/, 82-500 


*Government Agencies — United States — 
directories. 
Directory of federal regional structure, 
82-539 


United States directory of federal region- 
al structure., 82-539 


Government and the press — United States. 
Freedom of Information Act oversight : 
hearings before a Subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 14, 15, 
and 16, 1981., 82-2661 


Government attorneys — United States. 
Attorneys working for people., 82-5665 


Government business enterprises — United 
States — Statistics. 


1977 census of manufactures, 82-9234 


Government communication systems — 

Missouri — Saint Louis. 

Deficiencies in the St. Louis defense tele- 
phone service should be avoided in 
future consolidations : report to the Di- 
rector of the Office of Management 
and Budget and the Secretary of De- 
fense /, 82-3518 


Government communication systems — 

United States. 

Deficiencies in the St. Louis defense tele- 
phone service should be avoided in 
future consolidations : report to the Di- 
rector of the Office of Management 
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and Budget and the Secretary of De- 
fense /, 82-3518 


Report to Congress on the acquisition of 
reactor data for the NRC Operations 
Center /, 82-2441 


Government competition — United States. 

Government competition with small busi- 
ness : hearings before the Subcommit- 
tee on Advocacy and the Future of 
Small Business of the Committee on 
Small Business, United States Senate, 
Ninety-seventh Congress, first session, 
on government competition with small 
business, Washington, D.C.—June 24, 
1981, Los Angeles, Calif.—August 27, 
1981, Washington, D.C.—November 4, 
1981., 82-12266 


Government consultants — United States. 

Consultant Reform and Disclosure Act of 
1981 : hearing before the Subcommittee 
on Federal Expenditures, Research, 
and Rules of the Committee on Gov- 
ernmental Affairs, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 719 ... September 18, 
1981., 82-15136 


Government executives — United States. 
Evaluations called for to monitor and 
assess executive appraisal systems 
report to the Director, Office of Per- 
sonnel Management /, 82-10370 


Government executives — United States — 
Bibliography — Periodicals. 
Executive personnel /, 82-11181 


Government executives — United States — 
Directories. 
Directory of federal regional structure, 
82-539 


United States directory of federal region- 
al structure., 82-539 


Government information — Law and 
legislation — United States — Cases — 
Indexes. 

FOIA case list, 82-10972 


Freedom of information case list., 
10972 


82- 


Government information — United States. 
Freedom of Information Act oversight : 
hearings before a Subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 14, 15, 
and 16, 1981., 82-2661 


Intelligence Reform Act of 1981 : hearing 
before the Select Committee on Intelli- 
gence of the United States Senate, 
Ninety-seventh Congress, first session, 
on Intelligence Reform Act of 1981, 
July 21, 1981., 82-4255 

Maintaining the quality of economic data 
:astudy /, 82-6782 





The Reagan-Bush transition team’s activi- 
ties at six selected agencies : report to 
the chairman, Committee on Energy 
and Commerce, House of Representa- 
tives /, 82-13732 


Government 
Financing rural electric generating facili- 
ties : a large and growing activity : 
report to the Congress /, 82-1724, 
82-1725 
Most borrowers of economic opportunity 
loans have not succeeded in business : 
report to the Congress /, 82-5459 


Most borrowers of economic opportunity 
loans have not succeeded in business : 
report to the Congress : summary /, 
82-5460 


Government lending — United States. 
Business loans from the SBA., 82-11362, 
82-11363 


The Congress should control federal 
credit programs to promote economic 
stabilization : report to the Congress /, 
82-3522 


Debt Collection Act of 1981 : hearings 
before the Committee on Governmen- 
tal Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 1249 ... April 23 and June 17, 
1981., 82-2664 


Federal credit activity and H.R. 2372 
(Federal Lending Oversight and Con- 
trol Act) : hearings before the Task 
Force on Enforcement, Credit, and 
Multiyear Budgeting of the Committee 
on the Budget, House of Representa- 
tives, Ninety-seventh Congress, first 
session, October 28 and 29, 1981., 82- 
12109 


The Federal Financing Bank and the 
budgetary treatment of federal credit 
activities /, 82-12306 


Government lending — United States — 


Conference on the Economics of Federal 
Credit Activity, April 10-11, 1980 /, 
82-12304 


Government liability — United States. 

Government Contractors Product Liabili- 
ty Act : hearing before the Subcommit- 
tee on Administrative Law and Gov- 
ernmental Relations of the Committee 
on the Judiciary, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on H.R. 1504 ... March 19, 
1981., 82-2669 


Municipal liability under 42 U.S.C. 1983 : 
hearings before the Subcommittee on 
the Constitution of the Committee on 
the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 584, S. 585, and S. 990 ... May 6, 
7, July 8, and 23, 1981., 82-12216 
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National Guard tort claims legislation : 
hearing before the Subcommittee on 
Agency Administration of the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-seventh Congress, first 
session, on National Guard tort claims 
legislation, July 23, 1981., 82-2675 

Study of liability, insurance and indemni- 
fication problems for FRA programs., 
82-11465 


Government litigation — United States. 
Award of attorneys’ fees against the fed- 
eral government : hearings before the 
Subcommittee on Courts, Civil Lib- 
erties, and the Administration of Jus- 
tice of the Committee on the Judiciary, 
House of Representatives, Ninety-sixth 
Congress, second session, on S. 265 ... 
May 20 and June 24, 1980., 82-1076 


Payment of attorneys’ fees in tax litiga- 
tion : hearing before the Subcommittee 
on Select Revenue Measures of the 
Committee on Ways and Means, House 
of Representatives, Ninety-seventh 
Congress, fisrt session, September 28, 
1981., 82-12300 


Government missions. 
Foreign Missions Act of 1982 : report 
together with minority views (to ac- 
company S. 854)., 82-14615 


Government National Mortgage Association 
— Periodicals. 
GNMaA annual report /, 82-1890 


Government paperwork — United States. 
Burdensome and unnecessary reporting 
requirements of the Public Utility Reg- 
ulatory Policies Act need to be 
changed : report to the Congress /, 
82-10361 


The Environmental Protection Agency 
needs to better control its growing pa- 
perwork burden on the public : report 
to the Chairman, Joint Economic Com- 
mittee : summary /, 82-13725 


Independent regulatory agencies can 
reduce paperwork burden on industry : 
report to the director, Office of Man- 
agement and Budget /, 82-3505 


Records organization, transfer and de- 
struction standards., 82-11488, 82- 
11489 


Government paperwork — United States — 
Bibliography — Catalogs. 


Federal government forms., 82-5554 


Government productivity — United States. 
Better use can be made of federal profes- 
sional staff : report /, 82-1736 
Government Cost Reduction Act : hear- 
ings before the Subcommittee on Civil 
Service of the Committee on Post 
Office and Civil Service, House of 
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Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 3116 ... 
June 2, 12, 23, 1981., 82-6883 
Measuring productivity in accounting and 
finance offices., 82-1715 
Ways to improve federal management 


and use of productivity based reward 
systems : report /, 82-1737 


Government publications — Bibliography. 
Care and disorders of the eyes., 82-5531 


United States Coast Guard publications., 
82-5631 


Government publications — Bibliography — 
Catalogs. 


Accidents and accident prevention., 82- 
5614 


Accounting and auditing., 82-5537 
Action Agency publications., 82-5632 
Adult education., 82-5606 

Africa., 82-5642 

Aging., 82-5535 


Agricultural research, statistics, and eco- 
nomic reports., 82-5588 


Air pollution., 82-10402 


Aircraft, airports, and airways., 82-3527, 
82-5526 


Airman’s information manual., 82-5527 
Alcohol, tobacco, and firearms., 82-5621 
Alcoholism., 82-1785 

American Revolution., 82-5580 

Annual reports., 82-5565 

Anthropology and archeology., 82-5651 
Architecture., 82-5607 

Armed Forces., 82-5575 


Army technical and field manuals., 82- 
5585 


Art and artists. 82-5559 
Astronomy and astrophysics., 82-10411 


Atomic energy and nuclear power., 82- 
5601 


Aviation information and training materi- 
als., 82-1766 


Background notes., 82-3542 
Banks and banking., 82-5573 
Birds., 82-3552 


Board of Tax Appeals and Tax Court 
reports., 82-1775 


Budget of the United States government, 
fiscal year 1983, and economic report 
of the President, January 1981., 82- 
10417, 82-13755 

Building science series., 82-5577 

Bureau of Land Mangement publications., 
82-5624 


Bureau of Reclamation publications., 82- 
5622 
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Business and business management., 82- 
3525, 82-5522 


Canada., 82-5638 


Canning, freezing and storage of foods., 
82-1762 


Census of agriculture., 82-1790 

Census of business., 82-511 

Census of construction., 82-512 

Census of governments., 82-1782 
Census of manufactures., 82-509 

Census of mineral industries., 82-10425 
Census of transportation., 82-510 

Child abuse and neglect., 82-3577 
Children and youth., 82-3534 

China., 82-5647 


Civil Aeronautics Board publications., 
82-5595 


Civil and structural engineering., 82- 
3576 


Civil rights and equal opportunity., 82- 
5604 


Coins and medals., 82-3554 


Computers and data processing., 82- 
1770 


Congress., 82-5602 
Congressional directory., 82-3562 
Conservation., 82-3564 
Construction industry., 82-3558 
Consumer information., 82-3524 


Consumer Product Safety Commission 
publications., 82-5641 


Cookbooks and recipes., 
Copyrights., 82-1779 


Courts and correctional institutions., 82- 
10408 


Crime and criminal justice., 
Day care., 82-1778 
Defense supply and logistics., 82-5623 
Dentistry., 82-3530 


Department of Agriculture yearbooks., 
82-3533 


Digest of U.S. practice in international 
law and digest of international law., 
82-10416 


Directories and lists of persons and orga- 
nizations., 82-5562 


Disarmament and arms control., 82-5572 


Disaster preparedness and civil defense., 
82-5617 


Diseases in humans., 82-1764 
Drug education., 82-3549 
Earth sciences., 82-10413 


Economic Development Administration 
publications., 82-5633 


Educational statistics, 82-5520, 82- 
5551 


82-5544 


82-3535 
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Electricity and electronics., 82-1771 
Elementary education., 82-5599 
Employment and occupations., 82-1769 


Energy conservation and research tech- 
nology., 82-5650 


Energy management for consumers and 
businesses., 82-3574 


Energy policy, issues and programs., 82- 
10424 


Energy supplies, prices, and consump- 
tion., 82-5649 


Engineering other than civil., 82-3547 


Environmental education and protection., 
82-5553 


Family planning., 82-10423 
Farms and farming., 82-5587 
Federal aviation regulations., 82-506 


Federal Bureau of Investigation publica- 
tions., 82-5634 


Federal Communications Commmission 
publications., 82-5640 


Federal Council for Science ‘and Tech- 
nology publications., 82-5630 


Federal government forms., 82-5554 


Federal Maritime Commission publica- 
tions., 82-5596 


Federal Trade Commission decisions and 
publications., 82-5557 


Financial aid to students., 82-3541 


Fire fighting, prevention, and forest fires., 
82-5548 


Fish and marine life., 82-3555 
Food, diet and nutrition., 82-3569 


Foreign affairs of the United States., 82- 
10405 


Foreign area studies., 82-5590 
Foreign education., 82-5615 
Foreign investments., 82-5637 
Foreign languages., 82-3540 


Foreign relations of the United States., 
82-3556 


Foreign trade and tariff., 82-5569 
Fossils., 82-5579 
Gardening., 82-3572 


General Accounting Office publications., 
82-3566 


General Services Administration publica- 
tions., 82-1787 


Grants and awards., 82-5626 

The handicaped., 82-5534 

Hearing and hearing disability., 82-3531 
Heart and circulatory system., 82-5558 
Higher education., 82-3559 


Highway construction, safety, and traf- 
fic., 82-504 





January — June 1982 


Historical handbook series., 82-3529 
The home., 82-3536 

Home economics., 82-3568 
Hospitals., 82-5566 


Housing, urban and rural development., 
82-5639 


How to sell to government agencies., 
82-10414 


How to sell to the Department of De- 
fense., 82-5541 


Immigration, naturalization, and citizen- 
ship., 82-1776 

Insects., 82-5533 

Insurance., 82-5644 

Intergovernmental relations., 82-5605 


Internal Revenue cumulative bulletins., 
82-1774 


Interstate Commerce Commission deci- 
sions and reports., 82-1786 


Irrigation and drainage., 82-5555 
Juvenile delinquency., 82-3539 
Labor-management relations., 82-1773 


Latin America and the Caribbean., 82- 
10422 


Law enforcement., 82-5564 
Livestock and poultry., 82-1765 
Mammals and reptiles., 82-5546 


Maps and atlases (United States and for- 
eign)., 82-3544 


Marine Corps publications., 82-5616 
Marketing research., 82-5571 
Mass transit., 82-507, 82-5540 
Mathematics., 82-5521, 82-5529 
Medicine and medical science., 82-5584 
Mental health., 82-1784 

Middle East., 82-5643 

Military history., 82-10410 
Minerals and mining., 82-5582 
Minerals yearbook., 82-3543 
Minorities., 82-1763, 82-5523 


Motion pictures, films, and audiovisual 
information., 82-5547 


Motor vehicles., 82-10403 
Music., 82-5610 


NASA _ educational publications., 82- 
3561 


NASA scientific and technical publica- 
tions., 82-5625 


National and world economy., 82-10409 


National Bureau of Standards handbooks 
and monographs., 82-1780 

National Bureau of Standards special 
publications., 82-3567 


National Bureau of Standards technical 
notes., 82-5581 
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National Credit Union Administration 
publications., 82-5635 


National defense and security., 82-5583 


National Ocean Survey publications., 
82-5628 


National Park Service folders., 82-3551 


National Science Foundation publica- 
tions., 82-5609 


National standard reference data series., 
82-5578 


Naval Facilities Engineering Command 
publications., 82-3560 


Naval Personnel Bureau and Naval Edu- 
cation and Training Command publica- 
tions., 82-5592 


Navigation., 82-10401 
Noise abatement., 82-5543 


Occupational outlook handbook., 82- 
1789 


Occupational safety and health., 82-3557 
Oceanography., 82-5532 


Office of Personnel Management publica- 
tions., 82-5648 


Oil spills and ocean dumping., 82-1777 
Patents and trademarks., 82-1767 


Personnel management, guidance and 
counseling., 82-5603 


Pesticides, insecticides, fungicides, and 
rodenticies., 82-5613 


Photography., 82-3538 
Physical fitness., 82-3565 
Postal service., 82-3550 


Posters, charts, picture sets, and decals., 
82-5542 

Presidents of the United States., 82-3545 

Prices, wages, and the cost of living., 
82-5612 

Printing and graphic arts., 82-10406 

Procurement, supply cataloging, and clas- 
sification., 82-5574 

Public and private utilities., 82-5646 

Public buildings, landmarks and historic 
sites of the United States., 82-3548 

Public health., 82-5568 

Publications relating to the 1981-82 col- 
lege debate topic : should the federal 
government significantly curtail the 


powers of labor unions in the United 
States?, 82-10415 


Publications relating to the 1981-82 na- 
tional high school debate topic : how 
can the United States elementary and 
secondary school systems best be im- 
proved?, 82-1768 

Radiation and radioactivity., 

Railroads., 82-5608 

Reading., 82-5589 


82-5538 
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Recreational and outdoor activities., 82- 
5528 


Rehabilitation., 82-5549, 82-5550 
Retirement., 82-10421 
Revenue sharing., 82-1772 


Rural Electrification Administration 
(REA) forms and bulletins., 82-5591 


Salvage and recycling., 82-5586 

Sanitation and sewage., 82-5576 

School administration, buildings and 
equipment., 82-5611 

School lunches., 82-10404 


Science experiments and projects., 82- 
5618 


Secondary education., 82-5545 

Securities and investments., 82-5645 

Shipping and transportation., 82-5536 

Ships, shipping, and shipbuilding., 82- 
10418 


Small business., 82-3575 


Smithsonian Institution popular publica- 
tions., 82-1788 


Smoking., 82-3528 
Social security., 82-1783 


Soil and soil management., 82-505, 82- 
5524 


Solar energy., 82-3526 
Solid waste management., 82-5556 
Space, rockets and satellites, 82-3571 


Stenography, typing and writing., 82- 
5552 


Subversive activities., 82-5627 
Supreme Court reports., 82-3532 
Surveying and mapping., 82-3553 


Teachers and teaching methods., 82- 
1781 


Telecc 82-3570 
Travel and tourism., 82-3573 


Treaties and other international agree- 
ments of the United States., 82-5597 

Trees, forest products, and forest man- 
agement., 82-10407 

U.S. Court of Customs and Patent Ap- 
peals reports and U.S. Customs Court 
reports., 82-3537, 82-5539 

U.S. Government Printing Office publica- 
tions., 82-5619 

United States Air Force manuals. 82- 
5594 

United States Army Corps of Engineers., 
82-5629 

United States Army in World War IL., 
82-5530 

United States Code, 1976., 82-5600 


United States Court of Claims reports., 
82-5593 


ications. 
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United States intelligence activities., 82- 
5636 


United States naval history., 82-10420 
United States postage stamps., 82-5525 
Veterans affairs and benefits., 82-508 
Vital and health statistics, 82-5567 


Vocational and career education., 82- 
3546 


Voting and elections., 
Weather., 82-3563 
Weights and measures., 82-5560 


Where can you obtain—government 
specifications, Federal standards, draw- 
ings, and the indexes which list these 
specifications?, 82-10419 


Wildlife management., 82-5563 
82-5561 

82-5598 
82-5570 


82-5620 


Women., 
X-rays., 
Zoology., 


Government publications 
ASCS publications., 


82-1225 


*Government Publications — United States 

— bibliography. 

Cumulative index of congressional com- 
mittee hearings (not confidential in 
character). Supplement., 82-6604 

Federal information sources and systems 
/, 82-500 


Index of congressional committee hear- 
ings, 82-6604 


Government publicity — United States. 
Serving the public : the extra step., 82- 
766 


Government 
Better investment decisions can save 
money at GSA and FAA : report /, 

82-10397 


Government purchasing — New Zealand. 
Sale of butter to New Zealand : hearing 
before the Subcommittee on Livestock, 
Dairy, and Poultry of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, first 
session, September 10, 1981., 82-12069 


Government — United States. 
Amending the Federal Grant and Coop- 
erative Agreement Act : report of the 
Committee on Governmenal Affairs, 
United States Senate to accompany S. 
982 ... together with additional views., 
82-2358 


Comptroller, requisitioning handbook 
(MILSTRIP/SURF) : logistics & prop- 
erty /, 82-11564 

Control of government property in pos- 
session of contractors., 82-13383 

Data processing service manual /, 82- 
14571 
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Federal Home Loan Bank Board’s man- 
agement of its procurement activities 
should be improved : report to the 
ranking minority member, Committee 
on Appropriations, United States 
Senate /, 82-10393 


Handbook for small business : a survey of 
small business programs of the federal 
government /, 82-923 


NASA procurement 
14159 


NASA program management and pro- 
curement procedures and practices : 
hearings before the Subcommittee on 
Space Science and Applications of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
June 24, 25, 1981., 82-1109 


Non-Federal computer acquisition prac- 
tices provide useful information for 
streamlining Federal methods : study 
by the staff of the U.S. General Ac- 
counting Office., 82-5457 


Oversight of the federal procurement 
system : hearing before the Subcommit- 
tee on Federal Expenditures, Research, 
and Rules of the Committee on Gov- 
ernmental Affairs, United States 
Senate, Ninety-seventh Congress, first 
session .... 82-4251 


Policy and procedures for procurement 
of architect-engineer (A-E) services /, 
82-11387 


Reference material FHWA _ negotiated 
procurement course., 82-14355 


Rural Electrification Administration bid- 
ding, purchasing, and election proce- 
dures : hearing before the Subcommit- 
tee on Agricultural Credit and Rural 
Electrification of the Committee on 
Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-seventh 
Congress, first session, Tuesday, Octo- 
ber 20, 1981., 82-12085 


Securities and Exchange Commission 
should improve procurement practices 
for market surveillance system devel- 
opment : report to the chairman, Secu- 
rities and Exchange Commission /, 
82-445 


Selling to NASA., 


System acquisition 
14421 


regulation., 82- 


82-2065 
management., 82- 


Government purchasing — United States — 


Bibliography — Catalogs. 
How to sell to government agencies., 
82-10414 


Government purchasing — United States — 


Handbooks, manuals, etc. 
Federal procurement regulations., 82- 
3579 
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Government purchasing — United States — 

Periodicals. 

CFR. 41, Public contracts and property 
management, 82-532, 82-533, 82- 
534, 82-535, 82-1793, 82-1794, 82- 
3590, 82-3591, 82-3592, 82-3593, 
82-3594, 82-10439 


Code of federal regulations. 41, Public 
contracts and property management., 
82-532, 82-533, 82-534, 82-535, 
82-1793, 82-1794, 82-3590, 82-3591, 
82-3592, 82-3593, 82-3594, 82- 
10439 


Public contracts and property manage- 
ment, 82-532, 82-533, 82-534, 82- 
535, 82-1793, 82-1794, 82-3590, 
82-3591, 82-3592, 82-3593, 82-3594, 
82-10439 


Report to the Congress /, 82-14254 


Government purchasing — United States — 
Standards — Bibliography — Catalogs. 
Where can you obtain—government 

specifications, Federal standards, draw- 
ings, and the indexes which list these 
specifications?, 82-10419 


Government purchasing — United States — 
Statistics — Periodicals. 
Major data processing and telecommuni- 
cations acquisition plans of federal ex- 
ecutive agencies., 82-11194 


Government purchasing of real property — 
United States. 
Land acquistion and relocation assistance 
for airport development projects., 82- 
11495 


Government spending policy — United 
States. 
Background paper on reducing the Fed- 
eral budget : strategies and examples /, 
82-13743 


Comments on the President’s February 
18, 1981, budget proposals and addi- 
tional cost-saving measures /, 82-1758 


Defense procurement policy and manage- 
ment : hearing before the Committee 
on Armed Services, United States 
Senate, Ninety-seventh Congress, first 
session, July 28, 1981., 82-12097 


Regional growth : flows of federal funds, 
1952-76., 82-11832 


What can be done to check the growth 
of federal entitlement and indexed 
spending? : report to the Congress /, 
82-10390 


International economic policy priorities : 
May 19, 1981., 82-11233 
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Governmental investigations — United 
States. 


Fraud in federal programs : hearing 
before the Committee on Governmen- 
tal Affairs, United States Senate, 
Ninety-seventh Congress, first session 
wey 82-15139 

Inspectors general legislation : hearing 
before the Committee on Governmen- 
tal Affairs, United States Senate, 
Ninety-seventh Congress, first session., 
82-12201 


Manual of offenses and procedures 
Korean influence investigation, pursu- 
ant to House Resolution 252 /, 82- 
1112 


Governmental investigations — United States 
— Directories. 
‘ederal evaluations /, 82-501 


Official United States standards for grade 
of slaughter cattle : title 7, ch. 1, pt. 53, 
sections 53.202-53.206 of the Code of 
Federal Regulations., 82-12633 


Grain — Drying — Congresses. 

Solar Grain Drying Conference proceed- 
ings, May 2-3, 1978, Holiday Inn- 
North, West Lafayette, Ind. /, 82- 
5192 


Grain — Storage. 
More can be done to protect depositors 
at federally examined grain warehouses 
: report /, 82-13712 


Grain — Storage — Economic aspects. 
More can be done to protect depositors 
at federally examined grain warehouses 
: report /, 82-13712 


Grain — Transportation — Management. 
U.S. grain transportation network needs 
system perspective to meet future 
world needs : report /, 82-10342 


Grain — United States. 
Costs for alternative grain residue collec- 
tion systems /, 82-9967 


Grain dust. 


Grain dust : problems and utilization /, 
82-12667 


Grain elevators — Environmental aspects — 
United States. 
Standards support and environmental 
impact statement /, 82-13668 


Grain trade. 
Changes in the international grain trade 
in the 1980’s /, 82-1227 


Grain trade — Economic aspects — United 
States. 
U.S. grain transportation network needs 
system perspective to meet future 
world needs : report /, 82-10342 





Grain trade — Law and legislation — United 

States. 

Export grain bank : hearing before the 
Subcommittee on Wheat, Soybeans, 
and Feed Grains of the Committee on 
Agriculture, House of Representatives, 
Ninety-seventh Congress, first session 
on H.R. 2901, September 29, 1981., 
82-12067 


Grain trade — Soviet Union. 
Lessons to be learned from offsetting the 
impact of the Soviet grain sales suspen- 
sion : report /, 82-10348 


Grain trade — United States. 

Cargo preference laws as they relate to 
Public Law 480 : hearing before the 
Subcommittee on Foreign Agricultural 
Policy of the Committee on Agricul- 
ture, Nutrition, and Forestry, United 
States Senate, Ninety-seventh Con- 
gress, first session, Friday, July 10, 
1981., 82-4199 


Farmer-owned grain reserve program 
needs modification to improve effec- 
tiveness : report to the Congress /, 
82-5476, 82-5478 


Farmer-Owned grain reserve program 
needs modification to improve effec- 
tiveness : report to the Congress : Sum- 
mary /, 82-5477 


Lessons to be learned from offsetting the 
impact of the Soviet grain sales suspen- 
sion : report /, 82-10348 


Grain trade — United States — Statistics. 
Occupational employment : grain mill 
products industry, June 1971 /, 82- 
11043 


Grainger County (Tenn.) — Maps. 
Important farmland in Grainger County, 
Tennessee /, 82-12605 


*Gram-negative anaerobic bacteria — 
Isolation & purification. 
Presumptive identification of anaerobic 
nonsporeforming gram-negative bacilli 
/, 82-10652 


Gram negative bacteria. 
Presumptive identification of anaerobic 


nonsporeforming gram-negative bacilli 
/, 82-10652 


Granaries — Law and legislation — United 

States. 

Insurance on grain losses in bankrupt 
public warehouses : hearing before the 
Subcommittee on Wheat, Soybeans, 
and Feed Grains of the Committee on 
Agriculture, House of Representatives, 
Ninety-seventh Congress, first session 
on H.R. 2523, December 10, 1981., 
82-15011 
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Granaries — United States, 
More can be done to protect depositors 
at federally examined grain warehouses 
: report /, 82-13712 


Grand Canyon National Park (Ariz.) — 
Maps. 


Grand Canyon Nationat Park., 
10900, 82-10901, 82-10902 


Grand Island (Neb.) — Climate — Statistics 
— Periodicals. 
Local climatological data. Grand Island, 
Nebraska, annual summary with com- 
parative data., 82-4664 


Grand Marais (Mich.) — Harbor. 
Draft detailed project report on shore 
damages at Grand Marais Harbor, 
Michigan., 82-9789 


82- 


Grand Teton National Park (Wyo.) — Maps. 
Grand Teton, Wyoming., 82-14031 


Grant County (Wis.) — Maps. 
Important farmlands, Grant County, Wis- 
consin /, 82-1199 


Grants-in-aid — Northwest, Pacific — 
Statistics — Periodicals. 
Financial assistance by geographic area. 
Region X, Seattle, Washington /, 82- 
541 


Grants-in-aid — Rocky Mountains region — 
Statistics — Periodicals. 
Financial assistance by geographic area. 
Region VIII, Denver, Colorado /, 82- 
540 


Grants-in-aid — United States. 

Amending the Federal Grant and Coop- 
erative Agreement Act : report of the 
Committee on Governmenal Affairs, 
United States Senate to accompany S. 
982 ... together with additional views., 
82-2358 


Federal assistance reform hearings 
before the Subcommittee on Intergov- 
ernmental Relations of the Committee 
on Governmental Affairs, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 45 and S. 807, March 11, 
25, and April 22, 1981., 82-12200 


Limited progress made in consolidating 
grants to insular areas : report to the 
Congress /, 82-10382 

Weak internal controls make some navy 
activities vulnerable to fraud, waste 
and abuse : report to the Congress /, 
82-447 

Weak internal controls make some navy 
activities vulnerable to fraud, waste, 
and abuse : summary : report to the 
Congress /, 82-448 

Weak internal controls make the depart- 
ment of Labor and selected CETA 
grantees, vulerable to fraud, waste, and 
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abuse : 
450 


Weak internal controls make the Depart- 
ment of Labor and selected CETA 
grantees vulnerable to fraud, waste and 
abuse : Summary : report to the Con- 
gress /, 82-451 


report to the Congress /, 82- 


Grants-in-aid — United States — 
— Catalogs. 
Grants and awards., 82-5626 


Grants-in-aid — United States — 
Directories. 
Funding family violence programs 
sources and potential sources for feder- 
al monies /, 82-3667 


Grants-in-aid — United States — 
Periodicals. 
A Catalog of federal grant-in-aid pro- 
grams to state and local governments., 
82-11825 


Significant features of fiscal federalism., 
82-11827 


Grants-in-aid — United States — Statistics 
— Periodicals. 
A Catalog of federal grant-in-aid pro- 
grams to state and local governments., 
82-11825 


Granular materiais. 
Evaluation of granular bed filters for 
high-temperature/high-pressure _partic- 
ulate control /, 82-13580 


Trade, Tokyo round of the multilateral 
trade negotiations table grapes 
agreement between the United States 
of America and the European commu- 
nities : effected by letter signed at 
Brussels July 27, 1979 with related 
letter signed at Washington October 
28, 1980., 82-2188 


Treaties, etc. United States, 1979 July 27,., 
82-2188 


Graph theory. 
A comparison of shortest path algorithms 
applied to sparse graphs /, 82-14785 


Graph theory — Data processing. 
Codes for Dijkstra’s shortest path algo- 
rithm /, 82-11891 


Graphic arts — Bibliography — Catalogs. 
Posters, charts, picture sets, and decals., 
82-5542 


Graphic arts — Catalogs. 
Popular & applied graphic art in the Li- 
brary of Congress., 82-704 
Graphic arts — United States — 
Bibliography — Catalogs. 
Printing and graphic arts., 
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Graphite. 
Feasibility of monitoring the strength of 
HTGR core support graphite - Part II 
/, 82-6642 
Hygrothermal damage mechanisms in 
graphite-epoxy composites /, 82-731 
Grass 


From hopeful greenstuff woven, 
2746, 82-2747 


Grasses. 
From hopeful greenstuff woven, 
2746, 82-2747 


82- 


82- 


Grasses — Africa, East — Anatomy — 
Atlases. : 
A scanning electron microscope survey 
of the epidermis of East African 
grasses, I /, 82-6232 


Grasses — Anatomy — Atlases. 
A scanning electron microscope survey 
of the epidermis of East African 
grasses, I /, 82-6232 


Grasses — Arizona. 
Ecology of Arizona cottontop /, 82- 
12467 


Grassland ecology — Arizona. 
Ecology of Arizona cottontop /, 82- 
12467 


Sixty years of change on a central Arizo- 


na grassland-juniper wood-land eco- 
tone., 82-12670 


Grauf, Arthur J. 


Arthur J. Grauf : report (to accompany 
H.R. 4350)., 82-14660 


Gravel — Statistics — Periodicals. 
Preprint from the ... Bureau of Mines 
Minerals yearbook. Sand and gravel., 
82-3707 


Sand and gravel, 


Graves, Ernest. 
Retirement of Lt. Gen. Ernest Graves : 
statements in the United States Senate., 
82-14612 


82-3707 


Gravity — Measurement. 
Gravimetric tidal loading computed from 
integated Green, 82-1390 


Gravity — United States. 

An integrated geophysical and geological 
study of the tectonic framework of the 
38th parallel lineament in the vicinity 
of its intersection with the extension of 
the New Madrid fault zone : annual 
progress report-fiscal year 1979 /, 82- 
2485 


Gravity anomalies — Nevada — Nye 
County 


Preliminary gravity investigations of the 
Wahmonie Site, Nevada Test Site, Nye 
County, Nevada, 82-13987 
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Gravity anomalies — Tennessee — Lake 


County. 

Influence of shallow structure, and a 
clay-filled Mississippi River channel on 
details of the gravity field at the Reel- 
foot Scarp, Lake County, Tennessee /, 
82-6697 


Gravity anomalies — United States — Maps. 
Bouguer gravity anomaly map of the 
East-Central midcontinent of the 
United States : New Madrid seismotec- 
tonic study group /, 82-14942 


Gravity dams. 
Probabilistic concept for gravity dam 
analysis /, 82-13173 


Gravity waves. 
Ionospheric observation of enhanced con- 
vection-initiated gravity waves during 
tornadic storms /, 82-11112 


Gravity waves — Mathematical models. 
An efficient code for the simulation of 
nonhydrostatic stratified flow over ob- 
stacles /, 82-14212 


The gravity-capillary wave interaction 
applied to wind-generated, short-grav- 
ity waves /, 82-3235 


Grayson County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Grayson County, Texas /, 
82-4425 


Graziano, John V. 

Nomination of John V. Graziano, of Vir- 
ginia, to be inspector general, U.S. De- 
partment of Agriculture hearing 
before the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-seventh Congress, first 
session, July 20, 1981., 82-1013 


Grazing — California — Lassen County. 
Proposed domestic livestock grazing pro- 
gram for the Cal-Neva Planning Unit : 
Lassen County, California and Washoe 
County, Nevada : draft environmental 
impact statement /, 82-569 


Grazing — Colorado. 
Proposed grazing management program 
for the White River resource area /, 
82-3674 


Grazing — Environmental aspects — 
Arizona. 
Final environmental impact statement on 
grazing management in the Kanab/Es- 
calante area, Utah /, 82-1897 


Grazing — Environmental aspects — 
California — Eastern San Diego County. 
Proposed grazing and wilderness manage- 

ment for the Eastern San Diego 
County area (McCain Valley) Califor- 
nia /, 82-5783 





January — June 1982 


Sun Valley grazing : environmental 
impact statement (final), Butte, Blaine, 
Camas and Elmore Counties, State of 
Idaho /, 82-5786 


Grazing — Environmental aspects — 
Oregon. 


Ironside grazing management program : 
Department of the Interior, final envi- 
ronmental impact statement /, 82- 
1895, 82-1896 


Grazing — Environmental aspects — Utah. 
Final environmental impact statement on 
grazing management in the Kanab/Es- 
calante area, Utah /, 82-1897 


Grazing — Environmental aspects — White 
River (Colo. and Utah) 
Proposed grazing management program 
for the White River resource area /, 
82-3674 


Grazing — Nevada — Washoe County. 
Proposed domestic livestock grazing pro- 
gram for the Cal-Neva Planning Unit : 
Lassen County, California and Washoe 
County, Nevada : draft environmental 
impact statement /, 82-569 


Grazing — Otero County. 
Grazing management, 
area, New Mexico., 


McGregor EIS 
82-5784 


Grazing districts — Arizona — Mohave 
County. 
Shivwits grazing management /, 82- 
1900 


Grazing districts — California — San Diego 

County. 

Proposed grazing and wilderness manage- 
ment for the Eastern San Diego 
County area (McCain Valley) Califor- 
nia /, 82-5783 


Grazing districts — Idaho. 

Sun Valley grazing environmental impact 
statement (draft) Butte, Blaine, 
Camas, and Elmore Counties, State of 
Idaho /, 82-576 


Grazing districts — Idaho — Malheur 
County. 
Owyhee grazing environmental impact 
statement : final /, 82-5785 


Grazing districts — Idaho — Owyhee 
County. 
Owyhee grazing environmental impact 
statement : final /, 82-5785 


Grazing districts — Utah. 
Mountain Valley grazing management /, 
82-3672 


Great Britain — Diplomatic and consular 
service — Privileges and immunities. 
Employment, arrangement between the 

United States of America and the 





United Kingdom of Great Britain and 
Northern Ireland : effected by ex- 
change of notes dated at Washington 
January 14 and 15, 1981., 82-2180 

Treaties, etc. United States, 1981 Jan 14, 
82-2180 


Great Lakes. 
An evaluation of two Great Lakes wave 
models /, 82-13132 


Great Lakes, America., 


Great Lakes — Water level. 
Predicting adjustments in shore and off- 
shore sand profiles on the Great Lakes 
/, 82-13146 


Great Lakes Region. 
Fish and wildlife resources of the Great 
Lakes coastal wetlands within the 
United States /, 82-14021 


Great Smoky Mountains National Park 
(N.C, and Tenn.) — Maps. 
Great Smoky Mountains National Park., 
82-634 


82-1661 


Greater Cleveland Regional Transit 

Authority. 

Railroad accident report: head-on colli- 
sion of two Greater Cleveland Region- 
al Transit Authoity trains, Cleveland, 
Ohio, July 8, 1977 /, 82-849 


Greece — Commerce. 
The canned deciduous fruit industries in 
Greece and Italy., 82-2825 


Greece — Description and travel. 
A Pocket guide to Greece., 82-12905 


Travel to Greece /, 82-6198 


Greece — Foreign relations — United States 
— Addresses, essays, lectures. 
In support of the U.S. Eastern Mediterra- 
nean policy., 82-11208 


Green, Alan, 1925- 

Nomination—chairman, Federal Maritime 
Commission : hearing before the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-seventh Congress, first session, 
on nomination of Alan Green, Jr., to 
be chairman, Federal Maritime Com- 
mission, June 17, 1981., 82-1030 


Green County (Wis.) — Maps. 
Important farmlands, Green County, Wis- 
consin /, 82-2812 


Green peach aphid. 
Exploiting the ecological interaction of 
the green peach aphid on peach trees., 
82-12348 


Green River (Wyo.-Utah) — Recreational 
use. 
River management plan for the Green 
River in Desolation and Gray Canyons 
/, 82-1983 
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Grinding and polishing. 


Greenhouse effect, Atmospheric. 

Carbon dioxide and climate, the green- 
house effect : hearing before the Sub- 
committee on Natural Resources, Agri- 
culture Research, and Environment 
and the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 31, 
1981., 82-12254 


Greenhouse effect, Atmospheric — 
Congresses. 


Carbon balance in northern ecosystems 
and the potential effect of carbon diox- 
ide induced climatic change : report of 
a workshop, San Diego, California, 
March 7-9, 1980 /, 82-13252 


Greensboro (N.C.) — Climate — Statistics 
— Periodicals. 
Local climatological data. Greensboro, 
North Carolina, annual summary with 
comparative data., 82-9528 


Greenup County (Ky.) — Maps. 
Important farmlands, Greenup County, 
Kentucky /, 82-1201 


Greenville County (S.C.) — Maps. 
Important farmlands map, Greenville 
County, South Carolina /, 82-1200 


Greer (S.C.) — Climate — Statistics — 

Periodicals. 

Local climatological data. Greenville- 
Spartanburg Airport, Greer, South 
Carolina, annual summary with com- 
parative data., 82-12879 


Grids (Cartography) 
The value of special training for the in- 
terpretation of UGS employed in a 

grid /, 82-156 


Grids (Cartography) — Handbooks, manuals, 
etc. 
Conversion of Warsaw Pact grids to 
UTM grids., 82-4893 


Grievance arbitration — United States. 
Federal grievance arbitration practices 
need more management attention 
report to the Director, Office of Per- 
sonnel Management /, 82-5482 


Grievance procedures — United States. 
Federal grievance arbitration practices 
need more management attention 
report to the Director, Office of Per- 
sonnel Management /, 82-5482 


For merit and honesty in government : 
the role of the Special Counsel., 82- 
11073 


Grinding and polishing. 
The nature of strength controlling ma- 
chining flaws in ceramics /, 82-3286 
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Grizzly bear. 
ber grizzly, grizzly, grizzly., 82- 


Groins (Shore protection) 
Beach changes at Westhampton Beach, 
New York, 1962-73 /, 82-1470 


Gros Ventre Slide Geological Area (Wyo.) — 


Maps. 

Gros Ventre Slide Geological Area / 
U.S. Department of Agriculture, 
Forest Service, Intermountain Region., 
82-1145 


Ground control (Mining) 

Geologic factors in predicting coal mine 
roof-rock stability in the upper Kittan- 
ning coalbed, Somerset County, Pa. /, 
82-5889 


Monitoring ground movements near 


caving stopes : methods and meas- 
urements /, 82-5896 


Ground controlled 
Airborne determination of ground speed : 
a feasibility study /, 82-11546 


Ground-cushion phenomenon. 

Theoretical and experimental investiga- 
tion of ground-induced effects for a 
low-aspect-ratio highly swept arrow- 
wing configuration /, 82-6145 

Ground-effect machines. 

Experimental investigation of aerodynam- 
ic characteristics of a tracked ram air 
cushion vehicle /, 82-2224 

Phase [Illc-test and 
(PTACV) /, 82-6355 

TLV status report /, 82-6353 


demonstration 


Ground-effect machines — Mathematical 
models. 


Vibration aspects of ride quality model- 
ing for the DOT PTACV— theory 
and experiment /, 82-6354 


Effects of the proposed Prosperity Reser- 
voir on ground water and water qual- 
ity in lower Center Creek basin, Mis- 
souri /, 82-585 


Grouting. 

Inorganic cement for mine 
grouting /, 82-5864 
Teton Dam—Foundation Grout Testing 
Program /, 82-1963 


Grouting — Bibliography. 
Bibliography on grouting /, 82-5013 


Growth (Plants) 
Growth and population dynamics of 
Espeletia (Compositae) in the Venezu- 
elan Andes /, 82-6231 


Page 1-926 


roof-bolt 





| 


Guatemala. 
Guatemala, a country profile /, 82-814 


Guayule — Economic aspects. 
Guayule project /, 82-10270 


Guidance systems (Flight) — Testing. 
Evaluation of the performance of the 
remote area precision positioning 
system (RAPPS) /, 82-2289 


Guided missile ships. 
Logistics concerns over Navy’s guided 
missile frigate FFG-7 class : report to 
the Congress /, 82-5517 
Logistics concerns over Navy’s guided 
missile frigate FFG-7 class : report to 
the Congress : summary /, 82-5518 


Guided missiles. 
Aerodynamic coefficient derivatives of 
sonic missiles via slender body theory / 

, 82-3218 


Bumblebee Program - aerodynamic data 
/, 82-11095 


Missile materiel management /, 82-4961 


Guided missiles — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 1400. Guided mis- 
siles, 82-4787 


Guided missiles — Guidance systems. 
Possible new irdome materials for trans- 
mission to 4.5-5 micrometers /, 82- 
3274 


Guided missiles — Handbooks, manuals, etc. 
Fire control technician M 3 /, 82-9859, 
82-9863 


Guided missiles — Maintenance and repair 

— Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 4931, 4933, 4935, 
4940, 4960. Fire control, weapons, 
guided missile, miscellaneous and space 
vehicle maintenance repair specialized 
equipment, 82-4838, 82-9640 


Guided missiles — Maintenance and repair 
— Handbooks, manuals, etc. 
Soldier’s manual : Hercules electronics 
mechanic., 82-9697 


Trainer’s guide : Hercules electronics me- 
chanic., 82-9696 


Guided missiles — Transportation — 

Handbooks, manuals, etc. 

Operator, organizational direct and gen- 
eral support maintenance manual for 
trailer, low bed guided missle, 7-ton, 4- 
wheel M529 (2330-780-0801)., 82-4884 


Guinea — Maps. 
Guinea., 82-6193 
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Gulkana (Alaska) — Climate — Statistics — 

Periodicals. 

Local climatological data. Gulkana, 
Alaska, annual summary with compara- 
tive data., 82-12857 


Atlas of gull and tern colonies : North 
Carolina to Key West, Florida (includ- 
ing pelicans, cormorants and skimmers) 
/, 82-5922 


Gunsmiths. 

The US Army Ordnance Center and 
School apprenticeship program for the 
trade of small weapons repairer., 82- 
9735 


Gust loads. 

Gust response analyses for ten general 
aviation aircraft using a two-degree-of- 
freedom power spectral technique /, 
82-11542 


Gust loads — Measurement. 
Gust load estimation using a simplified 
power spectral technique /, 82-11543 


Guyer, Tennyson, 1913-1981. 

Memorial services held in the House of 
Representatives and Senate of the 
United States, together with remarks 
presented in eulogy of Tennyson 
Guyer, late a representative from Ohio, 
Ninety-seventh Congress, first session., 
82-4285 


Gypsum — Statistics — Periodicals. 
Gypsum, 82-3700 


Preprint from the .. Bureau of Mines 
Minerals yearbook. Gypsum., 82-3700 


Gypsum — Testing. 
Inorganic cement for mine _ roof-bolt 
grouting /, 82-5864 


Gypsum industry — United States — 
Employees — Statistics. 
Occupational employment concrete, 
gypsum, and plaster products industry, 
April 1971 /, 82-2022 


Gypsy moth. 
The gypsy moth., 82-1161 


Gypsy moth : a major pest of trees., 
4292 


82- 


Gypsy moth — Control — United States. 
Final programmatic EIS, environmental 
impact statement : proposed coopera- 
tive gypsy moth suppression and regu- 

latory program activities., 82-12529 


H 


*Habits. 

Highlights from Wave I of the National 
survey of personal health practices and 
consequences : United States, 1979 /, 
82-13860 





January — June 1982 


Hafnium — Statistics — Periodicals. 

Preprint from the ... Bureau of Mines 
Minerals yearbook. Zirconium and haf- 
nium., 82-624 

Zirconium and hafnium, 82-624 

Hagel, Charles Timothy, 1946- 

Hagel nomination : hearing before the 
Committee on Veterans’ Affairs, 
United States Senate, Ninety-seventh 
Congress, first session, on the nomina- 
tion of Charles T. Hagel, of Washing- 
ton, D.C., to be deputy administrator 
of veterans’ affairs, and appendix, fol- 
lowup questions and answers from con- 
firmation hearing on nomination of 
Robert P. Nimmo to be administrator 
of veterans’ affairs, November 25, 
1981., 82-15225 


Haiti. 
Haiti, a country profile /, 82-815 


Haitians — United States. 

United States as a country of mass first 
asylum : hearing before the Subcom- 
mittee on Immigration and Refugee 
Policy of the Committee on the Judici- 
ary, United States Senate, Ninety-sev- 
enth Congress, first session, on over- 
sight on the legal status of the Cubans 
and Haitians who have entered the 
United States and the policies and pro- 
cedures which should be. adpoted in 
order to handle mass asylum cases and 
crises, July 31, 1981., 82-12218 


Hale, Russell D., 1944- 

Nominations of Russell D. Hale, Herman 
E. Roser, George A. Sawyer, and 
Edward J. Philbin : hearing before the 
Committee on Armed Services, United 
States Senate, Ninety-seventh Con- 
gress, first session, on nominations of 
Russell D. Hale, of Virginia, to be an 
assistant secretary of the Air Force, 
Herman E. Roser, of New Mexico, to 
be an assistant secretary of energy (de- 
fense programs), George A. Sawyer, of 
New Jersey, to be assistant secretary of 
the Navy, Edward J. Philbin, of Cali- 
fornia, to be duputy assistant secretary 
of defense for reserve affairs, June 11, 
1981., 82-1024 


Hampshire County (W. Va.) — Maps. 
Hampshire County, West Virginia impor- 
tant farmlands /, 82-4426 


Hampton National Historic Site (Towson, 

Md.) 

Addendum, Historic structure report, ar- 
chitectural data section Hampton 
mansion, Hampton National Historic 
Site, Towson, Maryland /, 82-10907 


Historic structure report, architectural 
data section Hampton mansion, 
Hampton National Historic Site, 
Towson, Maryland / c prepared by 
Jean Carlton Parker., 82-10906 





Handicapped children Education Law and Legislation U.S. Periodicals. 


Hamsters. 
Investigation of effects of prolonged in- 
halation of nickle-enriched fly ash in 
Syrian golden hamsters /, 82-10222 


You can, 82-9515, 82-9516 


Handicapped — Education — United States. 

Access for handicapped students to 

higher education : a reference hand- 
book /, 82-344 


Handicapped — Education — United States 
Directories. 


Higher education and the handicapped ... 
resource directory /, 82-10017 


Handicapped — Education (Higher) — 

United States. 

Federally funded programs for disabled 
students : models for postsecondary 
campuses : a summary of regional edu- 
cation programs, 1975-80 /, 82-5230 


Handicapped — Education (Higher) — 
United States — Directories. 
Higher education and the handicapped ... 
resource directory /, 82-10017 


Handicapped — Employment — United 
States. 
Employment-related services for handi- 
capped workers., 82-14136 


Stronger federal efforts needed for pro- 
viding employment opportunities and 
enforcing labor standards in sheltered 
workshops : report to the Honorable 
Barry M. Goldwater, Jr., House of 
Representatives /, 82-5489 


Handicapped — Georgia — Atlanta — 
Transportation. 
Atlanta wheelchair accessible bus study., 
82-2310 


Handicapped — Information services — 
United States. 
Clearinghouse on the Handicapped., 
10465 


82- 


Handicapped — Missouri — Kansas City — 

Transportation. 

Share a fare : a user-side subsidy trans- 
portation program for elderly and 
handicapped persons in Kansas City, 
Missouri., 82-893 


Handicapped — Missouri — Saint Louis 
metropolitan area — Transportation. 
Accessible bus service in St. Louis., 

2311 


Handicapped — New York (N.Y.) — 
Transportation. 
Evaluation of the easyride specialized 
transportation service., 82-3958 


Handicapped — Research — United States. 
Technology for handicapped individuals, 
1981-1985 : appendix B : the National 
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Institute of Research 
long-range plan., 82-13485 


Handicapped — Services for — United 


States. 

Access for handicapped 
higher education 
book /, 82-344 

Deinstitutionalization 
analysis /, 82-1878 

Planning for deinsti lization 
review of principles, snethods, as > 
plications /, 82-3606 


Summary report of a survey of transpor- 
tation handicapped users and non-users 
of special transportation systems in 
four cities /, 82-6480 


students to 
: a reference hand- 


: a cross-problem 





— services for — United 

States — States. 

Status report of interagency linkages at 
the state level : vocational education 
models for linking agencies serving the 
handicapped /, 82-1654 


Handicapped — Training of — United 

States. 

System performance, error rates, and 
training time for recent FAA academy 
nonradar graduates, community per- 
sons, and handicapped persons on the 
radar training facility pilot position /, 
82-6452 


Handicapped — T. tion. 
Conceptual study of handicapped facili- 
ties for new subway station designs : 
final report /, 82-6485 


Handicapped — United States. 
A last look at adult welfare recipients 
prior to SSI /, 82-10472 


Handicapped — United States — 
Bibliography. 
The handicapped offender : 
bibliography /, 82-14064 


Handicapped — United States — 
Bibliography — Cai 
The handicaped., 


a selected 


82-5534 


*Handicapped — United States — Statistics. 

Health characteristics of persons with 

chronic activity limitation United 
States, 1979., 82-10631 


Handicapped — United States — 
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pliance with section 159 of Public Law 
95-599, the Surface Transportation As- 
sistance Act of 1978., 82-14347 


Highway travel demand forecasts /, 82- 
14357 


Historic and archeological preservation : 
an orientation guide., 82-6300 





Historic buildings Law and legislation U.S. 


National highway inventory and perform- 
ance summary from the 1976 National 
highway inventory and performance 
study., 82-6293 

Performance-investment analysis process : 
technical report., 82-3881 

Planning and environment : highway en- 
gineer training program, November 8- 
17, 1977., 82-6295 


Highway planning — United States — Data 
processing. 


Highway investment analysis package., 
82-14370 

Highway performance monitoring system 
: field manual for the continuing ana- 
lytical and statistical data base., 82- 
14354 

Performance investment analysis process : 
user’s guide., 82-6302 


Highway research — United States. 
Research and development 
manual /, 82-14356 


Highway research — United States — 
Periodicals. 
Federally coordinated program of high- 
way research and development., 82- 
14372 


program 


Highway research — V: 
Negative declaration of environmental 
impact, Fairbank highway research sta- 
tion., 82-14344 


Highway transport workers — United States. 
Slips & falls : truck related personal 
injury accidents., 82-6337 


Hiking. 


Leading a back country outing., 82-4307 


Hill, A. Alan. 

Nominations of A. Alan Hill and W. 
Ernst Minor : hearing before the Com- 
mittee on Environment and Public 
Works, United States Senate, Ninety- 
seventh Congress, first session, on the 
nominations of A. Alan Hill to be 
chairman, Council on Environmental 
Quality and W. Ernst Minor, to be a 
member, Council on Environmental 
Quality, June 23, 1981., 82-4268 


Hill Air Force Base. 

Oversight of toxic chemical abuse allega- 
tions at Hill Air Force Base : hearing 
before the Committee on Labor and 
Human Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on oversight of the problems 
involving the use of toxic chemicals at 
the Hill Air Force Base at Ogden, 
Utah, July 11, 1981, Roy, Utah., 82- 
1087 


Hineman, Kalo A., 1922- 
Nomination of Kalo A. Hineman, of 
Kansas, to be a commissioner of the 
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Commodity Futures Trading Commis- 
sion : hearing before the Committee on 
Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-seventh 

first session, December 15, 


1981., 82-15012 


Hip joint. 

Basic data on anthropometric meas- 
urements and angular measurements of 
the hip and knee joints, for selected 
age groups 1-74 years of age, United 
States, 1971-1975 /, 82-13856 


Americans — congresses. 
Hispanic health services research : con- 
ference held September 5-7, 1979, Al- 
buquerque, New Mexico., 82-1863 


Hispanic Americans — Education. 
The education of nonmetro hispanics /, 
82-12645 


Hispanic Americans — Education — 
Longitudinal studies. 
A Profile of Hispanic youth /, 82-696 


Hispanic Americans — Employment — 
Longitudinal studies. 
A Profile of Hispanic youth /, 82-696 


Hispanic Americans — Employment — 
United States. 
Hispanic youth employment : establishing 
a knowledge base /, 82-695 


Hispanic Americans — Health and hygiene 
— United States — Congresses. 
Hispanic health services research : con- 
ference held September 5-7, 1979, Al- 
buquerque, New Mexico., 82-1863 


Hispanic Americans — United States — 

Alcohol use — Congresses. 

Proceedings of the National Hispanic 
Conference on Alcoholism, sponsored 
by the National Institute on Alcohol 
Abuse and Alcoholism, September 7- 
10, 1980, San Antonio, Texas., 82-561 


Histocompatibility antisera — Catalogs. 
Genetics and transplantation biology 
catalog supplement, 82-13810 


NIAID catalog of tissue typing antisera. 
Supplement., 82-13810 


Histology, Pathological. 

Histopathology of histiocytic sarcoma in 
a colony of Sprague-Dawley rats : 
report /, 82-3631 

Re-evaluation of the pathology findings 
of studies on nitrite and cancer : histo- 
logic lesions in Sprague-Dawley rats, 
final report /, 82-3632 


Historic buildings — Law and legislation — 
United States. 
Review of rehabilitation work under sec- 
tion 2124 of the Tax Reform Act of 
1976., 82-14036 
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Historic buildings — Maryland — 

Conservation and restoration. 

Addendum, Historic structure report, ar- 
chitectural data section : Hampton 
mansion, Hampton National Historic 
Site, Towson, Maryland /, 82-10907 

Historic structure report, architectural 
data section : Hampton mansion, 
Hampton National Historic Site, 
Towson, Maryland / c prepared by 
Jean Carlton Parker., 82-10906 


Historic builaings — Massachusetts — 
Lowell — Conservation and restoration. 
Historic structure report, historical data 

section, Old City Hall, Lowell Nation- 
al Historical Park, Lowell, Massachu- 
setts : package no. 105 (project type 
35) /, 82-14013 


Historic buildings — Michigan — Pictured 

Rocks National Lakeshore. 

Historic structure report, historical data, 
Au Sable Light Station, Pictured 
Rocks National Lakeshore, Michigan /, 
82-14014 


Historic buildings — New York (State) — 
Hyde Park — Conservation and 
restoration. 

Historic structure and grounds report, 
Bellefield mansion and estate : Home of 
Franklin D. Roosevelt National Histor- 
ic Site, Hyde Park, New York/, 82- 
14016 


Historic buildings — United States — 
Conservation and restoration. 
Photogrammetric recording of cultural 

resources /, 82-1904 


Review of rehabilitation work under sec- 
tion 2124 of the Tax Reform Act of 
1976., 82-14036 


State survey forms., 82-3737 
Historic buildings — United States — 
Conservation and restoration — 
Periodicals. 
Report to the President and the Congress 
of the United States /, 82-2432 


Historic sites — California — Mohave 
Desert. 


An overview of the cultural resources of 
the Western Mojave Desert /, 82- 
1992 


Historic sites — Kansas. 

Historic furnishing study : enlisted men’s 
barracks and post hospital, HS-2, Fort 
Larned National Historic Site, Kansas 
/, 82-10908 


Historic sites — Law and legislation — 
United States. 
Preservation of historic Camden, S.C. : 
report (to accompany S. 146)., 82- 
2371 
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Historic sites — Pennsylvania. 
Historic resource study : Friendship Hill 
National Historic Site, Pennsylvania : 
package no. 100., 82-10904 


Historic sites — South Carolina — Camden. 

Preservation of historic Camden, S.C. : 

report (to accompany S. 146)., 82- 
2371 


Historic sites — United States — 
Bibliography — Catalogs. 
Public buildings, landmarks and historic 
sites of the United States., 82-3548 


Historic sites — United States — 
Conservation and restoration. 
Historic and archeological preservation : 
an orientation guide., 82-6300 


State survey forms., 82-3737 


Historic sites — United States — Guide- 
books — Bibliography — Catalogs. 
Historical handbook series., 82-3529 


Historiography — United States — 
Periodicals. 
Annual report /, 82-2201 


*HL-A Antigens — tables. 
Genetics and transplantation biology 
catalog supplement, 82-13810 


NIAID catalog of tissue typing antisera. 
Supplement., 82-13810 


Hobart Corp. 

Effects of proposed Canadian Pacific ac- 
quisition of Hobart Corp. : hearing 
before the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, February 16, 
1981., 82-6860 


Hodges, Clarence Eugene, 1939- 

Nomination of Clarence E. Hodges : 
hearing before the Committee on Fi- 
nance, United States Senate, Ninety- 
seventh Congress, first session, on 
nomination of Clarence E. Hodges, to 
be chief, Children’s Bureau, Depart- 
ment of Health and Human Services, 
December 10, 1981., 82-15103 


Hodsoll, Francis Samuel Monaise. 

Nomination : hearing before the Commit- 
tee on Labor and Human Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on Francis S.M. 
Hodsoll, of Virginia, to be chairman of 
the National Endowment for the Arts, 
November 6, 1981., 82-12229 


Holidays. 
Detection of holidays on coated metal 
surfaces., 82-13202 


Holland (Mich.) — Harbor. 
A numerical model for predicting shore- 
line changes /, 82-1473 
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Holography. 

Holographic volume-phase, 17-inch aper- 
ture, on-axis, spherical beamsplitter 
mirror : development of /, 82-5145 

Wide angle, color, holographic infinity 
optics display / by Jose R. Magarinos, 
Daniel J. Coleman., 82-305 


*Home Care Services — organization & —- 
administration — United States 
The uniform system of home health 
agency reporting : an analysis of its 
‘ impact on home health care providers 
/, 82-13914 


Home care services — United States. 

Home health care fraud and abuse : 
report of the Committee on Govern- 
mental Affairs, United States Senate /, 
82-4032 


The uniform system of home health 
agency reporting : an analysis of its 
impact on home health care providers 
/, 82-13914 


Home care services — United States — 
Statistics — Periodicals. 
Medicare- use of home health services., 
82-10687 


Home economics — Bibliography — 
Catalogs. 


Home economics., 82-3568 


Home economics — Study and teaching — 

United States. 

A Comprehensive national plan for new 
initiatives in home economics research, 
extension, and higher education., 82- 
12352 


State strategies for new initiatives in 
home economics /, 82-12354 


Home economics extension work — United 
States. 
State strategies for new initiatives in 
home economics /, 82-12354 


Home economics research — Research. 
State strategies for new initiatives in 
home economics /, 82-12354 


Home of Franklin D. Roosevelt National 

Historic Site (Hyde Park, N.Y.) 

Historic structure and grounds report, 
Bellefield mansion and estate : Home of 
Franklin D. Roosevelt National Histor- 
ic Site, Hyde Park, New York/, 82- 
14016 


Home ownership — Costs. 

Measurement of homeownership costs in 
the consumer price index should be 
changed : report to the Congress /, 
82-13744 





January — June 1982 


Homer (Alaska) — Climate — Statistics — 

Periodicals. 

Local climatological data. Homer, 
Alaska, annual summary with compara- 
tive data., 82-12858 


Honduras. 
Honduras, a country profile /, 82-816 


Honey locust. 
Water requirements of honeylocust 
(Glenditsia triacanthos f. inermis) in the 
urban forest /, 82-2792 


Honey trade — United States — Statistics 
— Periodicals. 
Honey production, final estimates for 
82-12336 


Honorary citizenship — United States. 

Proclaiming Raoul Wallenberg to be an 
honorary citizen of the United States : 
hearing and markup before the Com- 
mittee on Foreign Affairs and its Sub- 
committees on Europe and the Middle 
East and on Human Rights and Inter- 
national Organizations of the House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.J. Res. 220, 
June 4 and 9, 1981., 82-2648 


Hood County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Hood County, Texas /, 82- 
4428 


Hormone receptors — Abstracts. : 
Current cancer research on role of hor- 
mones in carcinogenesis and related 


studies of hormone receptors., 82- 
5700 


Hormones — Abstracts. 
Current cancer research on role of hor- 
mones in carcinogenesis and related 


studies of hormone receptors., 82- 
5700 


Hormones, Ectopic — Abstracts. 
Selected abstracts on ectopic hormones 
and enzymes /, 82-5733 


Hornet (Jet fighter plane) 

Operational and support costs of the 
Navy’s F/A-18 can be substantially re- 
duced : report to the Congress /, 82- 
1756 


Horses — Diseases. 
Biology and control of insect and related 
pests of horses /, 82-5305 


Horses — Law and legislation — United 
States. 
The Horse Protection Act and you : for 
horse show managers and exhibitors., 
82-12660 


Horses — Law and legislation — United 
States — Periodicals. 
Administration of the Wild Free-Roam- 
ing Horse and Burro Act, 82-5788 





Report to Congress, administration of the 
Wild Free-Roaming Horse and Burro 
Act., 82-5788 


Horses — United States — Showing. 
The Horse Protection Act and you : for 
horse show managers and exhibitors., 
82-12660 


Hose — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 4720. Hose and 
tubing, flexible, 82-4828, 82-4829 


Consolidated federal supply catalog iden- 
tification list. FSC 4730. Fittings and 
specialities; hose, pipe, and tube., 82- 
4830 


Hose — Inspection. 
Identification and evaluation of deepwa- 
ter port hose inspection methods /, 
82-2291 


Hose — Statistics — Periodicals. 
Current industrial reports. MA-30B, 
Rubber and plastics hose and belting., 
82-12700 


Rubber and plastics hose and belting, 
82-12700 


*Hospital — utilization — United States — 
statistics 
National study of hospitalized pesticide 
poisonings, 1974-1976 /, 82-5330 


*Hospital Administration — programmed 
texts 
Orientation to hospital operation : pro- 
grammed instruction for health profes- 
sionals., 82-10625 


Hospital care — United States. 

First annual report of the National Hospi- 
tal Rate-Setting Study : a comparative 
review of nine prospective rate-setting 
programs /, 82-5771 


Principles and practices for keeping occu- 
pational radiation exposures at medical 
institutions as low as_ reasonably 
achievable : draft /, 82-11865 


Hospital utilization — Denmark — 
Statistical services. 
The status of hospital discharge data in 
Denmark, Scotland, West Germany, 
and the United States /, 82-13855 


Hospital utilization — Germany (West) — 
Statistical services. 
The status of hospital discharge data in 
Denmark, Scotland, West Germany, 
and the United States /, 82-13855 


Hospital utilization — Scotland — 
Statistical services. 
The status of hospital discharge data in 
Denmark, Scotland, West Germany, 
and the United States /, 82-13855 
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Hospital utilization — United States — 
Statistical services. 
The status of hospital discharge data in 
Denmark, Scotland, West Germany, 
and the United States /, 82-13855 


Hospital utilization — United States — 
Statistics. 
National study of hospitalized pesticide 
poisonings, 1974-1976 /, 82-5330 
Utilization of short-stay hospitals : annual 
summary for the United States, 1979 /, 
82-10636 


Utilization of short-stay hospitals by per- 
sons with heart disease and malignant 
neoplasms : the national hospital dis- 
charge survey, United States, 1977 /, 
82-13858 


Hospitals — Cost control — Law and 
legislation — United States. 

Summary of testimony received on the 
Hospital Cost Containment Act of 
1977, May 11, 12, and 13, 1977 /, 82- 
1119 


Hospitals — Law and legislation — United 

States. 

Identification of specific effects of Title 
VI restrictions on selected hospitals 
and implications for health manpower 
/, 82-10649 


Hospitals — Massachusetts — Finance. 
Regulating hospital capital investment : 
the experience in Massachusetts /, 82- 
10645 


Hospitals — Staff. 
Orientation to hospital operation : pro- 
grammed instruction for health profes- 
sionals., 82-10625 


Hospitals — United States — 
Administration. 
Health planning review of medical infor- 
mation systems /, 82-13869 


Hospitals — United States — Admission and 


Recruitment and retention of VA medical 
personnel, budget constraints on VA 
hospital admitting practices and OMB 
Circular A-76 : hearing before the Sub- 
committee on Oversight and Investiga- 
tions of the Committee on Veterans’ 


Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
October 30, 1981., 82-12284 


Hospitals — United States — Bibliography 
— Catalogs. 
Hospitals., 82-5566 

Hospitals — United States — Cost of 
operation. 

Increase in hospital costs and the effect 
of the voluntary effort : hearing before 
the Subcommittee on Health and the 
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Environment of the Committee Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, December 15, 1981., 82-12157 


Summary of testimony received on the 
Hospital Cost Containment Act of 
1977, May 11, 12, and 13, 1977 /, 82- 
1119 


Hospitals — United States — Outpatient 
services — Statistics — Periodicals. 
Medicare, use of hospital outpatient serv- 

ices., 82-10684, 82-13915 
Use of hospital outpatient services, 82- 
10684, 82-13915 


Hospitals — United States — Rates. 

First annual report of the National Hospi- 
tal Rate-Setting Study : a comparative 
review of nine prospective rate-setting 
programs /, 82-5771 

Increase in hospital costs and the effect 
of the voluntary effort : hearing before 
the Subcommittee on Health and the 
Environment of the Committee Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, December 15, 1981., 82-12157 


Hospitals — United States — Shared 
services — Periodicals. 

Annual reports on the exchange of medi- 

cal information and sharing medical re- 
sources /, 82-12291 


Exchange of medical information and 
sharing medical resources, 82-12291 


*Hospitals — United States — States. 

First annual report of the National Hospi- 
tal Rate-Setting Study : a comparative 
review of nine prospective rate-setting 
programs /, 82-5771 


*Hospitals — utilization — United States — 
statistics. 
Medicare, participating providers and 
suppliers of health services., 82-10685 
Participating providers and suppliers of 
health services, 82-10685 


Utilization of short-stay hospitals by per- 
sons with heart disease and malignant 
neoplasms : the national hospital dis- 
charge survey, United States, 1977 /, 
82-13858 


Hospitals, Military — United States. 

Full committee consideration of H.R. 
4448 ... H.R. 4624 ... H.R. 4625 ... H.R. 
3464 ... H.R. 4792 ... H.R. 4543 ... H.R. 
4591 ... H.R. 3502... /, 82-12094 


Hospitals, Military — United States — 
Design and construction — Handbooks, 
manuals, etc. 

Army health facility design., 82-9670 

Hospitals, Public — United States. 

United States public Health service hospi- 
tals and clinics : hearings before the 
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Subcommittee on Merchant Marine of 
the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on public health service hospi- 
tals oversight, March 23, 1981 ... April 
3, 1981 ... April 24, 1981 ... Public 
Health Service Hospitals Closure and 
Eliminate Merchant Seamen Entitle- 
ment—H.R. 3223, April 27, 1981 ... 
June 9, 1981., 82-12233 


Hospitals, Veterans’ — United States. 

OMB Circular A-76 : hearing before the 
Subcommittee on Oversight and Inves- 
tigations of the Committee on Veter- 
ans’ Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
November 17, 1981., 82-12286 


OMB Circular A-76—contracting-out in 
VA facilities : hearing before the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, October 20, 1981., 
82-12283 


Recruitment and retention of VA medical 
personnel, budget constraints on VA 
hospital admitting practices and OMB 
Circular A-76 : hearing before the Sub- 
committee on Oversight and Investiga- 
tions of the Committee on Veterans’ 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
October 30, 1981., 82-12284 


Hospitals, Veterans’ — United States — 

Security measures. 

Security forces at VA medical centers : 
hearing before the Subcommittee on 
Hospitals and Health Care of the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 15, 1981., 82- 
1118 


Hospitals, Veterans’ — West Virginia — 

Clarksburg. 

Oversight hearings on extended care and 
geriatric programs and naming the 
Clarksburg, W. Va., VAMC for Louis 
A. Johnson : hearing before the Sub- 
committee on Hospitals and Health 
Care of the Committee on Veterans’ 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
July 22, 1981., 82-2729 


Hostages. 
Terrorism, 
82-10974 


Hot springs — Montana. 
Selected data from thermal-spring areas, 
southwestern Montana /, 82-10770 


avoidance and survival /, 


Hot springs — Montana — Measurement. 
Supplemental data from the Ennis and 
other thermal-springs areas, Southwest- 
ern Montana, 1978-80 /, 82-3686 
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Hot-water heating — Regulators. 
Temperature setback guide for hot water 
radiation/convection system., 82- 
13204 


Hotels, taverns, etc. — Fires and fire 
prevention. 


Hotel-motel fire safety., 82-10304 


Hours of labor — United States. 
Handy reference guide to the Fair Labor 
Standards Act., 82-691 


Hours of labor — United States — Statistics 
— Periodicals. 
Minimum wage and maximum hours 
standards under the Fair Labor Stand- 
ards Act /, 82-14128 


Household appliances — United States — 
Design and construction. 
Industrial surface coating, appliances : 
background information for proposed 
standards /, 82-13671 


Wousehold appliances, Electric — Standards 
— United States. 
Certification/enforcement analysis’ =: 

energy efficiency standards for con- 
sumer products /, 82-5203 


Draft regulatory analysis : energy effi- 
ciency standards for consumer prod- 
ucts /, 82-1636 


Economic analysis : energy efficiency 
standards for consumer products /, 
82-1635 


Engineering analysis : energy efficiency 
standards for consumer products /, 
82-1632 


Environmental analysis : energy efficien- 
cy standards for consumer products /, 
82-1634 


Household appliances, Electric — United 

States — Energy consumption. 

Appliance efficiency and the solar build- 
ing /, 82-328 

Certification/enforcement analysis 
energy efficiency standards for con- 
sumer products /, 82-5203 

Draft regulatory analysis : energy effi- 
ciency standards for consumer prod- 
ucts /, 82-1636 

Economic analysis : energy efficiency 
standards for consumer products /, 
82-1635 

Engineering analysis : energy efficiency 
standards for consumer products /, 
82-1632 


Environmental analysis : energy efficien- 
cy standards for consumer products /, 
82-1634 
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Households — United States — Statistics. 
1980 census of population : population 
and households for census designated 
places, 1980., 82-12742 


Housing — Alabama — Statistics. 
1980 census of population and housing : 
Alabama, preliminary population and 
housing unit counts., 82-12743 


Housing — Alaska — Statistics. 
1980 census of population and housing : 
Alaska, preliminary population and 
housing unit counts., 82-9317 


Housing — Arizona — Statistics. 
1980 census of population and housing: 
Arizona, preliminary population and 
housing unit counts., 82-12744 


Housing — Arkansas — Statistics. 
1980 census of population and housing : 
Arkansas, preliminary population and 

housing unit counts., 82-3072 


Housing — California — Statistics. 
1980 census of population and housing : 
California, preliminary population and 
housing unit counts., 82-12745 


Housing — Colorado — Statistics. 
1980 census of population and housing : 
Colorado, preliminary population and 

housing unit counts., 82-9318 


Housing — Florida — Orlando metropolitan 
area — Statistics — Periodicals. 

Annual housing survey, Orlando, Fia., 
standard metropolitan statistical area. 
Housing characteristics for selected 
metropolitan areas, 82-12715 


Current housing reports. H-170, Annual 
housing survey, Orlando, Fla., standard 
metropolitan statistical area. Housing 
characteristics for selected metropoli- 
tan areas., 82-12715 


Housing — Florida — Statistics. 
1980 census of population and housing : 
Florida, preliminary population and 
housing unit counts., 82-12746 


Housing — Georgia — Statistics. 
1980 census of population and housing : 
Georgia, population and housing unit 
counts., 82-9319 


Housing — Idaho — Statistics. 
1980 census of population and housing : 
Idaho, final population and housing 
unit counts., 82-4599 


Housing — Illinois — Statistics. 
1980 census of population and housing : 
Illinois, preliminary population and 
housing unit counts., 82-12747 


Housing — Indiana — Statistics. 
1980 census of population and housing : 
Indiana, preliminary population and 
housing unit counts., 82-12748 





Housing — Iowa — Statistics. 
1980 census of population and housing : 
Iowa, preliminary population and hous- 
ing unit counts., 82-12749 


Housing — Kansas — Statistics. 
1980 census of population and housing : 
Kansas preliminary population and 
housing unit counts., 82-9320 


Housing — Kansas — Wichita metropolitan 
area — Statistics — Periodicals. 

Annual housing survey, Wichita, Kans., 
standard metropolitan statistical area. 
Housing characteristics for selected 
metropolitan areas, 82-12719 


Current housing reports. H-170, Annual 
housing survey, Wichita, Kans., stand- 
ard metropolitan statistical area. Hous- 
ing characteristics for selected metro- 
politan areas., 82-12719 


Housing — Kentucky — Statistics. 
1980 census of population and housing : 
Kentucky, preliminary population and 

housing unit counts., 82-9321 


Housing — Law and legislation — United 
States. 
Basic laws on housing and community 
development /, 82-15041 


Housing — Law and legislation — United 
States — Cases. 
Legal opinions of the Office of General 
Counsel., 82-10701, 82-13929, 82- 
13930 


Housing — Law and legislation — United 
States — Periodicals. 
Oversight activities of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate., 82-929 


Housing — Louisiana — Statistics. 
1980 census of population and housing : 
Louisiana, preliminary population and 

housing unit counts., 82-9322 


Housing — Massachusetts — Statistics. 
1980 census of population and housing : 
Massachusetts, final population and 
housing unit counts., 82-12759 


Housing — Michigan — Saginaw 
metropolitan area — Statistics — 
Periodicals. 

Annual housing survey, Saginaw, Mich., 
standard metropolitan statistical area. 
Housing characteristics for selected 
metropolitan areas, 82-12716 


Current housing reports. H-170, Annual 
housing survey, Saginaw, Mich., stand- 
ard metropolitan statistical area. Hous- 
ing characteristics for selected metro- 
politan areas., 82-12716 


Housing — Michigan — Statistics. 
1980 census of population and housing : 
Michigan, preliminary population and 

housing unit counts., 82-9330 
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Housing — Mississippi — Statistics. 

1980 census of population and housing : 
Mississippi, prelimi este ond 
housing unit counts., 82-12750 

Housing — Missouri — Statistics. 

1980 census of population and housing : 
Missouri, preliminary population and 
housing unit counts., 82-9323 

Housing — Nebraska — Statistics. 

1980 census of population and housing : 
Nebraska, preliminary population and 
housing unit counts., 82-9324 


Housing — New Jersey — Statistics. 
1980 census of population and housing : 
New Jersey, preliminary population 
and housing unit counts., 82-12751 


Housing — New Mexico — Statistics. 
1980 census of population and housing : 
New Mexico, preliminary population 
and housing unit counts., 82-9325 


Housing — New York (State) — Statistics. 
1980 census of population and housing : 
New York, preliminary population and 
housing unit counts., 82-9326 


Housing — Ohio — Statistics. 
1980 census of population and housing : 
Ohio, preliminary population and hous- 
ing unit counts., 82-12752 


Housing — Oklahoma — Statistics. 
1980 census of population and housing : 
Oklahoma, preliminary population and 

housing unit counts., 82-9327 


Housing — Oregon — Statistics. 
1980 census of population and housing : 
Oregon, preliminary population and 
housing unit counts., 82-9328 


Housing — Pennsylvania — Statistics. 
1980 census of population and housing : 
Pennsylvania, final population and 
housing unit counts., 82-12760 
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Kalamazoo River. 

Water resources appraisals for hydroelec- 
tric licensing : St. Joseph-Kalamazoo 
River basin, Indiana-Michigan., 82- 
13420 


Hydroelectric power plants — New England. 
Hydroelectric development in New Eng- 
land : hearing before the Subcommittee 
on Energy Regulation of the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on the Federal 
Energy Regulatory Commission licens- 
ing procedures affecting hydroelectric 
development, in New England, Con- 
cord, N.H., August 7, 1981., 82-6798 


Hydroelectric power plants — New York 
(State) — Black River. 
Water resources appraisals for hydorelec- 
tric licensing : Black River basin, New 
York., 82-9993 


Hydroelectric power plants — North 

Carolina — Cape Fear River. 

Water resources appraisals for hydroelec- 
tric licensing : Cape Fear River basin, 
North Carolina - South Carolina., 82- 
13418 


Hydroelectric power plants — North 

Carolina — Yadkin River. 

Water resources appraisals for hydroelec- 
tric licensing : Yadkin-Pee Dee River 
basin, North Carolina, South Carolina, 
and Virginia., 82-13419 


Hydroelectric power plants — Pee Dee 

River (N.C, and S.C.) 

Water resources appraisals for hydroelec- 
tric licensing : Yadkin-Pee Dee River 
basin, North Carolina, South Carolina, 
and Virginia, 82-13419 


Hydroelectric power plants — Pigeon River 
watershed (N.C. and Tenn.) 

Appraisal report : water resources ap- 
praisal for hydroelectric licensing 
Pigeon River basin, North Carolina, 
Tennessee., 82-9994 
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Hydroelectric power plants — Potomac 

River. 

Water resources appraisal for hydroelec- 
tric licensing : Potomac River basin, 
Pennsylvania, Maryland, West Virgin- 
ia, and District of Columbia. 82- 
11408 


Hydroelectric power plants — Red River 

(Tex.-La.) 

Water resources appraisals for hydroelec- 
tric licensing: Lower Red River basin, 
Arkansas, Louisiana, Oklahoma and 
Texas., 82-13407 


Hydroelectric power plants — Savannah 

River (Ga. and S.C.) 

Water resources appraisals for hydroelec- 
tric licensing : Savannah and Edisto 
River basins area, Georgia-South Caro- 
lina-North Carolina., 82-9992 


Hydroelectric power plants — Snake River. 
A.J. Wiley project, FERC no. 2845 - 
Idaho : applicant, Idaho Power Com- 
pany /, 82-13406 


Hydroelectric power plants — South 

Carolina — Santee River. 

Water resources appraisals for hydroelec- 
tric licensing : Santee River basin, 
South Carolina-North Carolina., 82- 
13411 


Hydroelectric power plants — Tennessee 

River. 

Water resources appraisals for hydroelec- 
tric licensing : Tennessee River basin, 
Viriginia-Tennessee-North §Carolina- 
Mississippi-Georgia-Kentucky- 
Alabama., 82-9991 


Hydroelectric power plants — Tombigbee 

River (Miss. and Ala.) 

Water resources appraisals for hydroelec- 
tric licensing Tombigbee-Warrior 
River basin, Alabama-Mississippi., 82- 
13414 


Hydroelectric power plants — United States. 
Preliminary inventory of hydropower re- 
sources /, 82-162 


Hydroelectric power plants — United States 
— Directories. 
Staff report on retired hydropower plants 
in the United States., 82-9987 


Hydroelectric power plants — United States 
Finance. 


The Financing of private small scale hy- 
droelectric projects/, 82-13393 


Hydroelectric power plants — United States 
— Periodicals. 
Federal Power Commission reports., 82- 
439, 82-5450 
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Hydroelectric power plants — Utah — 
Jordan River. 
Water resources appraisal for hydroelec- 
tric licensing : Jordan River basin, 
Utah., 82-13417 


= power plants — Washington 
¢ 
Washington, Water and Power Resources 
Service projects., 82-601 


Hydroelectric power plants — Washington 
(State) — Elwha River. 
Water resources appraisal for hydroelec- 
tric licensing : Elwha River basin, 
Washington., 82-13410 


Hydrofluoric acid. 
Screening study on feasibility of stand- 
ards of performance for hydrofluoric 
acid manufacture /, 82-10247 


Hydrofoil boats — Stability. 

Classification of intact stability standards 
for dynamically supported craft / pre- 
pared for U.S. Department of Transpo- 
tation, United States Coast Guard, 
Office of Research and Development., 
82-6476 


Hydrogen. 

Hydrogen distribution after a _loss-of- 
coolant accident in the subdivided con- 
tainment of light water reactors : NRC 
translation /, 8k-6682 


Hydrogen mixing in a closed containment 
compartment based on a one-dimen- 
sional model with convective effects /, 
82-14936 


Mixing of radiolytic hydrogen generated 
within a containment compartment fol- 
lowing a LOCA /, 82-14788 


Zinc inventories in containment for some 
PWR and BWR power plants /, 82- 
6686 


Hydrogen — Congresses. 
Hydrides versus competing options for 
storing hydrogen in energy systems /, 
82-13243 


Hydrogen — Reactivity. 
The Behavior of hydrogen during acci- 
dents in light water reactors /, 82-978 


Hydrogen — Spectra. 
Beam optics of the quadrupole magnet 
state selector /, 82-3227 


Hydrogen sulphide. 

Demonstration of EIC’s copper sulfate 
process for removal of hydrogen sul- 
fide and other trace contaminants from 
geothermal steam at turbine inlet tem- 
peratures and pressures /, 82-5204 


Hydrogeological surveys. 
Geohydrology of the Delta-Clearwater 
area, Alaska /, 82-1933 





Stratigraphic and hydrogeologic frame- 
work of part of the Coastal Plain of 
Texas /, 82-10750 


Hydrogeology. 
Hydrogeology of the Buffalo aquifer, 
Clay and Wilkin Counties, West-Cen- 
tral Minnesota /, 82-1937, 82-5813 


Hydrogeology — Computer programs. 
A Computer program for simulating geo- 
hydrologic systems in three dimensions 
/, 82-10840 


Hydrography. 
Technical papers on airborne laser hy- 
drography : (March -December 1978) / 

, 82-4642 


Hydrography — Alaska, Gulf of (Alaska) 
Winter circulation and hydrography over 
the continental shelf of the northwest 
Gulf of Alaska /, 82-4623 


Hydrolectric power plants — Saint Joseph 

River (Mich. and Ind.) 

Water resources appraisals for hydroelec- 
tric licensing : St. Joseph-Kalamazoo 
River basin, Indiana-Michigan., 82- 
13420 


Hydrologic Engineering Center (U.S.) 
Reservoir temperature _ stratification 
users manual : the Hydrologic Engi- 
neering Center generalized computer 
program, 723-X6-L2410., 82-3190 


Hydrologic models. 
Numerical simulation of tidal hydrodyna- 
mics, Great Egg Harbor and Corson 
Inlets, New Jersey /, 82-4994 


Hydrological forecasting — New York 

(State) — Onondaga County. 

Floodflow characteristics of Butternut 
Creek and Jamesville Reservoir, James- 
ville, Onondaga County, New York /, 
82-1942 


Hydrology — Alaska. 
Hydrolgic reconnaissance of the eastern 
North Slope, Alaska, 1975 /, 82-10742 


Hydrologic reconnaissance of western 
Arctic Alaska, 1976 and 1977 /, 82- 
10800 


Hydrology — Alaska — Fairbanks region. 
Hydrologic information for land-use plan- 
ning, Fairbanks vicinity, Alaska /, 82- 
10783 


Hydrology — Arkansas. 
Water-resources appraisal of the south- 
Arkansas lignite area /, 82-10803 


Hydrology — California. 
Drought in California : water-resources 
data for 1977 /, 82-10773 
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Hydrology — California — Bibliography. 
Reports for California by the Geological 
Survey, Water Resources Division /, 
82-13946 


Hydrology — Colorado — Northglenn. 
Hydrologic data from Upper Grange 
Hall Creek basin : Northglenn, Adams 
County, Colorado /, 82-1944 


Hydrology — Florida. 

Summary of U.S. Geological Survey in- 
vestigations and hydrologic conditions 
in the Southwest Florida Water Man- 
agement District for 1977 /, 82-10765 


Hydrology — Florida — Dade County. 
Summary of hydrologic data collected 
during 1975 in Dade County, Florida / 
, 82-10753 


Summary of hydrologic data collected 
during 1976 in Dade County, Florida / 
, 82-10779 


Summary of hydrologic data for the East 
Everglades, Dade County, Florida /, 
82-1953 


Hydrology — Florida — Fernandina Beach. 
Geologic and hydrologic data from a 
test-monitor well at Fernandina Beach, 
Florida /, 82-5831 


Hydrology — Florida — Hillsborough 

County. 

Hydrologic monitoring program in El- 
dridge-Wilde and East Lake Road 
well-field areas, Pinellas and Hillsbor- 
ough Counties, Florida, 1977 water 
year /, 82-3682 


Hydrology — Florida — Lake County. 
Hydrologic considerations in dewatering 
and refilling Lake Carlton, Orange and 
Lake Counties, Florida /, 82-10718 


Hydrology — Florida — Maitland. 
Chemical and biological quality of Lakes 
Faith, Hope, and Charity, at Maitland, 
Florida, with emphasis on the effects of 
storm runoff and bulk precipitation, 
1971-74 /, 82-10741 


Hydrology — Florida — Orange County. 
Hydrologic considerations in dewatering 
and refilling Lake Carlton, Orange and 

Lake Counties, Florida /, 82-10718 


Hydrology — Florida — Pinellas County. 
Hydrologic monitoring program in El- 
dridge-Wilde and East Lake Road 
well-field areas, Pinellas and Hillsbor- 
ough Counties, Florida, 1977 water 
year /, 82-3682 


Hydrology — Florida — Saint Petersburg. 
Hydrologic data for the southwest sub- 
surface-injection test site, St. Peters- 
burg, Florida /, 82-10777 
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— Florida — Shark River. 

An application of LANDSAT multispec- 
tral imagery for the classification of 
hydrobiological systems : Shark River 
Slough, Everglades National Park, 
Florida /, 82-3725 


Hydrology — Florida — Sumter County. 
Hydrology of Jumper Creek Canal basin, 
Sumter County, Florida /, 82-10834 


Hydrology — Idaho. 
Local climatic and hydrologic conse- 
quences of creating openings in climax 
timber of north Idaho /, 82-9110 


Hydrology — Indiana — Marion County. 
Geohydrologic setting of and seepage 
from a water-supply canal, Indianapo- 
lis, Marion County, Indiana /, 82- 
3676 


Hydrology — Information services — United 
States. 
A guide to obtaining information from 
the USGS, 1981 /, 82-582 


Hydrology — Montana. 

Water-resources investigations of the U.S. 
Geological Survey in Montana, Octo- 
ber 1977 through September 1978 /, 
82-10769 


Hydrology — New Mexico — Bibliography. 
Bibliography of geology and hydrology, 
southwestern New Mexico /, 82-5804 


Hydrology — Oklahoma. 
Hydrologic data for the Antlers aquifer, 
southeastern Oklahoma /, 82-10785 


Hydrology — Pennsylvania — Tioga 


County. 

Effects of strip mining the abandoned 
deep Anna S Mine on the hydrology of 
Babb Creek, Tioga County, Pennsylva- 
nia /, 82-5806 


Hydrology — Periodicals — Bibliography. 
Marine science newsletters—1977 : an an- 
notated bibliography /, 82-3099 


Hydrology — Research — Florida — 

Yearbooks. 

Summary statements of water resources 
investigations in Florida, 82-10717 

Water resources investigations in Florida 
/, 82-10717 


Hydrology — Research — Periodicals. 
Research reports supported by Office of 
Water Research and Technology re- 
ceived during the period ..., 82-5781 
Hydrology — Research — Wyoming — 
Yearbooks. 
Water-resources investigations of the U.S. 
Geological Survey in Wyoming /, 82- 
10846 
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Hydrology — Rio Grande. 

Hydrologic data on channel adjustments 
1970 to 1975, on the Rio Grande 
downstream from Cochiti Dam New 
Mexico before and after closure /, 82- 
10719 


Hydrology — Texas. 
Hydrologic data for Cow Bayou Brazos 
River basin, Texas, 1975 /, 82-10726 


Hydrology — Texas — Fort Worth 
metropolitan area — Statistics — 
Periodicals. 

Hydrologic data for urban studies in the 
Fort Worth, Texas metropolitan area /, 
82-10716 


Hydrology — Texas — North Creek 
watershed — Statistics. 
Hydrologic data for North Creek Trinity 
River basin, Texas, 1977 /, 82-5827 


Hydrology — Texas — San Antonio. 
Hydrologic data for urban studies in the 
San Antonio, Texas metropolitan area, 
1975 /, 82-10733 


Hydrology — Texas — Trinity River 
watershed. 
Hydrologic data for Little Elm Creek, 
Trinity River basin, Texas, 1975 /, 
82-10729 


Hydrologic data for Mountain Creek, 
Trinity River basin Texas, 1975 /, 82- 
10727 


Hydrology — United States. 
Facing geologic and hydrologic hazards : 
earth-science considerations /, 82- 
5800 


National Water Data Exchange 


(NAWDEX) System 2000 data retriev- 
al manual, 82-13983 


Hydrology — United States — Data 
processing — 
Water data management systems : 
ceedings] /, 82-1908 


Hydrology — United States — Statistics — 
Periodicals. 


[pro- 


Hydrologic data for experimental agricul- 
tural watersheds in the United States /, 
82-5 


Hydrology — Utah — Bibliography. 
Hydrologic studies of the U.S. Geologi- 
cal Survey in major coal-resource areas 
of Utah through 1980 /, 82-5841 


Hydrology — Utah — Grand County. 
Results of hydraulic tests in wells DOE- 
1, 2, and 3, Salt Valley, Grand County, 
Utah /, 82-10833 


Hydrology — Washington (State) — King 
County. 
Environmental features, general hydrol- 
Ogy, and external sources of nutrients 
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affecting Wilderness Lake, 
County, Washington /, 82-10787 


Hydrology — Washington (State) — 
Spokane County. 
Selected hydrologic data for Spokane 
Valley, Spokane, Washington, 1977-78 
/, 82-13970 


Recovery of aluminum hydroxy sulfate 
from aluminum sulfate solution by 
high-temperature hydrolysis /, 82- 
5865 


Hydrophone. 

Hydrophone phase stability analysis at 
frequencies below 100 Hz /, 82-1535 

Ocean environmental influences of tem- 
perature and mechanical stress on bare 
fiber-optic sensors of acoustic pressures 
/, 82-5130 


Vesatile Experimental Kelvar Array hy- 
drophones : USRD type H78 /, 82- 
3234 


*Hygiene. 

Highlights from Wave I of the National 
survey of personal health practices and 
consequences : United States, 1979 /, 
82-13860 


Hyman G. Rickover (Ship) 

Hearing on H.R. 4977, to direct the presi- 
dent ... before the Seapower and Stra- 
tegic and Critical Materials Subcom- 
mittee of the Committee on Armed 
Services, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion, February 2, 1982., 82-15036 


Naming a nuclear-powered aircraft carri- 
er United States Ship Hyman G. Rick- 
over : report (to accompany H.R. 
4977) (including cost estimate of the 
Congressional Budget Office)., 82- 
14658 


Hyperbaric oxygenation. 

Human parotid gland alpha-amylase se- 
cretion as a function of chronic hyper- 
baric exposure /, 82-5103 

NSMRL calibration of microphones at 
depth in dry hyperbaric chambers /, 
82-5116 

Visual evoked cortical potentials in men 
during compression and saturation in 
He-O,equivalent to 400, 800, 1200, and 
1600 feet of sea water /, 82-5099 

Visual evoked responses, EEG’s and re- 
action time during a normoxic satura- 
tion dive, NISAT I /, 82-5096 


Hypercapnia. 

Phasic changes in bone CO,fractions, cal- 
cium, and phosphorus during chronic 
hypercapnia /, 82-5102 
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Hyperlipemia — Diet therapy — Congresses. 
Model Workshop on Nutrition Counsel- 
ing in Hyperlipidemia, May 15-19, 1978 
and September 10-12, 1978 /, 82-1835 


Hyperlipemia — Statistics. 
The lipid research clinics population 
studies data book /, 82-1834 


*Hyperlipidemia — Diet therapy — 


Congresses 

Model Workshop on Nutrition Counsel- 
ing in Hyperlipidemia, May 15-19, 1978 
and September 10-12, 1978 /, 82-1835 


*Hyperlipidemia — statistics — United 
States 
The lipid research clinics population 
studies data book /, 82-1834 


*Hyperlipoproteinemia — statistics — 
United States 
The lipid research clinics population 
studies data book /, 82-1834 


Hyperlipoproteinemia — United States — 
Statistics. 
The lipid research clinics population 
studies data book /, 82-1834 


Hypersonic planes. 
Validation of scramjet exhaust simulation 
technique at Mach 6 /, 82-6105 


Hypersonic planes — Design and 
construction — Congresses. 

Recent advances in structures for hyper- 
sonic flight : proceedings of a sympo- 
sium held at Langley Research Center, 
Hampton, Virginia, September 6-8,1978 
: part 1., 82-2089 


*Hypertension — mortality — United States 
Hypertension-related mortality by health 
service area 1968-72 /, 82-13863 


Hypertension — Periodicals. 

The ... report of the Joint National Com- 
mittee on Detection, Evaluation, and 
Treatment of High Blood Pressure., 
82-13805 


Hypertension — Social aspects — United 

States. 

The Pubtic and high blood pressure : six- 
year followup survey of public knowl- 
edge and reported behavior for The 
National Heart, Lung, and Blood Insti- 
tute /, 82-13804 


Hypertension — Statistics. 
Hypertension-related mortality by health 
service area 1968-72 /, 82-13863 


Hypertension — United States. 
Sodium in food and high blood pressure : 
report /, 82-1106 


Hypertension — United States — Public 


opinion. 
The Public and high blood pressure : six- 
year followup survey of public knowl- 





edge and reported behavior for The 
National Heart, Lung, and Blood Insti- 
tute /, 82-13804 


*Hypertension — United States — 
Statistics. 


The Public and high blood pressure : six- 
year followup survey of public knowl- 
edge and reported behavior for The 
National Heart, Lung, and Blood Insti- 
tute /, 82-13804 


H : 

An Experimental evaluation of selected 
rewarming therapies for the treatment 
of profound accidental hypothermia /, 
82-3950 


Hypothermia — United States. 
Hypothermia, a preventable tragedy : a 
cold weather guide for the elderly /, 
82-6740 


Hypothyroidism in children. 
Management of infants with congenital 
hypothyroidism /, 82-1850 


Hysterectomy. 
Elective hysterectomy : costs, risks and 
benefits /, 82-12035 


I 


Iberia Parish (La.) — Maps. 
Important farmlands, Iberia Parish, Lou- 
isiana /, 82-1202 


IBM 360 (Computer) 
Assembler G users guide., 


IBM 370 (Computer) 
Assembler G users guide., 


82-3615 


82-3615 


Ice. 
Icing on structures /, 82-9818 


Ice-breaking vessels. 
Organization and regulations manual for 
polar class icebreakers., 82-14486 


Ice navigation. 

Final supplement to the operation & 
maintenance environmental impact 
statement for the federal facilities at 
Sault Ste. Marie, Michigan, addressing 
limited season extension of operation /, 
82-13176 


An Investigation of ice clogged channels 
in the St. Marys River /, 82-2294 


Ice prevention. 
Icing on structures /, 82-9818 


An Investigation of ice clogged channels 
in the St. Marys River /, 82-2294 


Seeking low ice adhesion /, 82-9815 


Icebreaking operations — Environmental 
aspects — Michigan — Sault Sainte 
Marie. 

Final supplement to the operation & 
maintenance environmental impact 
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statement for the federal facilities at 
Sault Ste. Marie, Michigan, addressing 
limited season extension of operation /, 
82-13176 


Icing (Meteorology) — Alaska. 
Su icing in Alaskan waters /, 
82-9567 


Icing (Meteorology) — Bering Sea. 
Ice conditions in the eastern Bering Sea 
from NOAA and LANDSAT imagery 
: winter conditions 1974, 1976, 1977, 
1979 /, 82-9495 


Idaho — Industries — Periodicals. 


County business patterns, Idaho., 
4593 


82- 


Idaho — Manufactures — Statistics. 
1977 census of manufactures, 82-9155 


Idaho — Population — Statistics. 
1980 census of population and housing : 
Idaho, final population and housing 
unit counts., 82-4599 


Identification cards — Law and legislation 
— United States. 


FAA identification media., 82-11491 


Illinois — Manufactures — Statistics. 
1977 census of manufactures, 82-9156 


Illinois — Population — Statistics. 
1980 census of population and housing : 
Illinois, preliminary population and 
housing unit counts., 82-12747 


Illiteracy — United States. 
The basic skills movement : its impact on 
literacy., 82-13502 


The private sector involvement in liter- 
acy efforts /, 82-13499 


Image converters. 
Marking parts to aid robot vision /, 82- 
11156 


Image converters, Infrared. 
Convective rainfall estimation from digi- 
tal GOES-1 infrared data /, 82-11162 


Image processing. 
Image sampling and interpolation /, 82- 
9875 


A nonlinear filtering technique for digi- 
tized images degraded by film-grain 
noise /, 82-3220 


Image processing — Digital techniques. 
Application of digital image processing 
techniques to astronomical imagery, 
1980 /, 82-11077 


BIRP : software for interactive search 
and retrieval of image engineering data 
/, 82-6115 


A method for specifying the noise sup- 





pression-resolution tradeoff in digital 
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image filtering with local statistics /, 
82-3264 


Image processing — Equipment and supplies. 
On-board multispectral classification 
study /, 82-730 


Imaging systems. 

Calculation of signals in coded-aperture 
imaging of many-pin bundles of 
LMFBR fuel /, 82-4107 

Image interpreter screening performance 
as affected by resolution, presentation 
rate, and scale /, 82-9760 


Mission/data-base imagery correlation 
techniques (M/DICT) /, 82-13118 
Total system accuracy for APPS (the 
analytical photogrammetric positioning 

system) /, 82-13119 


Immune response. 

Radiological aspects of high altitude 
flight : relative biological effectiveness 
of fast neutrons in suppressing immune 
capacity to an infective agent /, 82- 
2270 


*Immune Sera — catalogs. 
Genetics and transplantation biology 
catalog supplement, 82-13810 
NIAID catalog of tissue typing antisera. 
Supplement., 82-13810 


*Immunity, Cellular — abstracts 
Selected abstracts on lymphokines and re- 
lated substances in cell mediated immu- 
nity /, 82-5729 


Immunization. 
Conduct disease surveillance., 82-1865 


Provide training : training for mid-level 
managers /, 82-10656 


*Immunization — in infancy & childhood. 
Parents’ guide to childhood immuniza- 
tion., 82-10654 


Immunization of children — United States. 
Parents’ guide to childhood immuniza- 
tion., 82-10654 


Immunogenetics — Abstracts. 

Current cancer research on tumor im- 
munogenetics and related transplanta- 
tion biology., 82-10566 

Selected abstracts on genetic control of 
the immune response., 82-10586 


*Immunology. 
Quantitation and functional assay of T 
and B cells., 82-5763 


Immunotherapy — Abstracts. 
Current cancer research on clinical and 


experimental cancer immunotherapy., 
82-10562 
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*Immunotherapy — directories 
Current cancer research on clinical and 
experimental cancer immunotherapy., 
82-10547, 82-10562 


IMP (Artificial satellite) 
interplanetary monitoring platform : en- 
gineering history and achievements., 
82-2063 


Impact. 
Impact tests on inclined stainless steel fins 
/, 82-2463 


Impedance (Electricity) 
Currents on generalized Yagi structures / 
, 82-3229 


The measurement of balanced impe- 
dances with a coaxial transmission line 
system /, 82-5173 


Imperial County (Calif.) 

Glamis/Dunes competitive and non-com- 
petitive leases for geothermal explora- 
tion/development : draft environmental 
assessment record /, 82-653 


Import quotas. 
General Agreement on Tariffs and Trade 
: import licensing procedures : agree- 
ment between the United States of 
America and other governments : done 
at Geneva April 12, 1979., 82-2174 


Import quotas — Finland. 

Trade, Tokyo round of the multilateral 
trade negotiations : import restrictions : 
agreement between the United States 
of America and Finland : effected by 
letter signed at Geneva April 12, 1979 
with related letter signed at Washing- 
ton January 30, 1980., 82-2192 

Treaties, etc. United States, 1979 Apr 12., 
82-2192 


Import quotas — United States. 

Certain spirits from Ireland : determina- 
tion of the Commission in investigation 
no. 104-TAA-3 under section 104(b) of 
the Trade Agreements Act of 1979, to- 
gether with the information obtained in 
the investigation., 82-661 


Certain tobacco : report to the President 
on investigation no. 22-43 under section 
22 of the Agricultural Adjustment Act, 
as amended., 82-660 


Stainless steel and alloy tool steel : report 
to the president on investigation no. 
TA-203-5 under section 203 of the 
Trade act of 1974., 82-14313 


Trade, Tokyo round of the multilateral 
trade negotiations : import restrictions : 
agreement between the United States 
of America and Finland : effected by 
letter signed at Geneva April 12, 1979 
with related letter signed at Washing- 
ton January 30, 1980., 82-2192 


Treaties, etc. United States, 1979 Apr 12., 
82-2192 
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In situ processing (Mining) 
Water jet perforation : a new method for 
completing and stimulating in situ 
leaching wells /, 82-5883 


Incentives in industry. 
Ways to improve federal management 
and use of productivity based reward 
systems : report /, 82-1737 


Incentives in industry — United States. 
Productivity sharing programs : can they 
contribute to productivity improve- 
ment? /, 82-1717 


Incineration. 

At-sea incineration, evaluation of waste 
flow and combustion gas monitoring 
instrumentation onboard the M/T Vul- 
canus /, 82-10129 


Incinerators. 
Chemical aspects of afterburner systems / 
, 82-13600 


Incinerators — Environmental aspects. 
Air pollution control systems for boilers 
and incinerators., 82-9669 


Incinerators — Environmental aspects — 
United States. 
Source category survey : industrial incin- 
erators /, 82-5321 


Income — Political aspects — Austria. 
Austrian incomes policy : lesson for the 
United States : hearing before the Joint 
Economic Committee, Congress of the 
United States, Ninety-seventh Con- 
gress, first session, June 2, 1981., 82- 
1037 


Income — United States — Congresses. 
Statistics of income and related adminis- 
trative record research selected 
papers given at the 1981 annual meet- 
ing of the American Statistical Associ- 
ation in Detroit, Michigan August 10- 
13, 1981 /, 82-11382 


Income — United States — Statistics. 
Money income of families and persons in 
the United States, 1979., 82-12702 


Income — United States — Statistics — 
Periodicals. 

Individual income tax returns, 
82-14306 


Statistics of income. Individual income 
tax returns., 82-14305, 82-14306 


82-14305, 


Income maintenance programs — United 

States. 

Millions can be saved by improving the 
productivity of state and local govern- 
ments administering federal income 
maintenance assistance programs 
report to the Congress /, 82-452 





January — June 1982 


Income tax — Argentina. 

Tax convention with the Republic of Ar- 
gentina, with related protocol : mes- 
sage from the president of the United 
States, transmitting the convention be- 
tween the government of the United 
States of America and the government 
of the Republic of Argentina for the 
avoidance of double taxation and the 
prevention of fiscal evasion with re- 
spect to taxes on income and capital, 
together with a related protocol, signed 
at Buenos Aires on May 7, 1981., 82- 
11765 


Income tax — Bangladesh. 

Tax convention with the People’s Repub- 
lic of Bangladesh : message from the 
president of the United States transmit- 
ting the convention between the gov- 
ernment of the United States of Amer- 
ica and the government of the People’s 
Republic of Bangladesh for the avoid- 
ance of double taxation and the preven- 
tion of fiscal evasion with respect to 
taxes on income, together with a relat- 
ed exchange of notes, signed at Dacca 
on October 6, 1980., 82-11740 


Income tax — Denmark. 

Tax convention with the Kingdom of 
Denmark : message from the president 
of the United States, transmitting the 
convention between the government of 
the United States of America and the 
government of the Kingdom of Den- 
mark for the avoidance of double tax- 
ation and the prevention of fiscal eva- 
sion with respect to taxes on income 
(the convention), together with a relat- 
ed exchange of notes, signed at Wash- 
ington on June 17, 1980., 82-11738 


Income tax — Egypt. 

Tax convention with the Arab Republic 
of Egypt : message from the president 
of the United States, transmitting a 
convention between the government of 
the United States of America and the 
government of the Arab Republic of 
Egypt for the avoidance of double tax- 
ation and the prevention of fiscal eva- 
sion with respect to taxes on income, 
signed at Cairo on August 24, 1980., 
82-11739 


Income tax — Jamaica. 

Tax convention with Jamaica : message 
from the president of the United States, 
transmitting the convention between 
the government of the United States of 
America and the government of Jamai- 
ca for the avoidance of double taxation 
and the prevention of fiscal evasion 
with respect to taxes on income (the 
convention), together with a related ex- 
change of notes, signed at Kingston on 
May 21, 1980., 82-11741 





Income tax — Law and legislation — 

Argentina. 

Explanation of proposed income tax 
treaty (and proposed protocol) between 
the United States and the Argentine 
Republic /, 82-12275 


Income tax — Law and legislation — 


Bangladesh. 

Explanation of proposed income tax 
treaty between the United States and 
the People’s Republic of Bangladesh /, 
82-15215 


Income tax — Law and legislation — 
Canada. 
Explanation of proposed income tax 
treaty between the United States and 
Canada /, 82-2719 


Income tax — Law and legislation — Egypt. 

Explanation of proposed income tax 

treaty between the United States and 
Egypt /, 82-15216 


Income tax — Law and legislation — Israel. 
Explanation of proposed income tax 
treaty ( and proposed protocol) be- 
tween the United States and Israel /, 
82-12273 


Income tax — Law and legislation — 
Jamaica. 
Explanation of proposed income tax 
treaty (and proposed protocol) between 
the United States and Jamaica /, 82- 
15219 


Income tax — Law and legislation — Malta. 
Explanation of proposed income tax 
treaty between the United States and 

the Republic of Malta /, 82-15220 


Income tax — Law and legislation — 
Morocco. 
Explanation of proposed income tax 
treaty between the United States and 
the Kingdom of Morocco /, 82-15218 


Income tax — Law and legislation — 

Norway. 

Explanation of proposed protocol to 
income tax treaty between the United 
States and the Kingdom of Norway /, 
82-15217 


Income tax — Law and legislation — 
Philippines. 
Explanation of proposed income tax 
treaty between the United States and 
the Philippines /, 82-12274 


Income tax — Law and legislation — United 

States. 

Description of tax bills (S. 230, S. 450, S. 
644, S. 978, and S. 1039) : scheduled 
for a hearing before the Subcommittee 
on Taxation and Debt Management of 
the Committee on Finance on May 22, 
1981 /, 82-2724 
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Income tax Law and legislation U.S. 


Description of tax bills (S. 352, S. 483, S. 
502, and S. 565) : scheduled for a hear- 
ing before the Subcommittee on Tax- 
ation and Debt Management of the 
Committee on Finance on March 16, 
1981 /, 82-2721 


Explanation of proposed income tax 
treaty ( and proposed protocol) be- 
tween the United States and Israel /, 
82-12273 


Explanation of proposed income tax 
treaty (and proposed protocol) between 
the United States and the Argentine 
Republic /, 82-12275, 82-15219 


Explanation of proposed income 
treaty between the United States 
Canada /, 82-2719 


Explanation of proposed income 
treaty between the United States 
Egypt /, 82-15216 


Explanation of proposed income 
treaty between the United States and 
the Kingdom of Morocco /, 82-15218 


Explanation of proposed income tax 
treaty between the United States and 
the People’s Republic of Bangladesh /, 
82-15215 


Explanation of proposed income tax 
treaty between the United States and 
the Philippines /, 82-12274 


Explanation of proposed income tax 
treaty between the United States and 
the Republic of Malta /, 82-15220 


Explanation of proposed protocol to 
income tax treaty between the United 
States and the Kingdom of Norway /, 
82-15217 


Reimbursement of income taxes : agree- 
ment between the United States of 
America and the Intergovernmental 
Maritime Consultative Organization 
(IMCO) : effected by exchange of let- 
ters signed at London May 18 and June 
8, 1977., 82-780 


Reimbursement of income taxes : agree- 
ment between the Unites States of 
America and the International Hydro- 
graphic Bureau : effected by exchange 
of letters signed at Washington and 
Monaco August 27 and October 16, 
1980., 82-799 


Reimbursement of income taxes : ar- 
rangement between the United States 
of America and the International Sugar 
Organization, effected by exchange of 
letters signed at London July 10, 1980., 
82-2175 


A Report of the Subcommittee on Select 
Revenue Measures of the Committee 
on Ways and Means, U.S. House of 
Representatives section-by-section 
summary, analysis, and justification of 
H.R. 4961 ...., 82-6915 


tax 
and 
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Income tax Law and legislation U.S. 


Treaties, etc. United States, 1977 May 18, 
82-780 


Treaties, etc. United States, 1980 Aug. 
27, 82-799 


Treaties, etc. United States, 1980 July 10, 
82-2175 


1981-82 miscellaneous tax bills VI : hear- 
ing before the Subcommittee on Tax- 
ation and Debt Management of the 
Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 230, S. 450, S. 644, S. 978 
and S. 1039, May 22, 1981., 82-4231 


1981-82 miscellaneous tax bills, VII : 
hearing before the Subcommittee on 
Taxation and Debt Management of the 
Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 169, S. 532, S. 721, S. 
791, S. 979, and S. 1382, June 26, 1981., 
82-2637 


Income tax — United States. 


The effects of tax policy on American 
agriculture /, 82-12375 


Energy credits for individuals., 
Farmer’s tax guide., 82-6254 


Income tax benefits for U.S. citizens who 
go overseas., 82-11384 


IRS response to the illegal tax protester 
movement : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 10, 1981., 82-1063 


Proposed administration tax cuts and 
their effect on small business : hearings 
before the subcommittee on Tax, 
Access to Equity Capital, and Business 
Opportunities of the Committee on 
Small Business, House of Representa- 
tives, Ninety-seventh Congress, first 
session, Washington, D.C., March 25, 
26, and April 2, 1981., 82-4278 


Tax benefits for older Americans., 82- 
6255 


Tax convention with Jamaica : message 
from the president of the United States, 
transmitting the convention between 
the government of the United States of 
America and the government of Jamai- 
ca for the avoidance of double taxation 
and the prevention of fiscal evasion 
with respect to taxes on income (the 
convention), together with a related ex- 
change of notes, signed at Kingston on 
May 21, 1980., 82-11741 


Tax convention with the Arab Republic 
of Egypt : message from the president 
of the United States, transmitting a 
convention between the government of 
the United States of America and the 
government of the Arab Republic of 
Egypt for the avoidance of double tax- 
ation and the prevention of fiscal eva- 
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sion with respect to taxes on income, 
at Cairo on August 24, 1980., 
82-11739 


Tax convention with the Kingdom of 
Denmark : message from the president 
of the United States, transmitting the 
convention between the government of 
the United States of America and the 
government of the Kingdom of Den- 
mark for the avoidance of double tax- 
ation and the prevention of fiscal eva- 
sion with respect to taxes on income 
(the convention), together with a relat- 
ed exchange of notes, signed at Wash- 
ington on June 17, 1980., 82-11738 


Tax convention with the People’s Repub- 


lic of Bangladesh : message from the 
president of the United States transmit- 
ting the convention between the gov- 
ernment of the United States of Amer- 
ica and the government of the People’s 
Republic of Bangladesh for the avoid- 
ance of double taxation and the preven- 
tion of fiscal evasion with respect to 
taxes on income, together with a relat- 
ed exchange of notes, signed at Dacca 
on October 6, 1980., 82-11740 


Tax convention with the Republic of Ar- 


gentina, with related protocol : mes- 
sage from the president of the United 
States, transmitting the convention be- 
tween the government of the United 
States of America and the government 
of the Republic of Argentina for the 
avoidance of double taxation and the 
prevention of fiscal evasion with re- 
spect to taxes on income and capital, 
together with a related protocol, signed 
at Buenos Aires on May 7, 1981., 82- 
11765 


Tax information on individual retirement 


arrangements., 82-11383 


Tax information on U.S. Civil Service re- 


tirement and disability., 82-6256 


Tax reduction proposals : hearings before 


the Committee on Finance, United 
States Senate, Ninety-seventh Con- 
gress, first session., 82-6825 


1981 federal income tax legislation : how 
it affects older Americans and those 
planning for retirement (a summary of 
the provisions in the Economic Recov- 
ery Tax Act of 1981) : an information 
paper /, 82-2588 


Income tax — United States — Deductions. 
Description of tax bills relating to certain 


business expenses of state legislators 
(H.R. 365, H.R. 858, H.R. 2067, and 
H.R. 2605) : scheduled for a hearing by 
the Subcommittee on Select Revenue 
Measures of the Committee on Ways 
and Means, House of Representatives, 
on June 23, 1981 /, 82-2727 


Description of tax bills (S. 12, S. 24, and 
S. 243) relating to incentives to save 
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for retirement, education, or housing : 
scheduled for a hearing before the Sub- 
committee on Savings, Pensions, and 
Investment Policy of the Committee on 
Finance on February 24, 1981 /, 82- 
4281 


Description of tax bills (S. 31, S. 239 and 
S. 452) : scheduled for a hearing before 
the Subcommittee on Taxation and 
Debt Management of the Committee 
on Finance on February 23, 1981 /, 
82-2720 


Tax expenditures : a primer., 82-3504 


Income tax — United States — Deductions 
— Charitable contributions — Directories. 
Cumulative list of organizations described 

in section 170 (c) of the Internal Reve- 
nue Code of 1954., 82-14303 


Income tax — United States — Deductions 

Legislative proposals relating to section 
280A and other minor tax bills : hear- 
ing before the Subcommittee on Select 
Revenue Measures of the Committee 
on Ways and Means, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, October 19, 1981., 82- 
15229 


Income tax — United States — Deductions 
— Interest. 
Withholding on interest and dividend 
income options, alternatives, and 
effect on savings incentives., 82-4287 


Income tax — United States — Deductions 
Losses 


1981-82 miscellaneous tax bills V : hear- 
ing before the Subcommittee on Tax- 
ation and Debt Management Generally 
of the Committee on Finance, United 
States States Senate, Ninety-seventh 
Congress, first session, on S. 639 ... S. 
702 ... S. 738 ... May 8, 1981., 82-1058 


Income tax — United States — Deductions 
— Periodicals. 
Protecting older Americans against over- 
payment of income taxes /, 82-15003 


Income tax — United States — Deductions 

— Retirement contributions. 

The future of retirement savings in 
America : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, May 1, 1981., 82-12065 


Income tax — United States — Foreign 
income — Periodicals. 
The operation and effect of the domestic 
international sales corporation legisla- 
tion, ... annual report., 82-11380 


The operation and effect of the interna- 
tional boycott provisions of the Inter- 
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nal Revenue Code ... annual report., 
82-3840 


Description of S. 983 and S. 1688 relating 
to state taxation of interstate business 
and foreign source corporate income : 
scheduled for a hearing before the Sub- 
committee on Taxation and Debt Man- 
agement Generally of the Committee 
on Finance on June 24, 1980 /, 82- 
4280 


Income tax — United States — Statistics — 

Periodicals. 

Individual income tax returns, 82-2204, 
82-14305, 82-14306 

Preliminary statistics of income. Individu- 
al income tax returns., 82-2204 

Sole proprietorship returns, 82-14307 

Statistics of income. Individual income 
tax returns., 82-14305, 82-14306 


Statistics of income. Sole proprietorship 
returns., 82-14307 


Indemnity 4 
Study of liability, insurance and indemni- 
fication problems for FRA programs., 
82-11465 


it contractors. 
Eliminating contractor inspections of fed- 
eral water projects could save millions 
: report to the Congress /, 82-10354 


Independent regulatory commissions — 
Decision making. 


A case study of why some Postal Rate 
Commission decisions took as long as 
they did : report /, 82-10383 


Independent regulatory commissions — 
Management. 


River basin commissions have been help- 
ful, but changes are needed : report to 
the Congress : summary /, 82-13701 


Independent regulatory commissions — 

United States. 

The federal structure for examining finan- 
cial institutions can be improved 
report to the Congress /, 82-5486 

The federal structure for examining finan- 
ical institutions can be improved : Sum- 
mary : report to the Congress /, 82- 
5487 


The Regulatory Flexibility Act : better 


federal treatment for small entities., 
82-11366 


River basin commissions have been help- 
ful, but changes are needed : report to 
the Congress /, 82-10328 


Independent regulatory commissions — 
United States — Periodicals. 
Supplement to ... Organization of federal 
executive departments and agencies /, 
82-15137 





Indians of North America Government relations. 


Index medicus. 
List of journals indexed in Index medicus 
/, 82-13829 
Indexation (Economics) — United States. 
What can be done to check the growth 
of federal entitlement and indexed 


spending? : report to the Congress /, 
82-10390 


India — Foreign relations — United States. 
Nuclear export to India/, 82-2149 


India — Population — Statistics. 
Asia, India : selected statistical data by 
sex., 82-11348 


Indian Ocean — Navigation. 
Omega propagation correction tables for 
10.2 kHz : area 08, Asia, station G 

(Australia) /, 82-9604 


Indiana — Population — Statistics. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 16. Indiana., 82-9294 


1980 census of population and housing : 
Indiana, preliminary population and 
housing unit counts., 82-12748 


Indianapolis (Ind.) — Officials and 
employees — Salaries, allowances, etc. — 
Statistics — Periodicals. 

Municipal government wage survey, In- 
dianapolis, Indiana /, 82-2041, 82- 
5986, 82-14124 


Indians of North America. 
An Introduction to art & other ideas., 
82-3694 


A Message to American Indians seeking 
funding for energy projects., 82-13379 


Indians of North America — Antiquities. 
Cultural resources inventory of the cen- 
tral Mojave and Colorado Desert re- 
gions, California /, 82-5943 


Indians of North America — Antiquities — 
Collection and preservation. 
The Curation and management of archeo- 
logical collections : a pilot study., 82- 
5951 


Indians of Nerth America — Arizona. 
An archeological survey of the Ajo Crest 
Organ Pipe Cactus National Monument 
southwestern Arizona /, 82-5903 


Indians of North America — Arizona — 

Pima County. 

Declaring that the United States holds in 
trust for the Pascua Yaqui tribe of Ari- 
zona certain land in Pima County, Ari- 
zona : report (to accompany H.R. 
4364) including the cost estimate of the 
Congressional Budget Office. 82- 
11814 
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Indians of North America — California — 
Santa Rosa Mountain region — 


Antiquities. 

The Cahuilla and the Santa Rosa Moun- 
tain region : places and their Native 
American associations : a review of 
published and unpublished sources /, 
82-10964 


Indians of North America — Civil 
Tribal enrollment., 82-10893 


Indians of North America — Claims. 

Amending the act of October 19, 1973 
(87 STAT. 466), relating to the use or 
distribution of certain judgment funds 
awarded by the Indian Claims Commis- 
sion or the Court of Claims : report (to 
accompany H.R. 3731) (including cost 
estimate of the Congressional Budget 
Office)., 82-14646 


Indians of North America — Claims — 
Periodicals. 
Annual report /, 82-943 


Indians of North America — Education. 
The Indian Act of 1972 : answers to your 
questions., 82-10018 


Indian Education Act, part A : entitle- 
ment programs for public schools ; a 
handbook for parent committees and 
project directors /, 82-13491 

Qualifying for federal funding of tribally 
controlled community colleges : report 
/, 82-10357 


Indians of North America — Education — 
Law and legislation. 
Indian Education Act, part A : annotated 
regulations : general provisions, LEA 
entitlement /, 82-13490 


Indians of North America — Employment. 
Native American programs., 82-14141 


Indians of North America — Financial 
affairs. 


Consolidated tribal government programs 
: oversight hearing before the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on consoli- 
dated tribal government programs, 
hearing held in Washington, D.C., 
Tuesday, March 31, 1981., 82-6849 


To amend the Indian Judgement Funds 
Act of 1973 : hearing before the Com- 
mittee on Interior and Insular Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H.R. 
3731 ... hearing held in Washington, 
D.C., July 14, 1981., 82-15147 


Indians of North America — Government 
relations. 
Administration’s proposals to eliminate 
fiscal year 1982 moneys for Indian 
housing : oversight hearing before the 
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Indians of North America Government relations. 


Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
seventh Congress, first session, on ad- 
ministration’s proposals to eliminate 
fiscal year 1982 moneys for Indian 
housing, hearing held in Washington, 
D.C. April 3, 1981., 82-12207 
Consolidated tribal government programs 
: oversight hearing before the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on consoli- 
dated tribal government programs, 
hearing held in Washington, D.C., 
Tuesday, March 31, 1981., 82-6849 


Indians of North America — Government 
relations — Sources — Bibliography — 
Catalogs. 

Guide to records in the National Ar- 
chives of the United States relating to 
American Indians /, 82-13756 


Indians of North America — Great Plains — 
Music. 
Ceremonies of the Pawnee /, 82-6235 


Indians of North America — Great Plains — 
Rites and ceremonies. 
Ceremonies of the Pawnee /, 82-6235 


Indians of North America — Handicapped 
children — Education. 
Special education handbook /, 82-10894 


Indians of North America — History — 
Sources — Bibliography — Catalogs. 
Guide to records in the National Ar- 

chives of the United States relating to 
American Indians /, 82-13756 


Indians of North America — Housing. 
Administration’s proposals to eliminate 
fiscal year 1982 moneys for Indian 
housing : oversight hearing before the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
seventh Congress, first session, on ad- 
ministration’s proposals to eliminate 
fiscal year 1982 moneys for Indian 
housing, hearing held in Washington, 
D.C. April 3, 1981., 82-12207 
Indians of North America — Industries — 
Statistics. 
1977 survey of minority-owned business 
enterprises, 82-9479 


Indians of North America — Juvenile 
literature. 
The Blacktail dance /, 82-13528 


Coyote and the man who sits on top /, 
$2-13526 


Coyote and the mean mountain sheep /, 
$2-13532 


Grandma rides in the parade : a Crow 
story /, 82-13525 


Helpers /, 82-13520 
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Inkomi and the buffalo : an Assiniboine 
story /, 82-13530 

The man who loved shell money : a Sko- 
komish legend /, 82-13531 

My name is pop : a Crow story /, 82- 
13521 

Pat learns about wild peppermint /, 82- 
13524 

Raccoon’s black eyes and ringed tail /, 
82-13529 

Santa Claus comes to the reservation : a 
Crow story /, 82-13522 

Why animals and man can no longer talk 
to one another /, 82-13527 

Why the codfish has a red face : a Sho- 
komish legend /, 82-13523 


Indians of North America — Legal status, 


laws, etc. 

Amending the act of October 19, 1973 
(87 STAT. 466), relating to the use or 
distribution of certain judgment funds 
awarded by the Indian Claims Commis- 
sion or the Court of Claims : report (to 
accompany H.R. 3731) (including cost 
estimate of the Congressional Budget 
Office)., 82-14646 


The Indian Act of 1972 : answers to. your 


questions., 82-10018 


Oversight on Community Services Ad- 


ministration, child abuse prevention 
and treatment, and adoption opportuni- 
ties, and Native American Programs 
Act : hearing before the Subcommittee 
on Aging, Family, and Human Services 
of the Committee on Labor and 
Human Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on examination of administra- 
tion’s proposal for Community Services 
Administration, child abuse prevention 
and treatment, and adoption opportuni- 
ties, and Native American Programs 
Act, April 23, 1981., 82-12225 


To amend the Indian Judgement Funds 


Act of 1973 : hearing before the Com- 
mittee on Interior and Insular Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H.R. 
3731 ... hearing held in Washington, 
D.C., July 14, 1981., 82-15147 


Indians of North America — 


Legends. 
The man who loved shell money : a Sko- 
komish legend /, 82-13531 
Why the codfish has a red face : a Sho- 
komish legend /, 82-13523 


Indians of North America — Maryland — 


Antiquities. 

A cultural resources reconnaissance for 
the Wicomico River (East) Federal 
Maintenance Dredging Project /, 82- 
4975 
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Opportunities in nursing /, 82-552 


Indians of North America — Transportation. 
Rural public transportation projects on 
Indian reservations : a report on 11 
demonstrations : final report /, 82- 
3959 


Indians of North America — Tribal 
government. 
Tribal enrollment., 82-10893 


Indians of North America — Washington 

(State) — Claims. 

Clallam judgement funds : hearing before 
the Select Committee on Indian Af- 
fairs, United States Senate, Ninety-sev- 
enth Congress, first session, on S. 1340 
.. July 30, 1981, Washington, D.C., 
82-1069 


Indians of North America — Wisconsin — 

Legal status, laws, etc. 

Disbursal of Lac Courte Oreilles Band 
trust funds : hearing before the Select 
Committee on Indian Affairs, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 1890 ... De- 
cember 9, 1981, Washington, D.C., 
82-15144 


Indians of North America — Women — 
Bibliography. 
Native American women : a bibliography 
/, %82-10032 


Individual retirement accounts — Taxation 
— United States. 
Tax information on individual retirement 
arrangements., 82-11383 


Individual retirement accounts — United 

States. 

The future of retirement savings in 
America : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, May 1, 1981., 82-12065 

A Guide to individual retirement ac- 
counts (IRA’s) : an information paper / 

82-6735 
Women and private pensions., 82-3746 


Individualized instruction. 
Front-end analysis of the instructor’s job 
in self-paced instructuction /, 82-5143 
Task analysis schema based on cognitive 
style and supplantational instructional 
design with application to an Air Force 
training course /, 82-5168 


Individualized instruction — Handbooks, 
manuals, etc. 
Special education handbook /, 82-10894 


Indonesia. 
Indonesia, a country profile /, 82-817 
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Indonesia — Description and travel. 
Background notes, Indonesia /, 82-3815 


Indonesia — Foreign relations — United 
States. 


Agreement for cooperation between the 
United States and Indonesia concerning 
peaceful uses of nuclear energy : mes- 
sage from the president of the United 
States transmitting the text of the pro- 
posed agreement between the United 
States and Indonesia concerning peace- 
ful uses of nuclear energy with accom- 
panying agreed minute, pursuant to 
section 123d, of the Atomic Energy 
Act of 1954 as amended., 82-14595 


Indonesia — P: tion. 
AID’s role in Indonesian family planning 
: a case study with general lessons for 
foreign assistance /, 82-3836 


Indonesia — Population — Statistics. 
Asia, Indonesia : selected statistical data 
by sex., 82-11349 


Industrial accidents — United States. 
Accidents involving face injuries. 82- 
679 


Industrial accidents — United States — 
Statistics. 
Evaluating your firm’s injury & illness 
record, 1979 : manufacturing indus- 
tries., 82-11055 


A guide to evaluating your firm’s injury 
and illness experience, 1975 : services 
industries, 82-14111 


Injuries related to servicing equipment /, 
82-2008 . 


Industrial development bonds — Taxation — 

United States. 

“Small issue” industrial developmemt 
bonds : hearings before the Subcommit- 
tee on Oversight of the Committee on 
Ways and Means, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, April 8, 9, 10, 1981., 82- 
2736 


1981-82 miscellaneous tax bills V : hear- 
ing before the Subcommittee on Tax- 
ation and Debt Management Generally 
of the Committee on Finance, United 
States States Senate, Ninety-seventh 
Congress, first session, on S. 639 ... S. 
702 ... S. 738 ... May 8, 1981., 82-1058 


Industrial development bonds — United 
States. 
Background information for hearings on 
tax-exempt “small issue” industrial rev- 
enue bonds /, 82-1121 


Report on tax-exempt “small issue” indus- 
trial revenue bonds /, 82-1123 


Industrial districts — United States. 
More can be done to ensure that industri- 
al parks create new jobs : sum 
report to the Congress /, 82-10333 





Industrial Environmental Research 
Laboratory (Research Triangle Park, N.C.) 
Industrial Environmental Research Labo- 

ratory, Research Triangle Park, North 
Carolina /, 82-5245 


Industrial equipment. 
Supplement to the NIOSH certified 
equipment list, October 1, 1981., 82- 
10657 


Industrial equipment — United States — 
Maintenance and repair. 
Injuries related to servicing equipment /, 
82-2008 


Industrial equipment — United States — 
Statistics. 
1977 census of manufactures, 82-9220 


Industrial hygiene — Bibliography — 
Catalogs. 
Occupational safety and health., 82-3557 
Industrial hygiene — Research — United 
States — Periodicals. 
NIOSH grants, 82-10658, 82-10692 


Research and demonstration grants and 
cooperative agreements active in fiscal 
.. /, 82-10658, 82-10692 


Research and demonstration 
awarded in fiscal year 
82-10692 


grants 
wy 82-10658, 


Industrial hygiene — Research grants — 
United States — Periodicals. 
NIOSH grants, 82-10658, 82-10692 


Research and demonstration grants and 
cooperative agreements active in fiscal 
«- /, 82-10658, 82-10692 


Research and demonstration grants 


awarded in fiscal year ..., 82-10658, 
82-10692 


Industrial hygiene — United States. 
Elements of industrial hygiene 
manual /, 82-11566 
An evaluation of engineering control 
technology for spray painting /, 82- 
555 


: training 


General industry standards and interpre- 
tations /, 82-2043 


Health hazard alert 
np)., 82-3757 


A Nationwide survey of the occupational 
safety and health workferce., %2-5760 


Oversight hearing on the impact on com- 
pensation costs of reduced workplace 
health standards : hearing before the 
Subcommittee on Labor Standards of 
the Committee on Education and 
Labor, House of Representatives, 
Ninety-seventh Congress, first session, 
hearing held in Washington, D.C., on 
April 9, 1981., 82-2614 


Oversight on the administration of the 
Occupational Safety and Health Act, 


: 2-nitropropane (2- 
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1981 : joint hearing before the Subcom- 
mittee on Investigations and General 
Oversight and the Subcommittee on 
Labor of the Committee on Labor and 
Human Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on oversight on the status of 
policy development and program man- 
agement and operation of the Occupa- 
tional Safety and Health Administra- 
tion, September 23, 1981., 82-12230 


Protecting workers’ health : federal, state 
and local compliance-assistance pro- 
grams /, 82-5668 


Industrial hygiene — United States — 
Statistics. 
Evaluating your firm’s injury & illness 
record, 1979 : manufacturing indus- 
tries., 82-11055 


Industrial hygiene — United States — 
Statistics — Periodicals. 
Accident/incident bulletin., 82-14404 

Industrial management — United States. 
Business management practices and the 

productivity of the American economy 
: hearings before the Joint Economic 
Committee, Congress of the United 
States, Ninety-seventh Congress, first 
session, May 1 and 11, and June 1 and 
5, 1981., 82-2608 


Industrial mobilization — United States. 
DOD’s industrial preparedness program 
needs national policy to effectively 
meet emergency needs : a report to the 
Congress of the United States /, 82- 
10394, 82-10395 


Industrial noise — United States. 
Handbook for industrial noise control., 
82-3783 


Industrial noise — United States — 
Programmed instruction. 
Industrial noise (581) /, 82-554 


Industrial nursing — Study and teaching. 
Occupational health nursing basic 
theory and update (351) /, 82-3654 


Industrial productivity — United States. 

Business management practices and the 
productivity of the American economy 
: hearings before the Joint Economic 
Committee, Congress of the United 
States, Ninety-seventh Congress, first 
session, May 1 and 11, and June 1 and 
5, 1981., 82-2608 


Japanese and American economic policies 
and U.S. productivity : hearings before 
the Subcommittee on Monetary and 
Fiscal Policy and the Subcommittee on 
Trade, Productivity, and Economic 
Growth of the Joint Economic Com- 
mittee, Congress of the United States, 
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Ninety-seventh Congress, first session, 
June 23 and July 28, 1981., 82-6783 

Production v. conservation in the utility 
industry : hearing before the Subcom- 
mittee on Energy Conservation and 
Power of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, April 3, 1981., 82-6808 

Productivity in the American economy : 
hearings before the Task Force on 
Economic Policy and Productivity of 
the Committee on the Budget, House 
of Representatives, Ninety-seventh 
Congress, second session, January 12, 
13, and 15, 1982., 82-15054 

Stronger federal effort needed to foster 
private sector productivity : summary : 
report to the Congress /, 82-1719 

Tax policy and productivity in the 1980’s 
: hearing before the Subcommittee on 
Trade, Productivity, and Economic 
Growth of the Joint Economic Com- 
mittee, Congress of the United States, 
Ninety-seventh Congress, first session, 
June 17, 1981., 82-4216 

Technology and labor in four industries : 
meat products/foundries, metalworking 
machinery, electrical and electronic 
equipment., 82-14088 

The 1981 midyear report : productivity : 
report of the Joint Economic Commit- 
tee, Congress of the United States., 
82-1042 


Industrial productivity — United States — 
Mathematical models. 
An introduction to the industrial analysis 


and productivity research of the 
Bureau of Industrial Economics /, 82- 
9574 


Industrial property (International law) 
Foreign business practices : materials on 
practical aspects of exporting, interna- 
tional licensing, and investing /, 82- 
134 


Industrial property protection : agree- 
ment between the United States of 
America and the World Intellectual 
Property Organization signed at 
Geneva September 26, 1980., 82-803 

Treaties, etc. World Intellectual Property 
Organization, 1980 Sept. 26, 82-803 


Industrial relations — United States. 

The Impact of labor-management rela- 
tions on productivity and efficiency in 
urban mass transit : employee attitudes, 
withdrawal behavior, and bargaining 
unit structure., 82-6277 

Labor-management relations : program 
provisions and technical guidance., 
82-3139 

The National Labor Relations Board and 
You : representation cases., 82-14156 
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Industrial relations — United States — 
Bibliography — Catalogs. 
Labor-management relations., 82-1773 
Publications relating to the 1981-82 col- 

lege debate topic : should the federal 
government significantly curtail the 
powers of labor unions in the United 
States?, 82-10415 


Industrial safety. 
Occupational respiratory protection (593) 
/, 82-3655 


Industrial safety — Bibliography — 
Catalogs. 
Occupational safety and health., 


Industrial safety — Congresses. 

Proceedings of a NIOSH Workshop on 
Recommended Heat Stress Standards : 
sponsored by National Institute for Oc- 
cupational Safety and Health, Cincin- 
nati, Ohio, September 1979 /, 82- 
10659 


82-3557 


Industrial safety — Research grants — 
United States — Periodicals. 
NIOSH grants, 82-10658, 82-10692 


Research and demonstration grants and 
cooperative agreements active in fiscal 
.. /, 82-10658, 82-10692 


Research and demonstration 
awarded in fiscal year ..., 
82-10692 


grants 
82-10658, 


Industrial safety — United States. 
A feasilility [sic] study of the state-of-the- 
art of personnel monitors /, 82-6473 


General industry standards and interpre- 
tations /, 82-2043 


Hot environments /, 82-687 


A Nationwide survey of the occupational 
safety and health workforce., 82-5760 


Oversight hearings on OSHA—occupa- 
tional safety and health for federal em- 
ployees : hearings before the Subcom- 
mittee on Health and Safety of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, hearings 
held in Washington, D.C. on March 4, 
and 31, 1981., 82-6791 


Oversight on the administration of the 
Occupational Safety and Health Act, 
1981 : joint hearing before the Subcom- 
mittee on Investigations and General 
Oversight and the Subcommittee on 
Labor of the Committee on Labor and 
Human’ Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on oversight on the status of 
policy development and program man- 
agement and operation of the Occupa- 
tional Safety and Health Administra- 
tion, September 23, 1981., 82-12230 
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Protecting workers’ health : federal, state 
and local compli i € pro- 
grams /, 82-5668 


Supplement to the NIOSH certified 
equipment list, October 1, 1981., 82- 
10657 





Industrial safety — United States — 
Statistics — Periodicals. 


Accident/incident bulletin., 82-14404 


Industrial sites — United States. 
Environmentally based siting assessment 
for synthetic liquid fuels facilities : 
draft final report /, 82-3332 
Environmentally based siting assessment 
for synthetic liquid fuels facilities 
worksheet : draft final report /, 82- 
13270 


Industrial supply houses — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 3600. Special indus- 
try machinery, 82-4818 


Industrial toxicology — Periodicals. 
Annual report on carcinogens /, 82- 
10492 


Industrial toxicology — United States. 
Extent-of-exposure survey of monochlor- 
obenzene /, 82-10661 


Industrial toxicology — United States — 
Periodicals. 
Annual report on Carcinogens. Executive 
summary /, 82-10491 


Industries, Location of — United States. 
Environmentally based siting assessment 
for synthetic liquid fuels facilities : 
draft final report /, 82-3332 


Industry. 
Production techniques and product spe- 
cialization within U.S. industries /, 
82-14047 


Industry — Defense measures. 
Expedient industrial protection against 
nuclear attack /, 82-10269 


Industry — Defense measures — United 
States. 
Disaster planning guide for business and 
industry., 82-10286 


Industry — Energy consumption. 
Energy and labor use by rural manufac- 
turing industries /, 82-12665 


Industry — Security measures — United 
States. 
Industrial security manual for safeguard- 
ing classified information., 82-9591 


Industrial security regulation., 82-9585 
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Industry and state — United States. 

Changes needed in administering relief to 
industries hurt by overseas competition 
: Feport to the Congress /, 82-496 

Deterioriation of the U.S. defense indus- 
trial base : hearing before the Commit- 
tee on Small Business, United States 
Senate, Ninety-seventh Congress, first 
session, on deterioriation of the U.S. 
defense industrial base, July 14, 1981., 
82-2716 


Enforcement of federal regulations : staff 
report /, 82-2667 


Federal regulation : hearing before the 
Subcommittee on Energy, Nuclear 
Proliferation, and Government Proc- 
esses of the Committee on Governmen- 
tal Affairs, United States Senate, 
Ninety-seventh Congress, first session., 
82-1068 


Hey, we’re in business, 82-14308 
The industrial sector /, 82-150 


Trade in textiles : agreement between the 
United States of America and the So- 
cialist Federal Republic of Yugoslavia 
amending the agreement of October 26 
and 27, 1978, effected by exchange of 
notes dated at Belgrade July 15 and 
September 12, 1980., 82-11325 

Treaties, etc. Yugoslavia, 1978 Oct. 26., 
82-11325 


U.S. laws and regulations applicable to 
imports from nonmarket economies 
could be improved : report to the Con- 
gress /, 82-495 


Industry and state — Yugoslavia. 

Trade in textiles : agreement between the 
United States of America and the So- 
cialist Federal Republic of Yugoslavia 
amending the agreement of October 26 
and 27, 1978, effected by exchange of 
notes dated at Belgrade July 15 and 
September 12, 1980., 82-11325 

Treaties, etc. Yugoslavia, 1978 Oct. 26., 
82-11325 


Industry and trade — United States. 


Independent regulatory agencies can 
reduce paperwork burden on industry : 
report to the director, Office of Man- 
agement and Budget /, 82-3505 


Infant formulas. 


Domestic use of infant formula : hearing 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, June 17, 1981., 82-15087 


Implementation of the World Health Or- 
ganization (WHO) code on infant for- 
mula marketing practices : hearings 
before the Subcommittees on Interna- 
tional Economic Policy and Trade, and 
on Human Rights and International Or- 





ganizations of the Committee on For- 
eign Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
June 16 and 17, 1981., 82-15119 


Infant health services — United States. 

Medicaid cutbacks on infant care : hear- 
ing before the Subcommittee on Over- 
sight and Investigations, and the Sub- 
committee on Health and the Environ- 
ment of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
July 27, 1981., 82-12156 


*Infant Mortality — United States — 
statistics 
Changes in infant mortality and related 
rates by health service area , 1969-73 to 
1974-77 /, 82-13864 


Infante, Peter, 1941- 

Proposed firing of Dr. Peter Infante by 
OSHA : a case study in science and 
regulation : hearing before the Sub- 
committee on Investigations and Over- 
sight of the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventy Congress, 
first session, July 16, 1981., 82-2709 


Infants. 
Infant falls., 82-14699 


Infants — Mortality — Statistics 
Changes in infant mortality and related 
rates by health service area , 1969-73 to 
1974-77 /, 82-13864 


Infants — Nutrition. 

Domestic use of infant formula : hearing 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, June 17, 1981., 82-15087 


Implementation of the World Health Or- 
ganization (WHO) code on infant for- 
mula marketing practices : hearings 
before the Subcommittees on Interna- 
tional Economic Policy and Trade, and 
on Human Rights and International Or- 
ganizations of the Committee on For- 
eign Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
June 16 and 17, 1981., 82-15119 


Infant feeding practices : hearing before 
the Subcommittee on Domestic Mar- 
keting, Consumer Relations, and Nutri- 
tion of the Committee on Agriculture, 
House of Representatives, Ninety-sev- 
enth Congress, first session, June 22, 
1981., 82-6747 


What shall I feed my baby? : a month-by- 
month guide., 82-12360 


Infants — Soviet Union — Mortality. 
Rising infant mortality in the U.S.S.R. in 
the 1970’s /, 82-4591 
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Information display systems. 


Infants (Newborn) — Diseases. 
Management of infants with congenital 
hypothyroidism /, 82-1850 


Infertility — United States. 
Child health and human development : an 
evaluation and assessment of the state 
of the science /, 82-1826 


Flammability, odor, and offgassing re- 
quirements and test procedures for ma- 
terials in environments that support 
combustion., 82-2069 


Inflation (Finance) 
The gold standard : its history and record 
against inflation : a study /, 82-1039 


Inflation (Finance) — Austria. 

Austrian incomes policy : lesson for the 
United States : hearing before the Joint 
Economic Committee, Congress of the 
United States, Ninety-seventh Con- 
gress, first session, June 2, 1981., 82- 
1037 


Influenza vaccines — United States — Cost 
effectiveness, 
Cost effectiveness of influenza vaccina- 
tion., 82-12040 


Information and retrieval systems — 


Non-Federal computer acquisition prac- 
tices provide useful information for 
streamlining Federal methods : study 
by the staff of the U.S. General Ac- 
counting Office., 82-5457 


Information display systems. 
BIRP : software for interactive search 
and retrieval of image engineering data 
/, 82-6115 


Data base descriptors for electro-optical 
sensor simulation /, 82-287 


Development of a system to display and 
record slack action in freight trains /, 
82-2250 


Display and speech devices for simulator 
instructor/operator station applications 
/, 82-261 


Electronic Tabular Display Subsystem 
(ETABS) engineering model /, 82- 
3907 


An experimental evaluation of head-up 
display formats / J.M. Naish and 
Donna L. Miller., 82-747 


Human information processing in naviga- 
tional displays /, 82-5098 

Pilot assessment of two computer gener- 
ated display formats for helicopter in- 
strument approach /, 82-3773 
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A Strategy for selecting a worth assess- 
ment technique /, 82-9749 


Information networks. 
Introducing SHARE., 82-5948 


Information networks — United States. 

The World Wide Military Command and 
Control Information System : problems 
in information resource management : 
report to the Congress /, 82-1757 


Information retrieval. 
Effects of retrieval term specificity on in- 
formation retrieval from computer- 
based intelligence systems /, 82-4948 


Information services — United States. 

Telecc ications and _ information 
products and services in international 
trade : hearings before the Subcommit- 
tee on Telecx ications, Consumer 
Protection, and Finance of the Com- 
mittee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, April 29, 
and July 22, 1981., 82-6817 








Information services — United States — 
Addresses, essays, lectures. 
International communication policy : Oc- 
tober 6, 1980., 82-11223 


*Information Services — United States — 
y. 
Federal information sources and systems 
/, 82-500 


*Information Services — United States — 


periodicals. 
National Library of Medicine programs 


and services., 82-13824 


Information services and state — United 
States. 
Computer-based national information sys- 
tems : technology and public policy 
issues., 82-2583 


Information storage and retreival systems — 
Aeronautics. 
Description of the VTOL approach and 
landing technology (VALT) Ch-47 re- 
search system /, 82-14228 


Information storage and retrieval systems. 
The emmissions inventory system/point 
source user’s guide /, 82-3399 


Failures of the North American Aero- 
space Defense Command’s (NORAD) 
attack warning system : hearings before 
a subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, May 19 and 20, 
1981., 82-12191 


Integrated traffic simulation model, phase 
1 / prepared for Federal Highway Ad- 
ministration, Office of Research & De- 
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velopment, Traffic Systems Division., 
82-6318 

New structural systems for zero-mainte- 
nance pavements /, 82-2236 


A survey of standardization efforts of 
coded character sets for text processing 
/, 82-1366 


Information storage and retrieval systems — 
Aeronautics. 


ARTS II enhancement design alternatives 
: final report /, 82-14479 

Retrieval and update system (RUS) user 
manual., 82-14419 


Information storage and retrieval systems — 

Agriculture. 

Natural resources data bases : hearing 
before the Subcommittee on Depart- 
ment Operations, Research, and For- 
eign Agriculture of the Committee on 
Agriculture, House of Representatives, 
Ninety-seventh Congress, first session, 
June 2, 1981., 82-1010 


Information storage and retrieval systems — 
Astronautics — Bibliography. 
Data bases and data base systems, related 
to NASA’s Aerospace Program : a bib- 
liography with indexes., 82-722 


Information storage and retrieval systems — 
Chemistry. 

Summary of on-line or interactive phy- 

sico-chemical numerical data systems /, 
82-12808 


Information storage and retrieval systems — 
Ecology. 
Environmental information acquisition 
and maintenance techniques : reference 
guide /, 82-13167 


Information storage and retrieval systems — 
Education. 
Army Research Institute evaluation of 
Automated Data on _ Instructional 
Technology (ADIT) /, 82-3171 


Information storage and retrieval systems — 
Energy consumption. 
End use energy consumption data base, 
transportation sector /, 82-1650 


Information storage and retrieval systems — 

Environmental engineering. 

Fine particle emissions information 
system : annual report (1978) /, 82- 
13608 

Fine particle emissions information 
system : annual report (1979) /, 82- 
13650 

Fine particle emissions information 
system user guide /, 82-10086 

SOTDAT, source test data system infor- 
mation /, 82-10241 

A Statistical study of coal sulfur variabil- 
ity and related factors, documentation 
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for the coal sulfur variability data base 
and analytical program /, 82-10230 


Information storage and retrieval systems — 
Environmental engineering — Handbooks, 
manuals, etc. 

Environmental assessment data systems : 
terminology reference manual /, 82- 


Information storage and retrieval systems — 
Fires. 


Identification and evaluation of oper- 
ational alternatives for materials data 
bank /, 82-3960 


Information storage and retrieval systems — 


A description of the index of active Flor- 
ida water data collection stations and a 
user’s guide for station or site informa- 
tion retrieval computer program 
FINDEX H578 /, 82-10749 


Information storage and retrieval systems — 
Highway engineering. 
Estimating long-range highway improve- 
ments and costs., 82-11453 


Information storage and retrieval systems — 
Highway planning. 
Estimating long-range highway improve- 
ments and costs., 82-11453 


Information storage and retrieval systems — 
Marine sciences — Handbooks, manuals, 
etc. 

Aquatic sciences and fisheries abstracts 
database user guide., 82-4656 


Information storage and retrieval systems — 

Medical care — United States. 

Health information systems : hearings 
before the Subcommittee on Science, 
Research, and Technology and the 
Subcommittee on Natural Resources, 
Agriculture Research, and Environ- 
ment of the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, June 2, 3, 4, July 23, 1981., 
82-12260 


Information storage and retrieval systems —- 

Medicine. 

A demonstration of PROMIS : the Prob- 
lem-Oriented Medical Information 
System at the Medical Center Hospital 
of Vermont / William C. Stratmann., 
82-13874 


Health planning review of medical infor- 
mation systems /, 82-13869 


Information storage and retrieval systems — 

Natural disasters. 

Emergency management information and 
technology : hearings before the Sub- 
committee on Investigations and Over- 
sight of the Committee on Science and 
Technology, U.S. House of Repre- 
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sentatives, Ninety-seventh Congress, 
first session, September 29, 30, 1981., 
82-15200 


Information storage and retrieval systems — 

Periodicals. 

Annual report of the Technical Services 
Staff to the chairman of the Committee 
on Rules and Administration, United 
States Senate., 82-12249 


Information storage and retrieval systems — 

Pollution. 

Environmental assessment data systems 
user guide : fine particle emissions in- 
formation system /, 82-3383 

Environmental assessment data systems 
user guide : gaseous emissions data 
system /, 82-3382 

Environmental assessment data systems 
user guide : liquid effluents data system 
/, 82-1673, 82-3384 

Environmental assessment data systems 
user guide : solid discharge data system 
/, 82-3385 


Information storage and retrieval systems — 
Power resources. 
Guide to the National Power Plant 
Team’s bibliographic data base /, 82- 
5921 


Information storage and retrieval systems — 
Science. 


TOPOG, a computerized worldwide ter- 
rain elevation data base generation and 
retrieval system /, 82-9572 


Information storage and retrieval systems — 

Seismology. 

Compilation, assessment and expansion of 
the strong earthquake ground motion 
data base : seismic margins research 
program (SSMRP) /, 82-2539 


Information storage and retrieval systems — 
Social service. 
Planning and implementing social service 
information systems : a guide for man- 
agement and users /, 82-1820 


Information Storage and retrieval systems — 
Standards. 


Technical standards for machine-readable 
data supplied to the Bureau of Justice 
Statistics, 82-11007 


Information storage and retrieval systems — 
Statistics — Periodicals. 
Major data processing and telecommuni- 
cations acquisition plans of federal ex- 
ecutive agencies., 82-11194 


Information storage and retrieval systems — 

Veterans. 

The centralized development center and 
the Target computer system : hearing 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Veterans’ Affairs, House of Repre- 





sentatives, Ninety-seventh Congress, 
first session, October 7, 1981., 82-6908 
Information storage and retrieval systems — 

Water. 

A description of the index of active Flor- 
ida water data collection stations and a 
user’s guide for station or site informa- 
tion retrieval computer program 
FINDEX H578 /, 82-10749 


Information storage and retrieval systems — 
Water quality. 
National Water Data Exchange 
(NAWDEX) System 2000 data retriev- 
al manual, 82-13983 


Information storage and retrieval systems — 

Water resources development. 

Conceptual design of a regional water 
quality screening model /, 82-3355 

Proceedings of the First Membership 
Conference of the National Water Data 
Exchange, May 9-11, 1978, Denver, 
Colorado /, 82-3681 


*Information Systems — bibliography 
Computers in mental health : a review 
and annotated bibliography /, 82- 
10667 


Infra-red detectors. 
Influence of coolant tube curvature on 
film cooling effectiveness as detected 
by infrared imagery /, 82-2103 


Infra-red horizon sensors — Data processing. 
Data base descriptors for electro-optical 
sensor simulation /, 82-287 


Infra-red rays — Military applications. 
Data base descriptors for electro-optical 
sensor simulation /, 82-287 


Passive infrared surveillance /, 82-5128 


Possible new irdome materials for trans- 
mission to 4.5-5 micrometers /, 82- 
3274 


Infra-red spectrometry. 
Collection and interpretation of Level 1 
IR and LRMS data /, 82-5291 


Infrared measurements of a scramjet ex- 
haust /, 82-14195 


Infrasonic waves. 
Low frequency acoustic detection re- 
search in support of human detection 
range prediction /, 82-1514 


A low-frequency limitation of FACT /, 
82-3215 


Inheritance and transfer tax — United 

States. 

Impact of estate and gift taxation on capi- 
tal formation : hearings before the Sub- 
committee on Tax, Access to Equity 
Capital, and Business Opportunities of 
the Committee on Small Business, 
House of Representatives, Ninety-sev- 
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Inland water transportation U.S. 


enth Congress, first session, Washing- 
ton, D.C., June 16 and 17, 1981., 82- 
2715 


IRS regulations increasing imputed inter- 
est rates and interpreting estate tax law 
concerning valuation of family farm 
and other business properties : hearing 
before the Subcommittee on Oversight 
of the Internal Revenue Service of the 
Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, April 27, 1981., 82-2635 

Major estate and gift tax issues : hearings 
before the Subcommittee on Estate and 
Gift Taxation of the Committee on Fi- 
nance, United States Senate, Ninety- 
seventh Congress, first session., 82- 
6824 


Special estate tax provisions for farmers 
should be simplified to achieve fair dis- 
tribution of benefits : report /, 82- 
1761 


Special estate tax provisions for farmers 
should be simplified to achieve fair dis- 
tribution of benefits : report to con- 
gress: summary /, 82-13746 


Inland navigation — Illinois. 

Kaskaskia River grade-control structure 
and navigation channel, Fayetteville, 
Illinois : hydraulic model investigation 
/, 82-9806 


Inland navigation — Law and legislation — 
United States — Periodicals. 
CFR. 33, Navigation and navigable 
waters, 82-3587 
CFR. 33, Navigation, navigable waters, 
82-3588 


Code of federal regulations. 33, Naviga- 
tion and navigable waters., 82-3587, 
82-3588 


Navigation and navigable waters, 
3587, 82-3588 


82- 


Inland navigation — Mississippi River. 
Navigation conditions at the upstream ap- 
proach to Lock and Dam No. 3, Mis- 
sissippi River : hydraulic model investi- 
gation /, 82-174 


Inland navigation — United States. 
The prediction of river tow maneuvering 
performance : final report /, 82-6474 


Inland water transportation — Law and 
legislation — United States — Cases. 
Decisions of the Federal Maritime Com- 

mission., 82-13696 


Federal Maritime Commission reports, 
82-13696 


Inland water transportation — United States. 
Modal traffic impacts of waterway user 
charges /, 82-14326 
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Inlets — New Jersey. 
Numerical simulation of tidal hydrodyna- 
mics, Great Egg Harbor and Corson 
Inlets, New Jersey /, 82-4994 
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ture of the Committee on Agriculture, 
House of Representatives, Ninety-sev- 
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Careers : Federal Crop Insurance Corpo- 
ration., 82-4456 


Insurance, Atomic hazards — Pennsylvania. 
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Annual report of the Board of Trustees 
of the Federal Old-age and Survivors 
Insurance and Disability Insurance 
Trust Funds : communication from the 
Board of Trustees, Federal Old-age 
and Survivors Insurance and Disability 
Insurance Trust Fund transmitting the 
annual report of the Board, pursuant to 
section 201(c) of the Social Security 
Act, as amended., 82-14593 


Black lung disability trust fund : commu- 
nication from the Fiscal Assistant Sec- 
retary of the Treasury transmitting the 
annual report on the financial condition 
and results of the operations of the 
black lung disability trust fund, pursu- 
ant to section 3(c)(1) of Public Law 95- 
227., 82-14579 


Insurance, Fire — United States — Maps 
and surveys — Bibliography. 

Fire insurance maps in the Library of 
Congress : plans of North American 
cities and towns produced by the San- 
born Map Company : a checklist /, 
82-2051 


Insurance, Flood. 
Type 16 flood insurance study : Tsunami 
predictions for the west coast of the 
continental United States /, 82-172 


Insurance, Flood — Alabama — Etowah 
County. 
Flood insurance study : Etowah County, 
Alabama, unincorporated areas., 82- 
5335 


Insurance, Flood — Alabama — Franklin 
County. 
Flood insurance study : Franklin County, 
Alabama, unincorporated areas., 82- 
371 


Insurance, Flood — Alabama — Jefferson 
County. 
Flood insurance study : Jefferson County, 
Alabama unincorporated Areas., 82- 
3405 


Insurance, Flood — Alabama — Leeds. 
Flood insurance study : city of Leeds, 
Alabama, Jefferson, St. Clair and 
Shelby Counties., 82-366 
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Flood insurance study, county of Sher- 
burne, Minnesota, unincorporated 
areas., 82-3447 


Flood insurance study : county of Steele, 
Minnesota, unincorporated areas., 82- 
3450 


Insurance, Flood — Mississippi — 
Inverness. 
Flood insurance study : town of Inver- 
ness, Mississippi, Sunflower County., 
82-3451 


Flood insurance study : county of Cass, 
Missouri, unincorporated areas., 82- 
5370 


Insurance, Flood — Missouri — Tallapoosa. 

Flood insurance study : town of Talla- 

poosa, Missouri, New Madrid County., 
82-3452 


Insurance, Flood — Missouri — Times 
Beach. 
Flood insurance study : city of Times 
Beach, Missouri, St. Louis County., 
82-3453 


Insurance, Flood — Montana — Billings. 
Flood insurance study : city of Billings 
and Yellowstone County, Montana, un- 
incorporated areas., 82-438 


Insurance, Flood — Montana — Yellowstone 
County. 
Flood insurance study : city of Billings 
and Yellowstone County, Montana, un- 
incorporated areas., 82-438 
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Insurance, Flood — Nebraska — Dakota 
City. 
Flood insurance study : city of Dakota 
City, Nebraska, Dakota County., 82- 
408 


Insurance, Flood — Nebraska — Lancaster 
County. 
Flood insurance study : county of Lan- 
caster, Nebraska, unincorporated 
areas., 82-5371 


Insurance, Flood — Nebraska — Raymond. 
Flood insurance study : village of Ray- 
mond, Nebraska, Lancaster County., 
82-3454 


Insurance, Flood — Nebraska — Springfield. 

Flood insurance study : City of Spring- 

field, Nebraska, Sarpy County., 82- 
5372 


Insurance, Flood — New Jersey — 
Bethlehem. 


Flood insurance study : township of 
Bethlehem, New Jersey, Hunterdon 
County., 82-3456 


Insurance, Flood — New Jersey — Franklin 
(Gloucester County) 
Flood insurance study 

Franklin, 
County., 


: township of 
New Jersey, Gloucester 
82-1697 


Insurance, Flood — New Jersey — 
Northvale. 
Flood insurance study 
Northvale, New 
County., 82-409 


Insurance, Flood — New Jersey — Ocean 
(Monmouth County : Township) 
Flood insurance study : Township of 
Ocean, New Jersey, Monmouth 
County., 82-3455 


Insurance, Flood — New Jersey — 
Ringwood. 
Flood insurance study : borough of Ring- 
wood, New Jersey, Passaic County., 
82-410 


: borough of 
Jersey, Bergen 


Insurance, Flood — New Mexico — 
Portales. 


Flood insurance study : city of Portales, 
New Mexico, Roosevelt County., 82- 
10318 


Insurance, Flood — New York (State) — Big 
Flats (Town) 
Flood insurance study : town of Big 
Flats, New York, Chemung County., 
82-411 


Insurance, Flood — New York (State) — 
Buffalo. 
Flood insurance study : city of Buffalo, 
New York, Erie County., 82-5373 





Insurance, Flood North Carolina Nash County. 


Insurance, Flood — New York (State) — 
Caledonia (Town) 
Flood insurance study : town of Caledo- 
nia, New York, Livingston County., 
82-3465 


Insurance, Flood — New York (State) — 
Churchville (Monroe County) 

Flood insurance study village of 
Churchville, New York, Monroe 
County., 82-3464 


Insurance, Flood — New York (State) — 
Clarkson (Town) 
Flood insurance study : town of Clark- 
son, New York, Monroe County., 82- 
3458 


Insurance, Flood — New York (State) — 
Fulton. 
Flood insurance study : city of Fulton, 
New York, Oswego County., 82- 
10319 


Insurance, Flood — New York (State) — 
Geddes. 
Flood insurance study : town of Geddes, 
New York, Onondaga County., 82- 
1698 


Insurance, Flood — New York (State) — 
Hillburn. 


Flood insurance study : village of Hill- 
burn, New York, Rockland County., 
82-3460 


Insurance, Flood — New York (State) — 
Hilton. 
Flood insurance study : village of Hilton, 
New York, Monroe County., 82-3459 


Insurance, Flood — New York (State) — Le 
Roy. 
Flood insurance study : village of Le 
Roy, New York, Genesee County., 
82-3457 


Insurance, Flood — New York (State) — 
Monroe (Town) 
Flood insurance study Town of 
Monroe, New York, Orange County., 
82-413 


Insurance, Flood — New York (State) — 
Mount Pleasant (Town) 
Flood insurance study : town of Mount 
Pleasant, New York, Westchester 
County., 82-3462 


Insurance, Flood — New York (State) — 
New Haven (Town) 
Flood insurance study : town of New 
Haven, New York, Oswego County., 
82-1700, 82-1713 


Insurance, Flood — New York (State) — 
Skaneateles. 
Flood insurance study : village of Skan- 
eateles, New York, Onondaga County., 
82-1699, 82-5374 
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Insurance, Flood — New York (State) — 
Sloatsburg. 


Flood insurance study : village of Sloats- 
burg, New York, Rockland County., 
82-3461 


Insurance, Flood — New York (State) — 
Stephentown (Town) 
Flood insurance study, town of Stephen- 
town, New York, Rensselaer County., 
82-414 


Insurance, Flood — New York (State) — 
Tarrytown. 
Flood insurance study : village of Tarry- 
town, New York Westchester County., 
82-3463 


Insurance, Flood — New York (State) — 
Wheatfield. 
Flood insurance study : town of Wheat- 
field, New York, Niagara County., 
82-412 


Insurance, Flood — New York (State) York 
(Town) 

Flood insurance study : town of York, 

New York, Livingston County., 82- 
5375 


Insurance, Flood — North Carolina — 
Cumberland County. 
Flood insurance study Cumberland 
County, North Carolina, unincorporat- 
ed areas., 82-1701 


Insurance, Flood — North Carolina — 
Henderson County. 
Flood insurance study Henderson 
County, North Carolina, unincorporat- 
ed areas., 82-3496 


Insurance, Flood — North Carolina — 
Hendersonville. 
Flood insurance study : city of Hender- 
sonville, North Carolina, Henderson 
County., 82-417 


Insurance, Flood — North Carolina — 
Hickory 
Flood insurance study : city of Hickory, 
North Carolina, Catawba and Burke 
Counties., 82-415 


Insurance, Flood — North Carolina — 
Mecklenburg County. 
Flood insurance study : Mecklenburg 
County, North Carolina, unincorporat- 
ed areas., 82-1702 


Insurance, Flood — North Carolina — Nash 
County. 
Flood insurance study : Nash County, 
North Carolina, unincorporated areas., 
82-1703 
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Insurance, Flood North Carolina Rocky Mount. 


Insurance, Flood — North Carolina — 
Rocky Mount. 
Flood insurance study : city of Rocky 
Mount, North Carolina, Nash and Ed- 
gecombe Counties., 82-416 


Insurance, Flood — Ohio — Butler County. 
Flood insurance study : county of Butler, 
Ohio, unincorporated areas., 82-1704 


Insurance, Flood — Ohio — Germantown. 
Flood insurance study : village of Ger- 
mantown, Ohio, Montgomery County., 
82-1705 


Insurance, Flood — Ohio — Miamisburg. 
Flood insurance study : city of Miamis- 
burg, Ohio, Montgoemry County., 
82-418 


Insurance, Flood — Ohio — Riverside. 
Flood insurance study : village of River- 
side, Ohio, Montgomery County., 82- 
3466 


Insurance, Flood — Oklahoma — Poteau. 
Flood insurance study : city of Poteau, 
Oklahoma, LeFlore County., 82-419 


Insurance, Flood — Oregon — Durham. 
Flood insurance study : city of Durham, 
Oregon, Washington County., 82- 
3469 


Insurance, Flood — Oregon — Forest 
Grove. 
Flood insurance study : city of Forest 
Grove, Oregon, Washington County., 
82-3468 


Insurance, Flood — Oregon — John Day. 
Flood insurance study : city of John Day, 
Oregon, Grant County., 82-5376 


Insurance, Flood — Oregon — Sweet Home. 

Flood insurance study : City of Sweet 

Home, Oregon, Linn County.6, 82- 
3467 


ese Flood — Pennslyvania — 
Flood i insurance report 


Courtdale, 
County., 


: borough of 
Pennsylvania, Luzerne 
82-3470 


Insurance, Flood — Pennslyvania — 
Fairview (Luzerne County) 
Flood insurance report 

Fairview, 
County., 


: township of 
Pennsylvania, § Luzerne 
82-3473 


Insurance, Flood — Pennslyvania — 

Martinsburg. 

Flood insurance report : borough of Mar- 
tinsburg, Pennsylvania, Blair County., 
82-3477 

Insurance, Flood — Pennslyvania — 

Salladasburg. 

Flood insurance report : borough of Sal- 
ladasburg, Pennsylvania, Lycoming 
County., 82-3471 
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Insurance, Flood — 
Abington. 
Flood insurance report : township of 
West Abington, Pennsylvania, Lacka- 
wanna County., 82-3478 


Insurance, Flood — Pennsylvania — Adams 

County. 

Flood insurance study : Borough of Ab- 
bottstown, Pennsylvania, Adams 
County., 82-5408 

Flood insurance study : township of Lati- 
more, Pennsylvania, Adams County., 
82-5409 


Insurance, Flood — Pennsylvania — 

Allegheny County. 

Flood insurance study : Borough of Ben 
Avon, Pennsylvania, Allegheny 
County., 82-5377 

Flood insurance study : borough of 
Green Tree, Pennsylvania, Allegheny 
County., 82-5378 

Flood insurance study : borough of Plum, 
Pennsylvania, Allegheny County., 82- 
5379 

Flood insurance study : township of Col- 
lier, Pennsylvania, Allegheny County., 
82-5406 


Insurance, Flood — Pennsylvania — Avoca. 

Flood insurance study : borough of 

Avoca, Pennsylvania, Luzerne 
County., 82-5390 


Insurance, Flood — Pennsylvania — 
Avonmore. 
Flood insurance report : borough of 
Avonmore, Pennsylvania, Westmore- 
land County., 82-3472 


Insurance, Flood — Pennsylvania — Beaver 
County. 
Flood insurance study : Borough of Fall- 
ston, Pennsylvania, Beaver County., 
82-5380 


Insurance, Flood — Pennsylvania — Berks 
County. 
Flood insurance study : township of 
Exeter, Pennsylvania, Berks County., 
82-5407 


Insurance, Flood — Pennsylvania — Blair 

County. 

Flood insurance study : township of 
Frankstown, Pennsylvania, Blair 
County., 82-5412 

Flood insurance study : township of 
Greenfield, Pennsylvania, Blair 
County., 82-5413 

Flood insurance study : township of Juni- 
ata, Pennsylvania, Blair County., 82- 
5414 
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Subject Index 
Insurance, Flood — Pennsylvania — Butler 
County 


Flood insurance study 
Cranberry, 
County., 


: township of 
Pennsylvania, Butler 
82-5411 


Flood i insurance study : township of Wil- 
listown, Pennsylvania, Chester 
County., 82-5431 


Insurance, Flood — Pennsylvania — 
Columbia County. 
Flood insurance study 
Scott, 
County., 


: township of 
Pennsylvania, Columbia 
82-5405 


Insurance, Flood — Pennsylvania — 

Cumberland County. 

Flood insurance study : borough of Car- 
lisle, Pennsylvania, Cumberland 
County., 82-5434 

Flood insurance study : township of 
North Middleton, Pennsylvania, Cum- 
berland County., 82-5381 


Insurance, Flood — Pennsylvania — 

Delaware County. 

Flood insurance study : borough of Glen- 
olden, Pennsylvania, Delaware 
County., 82-5382 

Flood insurance study : borough of Lans- 
downe, Pennsylvania, Delaware 
County., 82-5383 

Flood insurance study 
Aston, 
County., 


: township of 
Pennsylvania, Delaware 
82-5415 


Insurance, Flood — Pennsylvania — Export. 

Flood insurance study : Borough of 

Export, Pennsylvania, Westmoreland 
County., 82-424 


Insurance, Flood — Pennsylvania — Fayette 
City. 
Flood insurance study : borough of 
Fayette City, Pennsylvania, Fayette 
County., 82-423 


Insurance, Flood — Pennsylvania — Fayette 

County. 

Flood insurance study : Borough of 
Brownsville, Pennsylvania, Fayette 
County., 82-5384 

Flood insurance study : township of Lu- 
zerne, Pennsylvania, Fayette County., 
82-5416 


Insurance, Flood — Pennsylvania — Greene 

County. 

Flood insurance study : borough of 
Clarksville, Pennsylvania, Greene 
County., 82-5385 

Flood insurance study : borough of Rices 
Landing, Pennsylvania, Greene 
County., 82-10320 





January — June 1982 


Insurance, Flood — Pennsylvania — 
Jackson (Snyder County) 
Flood insurance study 

Jackson, 
County., 


: township of 
Pennsylvania, Snyder 
82-5422 


Insurance, Flood — Pennsylvania — Kennett 
Square. 


Flood insurance study : borough of Ken- 
nett Square, Pennsylvania, Chester 
County., 82-420 


Insurance, Flood — Pennsylvania — 

Lackawanna County. 

Flood insurance study : borough of May- 
field, | Pennsylvania, Lackawanna 
County., 82-5386 

Flood insurance study 
Moscow, Pennsylvania, Lackawanna 
County., 82-5387 


Flood insurance study : township of Ab- 
ington, Pennsylvania, Lackawanna 
County., 82-5432 

Flood insurance study : township of Fell, 
Pennsylvania, Lackawanna County., 
82-5417 

Flood insurance study 
Springbrook, 
wanna County., 


borough of 


: township of 
Pennsylvania, Lacka- 
82-5418 


Insurance, Flood — Pennsylvania — 
ty 


insurance study borough of 
Mount Joy, Pennsylvania, Lancaster 
County., 82-5389 


Flood insurance study borough of 


Mountville, Pennsylvania, Lancaster 
County., 82-5388 


Flood insurance study : township of Eph- 
rata, Pennsylvania, Lancaster County., 
82-5410 

Flood insurance study : township of 
Providence, Pennsylvania, Lancaster 
County., 82-5419 


Insurance, Flood — Pennsylvania — Lower 
Burrell. 
Flood insurance study : city of Lower 
Burrell, Pennsylvania, Westmoreland 
County., 82-5402 


Insurance, Flood — Pennsylvania — 

Lycoming County. 

Flood insurance study borough of 
Hughesville, Pennsylvania, Lycoming 
County., 82-5392 

Flood insurance study : township of Hep- 
burn, Pennsylvania, Lycoming 
County., 82-5391 

Flood insurance study : township of Mc- 
Intyre, Pennsylvania, Lycoming 
County., 82-5393 


Insurance, Flood — Pennsylvania — Marcus 
Hook. 
Flood insurance study borough of 


Marcus Hook, Pennsylvania, Delaware 
County., 82-421 





Insurance, Flood Rhode Island Pawtucket. 


Insurance, Flood — Pennsylvania — 

McKean County. 

Flood insurance study : city of Bradford, 
Pennsylvania, McKean County., 82- 
5394 

Flood insurance study : 
Bradford, Pennsylvania, McKean 
County., 82-5430 

Flood insurance study 
Foster, 
County., 


township of 


: township of 
Pennsylvania, McKean 
82-5420 


Insurance, Flood — Pennsylvania — Mercer 
County. 
Flood insurance study : borough of 
Greenville, Pennsylvania, Mercer 
County., 82-5395 


Insurance, Flood — Pennsylvania — 
Montgomery County. 
Flood insurance study : Borough of Bryn 
Athyn, Pennsylvania, Montgomery 
County., 82-5421 


Insurance, Flood — Pennsylvania — Mount 
Pleasant (Adams County : Township) 
Flood insurance study : township of Mt. 

Pleasant, Pennsylvania, Adams 
County., 82-3476 


Insurance, Flood — Pennsylvania — 
Northampton County. 
Flood insurance study : borough of Port- 
land, Pennsylvania, | Northampton 
County., 82-5396 


Insurance, Flood — Pennsylvania — 
Nuangola. 
Flood insurance report 
Nuangola, 
County., 


: borough of 
Pennsylvania, Luzerne 
82-3480 


Insurance, Flood — Pennsylvania — 
Perkiomen. 
Flood insurance study : township of Per- 
kiomen, Pennsylvania, Montgomery 
County., 82-1707 


Insurance, Flood — Pennsylvania — Perry 
County. 
Flood insurance study : borough of Mil- 
lerstown, Pennsylvania, Perry County., 
82-5397 


Insurance, Flood — Pennsylvania — 
Robinson (Allegheny County) 
Flood insurance study : township of Rob- 
inson, Pennsylvania, Allegheny 
County., 82-3474 


Insurance, Flood — Pennsylvania — South 
Fayette. 
Flood insurance study : township of 
South Fayette, Pennsylvania, Alleghe- 
ny County., 82-1706 


Insurance, Flood — Pennsylvania — Speers. 
Flood insurance study borough of 
Speers, Pennsylvania, Washington 
County., 82-3479 
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Insurance, Flood — Pennsylvania — 
Towanda. 


Flood insurance study : Township of 
Towanda, Pennsylvania, Bradford 
County., 82-3475 


Insurance, Flood — Pennsylvania — 

Washington County. 

Flood insurance study : borough of Cali- 
fornia, Pennsylvania, § Washington 
County., 82-5398 

Flood insurance study : borough of Cen- 
terville, Pennsylvania, Washington 
County., 82-5433 

Flood insurance study 
Charleroi, Pennsylvania, Washington 
County., 82-5399 

Flood insurance study : borough of Coal 
Center, Pennsylvania, Washington 
County., 82-5423 

Flood insurance study : borough of Dun- 
levy, Pennsylvania, Washington 
County., 82-5424 

Flood insurance study : borough of Elco, 
Pennsylvania, Washington County., 
82-5404 

Flood insurance study 
Roscoe, 
County., 82-5400 

Flood insurance study borough of 


Stockdale, Pennsylvania, Washington 
County., 82-5401 


borough of 


borough of 
Pennsylvania, Washington 


Insurance, Flood — Pennsylvania — 
Waterford. 
Flood insurance study : Borough of Wa- 
terford, Pennsylvania, Erie County., 
82-422 


Insurance, Flood — Pennsylvania — York 
County. 
Flood insurance study : borough of Glen 
Rock, Pennsylvania, York County., 
82-5403 


Flood insurance study : township of 
Chanceford, Pennsylvania, York 
County., 82-5425 


Flood insurance study : township of Hei- 
delberg, Pennsylvania, York County., 
82-5426 


Flood insurance study 
Peach Bottom, 
County., 82-5427 


Flood insurance study : township of 
Shrewsbury, Pennsylvania, York 
County., 82-5428 

Flood insurance study : township of West 
Manchester, Pennsylvania, York 
County., 82-5429 


: township of 
Pennsylvania, York 


Insurance, Flood — Rhode Island — 
Pawtucket. 
Flood insurance study : city of Pawtuck- 
et, Rhode Island, Providence County., 
82-5435 
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Insurance, Flood South Carolina Lake City. 


Insurance, Flood — South Carolina — Lake 
City. 
Flood insurance study : 
City, 
County., 


city of Lake 
South Carolina, Florence 
82-3481 


Lexington 
County, South Carolina, unincorporat- 
ed areas., 82-425 


Insurance, Flood — South Carolina — York 
County. 

Flood insurance study : York County, 

South Carolina, unincorporated areas., 
82-426 


Insurance, Flood — South Dakota — 
Deadwood. 
Flood insurance study : city of Dead- 
wood, South Dakota, Lawrence 
County., 82-1708, 82-5436 


Insurance, Flood — Tennessee — Dyer 
County. 
Flood insurance study : Dyer County, 
Tennessee, Unincorporated areas., 82- 
3482 


Insurance, Flood — Tennessee — Gallatin. 
Flood insurance study : city of Gallatin 
Tennessee, Summer County., 82-1709 


Insurance, Flood — Texas — Atascosa 
County. 
Flood insurance study : Atascosa County, 
Texas., 82-427 


Insurance, Flood — Texas — Big Spring. 
Flood insurance study : city of Big 
Spring, Texas, Howard County., 82- 
1710 


Insurance, Flood — Texas — Caldwell 
County. 
Flood insurance study : Caldwell County, 
Texas, unincorporated areas., 82-3484 


Flood insurance study : city of Copperas 
Cove, Texas, Coryell County., 82- 
3485 


Insurance, Flood — Texas — Coryell 
County. 
Flood insurance study : Coryell County, 
Texas, unincorporated areas., 82-5437 


Insurance, Flood — Texas — Edinburg. 
Flood insurance study : city of Edinburg, 
Texas, Hidalgo County., 82-3486 


Insurance, Flood — Texas — Falfurrias. 
Flood insurance study : city of Falfurrias, 
Texas, Brooks County., 82-3483 


Insurance, Flood — Texas — Kerrville. 
Flood insurance study : city of Kerrville, 
Texas, Kerr County., 82-429 
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Insurance, Flood — Texas — Killeen. 
Flood insurance study : city of Killeen 
Texas, Bell County., 82-428 


Insurance, Flood — Texas — Mesquite. 
Flood insurance study : city of Mesquite, 
Texas, Dallas County., 82-5438 


Insurance, Flood — United States. 

Coastal flood hazards and the national 
flood insurance program /, 82-10264 

Federal flood insurance program : hear- 
ing before a subscommitte of the Com- 
mittee on Appropriations, United 
States Senate, Ninety-seventh Con- 
gress, first session : special hearing, 
Federal Emergency Management 
Agency, nondepartmental witnesses., 
82-4200 


Insurance, Flood — Utah — Brigham City. 
Flood insurance study : city of Brigham 
City, Utah, Box Elder County., 82- 
3487 


Insurance, Flood — Utah — Davis County. 
Flood insurance study : Davis County, 
Utah, unincorporated areas., 82-5439 


Insurance, Flood — Utah — Farmington. 
Flood insurance study : city of Farming- 
ton, Utah, Davis County., 82-3488 


Insurance, Flood — Utah — Fruit Heights 
Flood insurance study : city of Fruit 
Heights, Utah, Davis County., 82- 
3489 


Insurance, Fiood — Utah — South Ogden. 
Flood insurance study : City of South, 
Ogden, Utah, Weber County., 82- 
5440 


Insurance, Flood — Vermont — Fairfax 
(Town) 
Flood insurance study : town of Fairfax, 
Vermont, Franklin County., 82-431 


Insurance, Flood — Vermont — Jericho. 
Flood insurance study : town of Jericho 
Vermont, Chittenden County., 82-430 


Insurance, Flood — Vermont — Montpelier. 

Flood insurance study : city of Montpe- 

lier, Vermont, Washington, County., 
82-5441 


Insurance, Flood — Virginia — Arlington 
County. 
Flood insurance 
County, Virginia., 


study 
82-5443 


Insurance, Flood — Virginia — Falls 
Church. 
Flood insurance study : city of Falls 
Church, Virginia, independent city., 
82-432 


Arlington 
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Subject Index 
Insurance, Flood — Virginia — Franklin 
County 


Flood insurance study : Franklin County, 
Virginia, unincorporated areas., 82- 
433 


Insurance, Flood — Virginia — Giles 
County. 
Flood insurance study : Giles County, 
Virginia, unincorporated areas., 82- 
1712 


Insurance, Flood — Virginia — Onancock. 
Flood insurance study : town of Onan- 
cock, Virginia, Accomack County., 
82-3490 


Insurance, Flood — Virginia — Pittsylvania 
County 


Flood " jasurence study 
County, 
areas., 82 


Insurance, Flood — Virginia — Roanoke. 
Flood insurance study : city of Roanoke, 
Virginia, independent city., 82-5442 


Insurance, Flood — Virginia — Vienna. 
Flood insurance study : town of Vienna, 
Virginia, Fairfax County., 82-1711 


Insurance, Flood — Washington — 
Skykomish. 
Flood insurance study : town of Skyko- 
mish, Washington, King County., 82- 
435 


Insurance, Flood — Washington (State) 
Flood insurance study : city of Cle Elum, 
city of South Cle ELum, city of of 
Ellensburg, town of Kittitas, and Kitti- 
tas County, Washington, unincorporat- 
ed areas., 82-6930 


Insurance, Flood — Washington (State) — 
Bellevue. 
Flood insurance study : city of Bellevue, 
Washington, King County., 82-5449 


Insurance, Flood — Washington (State) — 
Lewis County. 
Flood insurance study : Lewis County, 
Washington, unincorporated  areas., 
82-5444 


Insurance, Flood — Washington (State) — 
Morton. 
Flood insurance study : city of Morton, 
Washington, Lewis County., 82-3491 


Insurance, Flood — Washington (State) — 
Olympia. 
Flood insurance study : city of Olympia, 
Washington, Thurston County., 82- 
5445 


Insurance, Flood — Washington (State) — 
Roy. 
Flood insurance study : city of Roy, 
Washington, Pierce County., 82-5446 


Pittsylvania 
Virginia, unincorporated 
434 
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Insurance, Flood — Wisconsin — Black 
Creek (Village) 
Flood insurance study : village of Black 
Creek, Wisconsin, Outagamie County., 
82-437 


Insurance, Flood — Wisconsin — Dunn 
County. 
Flood insurance study : Dunn County, 
Wisconsin, unincorporated., 82-5447 


Insurance, Flood — Wisconsin — Kaukanna. 

Flood insurance study : city of Kau- 

kauna, Wisconsin, Outagamie County., 
82-436 


Insurance, Flood — Wisconsin — Kenosha 
County. 
Flood insurance study : County of Keno- 
sha, Wisconsin, unincorporated areas., 
82-3494 


Insurance, Flood — Wisconsin — Marathon 
County. 
Flood insurance study : County of Mara- 
thon, unincorporated areas., 82-3492 


Insurance, Flood — Wisconsin — 
Milwaukee. 
Flood insurance study : city of Milwau- 
kee, Wisconsin, Milwaukee County., 
82-3493 


Flood insurance study 
Racine, Wisconsin, 
areas., 82-5448 


County of 
unincorporated 


Insurance, Flood — Wyoming — Cheyenne. 
Flood insurance study : city of Cheyenne, 
Wyoming, Laramie County., 82-3495 


Insurance, Government — United States. 
Personal property claims and general 
claims administration within the De- 
partment of Defense : hearing before 
the Subcommittee on Administrative 
Law and Governmental Relations of 
the Committee on the Judiciary, House 
of Representatives, Ninety-seventh 
Congress, first session, on personal 
property claims and general claims ad- 
ministration within the Department of 

Defense, March 5, 1981., 82-6856 


Insurance, Government employees’ health — 
United States. 
Financial protection for federal employ- 
ees., 82-764 


Insurance, Government employees’ life — 
United States. 
Federal life insurance changes would im- 
prove benefits and decrease costs : 
report /, 82-10369 


Financial protection for federal employ- 
ees., 82-764 





Insurance, Group — Cost effectiveness. 
Federal life insurance changes would im- 
prove benefits and decrease costs : 
report /, 82-10369 


Insurance, Health — Canada. 

Responses of Canadian physicians to the 
introduction of universal medical care 
insurance the first five years in 
Quebec /, 82-5756 

Some effects of Quebec health insurance 
/, 82-10640 


Insurance, Health — Law and legislation — 

United States — States. 

Status of state legislation on health insur- 
ance coverage for alcoholism treatment 
as of December 31, 1980 : an interim 
report /, 82-5770 


Insurance, Health — Rhode Island. 
The Rhode Island catastrophic health in- 
surance program : the first three years 
/, %82-10646 


Insurance, Health — United States. 

Proposals to stimulate competition in the 
financing and delivery of health care : 
hearings before the Subcommittee on 
Health of the Committee on Ways and 
Means, House of Representatives, 
Ninety-seventh Congress, first session, 
September 30, October 1, 2, 1981., 82- 
6917 


Summary of testimony received on pro- 
posals to stimulate competition in the 
financing and delivery of health care /, 
82-12299 


Insurance, Investment guaranty — Lebanon. 
Finance, investment guaranties : agree- 
ment between the United States of 
America and Lebanon, effected by ex- 
change of notes signed at Beirut Sep- 
tember 17, 1980 and February 10, 
1981., 82-11339 


Treaties, etc. United States, 1980 Sept. 
17, 82-11339 


Insurance, Life — Taxation — United 

States. 

Billions of dollars are involved in tax- 
ation of the life insurance industry : 
some corrections in the law are needed 
: report to the Congress /, 82-1759 


*Insurance, Major Medical — Canada. 
Responses of Canadian physicians to the 
introduction of universal medical care 
insurance the first five years in 
Quebec /, 82-5756 


*Insurance, Major Medical — Rhode Island. 
The Rhode Island catastrophic health in- 
surance program : the first three years 

/, 82-10646 
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Insurance, Unemployment U.S. 
Insurance, Mortgage guaranty — United 
States. 


Administrative procedures and controls 
need strengthening to reduce losses to 
HUD’s mortgage insurance fund : 
report /, 82-10335 

FHA Revitalization Act of 1981 : hearing 
before the Subcommittee on Housing 
and Urban Affairs of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 1702 ... 
November 19, 1981., 82-12105 


*Insurance, Pharmaceutical Services — 
economics 


Evaluation of the maximum allowable 
cost (MAC) for drugs program : phase 
I report : final design report and report 
of pilot study analysis /, 82-10681 


*Insurance, Physician Services — Canada. 
Responses of Canadian physicians to the 
introduction of universal medical care 
insurance : the first five years in 
Quebec /, 82-5756 


Insurance, Property — United States. 

Urban property insurance : a guide to 
local issues, problems and remedies : an 
Urban Consortium guidebook /, 82- 
10695 


Insurance, Unemployment — United States. 
Comparative analysis of wage record re- 
porting and wage request reporting /, 
82-12052 
Conclusions and recommendations on 
employment security administrative fi- 
nancing /, 82-6727 


ES-203, characteristics of the insured un- 
employed : evaluation of the survey 
data /, 82-12048 


Evaluating tax systems for financing the 
unemployment insurance program /, 
82-12051 


Interstate Conference of Employment Se- 
curity Agencies, Inc., 82-12049 

A proposal for a program paying UI 
benefits beyond 39 weeks /, 82-6730 


Railroad unemployment insurance 
crossroads /, 82-6728 


The simultaneous determination of state 
unemployment insurance benefit and 
state unemployment rates /, 82-12050 


Study to assess the feasibility of alterna- 
tive UCFE chargeback systems for all 
federal agencies /, 82-6729 


Unemployment insurance and special pro- 
tection programs., 82-14137 


Urgent supplemental appropriations bill, 
1982 : hearing before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-sev- 
enth Congress, second session, Sub- 
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Insurance, Unemployment U.S. 


committee on the Departments of 
Labor, Health and Human Services, 
Education, and Related Agencies ...., 
82-15022 


Insurance, Unemployment — United States 
Costs. 


Study to assess the feasibility of alterna- 
tive UCFE chargeback systems for all 
federal agencies /, 82-6729 


Insurance, Unemployment — United States 
— Statistical methods. 
Insured unemployment, a_ time-series 
chartbook : draft final report /, 82- 
15001 


Intakes (Hydraulic engineering) 

Outlet structure for Meramec Lake, Mer- 
amec River, Missouri : hydraulic model 
investigation /, 82-169 

Vortex problem at intake, Lower St. An- 
thony Falls Lock and Dam, Mississippi 
River, Minneapolis, Minnesota : hy- 
draulic model investigation /, 82-4997 


Integrated circuits. 

The design, testing, and analysis of a 
comprehensive test pattern for measur- 
ing CMOS/SOS process performance 
and control /, 82-1363 


Integrated logistic support. 
Integrated logistics support, 82-9921, 
82-9922 


Intelligence officers — United States. 
Intelligence Identities Protection Act : 
report together with separate views (to 
accompany H.R. 4)., 82-2387 


Intelligence Identities Protection Act of 


1981 : report (to accompany S. 391)., 
82-2370 


Intelligence service — Korea (South) 
Activities of “friendly” foreign intelli- 
gence services in the United States : a 
case study : report of the Senate Select 
Committee on Intelligence, United 
States Senate., 82-1073 


service — United States. 
Activities of “friendly” foreign intelli- 
gence services in the United States : a 
case study : report of the Senate Select 
Committee on Intelligence, United 
States Senate., 82-1073 


Intelligence Reform Act of 1981 : hearing 
before the Select Committee on Intelli- 
gence of the United States Senate, 
Ninety-seventh Congress, first session, 
on Intelligence Reform Act of 1981, 
July 21, 1981., 82-4255 


The national intelligence estimates A-B 
team episode concerning Soviet strate- 
gic capability and objectives : report of 
the Senate Select Committee on Intelli- 
gence, Subcommittee on Collection, 
Production, and Quality, United States 
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Senate, together with separate views., 
82-1074 

U.S. in analysis and the oil 
issues, 1973-1974 : staff report of the 
Select Committee on Intelligence, Sub- 
committee on Collection, Production 
and Quality, United States Senate., 
82-6851 


Intelligence service — United States — 
Bibliography — Catalogs. 
United States intelligence activities., 
5636 


—_ service — United States — 


82- 


~ -A Authorizaton Act for fiscal 
year 1982 : conference report (to ac- 
company H.R. 3454)., 82-2419 


Intelligence service — United States — 


History. 

Donovan and the CIA : a history of the 
establishment of the Central Intelli- 
gence Agency /, 82-2123 


Intelligence service — United States — 
Periodicals. 


Annual report pursuant to clause 1(d), 
rule XI of the rules of the House of 
Representatives : report by the Perma- 
nent Select Committee on Intelligence., 
82-2343 


Report to the Senate of the Select Com- 
mittee on Intelligence, United States 
Senate, covering the period ... together 
with additional views., 82-932 


*Intensive Care Units, Neonatal — 
economics 


The Costs and effectiveness of neonatal 
intensive care /, 82-12034 


Inter-American Development Bank. 
Improving independent evaluation sys- 
tems in the multilateral development 
banks : report to the Congress /, 82- 
492 


Improving independent evaluation sys- 
tems in the multilateral development 
banks : summary : report to the Con- 
gress /, 82-493 


Inter-American Development Bank loans 
to Guatemala : hearing before the Sub- 
committee on International Develop- 
ment Institutions and Finance of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, December 8, 1981., 82-15045 


Inter-American Foundation — Finance — 

Periodicals. 

Examination of financial statements, 
Inter-American Foundation : communi- 
cation from the Comptroller General 
of the United States transmitting a 
report on the examination of financial 
statements of the Inter-American Foun- 
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dation, pursuant to section 404(t) of 
Public Law 91-175, as amended., 82- 
11731 


Interactive computer systems. 
Operational loads survey-data manage- 
ment system /, 82-212 


Interagency Committee on Women’s 

Enterprises (U.S.) 

Need to determine whether existing fed- 
eral programs can meet the needs of 
women entrepreneurs : report to the 
Congress /, 82-10347 


Intercommunication systems — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5830. Intercommuni- 
cation and public address systems, 
except airborne, 82-1433, 82-4865, 
82-12950 


Consolidated federal supply catalog iden- 
tification list. FSC 5831. Intercommuni- 
cation and public address systems, air- 
borne, 82-1434 


Interconnected electric utility systems — 
Arizona. 
APS/SDG&E interconnection project: 
supplement to the draft environmental 
document /, 82-14024 


Interconnected electric utility systems — 
California. 
APS/SDG&E interconnection project: 
supplement to the draft environmental 
document /, 82-14024 


Interconnected electric utility systems — 
North Central States. 
Power pooling in the north central region 
/, 82-1644 


Interconnected electric utility systems — 
Northeastern States. 
Power pooling in the northeast region /, 
82-1643 


Interconnected electric utility systems — 
United States. 
Power pooling in the United States /, 
82-5224 


Power pooling in the United States : ex- 
ternal review draft : staff report /, 82- 
1642 


Survey of utility cogeneration intercon- 
nection practices and cost, final report 
/, 82-13373 


Interest and usury — United States. 

Credit Deregulation and Availability Act 
of 1981 : hearings before the Subcom- 
mittee on Financial Institutions of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 963 ... and S. 1406 ... July 9, 15, 
and 21, 1981., 82-6771 
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Federal preemption of state usury ceilings 
: hearings before the Subcommittee on 
Consumer Affairs and Coinage of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-seventy Congress, (first 
session, on H.R. 2501 ... H.R. 3172 ... 
October 20 and 21, 1981., 82-15042 


High interest rates : hearing before the 
Joint Economic Committee, Congress 
of the United States, Ninety-seventh 
Congress, first session, September 25, 
1981., 82-12125 


High interest rates and their impact on 
small business : hearings before the 
Subcommittee on Antitrust and Re- 
straint of Trade Activities Affecting 
Small Business of the Committee on 
Small Business, House of Representa- 
tives, Ninety-seventh Congress, first 
session, Cincinnati, Ohio, October 3, 
Youngstown, Ohio, October 5, and 
Omaha, Nebr., October 8, 1981., 82- 
15207 


Impact of high interest rates on small 
business capitol formation : hearing 
before the Subcommittee on Tax, 
Access to Equity Capital, and Business 
Opportunities of the Committee on 
Small Business, House of Representa- 
tives, Ninety-seventh Congress, first 
session, Washington, D.C., October 15, 
1981., 82-15208 


Interest rates and business credit needs : 
hearings before the Committee on 
Small Business, United States Senate, 
Ninety-seventh Congress, first session, 
on interest rates and business credit 
needs ...., 82-15211 


IRS regulations increasing imputed inter- 
est rates and interpreting estate tax law 
concerning valuation of family farm 
and other business properties : hearing 
before the Subcommittee on Oversight 
of the Internal Revenue Service of the 
Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, April 27, 1981., 82-2635 


SBA guaranteed loan policies : hearing 
before the Subcommittee on General 
Oversight of the Committee on Small 
Business, House of Representatives, 
Ninety-seventh Congress, first session, 
Washington, D.C., July 30, 1981., 82- 
15212 


Interest rate forecasting — United States. 
High interest rates : hearing before the 
Joint Economic Committee, Congress 
of the United States, Ninety-seventh 
Congress, first session, September 25, 
1981., 82-12125 


Interest rate futures — United States. 
Below the bottom line : the use of contin- 
gencies and commitments by commer- 
cial banks /, 82-10322 
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Interest rates and credit availability : 
hearing before the Subcommittee on 
Conservation, Credit, and Rural Devel- 
opment of the Committee on Agricul- 
ture, House of Representatives, Ninety- 
seventh Congress, first session, June 23, 
1981., 82-6748 


Interference (Sound) 

The effects of earplugs and earmuffs on 
pitch discrimination in noise /, 82- 
5114 

A method for specifying the noise sup- 
pression-resolution tradeoff in digital 
image filtering with local statistics /, 
82-3264 

Multiplicative effects on sentence com- 
prehension for combined acoustic dis- 
tortions /, 82-5107 


Interferometer — Testing. 
Sensitivity analysis of the Sagnac-effect, 
optical-fiber, ring interferometer /, 
82-3221 


Interferon — Abstracts. 
Current cancer research on interferon 
and other anticancer and antiviral 

agents., 82-10561 


Interferons — Abstracts. 
Current cancer research on antiviral 
agents and procedures., 82-10546 


Selected abstracts on interferon : induc- 
tion, production and physicochemical 
properties /, 82-13797 


Intergovernmental fiscal relations — New 

York (State) 

New York State public assistance cost- 
sharing policies : implications for feder- 
al policy : report to the Congress /, 
82-5511, 82-5512 


Intergovernmental fiscal relations — United 
States. 
An agenda for American Federalism : re- 
storing confidence and competence., 
82-937 


Amending the Federal Grant and Coop- 
erative Agreement Act : report of the 
Committee on Governmenal Affairs, 
United States Senate to accompany S. 
982 ... together with additional views., 
82-2358 


Beginning Farmers Assistance Act : hear- 
ings before the Subcommittee on For- 
ests, Family Farms, and Energy and 
the Subcommittee on Conservation, 
Credit, and Rural Development of the 
Committee on Agriculture, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 2977, June 
17 and 18, 1981., 82-2592 


Communications with county govern- 
ments /, 82-6290 

Current condition of American federalism 
: hearings before a subcommittee of the 


Do not order from index; see indicated entry 





Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth first session, April 7, 8, 
9, 29, 30, May 13, 14, June 17, 18, and 
October 6, 1981., 82-15129 

Emergency interim survey : fiscal condi- 
tion of 48 large cities : a staff study /, 
82-12123 

The Federal influence on state and local 
roles in the federal system., 82-11830 

Fiscal disparities : hearing before the 
Subcommittee on Intergovernmental 
Relations of the Committee on Gov- 
ernmental Affairs, United States 
Senate, Ninety-seventh Congress, first 
session ...., 82-15138 


Fiscal management of federal pass- 
through grants : the need for more uni- 
form requirements and procedures., 
82-6609 


Intertitle transfers, a way for states to 
increase federal funding for social serv- 
ices : report to the Secretary of Health 
and Human Services /, 82-486 


Neighborhood conditions : hearing before 
the Joint Economic Committee, Con- 
gress of the United States, Ninety-sev- 
enth Congress, first session, May 20, 
1981., 82-1041 


New York State public assistance cost- 
sharing policies : implications for feder- 
al policy : report to the Congress /, 
82-5511, 82-5512 

Oversight on the Advisory Commission 
on Intergovernmental Relations : hear- 
ing before the Subcommittee on Inter- 
governmental Relations of the Commit- 
tee on Governmental Affairs, United 
States Senate, Ninety-seventh Con- 
gress, first session, October 21, 1981., 
82-15135 


Proposed changes in federal matching 
and maintenance of effort requirements 
for state and local governments : report 
to the Congress /, 82-1741 


Proposed changes in federal matching 
and maintenance of effort requirements 
for state and local governments : Sum- 
mary : report to the Congress /, 82- 
1742 


Regional growth : flows of federal funds, 
1952-76., 82-11832 


Revenue sharing facts for local govern- 
ments., 82-832 


Standardizing use of military land timber 
harvesting receipts : report (to accom- 
pany H.R. 4543) (including cost esti- 
mate of the Congressional Budget 
Office)., 82-4072 


Intergovernmental fiscal relations — United 
States — Bibliography — Catalogs. 
Intergovernmental relations., 82-5605 


Page I-971 





Intergovernmental fiscal relations U.S. Bibliography Catalogs. 


Revenue sharing., 82-1772 
Intergovernmental fiscal relations — United 


States — Congresses. 

The future of federalism in the 1980s : 
report and papers from the Conference 
on the Future of Federalism, Alexan- 
dria, Virginia, July 25-26, 1980., 82- 
11828 


Intergovernmental fiscal relations — United 
States — Periodicals. 
Significant features of fiscal federalism., 
82-11827 


Changing public attitudes on govern- 
ments and taxes., 82-11831 


Intergovernmental Maritime Consultative 


Reimbursement of income taxes : agree- 
ment between the United States of 
America and the Intergovernmental 
Maritime Consultative Organization 
(IMCO) : effected by exchange of let- 
ters signed at London May 18 and June 
8, 1977., 82-780 


Intergovernmental personnel programs — 
United States. 

The Intergovernmental mobility pro- 
gram., 82-774 


Intergovernmental tax relations — United 
States. 
Communications with county govern- 
ments /, 82-6290 


Internal combustion engines. 

Internal combustion engines for alcohol 
motor fuels : a compilation of back- 
ground technical information : draft., 
82-13386 


Internal combustion engines — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 2805. Gasoline re- 
ciprocating engines, except aircraft and 
components, 82-12936 


Internal revenue — United States — 
Periodicals. 
Annual report /, 82-2202 


Internal revenue law — United States — 

Periodicals. 

CFR. 26, Internal revenue, 82-10431, 
82-10432, 82-10433, 82-10434 


Code of federal regulations. 26, Internal 
revenue., 82-10431, 82-10432, 82- 
10433, 82-10434 


Internal revenue, 82-10431, 
82-10433, 82-10434 


Internal security — United States. 

Physical security at U.S. military bases : 
hearing before the Investigations Sub- 
committee of the Committee on Armed 
Services, House of Representatives, 
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Ninety-seventh Con, 
July 17, 1981., 82-6761 

Physical security at U.S. Military bases : 
report of the Investigations Subcom- 
mittee of the Committee on Armed 
Services, House of Representatives, 
Ninety-seventh Congress, first session., 
82-6759 


International agencies — Finance — 
Periodicals. 
United States contributions to internation- 
al organizations., 82-6200, 82-14261 


International — Periodicals. 
International flight information manual., 
82-14454 


International Atomic Energy Agency. 

IAEA programs of safeguards : hearing 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety-sev- 
enth Congress, first session, December 
2, 1981., 82-15122 


International broadcasting. 

International broadcasting : direct broad- 
cast satellites : hearing before a sub- 
committee on the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, October 23, 1981., 82- 
6840 


first session, 


International business enterprises. 
Multinational corporations /, 82-2136, 
82-2137 


International business enterprises — 

Government policy — United States. 

U.S. policy toward international invest- 
ment : hearings before the Subcommit- 
tee on International Economic Policy 
of the Committee on Foreign Rela- 
tions, United States Senate, Ninety-sev- 
enth Congress, first session, July 30, 
September 28 and October 28, 1981., 
82-12173 


International cooperation. 

Patents, deposit of microorganisms 
agreement between the United States 
of America and other governments : 
done at Budapest April 28, 1977 with 
regulations., 82-798 


International cooperation — Addresses, 
essays, lectures. 
An agenda for cooperation in the West- 
ern Hemisphere : December 4, 1981 /, 
82-11263 


*International Cooperation — periodicals. 
National Institutes of Health annual 
report of international activities /, 82- 
13830 


International Court of Justice. 
Calling for the establishment of a special 
committee on advisory opinions from 
the International Court of Justice : 
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hearing before the Subcommittee on 
Human Rights and International Orga- 
nizations of the Committee on Foreign 
Affairs, House of Representatives, 
Ninety-seventh first session, 
September 24, 1981., 82-15116 


International courts. 

Calling for the establishment of a special 
committee on advisory opinions from 
the International Court of Justice : 
hearing before the Subcommittee on 
Human Rights and International Orga- 
nizations of the Committee on Foreign 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
September 24, 1981., 82-15116 


International economic relations. 

East/West economic relations : hearing 
before the Subcommittee on Interna- 
tional Economic Policy of the Commit- 
tee on Foreign Relations, United States 
Senate, Ninety-seventh Congress, first 
session, September 16, 1981., 82-6832 


North-south dialogue /, 82-3826 


International economic relations — 
Bibliography — Catalogs. 
National and world economy., 


International Energy Agency. 

Extension of certain international energy 
authorities : report (to accompany S. 
1475) (including cost estimate of the 
Congressional Budget Offfice)., 82- 
2395 


Extension of the expiration date of sec- 
tion 252 of the Energy Policy and 
Conservation Act : hearing before the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on S. 
1475 ... July 20, 1981., 82-12134 


International finance. 

Oversight hearings on U.S. international 
monetary policies : hearings before the 
Subcommittee on International Trade, 
Investment, and Monetary Policy of 
the Committee on Banking, Finance 
and Urban Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, November 4, and 5, and 
December 10, 1981., 82-15046 


International Hydrographic Bureau. 

Reimbursement of income taxes : agree- 
ment between the Unites States of 
America and the International Hydro- 
graphic Bureau : effected by exchange 
of letters signed at Washington and 
Monaco August 27 and October 16, 
1980., 82-799 


82-10409 


International Institute for Cotton. 
International Institute for Cotton 
amendment to the articles of agreement 
of the International Cotton Institute : 
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resolution adopted by the general as- 
sembly of the International Cotton In- 
stitute, at Washington, July 31, 1979., 
82-788 


International Institute for the Unification of 

Private Law. 

International Institute for the Unification 
of Private Law (UNIDROIT) : amend- 
ment to articles 5, 11, and 16 of the 
Institute statute adopted at the nine- 
teenth session of the UNIDROIT gen- 
eral assembly, Rome, February 18, 
1969., 82-787 


International law. 

The International Rule of Law Act : 
hearing before the Subcommittee on 
Criminal Law of the Committee on the 
Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 1434 ... September 14, 1981., 82- 
12220 


International law — Bibliography — 
Catalogs. 
Digest of U.S. practice in international 
law and digest of international law., 
82-10416 


International law — Yearbooks. 
Digest of United States practice in inter- 
national law., 82-6223 


International liquidity. 

Oversight hearings on U.S. international 
monetary policies : hearings before the 
Subcommittee on International Trade, 
Investment, and Monetary Policy of 
the Committee on Banking, Finance 
and Urban Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, November 4, and 5, and 
December 10, 1981., 82-15046 


International Maritime Satellite 

Organization. 

International Maritime Satellite Organiza- 
tion (INMARSAT) : convention be- 
tween the United States of America 
and other governments and operating 
agreement : done at London September 
3, 1976 with proces-verbal of rectifica- 
tion dated at London February 15, 
1979., 82-2172 


International obligations. 

International agreements : communication 
from the president of the United States 
transmitting a report on international 
agreements transmitted to Congress 
after the expiration of the sixty-day 
period specified by law, pursuant to 1 
U.S.C. 112b(b)., 82-14641 


International obligations — Bibliography — 
Catalogs. 

Treaties and other international agree- 

ments of the United States., 82-5597 





International police. 
Multinational force and observers for 
Sinai : report (to accompany S.J. Res. 

100)., 82-11769 


International Poplar Commission. 
International Poplar Commission’ : 
amendments to the convention : adopt- 
ed at the third special session of the 
International Poplar Commission, 
Rome, November 15, 1977., 82-783 


International relations and culture — China. 
US-China cultural exchanges /, 82-2169 


International relations and culture — United 
States. 
US-China cultural exchanges /, 82-2169 


International relief. 
Khmer relief /, 82-2146 


International Sugar Organization. 
Reimbursement of income taxes : ar- 
rangement between the United States 
of America and the International Sugar 
Organization, effected by exchange of 
letters signed at London July 10, 1980., 
82-2175 


International travel regulations. 

International Convention on the Simplifi- 
cation and Harmonization of Customs 
Procedures : message from the presi- 
dent of the United States transmitting 
the International Convention on the 
Simplification and Harmonization of 
Customs Procedures (’Convention’’), 
which entered into force on September 
25, 1974, with annexes and reservations 
to the annexes., 82-11766 


International trusteeships — United States. 

Territorial policy : message from the 
president of the United States transmit- 
ting proposals for a comprephensive 
federal territorial policy toward Guam, 
the United States Virgin Islands, 
American Samoa, and the Northern 
Mariana Islands., 82-14590 


International Whaling Commission. 

U.S. whaling policies/International Whal- 
ing Commission : hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-seventh Congress, first session, 
on U.S. whaling policies/International 
Whaling Commission, June 25, 1981., 
82-1032 


International Whaling Commission. Meeting 

(33rd : 1981 : Brighton, England) 

Review of the 33d International Whaling 
Commission meeting : hearing before 
the Subcommittee on Human Rights 
and International Organizations of the 
Committee on Foreign Affairs, House 


of Representatives, Ninety-seventh 
Congress, first session, September 22, 
1981., 82-6829 
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Interns — United States. 
Visiting fellowship program /, 


*Internship and Residency 
Selecting a residency for community-re- 
sponsive medicine., 82-10623 


82-2001 


82-2083 


terpolation. 
Image sampling and interpolation /, 
9875 


Interpolation — Data processing. 
Modal interpolation program, L 215 
(INTERP)., 82-6094 


82- 


Interstate agreements — United States. 

Consenting to an extension and renewal 
of the interstate compact to conserve 
oil and gas : hearing before the Com- 
mittee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on S.J. 
Res. 111 ... November 12, 1981., 82- 
12138 


Interstate commerce. 
New entry into the regulated motor car- 
rier industry /, 82-2212 
Report on the regulatory reform provi- 
sions of the railroad revitalization and 


regulatory reform act of 1976. 82- 
6343 


Interstate commerce — Cases. 
Interstate Commerce Commission reports 
: decisions of the Interstate Commerce 
Commission of the United States /, 
82-10969, 82-10970 


Interstate commerce — Periodicals. 
Annual report of the Interstate Com- 
merce Commission., 82-10968 
Report on the activity of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, for the ... 
Congress., 82-6550 


Interstate land sales — United States. 
Buying lots from developers., 82-13926 


Interstellar matter — Charts, diagrams, etc. 
Interplanetary medium data book /, 82- 
2082 


Interstellar matter — Statistics. 
Interplanetary medium data book : appen- 
dix /, 82-2083 
Intra-airport transportation — Data 
processing. 


Vehicle data acquisition system., 
14526 


82- 


Inventions — United States. 
The government's classification of private 
ideas : hearings before a subcommittee 
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of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-sixth Congress, second session, 
February 28, March 20, and August 21, 
1980., 82-12189 


The government's classification of private 
ideas : thirty-fourth report /, 82-911 


Inventions — United States — Collected 
works. 


Significant NASA inventions., 82-11084 


Inventories — United States. 

Treatment of LIFO recapture and Feder- 
al National Mortgage Association net 
operating losses : hearing before the 
Committee on Ways and Means, House 
of Representatives, Ninety-seventh 
Congress, first session, December 9, 
1981., 82-15230 


Inventory control — Data processing. 
: subsystem EDIT-2 /, 82- 


FINSYS-2 
12520 


Inventory control — Handbooks, manuals, 


ete. 

Defense integrated data system : DIDS 
procedures manual. Volume 1. General 
and administrative information., 82- 
12923 


Defense integrated data system : DIDS 
procedures manual. Volume 10. Multi- 
ple application references/instructions/ 
tables and grids., 82-1426 


Defense integrated data system : DIDS 
procedures manual. Volume 11. Edit/ 
validation criteria., 82-12929 


Defense integrated data system : DIDS 
procedures manual. Volume 13. Mater- 
iel management decision rule tables., 
82-12930 


Defense integrated data system : DIDS 
procedures manual. Volume 14. Re- 
ports and statistics, 82-12931 


Defense integrated data system : DIDS 
procedures manual. Volume 15. Publi- 
cations., 82-12932 


Defense integrated data system : DIDS 
procedures manual. Volume 2. Multiple 
application procedures., 82-12924 


Defense integrated data system : DIDS 
procedures manual. Volume 4. Item 
identification., 82-12925 


Defense integrated data system : DIDS 
procedures manual. Volume 6. Supply 
management., 82-12926 


Defense integrated data system : DIDS 
procedures manual. Volume 8. Docu- 
ment identifier code input/output for- 
mats (fixed length)., 82-12927 

Defense integrated data system : DIDS 
procedures manual. Volume 9. Docu- 
ment identifier code input/output for- 
mats (variable length)., 82-12928 
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Inventory control — Periodicals. 

Report to Congress of the Department of 
Defense in accordance with section 
2455, Title 10, U.S.C. of the Defense 
Cataloging and Standardization Act of 
1952 : report of the Investigations Sub- 
committee of the Committee on Armed 
Services, United states States House of 
Representatives., 82-15031 


Investment analysis. 
Highway investment analysis package., 
82-14370 
Rail system investment analysis : descrip- 
tion of the railroad investment process., 
82-843 


Rail system investment analysis : financial 
analysis of investment projects from 
the individual corporate perspective /, 
82-835 


Rail system investment analysis : manual 
for determining return from the indi- 
vidual corporate perspective., 82-842 

Rail system investment analysis : manual 
for determining return from the nation- 
al economic perspective., 82-839 


Rail system investment analysis : sample 
evaluation of a locomotive rebuilding 
project., 82-2220 


Rail system investment analysis : sample 
evaluation of a track rehabilitation pro- 
ject from the national economic per- 
spective /, 82-3862 


Investment tax credit — United States. 
Proposed depreciation and investment tax 
credit revisions /, 82-2718 


Urban enterprise zones : hearings before 
the Subcommittee on Savings, Pen- 
sions, and Investment Policy of the 
Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 1310 ... July 13 and 16, 
1981., 82-2638 


The Urban Jobs and Enterprise Zone Act 
of 1981 : hearing before the Subcom- 
mittee on Economic Stabilization of 
the Committee on Banking, Finance, 
and Urban Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on H.R. 3824 ... New 
York, N.Y., July 8, 1981., 82-12100 


Investment trusts — United States. 

Expansion of reserve requirements to in- 
clude other transaction accounts and 
mechanisms (money market mutual 
funds) : hearings before the Subcom- 
mittee on Domestic Monetary Policy 
of the Committee on Banking, Finance, 
and Urban Affairs. House of Repre- 
sentatives, Ninesty-seventh Congress, 
first session, on H.R. 2591 ... April 8, 
June 25, October 1, 1981., 82-4208 


Investment of the social security trust 
funds : hearing before the Subcommit- 


Do not order from index; see indicated entry 





Subject Index 


tee on Social Security of the Commit- 
tee on Ways and Means, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, October 16, 1981., 82- 
15231 


Investments — United States. 

Frauds against the elderly : business and 
investment schemes : hearing before 
the Select Committee on Aging, House 
of Representatives, Ninety-seventh 
Congress, first session, September 11, 
1981., 82-4192 

Social security trust fund investments : 
policies and practices /, 82-1125 


Investments — United States — 
Bibliography — Catalogs. 


Securities and investments., 82-5645 


Investments — United States — Tables — 

Periodicals, 

Tables of redemption values for United 
States savings bonds for all months 
from ... Series E., 82-3845, 82-3846, 
82-14311, 82-14312 


Investments, American — Canada. 

Impact of Canadian investment and 
energy policies on U.S. commerce : 
hearings before the Subcommittee on 
Oversight and Investigations and the 
Subcommittee on Telec« 
Consumer Protection, and Finance of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-seventh Congress, first session, 
June 19, July 9, and August 6, 1981., 
82-6809 


ications, 





Investments, American — Lebanon. 

Finance, investment guaranties : agree- 
ment between the United States of 
America and Lebanon, effected by ex- 
change of notes signed at Beirut Sep- 
tember 17, 1980 and February 10, 
1981., 82-11339 


Treaties, etc. United States, 1980 Sept. 
17, 82-11339 


Investments, Foreign — Bibliography — 

Catalogs. 

Foreign investments., 82-5637 

Investments, Foreign — Government policy 

— United States. 

U.S. policy toward international invest- 
ment : hearings before the Subcommit- 
tee on International Economic Policy 
of the Committee on Foreign Rela- 
tions, United States Senate, Ninety-sev- 
enth Congress, first session, July 30, 
September 28 and October 28, 1981., 
82-12173 


Investments, Foreign — Law and legislation 
— United States. 
Uniform margin requirements : report (to 
accompany H.R. 4145) (including cost 
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estimate of the Congressional Budget 
Office)., 82-2396 


Investments, Foreign — Taxation — United 

States. 

Description of tax bills (S. 31, S. 239 and 
S. 452) : scheduled for a hearing before 
the Subcommittee on Taxation and 
Debt Management of the Committee 
on Finance on February 23, 1981 /, 
82-2720 


The operation and effect of the interna- 
tional boycott provisions of the Inter- 
nal Revenue Code ... annual report., 
82-3840 


Investments, Foreign — United States. 
Foreign investment in the US /, 82-2144 


Government development _ incentives 
available to foreign investors in the 
United States., 82-1408 


Treasury should keep better track of 
blocked foreign assets : Summary : 
report to the Congress /, 82-3513 


Investments, Foreign — United States — 
Statistics — Periodicals. 
Selected characteristics of foreign-owned 
U.S. firms /, 82-113 


Inyo County (Calif.) — Antiquities. 
A cultural resource management plan for 
the Fossil Falls/Little Lake locality /, 
82-656 


Iodine — Isotopes. 
Relative hazard of radioiodine as a func- 
tion of (A) radiation quality and (B) 
age at exposure /, 82-11947 


Iodine — Isotopes — Safety measures. 
Criteria and test methods for certifying 
air-purifying respirators against radioio- 
dine : October 1, 1976-September 30, 
1978 /, 82-961 


Ton exchange. 
Uranium ion exchange from low-grade 
acidic solutions in a fluidized system /, 
82-5863 


The Use of ion exchange to treat radioac- 
tive liquids in light-water-cooled nucle- 
ar reactor power plants /, 82-14755 


Ionization — Measurement. 
Electrical conductivity measurements in 
the stratosphere using balloon-borne 
blunt probcs /, 82-13183 


Ionizing radiation. 

Federal strategy for research into the bio- 
logical effects of ionizing radiation : re- 
sponding to the congressional mandate 
under the Biological Research Exten- 
sion Act of 1978 (P.L. 95-622)., 82- 
5679 





Ionizing radiation — Physiological effect — 
Periodicals. 

CSU-FDA Collaborative Radiological 

Health Laboratory annual report /, 
82-13843 


Ionizing radiation — Safety regulations — 
United States. 
Ionizing radiation category of the sug- 
gested state regulations for control of 
radiation /, 82-6617 


Ionizing radiation — Toxicology — 
Periodicals. 
CSU-FDA Collaborative Radiological 
Health Laboratory annual report /, 
82-13843 


Ionosphere — Mathematical models. 
A global ionospheric model /, 82-13211 


Ionosphere — Observations. 

Toward global monitoring of the ionos- 
phere in real time by a modern iono- 
sonde network : the geophysical re- 
quirements and technological opportu- 
nity /, 82-12886 


Ions — Spectra. 
Optical spectra of nonmetallic inorganic 
transient species in aqueous solution /, 
82-12810 


Iowa — Census, 1980. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 17. Iowa., 82-9295 


Iowa — Manufactures — Statistics. 
1977 census of manufactures, 82-9157 


Iowa — Population — Statistics. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 17. Iowa., 82-9295 


1980 census of population and housing : 
Iowa, preliminary population and hous- 
ing unit counts., 82-12749 


Iran — Foreign relations — United States 
— Addresses, essays, lectures. 
Implementing hostage agreements 

March 4, 1981., 82-11229 


Statement on Iran to Security Council : 
December 29, 1979 /, 82-11211 


Iran — History — 1979- 
Chronology of events in Iran, November 
4, 1979-January 27, 1981 /, 82-3808 


Iran Hostage Crisis, 1979-1981. 
Chronology of events in Iran, November 
4, 1979-January 27, 1981 /, 82-3808 
Implementing hostage 
March 4, 1981., 


agreements 
82-11229 
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Iron-founding Environmental aspects. 


Iran Hostage Crisis, 1979-1981 — 
Addresses, essays, lectures. 
Statement on Iran to Security Council : 
December 29, 1979 /, 82-11211 


Statement to U.N. on Iran : December 1, 
1979 /, 82-6202 


Iraq — Foreign relations — Israel. 

Israeli attack on Iraqi nuclear facilities : 
hearings before the Subcommittees on 
International Security and Scientific 
Affairs, on Europe and the Middle 
East and on International Economic 
Policy and Trade of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 17 and 25, 1981., 82- 
2642 


Iron. 
The removal of iron from aluminum 
chloride leach liquor by solvent extrac- 
tion /, 82-5874 


Tron alloys. 
Adhesion and friction of iron-base binary 
alloys in contact with silicon carbide in 
vacuum /, 82-749 


Consolidation of an iron-base superalloy 
by powder metallurgy techniques /, 
82-5870 


Iron alloys — Experiments. 
Friction and wear of iron-base binary 
alloys in sliding contract with silicon 
carbide in vacuum /, 82-11149 


Iron alloys — Statistics — Periodicals. 
Ferroalloys, 82-3699 


Preprint from the ... Bureau of Mines 
Minerals yearbook. Ferroalloys., 82- 
3699 


Iron and steel workers — United States. 

The US Army Transportation School ap- 
prenticeship program for the trade of 
marine hull repairer, ironworker (boat- 
builder, steel)., 82-4895 


Iron and steel workers — United States — 

Statistics. 

Occupational employment 
structural metals products 
June 1971 /, 82-2030 

Occupational employment : iron and steel 


foundries industry, April 1971 /, 82- 
2024 


fabricated 
industry, 


Iron bacteria — Addresses, essays, lectures. 
Microbiology of the aquatic environment 
/, 82-1917 


Iron-founding — Environmental aspects. 
Fugitive emissions from iron foundries /, 
82-13621 
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Iron industry and trade — Environmental 
aspects — United States. 
Assessment of surface runoff from iron 
and steel mills /, 82-10127 


Electric arc furnaces in ferrous foundries 
: background information for proposed 
standards /, 82-13679 


Iron industry and trade — United States — 
Costs. 
A cost index format for BATEA achieve- 
ment by the iron and steel industry /, 
82-13549 


Iron-nickel alloys — Corrosion. 

High cycle fatigue behavior of incoloy 
800H in a simulated high-temperature 
gas-cooled reactor helium environment 
/, 82-2505 


Iron ores — Statistics — Periodicals. 
Iron ore, 82-3701 
Preprint from the ... Bureau of Mines 
Minerals yearbook. Iron ore., 82-3701 


Irrigation. 
A portable irrigation system for remote 
sites /, 82-12498 


Irrigation — Arizona. 
Arizona, Water and Power Resources 
Service projects., 82-595 


* Irrigation — Asia. 

Survey of irrigation in eight Asian na- 
tions, India, Pakistan, Indonesia, Thai- 
land, Bangladesh, South Korea, Philip- 
pines, and Sri Lanka /, 82-1229 


Irrigation — California. 
California, Water and Power Resources 
Service projects., 82-596 


Irrigation — Colorado. 
Colorado, Water and Power Resources 
Service projects., 82-597 


Philippine small scale irrigation /, 82- 
3834 


Irrigation — Environmental aspects. 
Entrainment of ichthyoplankton by irri- 
gation withdrawal systems /, 82-5912 


Irrigation — Montana. 
Montana, Water and Power Resources 
Service projects., 82-598 


Comanche County, Oklahoma, soil inter- 
pretive map, soil potential for surface 
irrigation, soil potential rating /, 82- 
2820 
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Irrigation — Oklahoma — Major County — 


Maps. 

Major County, Oklahoma, soil interpre- 
tive map, soil potential for surface irri- 
gation, soil potential rating /, 82-4453 


Irrigation — Oklahoma — McCurtain 


County — Maps. 

McCurtain County, Oklahoma, soil inter- 
pretive map, soil potential for surface 
irrigation, soil potential rating /, 82- 
4452 


Irrigation — Oklahoma — Roger Mills 

County — Maps. 

Roger Mills County, Oklahoma, soil in- 
terpretive map, soil potential for sur- 
face irrigation, soil potential rating /, 
82-4454 


Irrigation — Oklahoma — Woodward 
County — Maps. 
Woodward County, Oklahoma, soil inter- 
pretive map, soil potential for surface 
irrigation /, 82-4455 


Irrigation — South Dakota. 
South Dakota, Water and Power Re- 
sources Service projects., 82-599 


Irrigation — Tailwater recovery systems. 
Irrigation tailwater management /, 82- 
10219 


Irrigation — United States. 

Ground water quality and quantity issues 
: hearing before the Subcommittee on 
Department Operations, Research, and 
Foreign Agriculture of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, first 
session, July 23, 1981., 82-6753 


Irrigation — United States — Bibliography 
— Catalogs. 


Irrigation and drainage., 82-5555 


Irrigation — United States — Costs. 
Federal charges for irrigation projects re- 
viewed do not cover costs : report to 
the Congress /, 82-5508 


Federal charges for irrigation projects re- 
viewed do not cover costs : report to 
the Congress : summary /, 82-5509 


Irrigation — Utah. 
Utah, Water and Power Resources Serv- 
ice projects., 82-600 


Irrigation — Washington (State) 
Washington, Water and Power Resources 
Service projects., 82-601 


Irrigation efficiency — United States — 
Costs. 


Federal charges for irrigation projects re- 
viewed do not cover costs : report to 
the Congress /, 82-5508 

Federal charges for irrigation projects re- 
viewed do not cover costs : report to 
the Congress : summary /, 82-5509 
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Irrigation farming — Economic aspects — 

United States. 

Federal charges for irrigation projects re- 
viewed do not cover costs : report to 
the Congress /, 82-5508 

Federal charges for irrigation projects re- 
viewed do not cover costs : report to 
the Congress : summary /, 82-5509 


Irrigation farming — India. 

Economic assistance, agricultural produc- 
tion increase : agreement between the 
United States of America and India, 
signed at New Delhi June 30, 1980 and 
amending agreements signed at New 
Delhi December 15, 1980., 82-11318 


Treaties, etc. United States, 1980 June. 
30, 82-11318 


Irrigation water — Management. 
Water systems management users guide /, 
82-10895 


Irrigation water — South Dakota. 

Future of water resource development in 
South Dakota : hearing before the Sub- 
committee on Water and Power of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on S. 
1553 ... Pierre, S. Dak., September 12, 
1981., 82-12136 


Irrigation water — United States — 
Management. 


Water systems management users guide /, 
82-10895 


Island ecology — Texas. 
Texas barrier islands region ecological 
characterization : environmental syn- 
thesis papers /, 82-5917 


A closed recirculating aquarium system 
for laboratory culture of Limnoria tri- 
punctata /, 82-3243 


Isothermal transformation diagrams. 
Linear stability of self-similar flow. 1. 
Isothermal cylindrical implosion and 
expansion /, 82-3276 


Isotopes. 

Evaluation of isotope migration—land 
burial : water chemistry at commercial- 
ly operated low-level radioactive waste 
disposal _ sites quarterly progress 
report, October-December 1979 /, 82- 
2501 


Israel — Description and travel. 
A Pocket guide to Israel., 82-12908 


Israel — Foreign relations — Iraq. 

Israeli attack on Iraqi nuclear facilities : 
hearings before the Subcommittees on 
International Security and Scientific 
Affairs, on Europe and the Middle 
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East and on International Economic 
Policy and Trade of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 17 and 25, 1981., 82- 
2642 


Israel — — Statistics. 
Near East, Israel : selected statistical data 
by sex., 82-11350 


Italian American War Veterans of the 
United States, Incorporated. 
Italian-American War Veterans of the 

United States : hearing before the Sub- 
committee on Administrative Law and 
Governmental Relations of the Com- 
mittee on the Judiciary, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, on H.R. 33 ... June 11, 
1981., 82-1077 


Italian American War Veterans of the 
United States : report (to accompany 
H.R. 4734) (including cost estimate of 
the Congressional Budget Office)., 82- 
2413 


Italy — Commerce. 
The canned deciduous fruit industries in 
Greece and Italy., 82-2825 


Italy — Description and travel. 
A Pocket guide to Italy., 82-12906 


Itawamba County (Miss.) — Maps. 
Important farmlands map, Itawamba 
County, Mississippi /, 82-4431 


J 


Jack-pine — Growth. 
Growth of hybrid poplars, white spruce, 
and jack pine under various artificial 

lights /, 82-2782 


Jackson County (Kan.) — Maps. 
Important farmlands, Jackson Co., Kan. / 
, 82-4432 


Janitors. 
Engineered perfcrmance standards, real 
property maintenance activities : janito- 
rial handbook., 82-9587 


Japan — Economic policy — 1945- 

Japanese and American economic policies 
and U.S. productivity : hearings before 
the Subcommittee on Monetary and 
Fiscal Policy and the Subcommittee on 
Trade, Productivity, and Economic 
Growth of the Joint Economic Com- 
mittee, Congress of the United States, 
Ninety-seventh Congress, first session, 
June 23 and July 28, 1981., 82-6783 


Japan — Foreign economic relations — 
United States. 
Supplemental report of the Japan-United 
States economic relations group /, 82- 
3807 





U.S.-Japanese economic relations : hear- 
ings before the Subcommittee on Inter- 
national Trade, Finance, and Security 
Economics of the Joint Economic 
Committee, Congress of the United 
States, Ninety-seventh Congress, first 
session, June 19 and July S$ and 13, 
1981., 82-6784 


Japan — Relations — United States — 
Periodicals. 
Annual report /, 82-944 


Japan — Relations (general) with the United 
States — Periodicals. 
Announcement of programs /, 82-11859 


Japan-United States Friendship Commission. 
Japan-United States Friendship Commis- 
sion : announcement of programs 1980- 

81., 82-14703 


Japan-United States Friendship Commission 
— Periodicals. 
Announcement of programs /, 82-11859 


Annual report /, 82-944 


Jarvie Historic Site (Utah) — History. 
John Jarvie of Brown’s Park /, 82-1990 


Jarvie, John, 1844-1909. 
John Jarvie of Brown’s Park /, 82-1990 


Jasper County (Miss.) — Maps. 
Important farmlands map, Jasper County, 
Mississippi /, 82-1204 


Jasper County (S.C.) — Maps. 
Important farmlands map, Jasper County, 
South Carolina /, 82-1203 


Jazz music — Scholarships, fellowships, etc. 
— United States — Periodicals. 
Jazz /, 82-11173 


Jefferson County (Kan.) — Maps. 
Important farmlands, Jefferson Co., Kans. 
/, 82-1207 


Jefferson County Mental Health Center. 
Jefferson County Mental Health Center, 
Inc. : report (to accompany H.R. 
1635)., 82-2392 


Jefferson County (Wis.) — Maps. 
Important farmlands, Jefferson County, 
Wisconsin /, 82-1205 


Jefferson Davis County (Miss.) — Maps. 
Important farmlands map, Jefferson 
Davis County, Mississippi /, 82-1206 


Jeffrey pine — Growth. 

Fifteen-year growth patterns after thin- 
ning a ponderosa-Jeffrey pine planta- 
tion in northeastern California /, 82- 
12461 


Jet cutting. 
Water jet perforation : a new method for 
completing and stimulating in situ 
leaching wells /, 82-5883 
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Jet flaps (Airplanes) — Testing. 
Experimental study of acoustic loads on 
upper-surface-blown STOL airplane 

configuration /, 82-11144 


Jet nozzles — Evaluation. 
Investigation of coannular nozzles with 
conventional and inverted velocity pro- 
files /, 82-11537 


Jet planes — Flight testing. 
Wind shear hazard definition for a wide 
body jet /, 82-3938 


Jet planes — Fuel. 
Investigation of air solubility in Jet A 
fuel at high pressures /, 82-736 


Jet planes — Noise. 

A Correlation of mixing noise from coan- 
nular jets with inverted flow profiles /, 
82-2095 

Internal mixer investigation for JT8D 
engine jet noise reduction /, 82-14457 

Investigation of coannular nozzles with 
conventional and inverted velocity pro- 
files /, 82-11537 


Jet planes — Noise — Measurement. 
V/STOL rotary propulsor noise predic- 
tion model update and evaluation /, 
82-2286 


Jet planes — Noise — Psychological aspects. 

Cumulative annoyance due to multiple 

aircraft flyovers with differing peak 
noise levels /, 82-6121 


Jet planes, Military — Design and 
construction. 


Effects of winglets on first-generation jet 
transport wing /, 82-2096 


Jet transports — Landing. 

Airborne aids for coping with low-level 
wind shear : all-weather landing sys- 
tems, engineering services support pro- 
ject, task 2 /, 82-2287 

ATC accommodation of fuel conserv- 
ative turbojet operations /, 82-6436 


Jet transports — Take-off. 

Airborne aids for coping with low-level 
wind shear : all-weather landing sys- 
tems, engineering services support pro- 
ject, task 2 /, 82-2287 

ATC accommodation of fuel conserv- 
ative turbojet operations /, 82-6436 


Jet transports — Testing. 

Low-speed wind-tunnel investigation of 
wing fins as trailings-vortex-alleviation 
devices on a transport airplane model/, 
82-2099 


Jetties. 
Erosion control of scour during construc- 
tion. Report 3. Experimental meas- 
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urements of refraction, diffraction, and 
current patterns near jetties /, 82-9804 

South jetty stability study, Masonboro 
Inlet, North Carolina : hydraulic model 
investigation /, 82-5021 


Jetties — Design and construction. 
Weir sand-bypassing systems /, 82-5029 


Jewelers — United States — Statistics. 
Occupational employment : costume jew- 
elry and notions industry, June 1971., 
82-14108 


Occupational employment : jewelry, sil- 
verware, and plated ware industry, 
April 1971 /, 82-2016 


Jewelry trade — United States — Statistics. 
1977 census of manufactures, 82-9228 


Jewish-Arab relations — 1973- 

The Israeli air strike : hearings before the 
Committee on Foreign Relations, 
United States Senate, Ninety-seventh 
Congress, first session , on the Israeli 
air strike and related issues, June 18, 
19, and 25, 1981., 82-6834 


Jewish Heritage Week. 

Joint Resolution to Authorize and Re- 
quest the President to Issue a Procla- 
mation Designating May 3 Through 
May 10, 1981, as “Jewish Heritage 
Week”, 82-1800 


Jewish religious education — United States 
— Bibliography. 
Jewish curriculum and resource guide for 
the Armed Forces /, 82-3140 


Jewish religious education — United States 
— Curricula. 
Jewish curriculum and resource guide for 
the Armed Forces /, 82-3140 


Job analysis. 

The applicability of the ISD 4-factor 
model of job analysis in identifying 
task training priority in nine technical 
military occupational specialities /, 
82-13124 

Comparative occupational survey of 
USAF civilian and military members in 
three civil engineering specialites /, 
82-3309 

Discriminant function job analysis in 
three army technical MOS /, 82-9783 

The Job activities description question- 
naire : an analysis of time spent on and 
importance of managerial duties /, 82- 
9833 

Management engineering team applica- 
tion of officer grade requizements 
method /, 82-3329 

Matching job education requirements of a 
variety of officer specialties with the 
educational attainments of potential in- 
cumbents /, 82-260 


Page 1-978 





Non-aircrew officer positions : determina- 
tion of grade requirements/, 82-1605 

Occupational analysis of the civilian WG- 
6900 warehousing family /, 82-1578 


Pre-enlistment person-job match system / 
, 82-1588 


Survey of human operator modeling 
techniques for measurement applica- 
tions /, 82-273 


Task level job performance criteria de- 
velopment /, 82-5144 


Job analysis — 

Criterion development for job perform- 
ance evaluation : proceedings from 
symposium, 23 and 24 June 1977 /, 
82-5154 


Job enrichment. 
Enhancing productivity through feedback 
and job design /, 82-3316 


Job enrichment : evaluation with implica- 
tions for Air Force job redesign /, 
82-264 


Job evaluation. 

Ipsative rankings as an indicator of job- 
worker inatch /, 82-1581 

Overview of Advanced Systems Division 
criterion research (maintenance) /, 
82-3308 

Validity of peer ratings obtained during 
ranger training /, 82-4941 


Job evaluation — United States — 
Handbooks, manuals, etc. 
Job-grading system manual for nonappro- 
priated fund instrumentalities., 82- 
9586 


Job satisfaction. 

Comparative occupational survey of 
USAF civilian and military members in 
three civil engineering specialites /, 
82-3309 

Comparison of published measures of job 
satisfaction on a taxonomy of job re- 
wards /, 82-1565 

Enhancing productivity through feedback 
and job design /, 82-3316 

Job enrichment : evaluation with implica- 


tions for Air Force job redesign /, 
82-264 


Job satisfaction — Measurement. 
Air Force occupational attitude inventory 
development /, 82-1577 
Comparative analyses of enlisted job sat- 
isfaction as measured by the occupa- 
tional attitude inventory /, 82-9911 


Job satisfaction — United States. 
REALTRAIN improves soldier attitudes 
toward the Army /, 82-13120 
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Job satisfaction — United States — 

Measurement. 

A comparison of the job attitudes and 
interest patterns of air traffic and 
airway facility personnel /, 82-2277 

Job attitudes of airway facilities person- 
nel /, 82-2266 


Job vacancies — United States. 

Job creation and the revitalization of 
small business : a report of the Com- 
mittee on Small Business, House of 
Representatives, Ninety-seventh Con- 
gress, second session., 82-14656 


Job creation and the revitalization of 
small business : hearings before the 
Subcommittee on Tax, Access to 
Equity Capital, and Business Opportu- 
nities of the Committee on Small Busi- 
ness, House of Representatives, Ninety- 
seventh Congress, first session, Wash- 
ington, D.C., September 15, 22, and 
October 14, 1981., 82-15206 


Job vacancies — Utah. 

How current occupational supply and 
demand information can be used to in- 
crease local office placements in Utah / 
, 82-694 


John Day Fossil Beds National Monument 
(Or.) — Maps. 
John Day Fossil Beds Nation! Monu- 
ment, Oregon /, 82-5907 


John Martin Reservoir (Colo.) 
Welcome to John Martin Reservoir, 
Colorado., 82-4971 


John Sack Cabin (Idaho) 
Protection of the John Sack Cabin : 
report (to accompany S. 764)., 82- 
2361 


Johnson County (Kan.) — Maps. 
Important farmlands, Johnson Co., Kans. 
/, 82-83 


Joints — Diseases. 
Interviewing guides for specific disabil- 
ities : arthritis and other rheumatic dis- 
eases., 82-14135 


Joints (Engineering) 

Stress indices for girth welded joints, in- 
cluding radial weld shrinkage, mis- 
match, and tapered-wall transitions /, 
82-2461 


Joints (Engineering) — Testing. 
Assessment of modification factors for a 
row of bolts or timber connectors / by 
Thomas Lee Wilkinson., 82-25 


Joints (Geology). 

Rational design of tunnel supports : an 
interactive graphics based analysis of 
the support requirements of excava- 
tions in jointed rock masses /, 82-164 
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Jordan — Population — Statistics. 
Near East, Jordan : selected statistical 
data by sex., 82-11351 


Joseph Sugarman and Associates Group. 

FTC oversight : the JS&A case : hearing 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, on oversight of the Feder- 
al Trade Commission investigations of 
alleged violations of the mail order rule 
by the Joseph Sugarman and Associa- 
ties Group, Inc., September 18, 1981., 
82-2628 


FTC oversight : the JS&A case : report 
on oversight of the Federal Trade 
Commission investigation of alleged 
violations of the mail order rule by the 
Joseph Sugarman and Associates 
Group, Inc. /, 82-6803 


Josephine County (Or.) — Maps. 
Important farmlands Josephine County, 
Oregon /, 82-2813 


Judges — Appointment, qualifications, 
tenure, etc. 

Nominations of Meade Whitaker, Jules 
G. Korner III, and Perry Shields : 
hearing before the Committee on Fi- 
nance, United States Senate, Ninety- 
seventh Congress, first session, on 
nominations of Meade Whitaker, Jules 
G. Korner III, and Perry Shields to be 
U.S. Tax Court judges, December 2, 
1981., 82-12162 


Judges — Education — United States. 
Evaluation of LEAA funded courts train- 
ing programs /, 82-14053 


Judges — United States — Directories. 
United States court directory., 82-14079 


Judicial discretion. 
Prosecutorial discretion and federal sen- 
tencing reform /, 82-5966 


Judicial opinions — United States. 

The Human Life Bill—S. 158 : report, 
together with additional and minority 
views to the Committee on the Judici- 
ary, United States Senate /, 82-6859 


Judicial power — United States. 
Constitutional restraints upon the judici- 
ary : hearings before the Subcommittee 
on the Constitution of the Committee 
on the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
oversight hearings to define the scope 
of the Senate’s authority under Article 
III of the Constitution to regulate the 
jurisdiction of the federal courts, May 
20, 21, and June 22, 1981., 82-15156 





Juvenile delinquency U.S. Prevention. 


Judicial process — Arizona — Phoenix. 
An analysis of judicial system perform- 
ance : section two analytic study IV /, 
82-11624 


Judicial statistics — United States — 
Yearbooks. 


The United States courts., 82-667 


Juneau (Alaska) — Climate — Statistics — 
Periodicals. 
Local climatological data. Juneau, 
Alaska, annual summary with compara- 
tive data., 82-12859 


Juniper — Arizona. 
Sixty years of change on a central Arizo- 
na grassland-juniper wood-land eco- 
tone., 82-12670 


Juniper — United States. 
How to identify and control phomopsis 
blight of junipers., 82-4384 


Juniperus virginiana — Seed. 
Eastern redcedar seed sources recom- 
mended for North Dakota sites /, 82- 
12496 


Jurisdiction — United States. 

Constitutional restraints upon the judici- 
ary : hearings before the Subcommittee 
on the Constitution of the Committee 
on the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
oversight hearings to define the scope 
of the Senate’s authority under Article 
III of the Constitution to regulate the 
jurisdiction of the federal courts, May 
20, 21, and June 22, 1981., 82-15156 


The human life bill : hearings before the 
Subcommittee on Separation of Powers 
of the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 158 ... 
April 23, 24, May 20, 21, June 1, 10, 
12, and 18., 82-12214 


Jury — United States. 
Juror usage and management 
handbook /, 82-10995 
Small-group decision making and com- 
plex information tasks /, 82-14082 


: trainer’s 


Jury selection — United States. 
Juror usage and management 
handbook /, 82-10995 


: trainer’s 


Justice, Administration of — United States. 
Experimentation in the law : report of the 
Federal Judicial Center Advisory 
Committee on Experimentation in the 
Law /, 82-5965 


Justice, Administration of — United States 
— Bibliography — Catalogs. 
Catalog of publications 

82-14083 


/, %2-14081, 


Do not order from index; see indicated entry 





Justice, Administration of — United States 


— Congresses. 

Proceedings of the Judicial Conference : 
communication from the Chief Justice 
of the United States transmitting the 
proceedings of the meeting of the Judi- 
cial Conference of the United States, 
pursuant to 28 USC 331., 82-11687, 
82-11729, 82-11780, 82-11793, 82- 
11797 


Justice, Administration of — United States 


— Periodicals. 
CFR. 28, Judicial administration, 82- 
13759 


Code of federal regulations. 28, Judicial 
administration., 82-13759 


Judicial administration, 82-13759 


Juvenile automobile drivers — United States 
— Alcohol use. 
Final report on development of the teen- 
age self-test drinking and driving /, 
82-3978 


Juvenile corrections. 

A preliminary national assessment of the 
numbers and characteristics of juve- 
niles processed in the juvenile justice 
system /, 82-10986 


Juvenile corrections — United States. 
Programs for the serious and violent ju- 
venile offender /, 82-10980 


Juvenile courts — United States. 

Major issues in juvenile justice informa- 
tion and training : services to children 
in juvenile courts : the judicial-execu- 
tive controversy /, 82-665 


Juvenile delinquency — United States. 
Juvenile criminal behavior and its rela- 
tion to neighborhood characteristics /, 
82-5954 


Juvenile justice : before and after the 
onset of delinquency : United States 
discussion paper for the sixth United 
Nations Congress on the Prevention of 
Crime and the Treatment of Offenders 
/, %2-10977 


Juvenile delinquency — United States — 
Bibliography — Catalogs. 
Juvenile delinquency., 82-3539 


Juvenile delinquency — United States — 
Prevention. 
Delinquency prevention, 
strategies /, 82-14048 


Early identification and classification of 
juvenile delinquents : hearing before 
the Subcommittee on Juvenile Justice 
of the Committee on the Constitution 
[i.e. Judiciary], United States Senate, 
Ninety-seventh Congress, first session, 
on oversight hearing to fashion pro- 
grams to remove the juvenile from a 
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theories and 





Juvenile delinquency U.S. Prevention. 


crime cycle, October 22, 1981., 82- 
12222 

A guide for delinquency prevention pro- 
grams based in school activities : a 
working paper /, 82-i4050 


Periodicals. 
Annual report /, 82-10976 
Juvenile delinquency — United States — 
Statistics. 


A preliminary national assessment of the 
numbers and characteristics of juve- 
niles processed in the juvenile justice 
system /, 82-10986 


Juvenile delinquents — United States. 

Early identification and classification of 
juvenile delinquents : hearing before 
the Subcommittee on Juvenile Justice 
of the Committee on the Constitution 
[i.e. Judiciary], United States Senate, 
Ninety-seventh Congress, first session, 
on oversight hearing to fashion pro- 
grams to remove the juvenile from a 
crime cycle, October 22, 1981., 82- 
12222 


Violent juvenile crime : hearing before 
the Subcommittee on Juvenile Justics 
of the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on the problem 
of juvenile crime, July 9, 1981., 82- 
2674 


Juvenile justice, Administration of — 
Information services — United States. 
Serving you—a Juvenile Justice Clearing- 

house /, 82-14055 


Juvenile justice, Administration of — United 
States. 


Assessing criminal justice projects : find- 
ings from the National Evaluation Pro- 
gram /, 82-2000 

Indexed legislative history of the “Juve- 
nile Justice Amendments of 1980.”, 
82-5953 


Juvenile justice : before and after the 
onset of delinquency : United States 
discussion paper for the sixth United 
Nations Congress on the Prevention of 
Crime and the Treatment of Offenders 
/, %82-10977 


Major issues in juvenile justice informa- 
tion and training : services to children 
in juvenile courts : the judicial-execu- 
tive controversy /, 82-665 

Oversight of the Office of Justice Assist- 
ance, Research, and Statistics, U.S. De- 
partment of Justice : hearing before the 
Subcommittee on Juvenile Justice of 
the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on oversight of 
the Office of Justice Assistance, Re- 
search, and Statistics, U.S. Department 
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of Justice, October 28, 
12223 


Juvenile justice, Administration of — United 
States — Bibliography — Catalogs. 
Juvenile delinquency., 82-3539 


Juvenile justice, Administration of — United 
States — Congresses. 
Juvenile Justice Standards Symposium : a 
summary /, 82-10978 


Juvenile justice, Administration of — United 
States — Periodicals. 
Annual report /, 82-10976 


1981., 82- 


Kalispell (Mont.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Kalispell, 
Montana, annual summary with com- 
parative data., 82-1397 


Kalman filtering. 

Assessment of augmented electronic fuel 
controls for modular engine diagnostics 
and condition monitoring /, 82-3200 

Bearing-only tracking algorithms /, 82- 
3260 

Optimal estimation of nuclear reactor 
core power (with supporting multivar- 
iate system identification methods) /, 
82-6695 


Kaniksu National Forest — Maps. 

Idaho Panhandle national forests (Kan- 
iksu, Coeur d’Alene and St. Joe Na- 
tional Forests) Washington, Idaho and 
Montana : forest travel plan /, 82- 
1149 


Kansas — Boundaries — Missouri. 

Mutual boundary between Kansas and 
Missouri : hearing before the Subcom- 
mittee on Administrative Law and 
Governmental Relations of the Com- 
mittee on the Judiciary, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, on H.R. 4048 ... July 14, 
1981., 82-1078 


Kansas — Manufactures — Statistics. 
1977 census of manufactures, 82-9158 


Kansas — Maps. 
Kansas _ [meteorological 
12829 


stations]., 82- 


Kansas — Population — Statistics. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 18. Kansas., 82-9296 


1980 census of population and housing : 


Kansas preliminary population and 
housing unit counts., 82-9320 
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Kansas City (Mo.) — Police — Response 
time. 


Response time analysis : synopsis /, 82- 
14062 


Kaskaskia River (Ill.) — Navigation. 
Kaskaskia River grade-control structure 
and navigation channel, Fayetteville, 
Illinois : hydraulic model investigation 
/, 82-9806 


Kay, Hyong Cha Kim, 1951- 
Hyong Cha Kim Kay : report (to accom- 
pany S. 235)., 82-4034 


KC-135 (Tanker aircraft) — Design and 
construction. 


Effects of winglets on first-generation jet 
transport wing /, 82-2096 


Kealia Pond (Hawaii) 
Kealia Pond National Wildlife Refuge : 
final environmental impact statement /, 
82-572 


Kelsey Valley (Lake County, Calif.) 
Draft environmental assessment, Kelsey 
Creek proposed geothermal leasing /, 
82-654 


Kennebec County (Me.) — Maps. 
Important farmlands, Kennebec County, 
Maine /, 82-2814 


Kentucky — Census, 1980. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 19. Kentucky., 82-9297 


Kentucky — Manufactures — Statistics. 
1977 census of manufactures, 82-9159 


Kentucky — Population — Statistics. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 19. Kentucky., 82-9297 


1980 census of population and housing : 
Kentucky, preliminary population and 
housing unit counts., 82-9321 


Kentucky Geological Survey 
Geologic mapping of Kentucky : a histo- 
ry and evaluation of the Kentucky 
Geological Survey—U.S. Geological 
Survey mapping program, 1960-1978 /, 
82-5794 


Kenya — Description and travel. 


The Peace Corps in Kenya., 82-2833 


Keratotomy, Radial. 
Radial keratotomy : an explanation for 
study patients /, 82-545 


Keys and keyways (Machinery) — Catalogs. 

Consolidated federal supply catalog iden- 

tification list. FSC 5315. Nails, keys, 
and pins, 82-4851, 82-4852 





January — June 1982 


transplantation biology 
catalog supplement, 82-13810 
NIAID catalog of tissue typing antisera. 
Supplement., 82-13810 


*Kidney Failure, Chronic — therapy. 
Implementing the End-Stage Renal Dis- 
ease Program of Medicare., 82-5777 


*Kidney Neoplasms — directories 
Current cancer research on neoplasms of 
the urinary tract., 82-5726 


Kidneys — Calculi. 
Electrohydraulic nephrolithotripsy, 82- 
6545 


Kidneys — Cancer — Abstracts. 
Current cancer research on neoplasms of 
the urinary tract., 82-5726 


Kidneys — Diseases. 
Implementing the End-Stage Renal Dis- 
ease Program of Medicare., 82-5777 


Kidney & urinary tract diseases and treat- 
ment /, 82-13812 


NIADDK research advances, 82-13812 
NIAMDD research advances, 82-13812 


Kidneys — Diseases — United States. 

End-stage renal disease (ESRD) program 
under Medicare /, 82-6822 

End stage renal disease program : hearing 
before the Subcommittee on Health of 
the Committee on Finance, United 
States Senate, Ninety-seventh Con- 
gress, first session, September 28, 1981., 
82-6823 


Kidneys — Indexes. 
Cadmium and lead levels in human blood 


and kidney : a literature search /, 82- 
13684 


Kimball Creek Trail (Wis.) — Maps. 
Kimball Creek Trail /, 82-1151 


Kimberlite — Michigan. 
The potential for diamond-bearing kim- 
berlite in northern Michigan and Wis- 

consin /, 82-1914 


Kimberlite — Wisconsin. 
The potential for diamond-bearing kim- 
berlite in northern Michigan and Wis- 
consin /, 82-1914 


Kinematics. 
Kinematic properties of the helicopter in 
coordinated turns /, 82-6164 


King mackerel. 

Results of a king mackerel (Scombero- 
morus cavalla) and Atlantic Spanish 
mackerel (Scomberomorus maculatus) 
migration study : 1975-79 /, 82-9502 





King Salmon (Alaska) — Climate — 
Statistics — Periodicals. 
Local climatological data. King Salmon, 
Alaska, annual summary with compara- 
tive data., 82-12860 


Kirby Forest Industries. 

Draft environmental impact statement on 
the issuance of an NPDES new source 
permit for Kirby Forest Industries, Inc. 
pulp mill near Bon Wier, Texas /, 82- 
10188 


Kirtland’s warbler. 
A Bird of fire : Kirtland’s warbler., 82- 
4302 


Kisatchie National Forest (La.) — Maps. 
Kisatchie National Forest /, 82-2766 


Kitaj, R. B. — Exhibitions. 
R.B. Kitaj /, 82-831 


Kitsap County (Wash.) 
Sinclair Inlet wastewater facilities project 
: final environmental impact statement 
/, 82-3387 


Klamath County (Or.) — Maps. 
Important farmlands, Klamath County 
area, Oregon /, 82-9132 


Knee. 

Basic data on anthropometric meas- 
urements and angular measurements of 
the hip and knee joints, for selected 
age groups 1-74 years of age, United 
States, 1971-1975 /, 82-13856 


Knit goods industry — United States — 
Statistics. 
1977 census of manufactures, 


Knots and splices. 
Rope, knots and climbing /, 82-14011 


Kodiak (Alaska) — Climate — Statistics — 
Periodicals. 
Local climatological data. Kodiak, 
Alaska, annual summary with compara- 
tive data., 82-12861 


82-12688 


Koop, C. Everett. 

Nomination : hearing before the Commit- 
tee on Labor and Human Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on C. Everett 
Koop, of Pennsylvania, to be medical 
director in the regular corps and to be 
surgeon general of the Public Health 
Service, October 1, 1981., 82-15171 


Korea — Relations — United States. 
Manual of offenses and procedures 
Korean influence investigation, pursu- 
ant to House Resolution 252 /, 82- 
1112 


Korea (South) — Description and travel. 
Background notes, [South] Korea /, 82- 
11294 
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Labor and laboring classes U.S. 


Korea (South) — Economic conditions. 

The economic development of Korea, sui 
generis or generic? : reflections on the 
Harvard University Press studies of the 
modernization of the Republic of 
Korea 1974-75 /, 82-14282 


Korea (South) — Politics and government. 
The economic development of Korea, sui 
generis or generic? : reflections on the 
Harvard University Press studies of the 
modernization of the Republic of 
Korea 1974-75 /, 82-14282 


Korea (South) — Population — Statistics. 
Asia, Korea : selected statistical data by 
sex., 82-11352 


Korea (South) — Relations — United States. 

Manual of offenses and procedures 

Korean influence investigation, pursu- 

ant to House Resolution 252 /, 82- 
1112 


Kotzebue (Alaska) — Climate — Statistics 
— Periodicals. 
Local climatological data. Kotzebue, 
Alaska, annual summary with compara- 
tive data., 82-12862 


Krypton. 
Experimental and statistical investigation 
of thermally induced failure in reactor 
fuel particles /, 82-2544 


Kwok, Peter Chi Hung, 1946- 

Peter Chi Hung Kwok, doctor of medi- 
cine, and Ping Chi Chau Kwok, hus- 
band and wife : report (to accompany 
S. 236)., 82-4046 


Kwok, Ping Chi Chau, 1947- 

Peter Chi Hung Kwok, doctor of medi- 
cine, and Ping Chi Chau Kwok, hus- 
band and wife : report (to accompany 
S. 236)., 82-4046 


L 


Labor and laboring classes — Dwellings — 

United States 

Migrant and seasonal farmworker hous- 
ing in the United States : hearings 
before the Subcommittee on Housing 
and Community Development of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session., 82-6769 


Labor and laboring classes — Sweden. 
Sweden., 82-14126 


Labor and laboring classes — United States. 
Genetic screening and the handling of 
high-risk groups in the workplace : 
hearings before the Subcommittee on 
Investigations and Oversight of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
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Labor and laboring classes U.S. 


Ninety-seventh Con, 
October 14, 15, 1981., 


first session, 
82-15199 


Labor and laboring classes — United States 
Dictionaries. 


The Employment and Training Adminis- 
tration (ETA) glossary of program 
terms and definitions., 82-693 


Labor and laboring classes — United States 
— Periodicals. 
Annual report of the National Labor Re- 
lations Board for the fiscal year ended 
September 30 ..., 82-6072 


United States Department of Labor ... 
annual report., 82-14084 


Labor and laboring classes — United States 
— Periodicals — Bibliography — 


Catalogs. 
Labor literature, index of periodical arti- 
cles /, 82-5968 


Labor laws and legislation — United States. 
Labor certifications., 82-2047 


Legislative history of the Fair Labor 
Standards Amendments of 1977 /, 82- 
6868 


Labor laws and legislation — United States 

— Addresses, essays, lectures. 

Should the federal government signifi- 
cantly curtail the powers of labor 
unions in the United States? : intercol- 
legiate debate topic, 1981-1982, pursu- 
ant to Public Law 88-246 /, 82-11794 


Labor laws and legislation — United States 
Cases. 


Court decisions relating to the National 
Labor Relations Act., 82-14157, 82- 
14158 


Decisions and orders of the National 
Labor Relations Board., 82-713, 82- 
714, 82-6073 


Labor laws and legislation — United States 

— Periodicals. 

CFR. 29, Labor, 82-521, 82-522, 82- 
523, 82-524, 82-525, 82-526, 82- 
5655 

Code of federal regulations. 29, Labor., 
82-521, 82-522, 82-523, 82-524, 
82-525, 82-526, 82-5655 

Labor, 82-521, 82-522, 82-523, 
524, 82-525, 82-526, 82-5655 

Report on the activities of the Committee 
on Education and Labor during the ... 
Congress., 82-913 


Labor productivity. 
Enhancing productivity through feedback 
and job design /, 82-3316 


Labor productivity — United States. 
Energy and labor use by rural manufac- 
turing industries /, 82-12665 


The Impact of labor-management rela- 
tions on productivity and efficiency in 
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82- 





urban mass transit : employee attitudes, 
withdrawal behavior, and bargaining 
unit structure., 82-6277 

Older working Americans : a productive 
trend : hearing before the Select Com- 
mittee on Aging, House of Representa- 
tives, Ninety-seventh Congress, first 
session, September 8, 1981., 82-6742 

Productivity and the economy : a chart- 
book /, 82-11025 

Productivity sharing programs : can they 
contribute to productivity improve- 
ment? /, 82-1717 

Stronger federal effort needed to foster 
private sector productivity : summary : 
report to the Congress /, 82-1719 

The 1981 midyear report : productivity : 
report of the Joint Economic Commit- 
tee, Congress of the United States., 
82-1042 


Labor productivity — United States — 


Bibliography. 
BLS publications on productivity and 
technology., 82-678 


Labor productivity — United States — 

Mathematical models. 

An introduction to the industrial analysis 
and productivity research of the 
Bureau of Industrial Economics /, 82- 
9574 


Labor supply — New England — 

Periodicals. 

New England labor and the economy at 
the year-end /, 82-11056 


Labor supply — Research — United States. 
Design of a national skills market model 
for Air Force enlisted personnel /, 
82-296 


Labor supply — Research — United States 
— Periodicals. 
Research and development projects /, 
82-2044 


Labor supply — Sweden — Statistics. 
Sweden., 82-14126 


Labor supply — United States. 
The dynamics of unemployment /, 82- 
14087 
Labor market information program., 
14139 


The nonmetro labor force in the seventies 
/, 82-12647 


82- 


Labor supply — United States — History. 
The labor market in the 1930s : implica- 
tions for policy today /, 82-14086 


Labor supply — United States — Statistics. 
Supplement to employment and earnings, 
states and areas, data for 1977-79 /, 
82-2006 
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Earnings and other characteristics of or- 
ganized workers /, 82-14089 

Geographic profile of employment and 
unemployment /, 82-680, 82-14090 


Labor supply — Utah. 

How current occupational supply and 
demand information can be used to in- 
crease local office placements in Utah / 
, 82-694 


Laboratories. 
Plan for a photovoltaic applied research 
laboratory for developing countries /, 

82-13353 


Negative declaration of environmental 
impact, Fairbank highway research sta- 
tion., 82-14344 


Laboratories — France — Furniture, 
equipment, etc. 
Laboratory instruments, 

1412 


France., 82- 


Laboratories — United States — Design and 
construction. 

Muitiprogram laboratory general purpose 
facilities studies : an approach to bring- 
ing institutional facilities to a level. of 
adequacy consistent with DOE mis- 
sions /, 82-333 


Laboratories — United States — 

Maintenance and repair. 

Multiprogram laboratory general purpose 
facilities studies : an approach to bring- 
ing institutional facilities to a level of 
adequacy consistent with DOE mis- 
sions /, 82-333 


Laboratory animals — Abstracts. 
Current cancer research on animal, tissue, 
chemical and viral supply sources for 
cancer research., 82-5696 


*Laboratory Infection — prevention & 
control — periodicals. 
Recombinant DNA research /, 82-10500 


Laboratory infections — Prevention — 
Periodicals. 
Recombinant DNA research /, 82-10500 


Lahars — Washington (State) — Toutle 

River. 

Emergency assessment of Mount St. 
Helens post-eruption flood hazards, 
Toutle and Cowlitz rivers, Washington 
/, 82-1919 


Lake County (Tenn.) — Maps. 
Important farmland in Lake County, Ten- 
nessee /, 82-12606 
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Lake ecology — Colorado — Twin Lakes. 
Studies of the effects of operating the Mt. 
Elbert pumped-storage powerplant on 
Twin Lakes, Colorado : 1979 report of 
findings /, 82-5849 


Lake ecology — United States. 
Keep our lakes alive., 82-4297 


Our nation’s lakes /, 82-345 


Lake renewal. 
Precipitation and inactivation of phospho- 
rus as a lake restoration technique /, 

82-10122 


Lake renewal — United States. 
Clean Lakes Program strategy /, 82- 
10052 


Our nation’s lakes /, 82-345 


Lakes — Texas. 
Conceptual design of the Truscott Brine 
solar pond system /, 82-13346 


Lakes — United States. 
Our nation’s lakes /, 82-345 


Lamb (Meat) 

Lamb meat from New Zealand : determi- 
nation of the Commission in investiga- 
tion no. 701-TA-80 (preliminary) under 
section 703(a) of the Tariff act of 1930, 
together with the information obtained 
in the investigation., 82-14046 


Lamb (Meat) — Commerce — United States. 
Lamb meat from New Zealand : determi- 
nation of the Commission in investiga- 
tion no. 701-TA-80 (preliminary) under 
section 703(a) of the Tariff act of 1930, 
together with the information obtained 

in the investigation., 82-14046 


Lambs — United States — Feeding and 
feeds. 
Rearing lambs on milk replacer diets /, 
82-1 


Lambs — United States — Statistics — 
Periodicals. 
Sheep, lambs, and goats, final estimates 
for .... 82-12323 


Laminar Flow. 

Design and experimental results for a 
Natural-Laminar-Flow airfoil for gen- 
eral aviation application /, 82-6173 

Forced and natural convection in La- 
minar-Jet diffusion flames /, 82-6171 


Laminar flow — Bibliography. 
Survey and bibliography on attainment of 
laminar flow control in air using pres- 
sure gradient and suction /, 82-753 


Laminated materials. 
Feasibility study on the development of 
tough, moisture-resistant laminating 
resins /, 82-11110 





materials — Fatigue. 

Nonlinear effects on composite laminate 

thermal expansion /, 82-6111 
Laminated materials — Testing. 

Effects of static tensile load on the ther- 
mal expansion of Gr/PI composite ma- 
terial /, 82-6174 

Stress-concentration factors for finite 
orthotropic laminates with a circular 
hole and uniaxial loading /, 82-14231 


Land titles — Registration and transfer — 

Alaska. 

Transfer of the Alaska railroad : hearings 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 1500 ... 
August 10 and 11, 1981., 82-6774 


Land titles — Registration and transfer — 

Arizona — Pima County. 

Declaring that the United States holds in 
trust for the Pascua Yaqui tribe of Ari- 
zona certain land in Pima County, Ari- 
zona : report (to accompany H.R. 
4364) including the cost estimate of the 
Congressional Budget Office. 82- 
11814 


Land titles — Registration and transfer — 
California — Angel’s Camp. 
Land conveyance to the city of Angels, 
California : report (to accompany H.R. 
618)., 82-4028 


Land titles — Registration and transfer — 
Idaho. 
Land exchange in Idaho and Wyoming : 
report (to accompany S. 634)., 82- 
2360 


Land titles — Registration and transfer — 
Idaho — American Falls. 
Land conveyance to the city of Ameri- 
can Falls : report (to accompany S. 
763)., 82-4027 


Land titles — Registration and transfer — 
Montana — Gallatin National Forest. 
Land conveyance in the Gallatin Nation- 

al Forest, Montana : report (to accom- 
pany S. 188)., 82-4031 


Land titles — Registration and transfer — 
Montana — Miles City. 
Land conveyance near Miles City, Mont. 
: report (to accompany S. 187)., 82- 
2359 


Land titles — Registration and transfer — 
Nevada — Douglas County. 
Land conveyance to the state of Nevada : 
report (to accompany H.R. 2218)., 82- 
2362 


Land titles — Registration and transfer — 
New Mexico. 
Conveyance of certain national forest 
lands : hearing before the Subcommit- 
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Land use. 


tee on Forestry, Water Resources, and 
Environment of the Committee on Ag- 
riculture, Nutrition, and Forestry, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 705 ... Oc- 
tober 22, 1981., 82-6754 

Draft Ute Mountain land exchange envi- 
ronmental assessment., 82-10960 


Final Ute Mountain land exchange envi- 
ronmental assessment., 82-5936 


Land titles — Registration and transfer — 

Oregon — Harney County. 

Burns Paiute Indian tribe allotment : 
hearing before the Select Committee 
on Indian Affairs, United States Senate, 
Ninety-seventh Congress, first session 
on S. 1468 .. November 18, 1981, 
Washington, D.C., 82-12204 


Land titles — Registration and transfer — 

United States. 

Act to Enable the Secretary of the Interi- 
or to Erect Permanent Improvements 
on Land Acquired for the Confeder- 
ated Tribes of Siletz Indians of Oregon, 
82-1817 


Convey certain national forest system 
lands : hearing before the Subcommit- 
tee on Forests, Family Farms, and 
Energy of the Committee on Agricul- 
ture, House of Representatives, Ninety- 
seventh Congress, first session, on H.R. 
3021 and H.R. 3898, June 22, 1981., 
82-12080 


Land conveyance in the Gallatin Nation- 
al Forest, Montana : report (to accom- 
pany S. 188)., 82-4031 

Land conveyance near Miles City, Mont. 
: report (to accompany S. 187)., 82- 
2359 

Land conveyance to the city of Ameri- 
can Falls : report (to accompany S. 
763)., 82-4027 

Land conveyance to the city of Angels, 
California : report (to accompany H.R. 
618)., 82-4028 

Land conveyance to the state of Nevada : 


report (to accompany H.R. 2218)., 82- 
2362 


Land titles — Registration and transfer — 
Wyoming. 
Land exchange in Idaho and Wyoming : 
report (to accompany S. 634)., 82- 
2360 


Land use. 
Productive land use of dredged material 
containment areas : planning and imple- 
mentation considerations /, 82-4985 
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Land use Alabama Calhoun Couaty Maps. 


Land use — Alabama — Calhoun County — 
Maps. 
Soil interpretive map of important farm- 
lands, Calhoun County, Alabama /, 
82-2809 


— Alabama — Chambers County 
— Maps. 
Soil interpretive map of important farm- 
lands, Chambers County, Alabama /, 
82-1182 


Land use — Alabama — Chilton County — 
Maps. 
Soil interpretive map of important farm- 
lands, Chilton County, Alabama /, 
82-2810 


Land use — Alabama — Coffee County — 
Maps. 
Soil interpretive map of important farm- 
lands, Coffee County, Alabama /, 82- 
1186 


Land use — Alabama — Colbert County — 


Soil interpretive map of important farm- 
lands, Colbert County, Alabama /, 
82-1187 


Land use — Alabama — Dale County — 


Soil interpretive map of important farm- 
lands, Dale County, Alabama /, 82- 
1188 


Land use — Alabama — Dallas County — 
Maps. 
Soil interpretive map of important farm- 
lands, Dallas County, Alabama /, 82- 
2811 


Land use — Alabama — De Kalb County — 
Maps. 
Soil interpretive map of important farm- 
lands, De Kalb County, Alabama /, 
82-1190 


Soil interpretive map of important farm- 
lands, Escambia County, Alabama /, 
82-1194 


Land use — Alabama — Etowah County — 


Soil interpretive map of important farm- 
lands, Etowah County, Alabama /, 
82-81 


Land use — Alabama — Fayette County — 
Maps. 
Soil interpretive map of important farm- 
lands, Fayette County, Alabama /, 
82-1195 


Land use — Alabama — Franklin County — 

Soil interpretive map of important farm- 

lands, Franklin County, Alabama /, 
82-1197 
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Land use — Alabama — Lauderdale County 
— Maps. 

Soil interpretive map of important farm- 

lands, Lauderdale County, Alabama /, 
82-9133 


Land use — Alabama — Marion County — 
Maps. 
Soil interpretive map of important farm- 
lands, Marion County, Alabama /, 82- 
1209 


Land use — Alabama — Marshall County 
—_ Maps. 
Soil interpretive map of important farm- 
lands, Marshall County, Alabama /, 
82-1210 


Land use — Alabama — Talladega County 
— Maps. 
Soil interpretive map of important farm- 
lands, Talladega County, Alabama /, 
82-1214 


Land use — Alabama — Winston County — 


Soil interpretive map of important farm- 
lands, Winston County, Alabama /, 
82-1218 


Land use — Alaska — Tongass National 
Forest. 
Tongass land management plan : sum- 
mary., 82-9122 


Land use — Alaska — Tongass National 
Forest — Maps. 
Tongass National Forest land manage- 
ment plan., 82-2773 


Land use — Arizona — Planning — Maps. 
Arizona strip wilderness, environmental 
impact statement /, 82-5782 


Land use — Arkansas — Desha County — 


Maps. 
Important farmlands, Desha County, Ar- 
kansas /, 82-1191 


Land use — Arkansas — Ouachita County 
— Maps. 

Important farmlands, Ouachita County, 
Arkansas /, 82-2816 


Land use — California — Planning. 
The California Desert Conservation Area 
Plan., 82-14025 


Land use — Colorado — Planning. 

Multiple use management decisions : 
Three Corners Planning Unit. 82- 
10947 

Land use — Florida — Escambia County — 


Escambia County, Florida, soil interpre- 





tive map of prime farmland /, 82-1193 
Do not order from index; see indicated entry 





Subject Index 


Land use — Florida — Suwannee County — 
Maps. . 

Suwannee County, Florida, soil interpre- 

tive map of important farmlands /, 
82-4448 


Land use — Georgia — Colquitt County — 
Maps. 
Soil interpretive map of important farm- 
lands, Colquitt County, Georgia /, 
82-75 


Land use — Georgia — Crisp County — 
Maps. 
Soil interpretive map of important farm- 
lands, Crisp County, Georgia /, 82-77 


Land use — Georgia — Dooly County — 
Maps. 
Soil interpretive map of important farm- 
lands, Dooly County, Georgia /, 82- 
9130 


Land use — Georgia — Lowndes County — 
Maps. 
Soil interpretive map of important farm- 
lands, Lowndes County, Georgia /, 
82-84 


Land use — Georgia — Maps. 
Prime farmlands of the State of Georgia., 
82-1198 


Land use — Georgia — Meriwether County 
Soil interpretive map of important farm- 
lands, Meriwether County, Georgia /, 
82-86 


Land use — Georgia — Putnam County — 
Maps. 
Soil interpretive map of important farm- 
lands, Putnam County, Georgia /, 82- 
92 


Land use — Georgia — Thomas County — 
Maps. 
Soil interpretive map of important farm- 
lands, Thomas County, Georgia /, 82- 
95 


Land use — Georgia — Tift County — 
Maps. 
Soil interpretive map of important farm- 
lands, Tift County, Georgia /, 82- 
9136 


Land use — Georgia — Troup County — 


Soil interpretive map of important farm- 
lands, Troup County, Georgia /, 82- 
9137 


Land use — Georgia — Turner County — 
Maps. 
Soil interpretive map of important farm- 
lands, Turner County, Georgia /, 82- 
96 





January — June 1982 


Land use — Georgia — Twiggs County — 
Maps. 
Soil interpretive map of important farm- 
lands, Twiggs County, Georgia /, 82- 
97 


Land use — Idaho — Ada County — Maps. 
Important farmlands, Ada County, Idaho 
/, 82-4410 


Land use — Idaho — Gem County — Maps. 
Important farmlands, Gem County, Idaho 
/, 82-4423 


Land use — Idaho — Minidoka County — 
Maps. 
Important farmlands, Minidoka County, 
Idaho /, 82-4436 


Land use — Idaho — Planning — Maps. 
Overthrust belt study area, Idaho-Utah- 
Wyoming /, 82-10896, 82-10897 
Overthrust belt study area, Montana- 
Idaho /, 82-10898 


Land use — Kansas — Douglas County — 
Maps. 
Important farmlands, Douglas Co., Kans. 
/, 82-79 


Land use — Kansas — Ellis County — 
Maps. 
Important farmlands, Ellis Co., Kansas., 
82-80 


Land use — Kansas — Jackson County — 
Maps. 
Important farmlands, Jackson Co., Kan. / 
82-4432 


Land use — Kansas — Jefferson County — 
Maps. 
Important farmlands, Jefferson Co., Kans. 
/, 82-1207 


Land use — Kansas — Johnson County — 
Maps. 
Important farmlands, Johnson Co., Kans. 
/, 82-83 


Land use — Kansas — Sedgwick County — 
Maps. 
Important 

Kansas., 


farmlands, 
82-93 


Sedgwick Co., 


Land use — Kentucky — Barren County — 
Maps. 
Important farmlands, 
Kentucky /, 82-1180 


Barren County, 


Land use — Kentucky — Greenup County 
— Maps. 
Important farmlands, Greenup County, 
Kentucky /, 82-1201 


Land use — Kentucky — Oldham County — 
Maps. 
Important farmlands, Oldham County, 
Kentucky /, 82-2817 





Land use North Dakota Stark County Maps. 


Land use — Law and legistration — New 

Mexico. 

Conveyance of certain national forest 
lands : hearing before the Subcommit- 
tee on Forestry, Water Resources, and 
Environment of the Committee on Ag- 
riculture, Nutrition, and Forestry, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 705 ... Oc- 
tober 22, 1981., 82-6754 


Land use — Louisiana — Ascension Parish 


Maps. 
Important farmlands, Ascension Parish, 
Louisiana /, 82-68 


Land use — Louisiana — Iberia Parish — 


Maps. 
Important farmlands, Iberia Parish, Lou- 
isiana /, 82-1202 


Land use — Maine — Kennebec County — 


Maps. 
Important farmlands, Kennebec County, 
Maine /, 82-2814 


Land use — Michigan — Delta County — 
Maps 


Important farmlands, Delta County, 
Michigan /, 82-78 


Land use — Michigan — Eaton County — 
Maps. 
Important farmlands, 
Michigan /, 82-4420 


Eaton County, 


Land use — Michigan — Leelanau County 
— Maps. 
Important farmlands, Leelanau County, 
Michigan /, 82-1208 


Land use — Michigan — Montcalm County 
— Maps. 
Important farmlands, Montcalm County, 
Michigan /, 82-4438 


Land use — Mississippi — Claiborne County 
— Maps. 
Important farmlands map, Claiborne 
County, Mississippi /, 82-4418 


Land use — Mississippi — Clarke County 
Important farmlands map, Clarke County, 
Mississippi /, 82-1185 


Land use — Mississippi — Humphreys 
County — Maps. 
Important farmlands map, Humphreys 
County, Mississippi /, 82-4429 


Land use — Mississippi — Itawamba 
County — Maps. 
Important farmlands map, Itawamba 
County, Mississippi /, 82-4431 


Land use — Mississippi — Jasper County — 


Important farmlands map, Jasper County, 
Mississippi /, 82-1204 
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Land use — Mississippi — Jefferson Davis 
County — Maps. 
Important farmlands map, Jefferson 
Davis County, Mississippi /, 82-1206 


Land use — Mississippi — Lincoln County 
— Maps. 

Important farmlands map, 
County, Mississippi /, 


Lincoln 
82-12607 


Land use — Mississippi — Lowndes County 


Important farmlands map, Lowndes 
County, Mississippi /, 82-4433 


Land use — Mississippi — Montgomery 
County — Maps. 
Important farmlands map, Montgomery 
County, Mississippi /, 82-87 


Land use — Mississippi — Newton County 
Important farmlands map, Newton 
County, Mississippi /, 82-12608 


Land use — Mississippi — Union County — 
Maps. 
Important farmlands map, Union County, 
Mississippi /, 82-1216 


Land use — Mississippi — Warren County 
— Maps. 
Important farmlands map, 
County, Mississippi /, 82-4450 


Warren 


Land use — Mississippi — Yalobusha 
County — Maps. 
Important farmlands map, Yalobusha 
County, Mississippi /, 82-1219 


Land use — Montana — Lolo National 
Forest — Planning — Maps. 
Lolo Forest plan, draft environmental 
impact statement., 82-12536 


Land use — Montana — Planning — Maps. 
Overthrust belt study area, Montana- 
Idaho /, 82-10898 


Land use — New Hampshire — Carroll 
County — Maps. 
Important farmlands, 

New Hampshire /, 


Carroll 
82-73 


County, 


Land use — New Mexico — Hidalgo County 
— Maps. 
Important farmlands, Hidalgo County, 
New Mexico /, 82-82 


Land use — New York (State) — Steuben 
County — Maps. 
Important farmlands, Steuben County, 
New York /, 82-4447 


Land use — North Dakota — Stark County 


Important farmlands, Stark County, 
North Dakota /, 82-1213 
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Land use Oklahoma Haskell County Maps. 


Land use — Oklahoma — Haskell County 
— Maps. 

Important farmlands map, 
County, Oklahoma /, 82-4427 


Land use — Oklahoma — Okmulgee County 
— Maps. 
Important farmlands map, 
County, Oklahoma /, 82-89 


Haskell 


Okmulgee 


Land use — Oklahoma — Osage County — 


Maps. 
Important farmlands map, Osage County, 
Oklahoma /, 82-1211 


Land use — Oregon — Josephine County — 


Maps. 
Important farmlands Josephine County, 
Oregon /, 82-2813 


Land use — Oregon — Klamath County — 


Important farmlands, Klamath County 
area, Oregon /, 82-9132 


Land use — Oregon — Marion County — 


Important farmlands, Marion County, 
Oregon /, 82-85 


Land use — Oregon — Multnomah County 


Important farmlands, Multnomah County, 
Oregon /, 82-88 


Land use — Oregon — Polk County — 


Important farmlands, 
Oregon /, 82-90 


Polk County, 


Land use — Oregon — Sherman County — 


Maps. 
Important farmlands, Sherman County, 
Oregon /, 82-94 


Land use — Oregon — Washington County 


Important farmlands, Washington 
County, Oregon /, 82-1217 


Land use — Rhode Island — Bristol County 
Important farmlands, Providence and 
Bristol Counties, Rhode Island /, 82- 

91 


Land use — Rhode Island — Providence 
County — Maps. 
Important farmlands, Providence and 
Bristol Counties, Rhode Island /, 82- 
91 


Land use — South Carolina — Anderson 
County — Maps. 
Important farmlands map, Anderson 
County, South Carolina /, 82-1179 


Land use — South Carolina — Bamberg 
County — Maps. 
Important farmlands map, Bamberg 
County, South Carolina /, 82-69 
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Land use — South Carolina — Barnwell 
County — Maps. 
Important farmlands, Barnwell County, 
South Carolina /, 82-70 


Land use — South Carolina — Beaufort 
County — Maps. 
Important farmlands map, Beaufort 
County, South Carolina /, 82-71 


Land use — South Carolina — Berkeley 
County — Maps. 
Important farmlands, Berkeley County, 
South Carolina /, 82-1181 


Land use — South Carolina — Calhoun 
County — Maps. 
Important farmlands, Calhoun County, 
South Carolina /, 82-72 


Land use — South Carolina — Charleston 
County — Maps. 
Important farmlands map, Charleston 
County, South Carolina /, 82-1183 


Land use — South Carolina — Cherokee 
County — Maps. 
Important farmlands map, Cherokee 
County, South Carolina /, 82-74 


Land use — South Carolina — Clarendon 
County — Maps. 
Important farmlands map, Clarendon 
County, South Carolina /, 82-1184 


Land use — South Carolina — Darlington 
County — Maps. 
Important farmlands map, Darlington 
County, South Carolina /, 82-1189 


Land use — South Carolina — Dillon 
County — Maps. 
Important farmlands map, Dillon County, 
South Carolina /, 82-1192 


Land use — South Carolina — Florence 
County — Maps. 
Important farmlands map, Florence 
County, South Carolina /, 82-1196 


Land use — South Carolina — Greenville 
County — Maps. 
Important farmlands map, Greenville 
County, South Carolina /, 82-1200 


Land use — South Carolina — Jasper 
County — Maps. 
Important farmlands map, Jasper County, 
South Carolina /, 82-1203 


Land use — South Carolina — Lee County 
— Maps. 
Important farmlands map, Lee County, 
South Carolina /, 82-9134 


Land use — South Carolina — Pickens 
County — Maps. 
Important farmlands map, Pickens 
County, South Carolina /, 82-4443 
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Land use — South Carolina — Spartanburg 
County — Maps. 
Important farmlands map, Spartanburg 
County, South Carolina /, 82-1212 


Land use — South Carolina — Union 
County — Maps. 
Important farmlands map, Union County, 
South Carolina /, 82-1215 


Land use — Texas — Aransas County — 
Maps. 
Soil interpretative map of important 
farmlands, Aransas County, Texas /, 
82-4411 


Land use — Texas — Bandera County — 
Maps. 
Soil interpretative map of important 
farmlands, Bandera County, Texas /, 
82-4412 


Land use — Texas — Bell County — Maps. 

Soil interpretative map of important 

farmlands, Bell County, Texas /, 82- 
4413 


Land use — Texas — Blanco County — 
Maps. 
Soil interpretative map of important 
farmlands, Blanco County, Texas /, 
82-4414 


Land use — Texas — Caldwell County — 
Maps. 
Soil interpretative map of important 
farmlands, Caldwell County, Texas /, 
82-4415 


Land use — Texas — Cameron County — 
Maps. 
Soil interpretative map of important 
farmlands, Cameron County, Texas /, 
82-4416 


Land use — Texas — Chambers County — 
Maps. 
Soil interpretative map of important 
farmlands, Chambers County, Texas /, 
82-4417 


Land use — Texas — Delta County — 
Maps. 
Soil interpretative map of important 
farmlands, Delta County, Texas /, 82- 
4419 


Land use — Texas — Falls County — Maps. 

Soil interpretative map of important 

farmlands, Falls County, Texas /, 82- 
4421 


Land use — Texas — Fort Bend County — 
Maps. 

Soil interpretative map of important 

farmlands, Fort Bend, Texas /, 82- 
4422 





January — June 1982 


Land use — Texas — Gillespie County — 
Maps. 


Soil interpretative map of important 
farmlands, Gillespie County, Texas /, 
82-4424 


Land use — Texas — Grayson County — 
Maps. 
Soil interpretative map of important 
farmlands, Grayson County, Texas /, 
82-4425 


Land use — Texas — Hood County — 
Maps. 
Soil interpretative map of important 

farmlands, Hood County, Texas /, 82- 
4428 


Land use — Texas — Hunt County — 
Maps. 
Soil interpretative map of important 

farmlands, Hunt County, Texas /, 82- 
4430 


Land use — Texas — Midland County — 
Maps. 
Soil interpretative map of important 
farmlands, Midland County, Texas /, 
82-4434 


Land use — Texas — Montague County — 
Maps. 
Soil interpretative map of important 
farmlands, Montague County, Texas /, 
82-4437 


Land use — Texas — Nacogdoches County 
— Maps. 
Soil interpretative map of important 
farmlands, Nacogdoches County, Texas 
/, 82-4440 


Land use — Texas — Navarro County — 
Maps. 
Soil interpretative map of important 
farmlands, Navarro County, Texas /, 
82-4441 


Land use — Texas — Panola County — 
Maps. 
Soil interpretative map of important 
farmlands, Panola County, Texas /, 
82-4442 


Land use — Texas — Rains County — 
Maps. 
Soil interpretative map of important 
farmlands, Rains County, Texas /, 82- 
d444 


Land use — Texas — Rockwall County — 
Maps. 
Soil interpretative map of important 
farmlands, Rockwall County, Texas /, 
82-4445 


Land use — Texas — San Patricio County 
— Maps. 
Soil interpretative map of important 
farmlands, San Patricio County, Texas 
/, 82-9135 





Land use, Rural Tennessee Lake County Maps. 


Land use — Texas — Swisher County — 
Maps. 
Soil interpretative map of important 
farmlands, Swisher County, Texas /, 
82-4449 


Land use — Texas — Wichita County — 
Maps. 
Soil interpretative map of important 
farmlands, Wichita County, Texas /, 
82-4451 


Land use — United States. 
Agricultural land availability : papers on 
the supply and demand for agricultural 
lands in the United States /, 82-1014 


Draft environmental impact statement : 
the northern region plan., 82-12538 


Final environmental impact statement on 
standards and guidelines for the north- 
ern regional plan., 82-12532 


Forestry help for the minority landown- 
er., 82-9087 


Northern regional plan., 82-12401 


The Proposed northern region plan., 82- 
12400 


Land use — United States — Classification. 
Land classification series., 82-12397 


Land use — United States — Directories. 
Coordination directory of state and feder- 
al agency water and land resources of- 
ficials., 82-14711 


Land use — United States — Planning. 
Land use planning, management, and 
control : issues and problems : study /, 
82-3503, 82-3507 


Land use — United States — Planning — 
Maps. 
Wilderness status map /, 82-3734 


Land use — Utah — Maps. 
State of Utah, land ownership and public 
management /, 82-645, 82-646, 82- 
647, 82-648, 82-649, 82-650 


Land use — Utah — Planning. 
Multiple use management decisions 
Three Corners Planning Unit. 82- 
10947 


Land use — Utah — Planning — Maps. 
Overthrust belt study area, Idaho-Utah- 
Wyoming /, 82-10896, 82-10897 


Land use — West (U.S.) — Bibliography. 
Western Energy and Land Use Team 
publications : a bibliography with ab- 
Stracts., 82-5924 


Land use — West Virginia — Hampshire 
County — Maps. 
Hampshire County, West Virginia impor- 
tant farmlands /, 82-4426 
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Land use — West Virginia — Mineral 
County — Maps. 
Important farmlands, Mineral Co., West 
Virginia /, 82-4435 


Land use — West Virginia — Morgan 
County — Maps. 
Important farmlands, Morgan County, 
West Virginia /, 82-4439 


Land use — Wisconsin — Columbia County 
— Maps. 

Important farmlands, Columbia County, 
Wisconsin /, 82-76 


Land use — Wisconsin — Dunn County — 


Important farmlands, Dunn County, Wis- 
consin /, 82-9131 


Land use — Wisconsin — Grant County — 
Maps. 
Important farmlands, Grant County, Wis- 
consin /, 82-1199 


Land use — Wisconsin — Green County — 
Maps. 
Important farmlands, Green County, Wis- 
consin /, 82-2812 


Land use — Wisconsin — Jefferson County 
— Maps. 
Important farmlands, Jefferson County, 
Wisconsin /, 82-1205 


Land use — Wisconsin — Saint Croix 
County — Maps. 
Important farmlands, St. Croix County, 
Wisconsin /, 82-4446 


Land use — Wyoming. 
Coal : amendment to Wyoming land use 
decisions : proposed : western Powder 
River basin area., 82-10965 


Land use — Wyoming — Planning — Maps. 
Overthrust belt study area, Idaho-Utah- 
Wyoming /, 82-10896, 82-10897 


Land use, Rural — Colorado. 
Effects of mountain home developments 
on surface water quality : a case study 
/, 82-12500 


Land use, Rural — Economic aspects — 
United States. 
The Protection of farmland : a reference 
guidebook for state and local govern- 
ments /, 82-14 


Land use, Rural — Tennessee — Grainger 
County — Maps. 
Important farmland in Grainger County, 
Tennessee /, 82-12605 


Land use, Rural — Tennessee — Lake 
County — Maps. 
Important farmland in Lake County, Ten- 
nessee /, 82-12606 
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Land use, Rural Tennessee Rhea County Maps. 


Land use, Rural — Tennessee — Rhea 
County — Maps. 
Important farmland in Rhea County, 
Tennessee /, 82-12609 


Land use, Rural — Tennessee — Warren 


County — Maps. 
Important farmland in Warren County, 
Tennessee /, 82-12610 


Land use, Rural — Tennessee — Williamson 
County — Maps. 
Important farmland in Williamson 
County, Tennessee /, 82-12611 


Land use, Rural — United States. 
Agricultural land availability : papers on 
the supply and demand for agricultural 


lands in the United States /, 82-1014 


The protection of farmland : a reference 
guidebook for state and local govern- 
ments : executive summary /, 82-15 


Land use, Rural — Utah — Planning. 
Mountain Valley Planning Area : multi- 
ple use management decisions : sum- 
mary., 82-14027 


Land use, Urban — Mathematical models. 
Models of urban settlement and structure 
as dynamic self-organizing systems /, 
82-6272 


Land use, Urban — United States — 
Mathematical models. 
A Dynamic model of the urban process., 
82-6280 


Landing aids (Aeronautics) 

Airborne aids for coping with low-level 
wind shear : all-weather landing sys- 
tems, engineering services support pro- 
ject, task 2 /, 82-2287 

Approved airport lighting equipment., 
82-11509 

Development of wind shear models and 
determination of wind shear hazards : 
all-weather landing systems, engineer- 
ing services support project, task 2 /, 
82-3945 

Inertially augmented approach couplers : 
all-weather landing systems, engineer- 
ing services support project, task 5 /, 
82-3944 

Microprocessor-controlled © communica- 
tions in air terminal navigation systems 
/, 82-2282 

Performance, physiological, and oculo- 
meter evaluation of VTOL landing dis- 
plays /, 82-14170 

Specification for airport light base and 
transformer housings, junction boxes, 
and accessories., 82-6421 

Specification for discharge-type flashing 
light equipment., 82-6422 

Specification for L-823 plug and recepta- 
cle, cable connectors., 82-6419 
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Study of optical techniques for indirect 
generation of runway approach lights / 
, 82-6464 : 

Vortex advisory system safety analysis /, 
82-14463 


Landing mats. 

Traffic slope tests of military inventory 
items and their effectiveness in riverine 
egress tests /, 82-5018 

Landsat satellites. 

Effects of the satellite power system on 
low earth orbit and geosynchronous 
satellites /, 82-12894 

Ice conditions in the eastern Bering Sea 
from NOAA and LANDSAT imagery 

: winter conditions 1974, 1976, 1977, 
1979 /, 82-9495 


Satellite remote sensing study of the 
trans-boundary movement of pollutants 
/, 82-5257 


Use of Landsat data to assess waterfowl 
habitat quality /, 82-5919 


Landsat satellites — Data processing — 

Handbooks, manuals, etc. 

Manual on characteristics of Landsat 
computer-compatible tapes produced 
by the EROS data center digital image 
processing system /, 82-5797 


Landsat satellites — Remote sensing. 
The use of Landsat digital data and com- 
puter-implemented techniques for an 
agricultural application /, 82-11160 


Landsat satellites — Scientific applications 


— Congresses.. 

CENTO Workshop on Applications of 
Remote Sensing Data and Methods, 
proceedings, Istanbul, Turkey, October 
5-12, 1976., 82-1907 


Landscape — North Central States. 
A landscape inventory framework 
scenic analyses of the Northern Great 
Plains /, 82-12456 


assessment — Great Plains. 
A landscape inventory framework 
scenic analyses of the Northern Great 
Plains /, 82-12456 


protection — California — Big 

Sur Coast National Scenic Area. 

Big Sur Coast Area Act : report with 
supplemental views (to accompany 
H.R. 7380) (including cost estimate of 
the Congressional Bugdet Office)., 82- 
2340 


protection — Law and legislation 

— United States. 

Big Sur Coast Area Act : report with 
supplemental views (to accompany 
H.R. 7380) (including cost estimate of 
the Congressional Bugdet Office)., 82- 
2340 
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Landslides — Wyoming — Gros Ventre 

Slide Geological Area — Maps. 

Gros Ventre Slide Geological Area / 
U.S. Department of Agriculture, 
Forest Service, Intermountain Region., 
82-1145 


Langley Mach 7 Scramjet Test Facility. 
Operating characteristics of the Langley 
Mach 7 Scramjet Test Facility /, 82- 
6091 


Language and languages — Study and 
teaching. 


National security and economic growth 
through foreign language improvement 
: hearings before the Subcommittee on 
Postsecondary Education of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-seventh 
Congress, first session, on H.R. 3231 ... 
hearings held in Washington, D.C., on 
July 14, 15, New Haven, Conn., Sep- 
tember 25, 1981., 82-6790 


Languages, Modern — Study and teaching 
— Bibliography — Catalogs. 
Foreign languages., 82-3540 


Larceny — United States. 

The identification and recovery of stolen 
property using automated information 
systems : an investigator’s handbook /, 
82-10981 


Larch — Diseases and pests — Alaska. 
Effects on eastern larch beetle of its natu- 
ral attractant and synthetic pheromones 
in Alaska /, 82-4372 


Larch — Montana — Coram Experimental 

Forest. 

Volume and weight characteristics of a 
typical Douglas-fir/western larch 
stand, Coram Experimental Forest, 
Montanta /, 82-2802 


Larch case-bearer — Control. 
Testing aerially applied orthene for con- 
trol of larch casebearer /, 82-12458 


Large type books. 
Braille scores catalog—instrumental /, 
82-14154 


Las Vegas (Nev.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Las Vegas, 
Nevada, annual summary with com- 
parative data., 82-4674 


Las Vegas (Nev.) — Description. 
USA, Los Angeles, Las Vegas, Southern 
California, and Southern Nevada., 82- 
3091 


Laser beams. 
Accurate analytic approximations and nu- 
merical solutions for the structure of 





January — June 1982 


quasi-static laser driven ablations layers 
/, 82-13214 
Feasibility of shipboard laser-attenuation 


measurements with a portable transmis- 
someter /, 82-1533 


Laser-extinction and high-resolution at- 


Range, New Mexico, March 1979 /, 
82-3263 


NRL Inertial Confinement Fusion 
Theory Program : 1979 annual report, 
October 1978 - December 1979 /, 82- 
13216 


Technical papers on airborne laser hy- 
drography : (March -December 1978) / 
, 82-4642 

The use of LEDS to simulate weak Yag- 
laser beams /, 82-1367 


Laser Doppler velocimeter — Testing. 

A scanning laser-velocimeter technique 
for measuring two-dimensional wake- 
vortex velocity distributions /, 82- 
6158 


Laser plasmas. 
XUV aluminum spectra of laser-produced 
plasmas, 82-13212 


Lasers. 
The Cost effectiveness of airborne laser 
hydrography /, 82-4643 


Development of tunable high pressure 
CO2 laser for lidar measurements of 
pollutants and wind velocities, January 
1976 to December 1977 /, 82-11103 


Investigations of CARS and laser-induced 
saturated fluorescence for practical 
combustion diagnosis /, 82-13648, 
82-13649 

Ocean remote sensing using lasers /, 82- 
9494 


Study of LPE methods for growth of 
InGaAsP/InP CW lasers /, 82-14203 


Turbine tip clearance measurement /, 
82-1499 


Wide angle, color, holographic infinity 
optics display / by Jose R. Magarinos, 
Daniel J. Coleman., 82-305 


Lasers — Congresses. 

Laser induced damage in optical materi- 
als, 1980 : proceedings of a symposium 
sponsored by National Bureau of 
Standards ... [et al.], September 30-Oc- 
tober 1, 1980, NBS, Boulder, Colorado 
/, 82-9484 


Lasers — Military applications. 
The ARI prototype small gun laser en- 
gagement system /, 82-1446 


Lasers — Power supply — Congresses. 
Space Laser power transmission system 
studies /, 82-11121 





Law reports, digests, etc. U.S. Periodicals. 


Lasers — Resonators. 
Light distribution near the line focus in a 
HSURIA laser resonater /, 82-1539 
Lasers in aeronautics — Congresses. 
Heterodyne systems and technology : 
proceedings of an international confer- 
ence held at Williamsburg, Virginia, 
March 25-27, 1980., 82-6175 


Latin America — Bibliography — 
Latin America and the Caribbean., 
10422 


82- 


Latin America — Foreign relations — 

United States. 

A Senate view : Latin America and the 
United States in a time of change : a 
report to the United States Senate., 
82-14611 


Latin America — Foreign relations — 
United States — Addresses, essays, 
lectures. 

Tasks for U.S. foreign policy in the hemi- 
sphere : Latin America and the Carib- 
bean, June 3, 1981., 82-11236 


Latin Americans — United States, 

Hispanic immigration and Select Com- 
mission on Immigration’s final report : 
hearings before the Subcommittee on 
Census and Population of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, Ninety-sev- 
enth Congress, first session, April 27, 
28, 1981., 82-1094 


Lauderdale County (Ala.) — Maps. 
Soil interpretive map of important farm- 
lands, Lauderdale County, Alabama /, 
82-9133 


Launch vehicles (Astronautics) 
Transonic pressure and load distributions 
for a group of simulated launch vehi- 
cles /, 82-6078 


Laundry workers — Training of — United 
States. 


Laundry and bath specialist., 82-13065 


Law — Periodicals — United States. 
Congressional record : proceedings and 
debates of the Congress., 82-907, 82- 
908 


Congressional record (Permanent ed.), 
82-907, 82-908 


Law — United States. 

Laws, etc., 82-10460, 82-10461, 82- 
10462 

United States statutes at 
10460, 82-10461, 


large., 82- 
82-10462 


Law — United States — Periodicals. 
Congressional record : proceedings and 
debates of the Congress., 82-4019, 
82-11726, 82-14578, 82-14588, 82- 
14589 
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i record (Permanent ed.), 
82-4019 


[Laws,  etc.], 82-6602, 82-6603, 82- 
11821, 82-14663, 82-14664 
United States code. Supplement /, 


6602, 82-6603, 82-11821, 
82-14664 


82- 
82-14663, 


Law enforcement — Arizona — Phoenix. 
An analysis of DWI enforcement activity 
: section two analytic study III /, 82- 
11613 


Law enforcement — California — Stockton. 
Implementation manual for DUI enforce- 
ment /, 82-11658 


Law enforcement — Information services — 

United States. 

Outlook for multistate regional intelli- 
gence projects : twelfth report by the 
Committee on Governmental Oper- 
ations., 82-2407 


Law enforcement — United States. 
99 facts about the FBI : questions and 
answers., 82-10971 


Law enforcement — United States — 
Bibliography — 


Law enforcement., 82-5564 


Law libraries — United States. 
Improving the federal court 
system /, 82-11015 


Law reporting — United States. 

Improvement in federal court reporting 
procedures : hearing before the Sub- 
committee on Courts of the Committee 
on the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on improvements in federal court re- 
porting procedures, June 26, 1981., 
82-2673 


library 


Law reports, digests, etc. — United States — 

Periodicals. 

Cases decided in the United States Court 
of Claims ... with report of decisions of 
the Supreme Court in Court of Claims 
cases /, 82-666, 82-14074, 82-14075 

Court-martial reports : holdings and deci- 
sions of the Courts of Military Review 
and United States Court of Military 
Appeals., 82-148 

Court of Claims reports, 82-14074, 82- 
14075 


Decisions of the United States Merit Sys- 
tems Protection Board., 82-2056, 82- 
6074, 82-11074 

Reports of the United States Tax Court / 
, 82-668, 82-669, 82-14080 

Reports of the United States Tax Court 
(1975), 82-668, 82-669, 82-14080 


U.S. Court of Claims reports, 82-666, 
82-14074, 82-14075 
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United States reports : cases adjudged in 
the Supreme Court at ..., 82-5963, 
82-14076 


United States Tax Court reports, 82- 
668, 82-669, 82-14080 


Law students — United States. 
The honor law graduate program /, 
11864 


Lawyers — United States — Fees. 

Award of attorneys’ fees against the fed- 
eral government : hearings before the 
Subcommittee on Courts, Civil Lib- 
erties, and the Administration of Jus- 
tice of the Committee on the Judiciary, 
House of Representatives, Ninety-sixth 

second session, on S. 265 ... 
May 20 and June 24, 1980., 82-1076 

Payment of attorneys’ fees in tax litiga- 
tion : hearing before the Subcommittee 
on Select Revenue Measures of the 
Committee on Ways and Means, House 
of Representatives, Ninety-seventh 
Congress, fisrt session, September 28, 
1981., 82-12300 


Recovery of attorney’s fees in tax cases : 
hearing before the Subcommittee on 
Oversight of the Internal Revenue 
Service of the Committee on Finance, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 752 and S. 
1673, October 19, 1981., 82-15098 


Layoff systems — United States. 
Reduction in force benefits guide., 
776 


Reductions in force in federal agencies., 
82-771 


82- 


82- 


Behavior of coal ash particles in water : 
trace metal leaching and ash settling /, 
82-13644 


Comparison of four leachate-generation 
procedures for solid waste character- 
ization in environmental assessment 
programs /, 82-13655 

Environmental and resource conservation 
considerations of steel in dustry solid 
waste /, 82-13551 

Physical properties and leach testing of 
solidified/stabilized flue gas cleaning 
wastes., 82-10215 

Properties of radioactive wastes and 
waste containers : progress report no. 
10, July-September 1978 /, 82-11925 

The removal of iron from aluminum 
chloride leach liquor by solvent extrac- 
tion /, 82-5874 

Lead — Electrometallurgy. 

Electrolytic method for recovery of lead 

from scrap batteries /, 82-5900 


Lead — Statistics — Periodicals. 
Lead, 82-3702 
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Preprint from the ... Bureau of Mines 
Minerals yearbook. Lead., 82-3702 


Lead industry and trade — Environmental 
aspects — United States. 
Assessment of the use of fugitive emission 
control devices /, 82-10140 


— Indexes. 
Cadmium and lead levels in human blood 
and kidney : a literature search /, 82- 
13684 


Concepts of Air Force leadership /, 82- 


5142 


Construct validity of leader effectiveness 
criteria /, 82-9771 

The effects of multidimensionality on the 
predictive and construct validity of the 
LPC scale /, 82-9766 


Relationship between leader knowledge, 
directive behavior, and performance in 
administrative, technical, and combat 
situations /, 82-9773 


Replication and extension of Collins’ 
locus of control scale /, 82-3173 

Training battalion command groups in 
simulated combat : indentification and 
measurement of critical performances / 
, 82-4946 


Leading edges (Aerodynamics) — Testing. 
Estimation of attainable leading-edge 
thrust for wings at subsonic and super- 
sonic speeds, 82-11132 


Leaf-spot. 
How to identify and control Marssonina 
leaf spot of poplars., 82-4377 


*Learning 
Human learning and behavior : research 
programs of the National Institute of 
Child Health and Human Develop- 
ment, 1981 /, 82-13814 


Learning, Psychology of. 

Impact of learning styles on Air Force 
technical training : relationships among 
cognitive style factors and perceptual 
types /, 82-3321 

Learning strategy training materials : a 
selected subset /, 82-5150 

Systematic training program for enhanc- 
ing learning strategies and skills : fur- 
ther development /, 82-5149 

Task analysis schema based on cognitive 
style and supplantational instructional 
design with application to an Air Force 
training course /, 82-5168 


Learning disabilities — United States — 
Congresses. 


Can public schools meet the literacy 
needs of the handicapped? /, 82-13498 
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Lease and rental services — Law and 
legislation — United States. 
ICC needs to eliminate improper leasing 
practices by certificated motor carriers 
: report to the Chairman, Committee 
on the Judiciary, United States Senate 
/, 82-10334 


Least squares. 
Goldstone validation survey—phase 1/, 
82-1386 


Leather industry and trade — United States 
— Employees — Statistics. 
Occupational employment : leather tan- 
ning and finishing industry /, 82- 
11050 


Leather industry and trade — United States 
— Statistics. 
1977 census of manufactures, 82-9205, 
82-12692 


Leather workers — Employment — United 

States — Statistics. 

Occupational employment luggage, 
handbags, and personal leather goods 
industry (SIC 316 and 317), June 1971 
/, 82-11052 


Leaves — Anatomy — Atlases. 
A scanning electron microscope survey 
of the epidermis of East African 
grasses, I /, 82-6232 


Leaves — Burning. 
Heat content of bark, twigs, and foliage 
of nine species of western conifers /, 
82-12477 


Lebanon — Politics and government. 
Lebanon, US policy /, 82-2147 


Lebanon — Population — Statistics. 
Near East, Lebanon : selected statistical 
data by sex., 82-11353 


Lebanon — Relations — United States. 
Lebanon, US policy /, 82-2147 


Lee County (S.C.) — Maps. 
Important farmlands map, Lee County, 
South Carolina /, 82-9134 


Leelanau County (Mich.) — Maps. 
Important farmlands, Leelanau County, 
Michigan /, 82-1208 


Lefever, Ernest W. 

Nomination of Ernest W. Lefever : hear- 
ings before the Committee on Foreign 
Relations, United States Senate, 
Ninety-seventh Congress, first session, 
on nomination of Ernest W. Lefever, 
to be assistant secretary of state for 
human rights and humanitarian affairs, 
May 18, 19, June 4, and 5, 1981., 82- 
2655 
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Legal assistants. 
Legal clerk : MOS 71D, soldier’s manual, 
skill level 1/2/3., 82-13085 


Legal clerk : MOS 71D, soldier’s manual, 
skill level 4/5., 82-13086 


Legal assistants — Training of — United 
States. 


MOS 71D, legal clerk., 82-13084 


Legal deposit (of books, etc.) — United 
States — Periodicals. 
Government depository 

6885 


Laws, etc., 


libraries., 82- 


82-6885 


Legal documents — United States — 
Bibliography — Catalogs. 
United States Code, 1976., 


Legibility (Printing) 
The legibility of highway guide signs 
with special reference to cardinal di- 
rection indications /, 82-11445 


Legislation — United States. 
Joint Resolution to Correct Public Law 
97-12 Due to an Error in the Enroll- 
ment of H.R. 3512, 82-1805 


*Legislation — United States — 
bibliography. 

Cumulative index of congressional com- 
mittee hearings (not confidential in 
character). Supplement., 82-6604 

Index of congressional committee hear- 
ings, 82-6604 


82-5600 


Legislation — United States — Periodicals. 
Legislative record of the Committee on 
Ways and Means, U.S. House of Rep- 
resentatives along with brief historical 
and other pertinent information con- 
cerning the Committee., 82-6914 


Legislative auditing — United States. 
The financial disclosure process of the 
legislative branch can be improved : 
report to the Congress /, 82-473 


The financial disclosure process of the 
legislative branch can be improved : 
summary : report to the Congress /, 
82-474 


Legislative hearings — United States — 
Indexes — Periodicals. 
Cumulative index of congressional com- 
mittee hearings (not confidential in 
character). Supplement., 82-6604 


Hearings before and special reports made 
by Committee on Armed Services of 
the House of Representatives on sub- 
jects affecting the naval and military 
establishments., 82-15033 


Index of congressional committee hear- 
ings, 82-6604 


Index to witness and organization appear- 
ances before the House Select Commit- 





tee on Aging during the ... Congress /, 
82-15007, 82-15008 


Legislative oversight — United States. 

Background information on regulatory 
reform and congressional review of 
agency rules with a summary of H.R. 1 
(as introduced) /, 82-1100 

Federal judicial branch : oversight hear- 
ing before the Subcommittee on 
Courts, Civil Liberties, and the Admin- 
istration of Justice of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on federal judicial branch, May 
6, 1981., 82-2670 


Inspectors general legislation : hearing 
before the Committee on Governmen- 
tal Affairs, United States Senate, 
Ninety-seventh Congress, first session., 
82-12201 


Legislative veto proposals hearing 
before the Subcommittee on Agency 
Administration of the Committee on 
the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 890 ... and S. 684 ... April 23, 
1981., 82-1083 


Overview and assessment of economic 
and regional development programs 
under the jurisdication of the Subcom- 
mittee on Economic Development : 
hearings before the Subcommittee on 
Economic Development of the Com- 
mittee on Public Works and Transpor- 
tation, House of Representatives, 
Ninety-seventh Congress, first session, 
May 11, 12, and 13, 1981., 82-2698 


Role of OMB in regulation : hearing 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, June 18, 1981., 82-15085 


Legislators — United States — Biography 

— Addresses, essays, lectures. 

Memorial services held in the House of 
Representatives and Senate of the 
United States, together with tributes 
presented in eulogy of William R. 
Cotter, late a representative from Con- 
necticut /, 82-15232 


Lesotho — Description and travel. 
Background notes, Lesotho., 82-14267 
Lesotho., 82-2834 


VA-70 shrub lespedeza., 82-4295 


Letter-writing — Bibliography — Catalogs. 
Stenography, typing and writing., 82- 
$552 
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Letters of credit — United States. 
Below the bottom line : the use of contin- 
gencies and commitments by commer- 
cial banks /, 82-10322 


Leucocytes. 
Leukocyte morphology in healthy and 
diseased state /, 82-13884 


Leucocytes — Tables. 

Total white blood cell counts for persons 
ages 1-74 years with differential leuko- 
cyte counts for adu'ts ages 25-74 years 
: United States, 1971-1975 /, 82-10633 


Leukemia — Abstracts. 

Current cancer research on clinical as- 
pects of leukemias, lymphomas, and 
lymphoproliferative disorders., 82- 
10543 

Current cancer research on clinical as- 
pects of leukemias, lymphomas and 
other lymphoproliferative disorders., 
82-5691 

Selected abstracts on chemotherapy of 
acute leukemia with anthracycline anti- 
biotics /, 82-13803 


Leukemia — Diagnosis — Abstracts. 
Current cancer research on clinical diag- 
nosis and treatment of leukemias and 
lymphomas., 82-10557 


*Leukemia — drug therapy — abstracts 
Selected abstracts on chemotherapy of 
acute leukemia with anthracycline anti- 
biotics /, 82-13803 


Leukemia, Radiation-induced. 
Excess cancer incidence in Mesa County, 
Colorado /, 82-4120 


*Leukocyte count — United States — 

Statistics. 

Total white blood cell counts for persons 
ages 1-74 years with differential leuko- 
cyte counts for adults ages 25-74 years 
: United States, 1971-1975 /, 82-10633 


Levees — Illinois. 
Documentation and analysis of Rock 
Island underseepage data /, 82-4990 


Levees — Maintenance and repair. 
Use of lime in levee restoration /, 82- 
4987 


Level indicators — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 6680. Liquid and 
gas flow, liquid level, and mechanical 
motion measuring instruments, 82- 
12991 


Leveling — California. 
Geodetic leveling and the sea level slope 
along the California coast /, 82-3107 
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Leveling — United States. 
A model of temperature stratification for 
correction of leveling refraction /, 82- 
“12823 


Climate — Statistics — 


Local climatological data. Lexington, 
Kentucky, annual summary with com- 
parative data., 82-1395 


Li, Yuk Lee, 1954- 
Yuk Yee Li : report (to accompany H.R. 
2975)., 82-4054 


Liability for aircraft accidents — United 

States. 

Civil aviation protocols : hearing before 
the Committee on Foreing Relations, 
United States Senate, Ninety-seventh 
Congress, first session, on protocol re- 
lating to an amendment to the interna- 
tional civil aviation convention (97-4), 
two related protocols to the conven- 
tion on international civil aviation, and 
two related protocols to the conven- 
tion for the unification of certain rules 
relating to international carriage by air, 
as amended (EX.B, 95-1), September 
29, 1981., 82-15120 


Liability for environmental damages — 

United States. 

Superfund oversight : hearings before the 
Subcommittee on Commerce, Trans- 
portation, and Tourism of the Commit- 
tee on Energy and Commerce, House 
of Representatives, Ninety-seventh 
Congress, first session, on oversight of 
the Comprehensive Environmental Re- 
sponse Compensation and Liability Act 
of 1980, February 19, 26, and July 29, 
1981., 82-15086 


Liability for fire damages. 

Report on 1980 property loss comparison 
fires : an insurance industry assessment 
of the impact of residential sprinklers 
on fire loss., 82-10307 


Liability for hazardous substances pollution 
damages — United States. 

Implementation of the Comprehensive 
Environmental Response, Compensa- 
tion, and Liability Act of 1981 : hear- 
ing before the Subcommittee on Envi- 
ronmental Pollution of the Committee 
on Environment and Public Works, 
United States Senate, Ninety-seventh 
Congress, first session, July 8 and 20, 
1981., 82-12242 


Superfund oversight : hearings before the 
Subcommittee on Commerce, Trans- 
portation, and Tourism of the Commit- 
tee on Energy and Commerce, House 
of Representatives, Ninety-seventh 
Congress, first session, on oversight of 
the Comprehensive Environmental Re- 
sponse Compensation and Liability Act 
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of 1980, February 19, 26, and July 29, 
1981., 82-15086 


Liability for nuclear damages — United 
States. 


Price-Anderson Act : hearing before the 
Subcommittee on Energy Research and 
Production of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, September 15, 1981., 
82-12255 


Liability for railroad accidents — United 
States. 


Study of liability, insurance and indemni- 
fication problems for FRA programs., 
82-11465 


Liability for traffic accidents — Michigan. 
An examination of legal and administra- 
tive actions taken against at-fault driv- 
ers involved in fatal traffic crashes /, 
82-11617 


Liberia — Description and travel. 
Background notes, Liberia., 82-14268 
Liberia, post report /, 82-6221 
The Peace Corps in Liberia., 82-2835 

Liberty Plaza Park (Ann Arbor, Mich.) 


Evaluation of a vest-pocket park /, 82- 
9114 


Libraries — United States — Bibliography 


Catalogs. 
Libraries and library collections., 
10412 


Libraries, Depository — United States — 
Periodicals. 


82- 


Government 
6885 


Laws, etc., 


depository libraries., 82- 


82-6885 
*Libraries, Medical — United States — 


periodicals, 
National Library of Medicine programs 


82-13824 


Libraries, University and college — United 
States — Statistics — Yearbooks. 
Library statistics of colleges and universi- 
ties. Institutional data /, 82-10486 


and services., 


Libraries and state — United States. 
Library programs /, 82-13479 


Libraries and the physically handicapped — 
United States — Directories. 
Address list, regional and subregional li- 
braries for the blind and physically 
handicapped /, 82-14152 


Regional and subregional libraries for the 
blind and physically handicapped, 82- 
14152 


Libraries and the physically handicapped — 
United States — Periodicals. 
Projects & experiments., 82-11071 
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Catalogs. 
Libraries and library collections., 
10412 


Library of Congress. 
Special collections in the Library of Con- 
gress : a selective guide /, 82-2049 


Library of Congress — Art collections. 
Popular & applied graphic art in the Li- 
brary of Congress., 82-704 


Library of Congress — Catalogs. 
The canon law collection of the Library 
of Congress : a general bibliography 
with selective annotations /, 82-11072 


ns Ke of Congress. Congressional Research 
— Bibliography — Periodicals. 
ca studies in the public domain., 
707, 82-2053 


Library of Congress. Congressional Research 
Service 


82- 


82- 


— Catalogs. 
CRS publications available to the public : 
for sale by the Superintendent of Doc- 
uments., 82-14151 


Library of Congress. Copyright Office. 

Copyright Office, the U.S. Patent and 
Trademark Office, and the Copyright 
Royalty Tribunal : oversight hearings 
before the Subcommittee on Courts, 
Civil Liberties, and the Administration 
of Justice of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-seventh Congress, first session, 
on Copyright Office, the U.S. Patent 
and Trademark Office and the Copy- 
right Royalty Tribunal, March 4 and 
June 11, 1981., 82-2672 


Library of Congress. Copyright Office — 
Periodicals. 


Annual report of the Register of Copy- 
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States Senate, Ninety-seventh Con- 
gress, first session, on Small Business 
Administration’s direct loan programs, 
October 27, 1981., 82-12269 


Loans — United States — Government 


guaranty. 

Alcohol fuel loan guarantee program : 
hearing before the Subco mmitte on 
Oversight and Investigations of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, February 
6, 1981., 82-6881 


Beginning Farmers Assistance Act : hear- 
ings before the Subcommittee on For- 
ests, Family Farms, and Energy and 
the Subcommittee on Conservation, 
Credit, and Rural Development of the 
Committee on Agriculture, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 2977, June 
17 and 18, 1981., 82-2592 


Federal credit activity and H.R. 2372 
(Federal Lending Oversight and Con- 
trol Act) : hearings before the Task 
Force on Enforcement, Credit, and 
Multiyear Budgeting of the Committee 
on the Budget, House of Representa- 
tives, Ninety-seventh Congress, first 
session, October 28 and 29, 1981., 82- 
12109 


The Federal Financing Bank and the 
budgetary treatment of federal credit 
activities /, 82-12306 


A guidelines handbook on federal loan 
guarantee programs : staff study /, 
82-6765 


Hearing on H.R. 2038 and H.R. 2039 : 
hearing before the Subcommittee on 
Housing and Memorial Affairs of the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session, April 9, 1981., 
82-1117 


SBA’s farm disaster loan program : hear- 
ings before the Committee on Small 
Business, United States Senate, Ninety- 
seventh Congress, first session, on 
SBA’s farm disaster loan program, Sep- 
tember 9 and 10, 1981., 82-12268 


SBA’s pilot programs to improve guaran- 
ty loan procedures need further devel- 
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opment : 
82-5464 

SBA’s pilot programs to improve guaran- 
ty loan procedures need further devel- 
opment : report to the Congress : sum- 
mary /, 82-5465 

Tosco loan guarantee proposal : hearing 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventh Con- 
gress, first session, on Defense Produc- 
tion Act loan guarantees to Tosco Cor- 
poration for Tosco’s part in the colony 
shale oil project in western Colorado, 
October 7, 1981., 82-6772 


Loans — United States — Statistics. 
A brief history of Farmers Home Admin- 
istration., 82-1226 


Loans, Foreign — Guatemala. 
Inter-American Development Bank loans 
to Guatemala : hearing before the Sub- 
committee on International Develop- 
ment Institutions and Finance of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, December 8, 1981., 82-15045 


Loans, Foreign — United States. 
Inter-American Development Bank loans 
to Guatemala : hearing before the Sub- 
committee on International Develop- 
ment Institutions and Finance of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, December 8, 1981., 82-15045 


Loans, Personal — United States. 
Do you speak “credit”? : when you sign 
a loan contract you may be agreeing to 
some strange things., 82-3500 


report to the Congress /, 


Local finance — United States — States — 
Bibliography — Catalogs. 


Census of governments., 82-1782 


Local finance — United States — Statistics 
— Periodicals. 
City government finances in ..., 
12703 


County government finances in ..., 
110 


82- 


82- 


Local government — United States. 
Revenue sharing facts for local govern- 
ments., 82-832 
State and local economic development 
strategy : a “supply side” perspective : 
a staff study /, 82-4215 


Local government — United States — 
Appropriations and expenditures. 
Measuring local discretionary authority., 

82-11826 
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Local government — United States — 
Personnel management — Bibliography — 
Periodicals. 

Personnel management in state and local 
governments /, 82-11182 


Local officials and employees — Pensions — 
United States — Finance — Statistics — 
Periodicals. 

Finances of employee-retirement systems 
of state and local governments in ..., 
82-1354 


Local officials and employees — Training of 
— United States. 
IPA projects for improved state & local 
management /, 82-14247 


Local officials and employees — United 

States. 

Background material on social security 
coverage of governmental employees 
and employees of nonprofit organiza- 
tions /, 82-15226 


Local officials and employees — United 
States — Bibliography — Catalogs. 
Census of governments., 82-1782 


Local taxation — United States. 
State and local economic development 
strategy : a “supply side” perspective : 
a staff study /, 82-4215 


Local transit. 
Policy guidance for public transportation 
decision makers: a training course /, 

82-3860 


Transit fare prepayment demonstrations 
in Austin, Tx and Phoenix, Az., 82- 
3957 


Local transit — California — Fares. 
Efficiency and equity implications of al- 
ternative transit fare policies /, 82- 
6282 


Local transit — California — Orange 
County — Planning. 
Orange County, dual mode planning case 
study /, 82-6493 


Local transit — California — San Francisco 
Bay Region — Noise. 
Noise assessment of the Bay Area Rapid 
Transit system /, 82-11594 


Local transit — Canada — Case studies. 
Joint development : making the real 
estate-transit connection /, 82-6481 


transportation networks on regional 
productivity and development., 82- 
6279 
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Local transit — Fires and fire prevention. 
Safety effectiveness evaluation of rail 
rapid transit safety., 82-11431 


Local transit — Illinois — Danville. 
The Runaround : user-side subsidies for 
mass transportation in Danville, Illinois 
/, 82-2303 


Local transit — Iowa — Accounting. 
Uniform data management system 
system development and testing /, 82- 
11392 


Local transit — lowa — Management. 
Uniform data management system =: 
system development and testing /, 82- 
11392 


Local transit — Ohio — Cleveland — Noise 
control. 
Noise assessment of the Greater Cleve- 
land Regional Transit Authority heavy 
rail transit system /, 82-14515 


Local transit — Pennsylvania — 

Philadelphia — Noise control. 
Noise assessment of the Southeastern 
Pennsylvania Transportation Authority 
heavy rail transit system /, 82-14514 


Local transit — Research — United States 
— Periodicals. 
Innovation in public transportation /, 
82-11589 


Local transit — Social aspects — United 
States. 
Generic alternatives analyses 
report., 82-11591 


final 


Local transit — Texas — Austin — Fares. 
Transit fare prepayment demonstrations 
in Austin, Tx and Phoenix, Az., 82- 
3957 


Local transit — United States. 
AGT guideway and station technology /, 
82-14508 


Elevated guideway cost-ride quality stud- 
ies for group rapid transit systems /, 
82-2218 


Operating multi-modal urban transporta- 
tion systems /, 82-3861 


Transit car performance comparison : 
State-of-the-Art Car vs. PATCO tran- 
sit car, NYCTA R-46, MBTA Silver- 
birds /, 82-2304 


Transit problems in small cities and non- 
urbanized areas : Task A : an inventory 
of transportation services in places of 
less than ten thousand population out- 
side of urbanized areas : final report /, 
82-14501 


Transit service reliability., 82-3956 


Local transit — United States — 
Accounting. 
Urban mass transportation industry uni- 
form system of accounts and records 
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and reporting system : level C report- 
ing manual and sample forms., 82- 
6483 


Local transit — United States — 
Bibliography — Catalogs. 
Mass transit., 82-507 


Local transit — United States — Case 
studies. 
Joint development : making the real 
estate-transit connection /, 82-6481 


Local transit — United States — 


Congresses. 

Proceedings of the Fourth National Con- 
ference on Rural Public Transportation 
: held in June 1979 in Vail, Colorado / 
Sponsored by U.S. Department of 
Transportation, Office of the Secretary 
[and] Transportation Research Board., 
82-6281 


Proceedings of Workshop on Methodolo- 
gy for Evaluating the Effectiveness of 
Transit Crime Reduction Measures in 
Automated Guideway Transit Systems 
/, 82-2305 


Local transit — United States — Cost of 
operation. 
Generic alternatives analyses 
report., 82-11591 
Patronage impacts of changes in transit 
fares and services /, 82-11583 


Survey and analysis of bus rehabilitation 


in the mass transportation industry /, 
82-6487 


final 


Local transit — United States — Employees. 
Study of operator absenteeism and work- 
ers’ compensation trends in the urban 
mass transportation industry /, 82- 
6492 


Local transit — United States — Energy 
consumption. 
Transportation energy contingency strat- 
egies /, 82-14330 


Local transit — United States — Evaluation. 
Generic alternatives analyses final 
report., 82-11591 


Local transit — United States — Fares. 
The consequences of short-range transit 
improvements : an overview of a re- 
search program /, 82-14503 


Patronage impacts of changes in transit 
fares and services /, 82-11583 

Transit passes 
ness and transit., 


innovations from busi- 
82-11388 


Local transit — United States — Labor 
productivity. 

Study of operator absenteeism and work- 
ers’ compensation trends in the urban 
mass transportation industry /, 82- 
6492 
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Local transit — United States — 
Management. 
Mass transit management : a handbook 
for small cities /, 82-6283 


Survey and analysis of bus rehabilitation 
in the mass transportation industry /, 
82-6487 


Local transit — United States — Noise — 
Measurement. 
Noise assessment of the Port Authority 
Transit Corporation Lindenwold rail 
transit line /, 82-6488 


Local transit — United States — Pianning. 
Planning and designing a transit center 
based transit system : guidelines and 
examples from case studies in 22 cities 
/, 82-11597 


Local transit — United States — Safety 
measures, 
Safety effectiveness evaluation of rail 
rapid transit safety., 82-11431 


Local transit — United States — Stations. 
Conceptual study of handicapped facili- 
ties for new subway station designs : 
final report /, 82-6485 


Planning and designing a transit center 
based transit system : guidelines and 
examples from case studies in 22 cities 
/, 82-11597 


Local transit — United States — 
Technological innovations — Abstracts. 
Transit technology evaluation : a litera- 

ture capsule., 82-11588 


Locks (Hydraulic engineering) 

Filling and emptying system for Bay 
Springs Lock, Tennessee-Tombigbee 
Waterway, Mississippi hydraulic 
model investigation /, 82-170 


Filling and emptying system, New Ship 
Lock, Mississippi River-Gulf Outlet, 
Louisiana : hydraulic model investiga- 
tion /, 82-1458 


Instrumentation observations from the U- 
frame lock of the Arkansas River Lock 
and Dam 5 /, 82-5026 


Lock design, bottom longitudinal filling 
and emptying system /, 82-5024 

Navigation conditions at Lock and Dam 
53, Ohio River, Kentucky and Illinois : 
hydraulic model investigation /, 82- 
4999 


Navigation conditions at Locks and Dam 
26, Mississippi River : hydraulic model 
investigation /, 82-1463 

Navigation conditions at the upstream ap- 
proach to Lock and Dam No. 3, Mis- 
sissippi River : hydraulic model investi- 
gation /, 82-174 


Single-valve prototype tests, main lock, 
Locks and Dam 26, Mississippi River, 
Alton, Illinois /, 82-5020 








LOFT (Nuclear reacto: safety test facility) 


Vortex problem at intake, Lower St. An- 
thony Falls Lock and Dam, Mississippi 
River, Minneapolis, Minnesota : hy- 
draulic model investigation /, 82-4997 


Locks (Hydraulic engineering) — Alabama. 
Prototype filling and emptying system 
measurements, New Bankhead Lock, 
Black Warrior River, Alabama /, 82- 
3180 


Locks (Hydraulic engineering) — Arkansas 

River — Mathematical models. 

Lock approach canal surge and tow squat 
at Lock and Dam 17, Arkansas River 
Project : mathematical model investiga- 
tion /, 82-1465 


Locks (Hydraulic engineering) — Louisiana. 

Seabrook Lock Complex, Lake Pontchar- 

train, La. : design for wave protection 

at lock entrance : hydraulic model in- 
vestigation /, 82-5005 


Seabrook Lock Complex, Lake Pontchar- 
train, Louisiana : design for wave pro- 
tection at a temporary entrance during 
various phases of lock construction : 
hydraulic model investigation /, 82- 
9805 


Locks (Hydraulic engineering) — Minnesota 

— Minneapolis. 

Modifications to filling and emptying 
system of Lock No. 1, Mississippi 
River, Minneapolis, Minnesota : hy- 
draulic model investigation /, 82-5002 


Locks (Hydraulic engineering) — Mississippi 

River. 

Modifications to filling and emptying 
system of Lock No. 1, Mississippi 
River, Minneapolis, Minnesota 
draulic model investigation /, 


Locks (Hydraulic engineering) — Protection. 
Cathodic protection of civil works struc- 
tures /, 82-1485 


Locks (Hydraulic engineering) — 
Washington (State) 
Navigation lock for Lower Granite Dam, 
Snake River, Washington : hydraulic 
model investigations /, 82-5032 


Locks and keys. 
Reinforcement system for 
gates., 82-13203 


chain-link 


Locomotives — Equipment and supplies. 
Rail system investment analysis : sample 
evaluation of a locomotive rebuilding 
project., 82-2220 


Locomotives — United States — Dynamics. 

Research locomotive and train handling 

evaluator definition-concept 1 /, 82- 
14382 
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Locomotives — United States — Fuel 


consumption. 

Railroads and the environment : estima- 
tion of fuel consumption in rail trans- 
portation /, 82-14380 


Locomotives — United States — 
Performance. 
Tests of the AMTRAK SDP-40F train 
consist conducted on Chessie System 
track /, 82-6361 


Lodge-pole pine. 
Merchantable cubic stand volume con- 
version factors for lodgepole pine in 
Montana and Idaho /, 82-12475 


Predictions of fire behavior and resist- 
ance to control for use with photo 
series for the ponderosa pine type, pon- 
derosa pine and associated species type, 
and lodgepole pine type /, 82-12522 


Lodge-pole pine — Diseases and pests — 
Colorado. 
1979 dwarf mistletoe loss assessment 
survey on national forest lands in Colo- 
rado /, 82-12394 


Lodge-pole pine — Growth. 
Roots of lodgepole pine seedlings reach 
depth of only 3 to 4 inches their first 
season /, 82-12494 


Lodging houses — United States — 

Statistics. 

Bureau of the Census releases 1977 data 
on the nation’s sporting and recreation- 
al camps and organization hotels and 
lodging houses., 82-12795 


LOFT (Nuclear reactor safety test facility) 
Applications of functional analysis to nu- 
clear reactor operations /, 82-12005 


The computer program K-FIX/MOD1 : 
a modification of the computer pro- 
gram K-FIX for applications to fluid 
flow simulation in LOFT system piping 
/, 82-2472 


Development of the LOFT prototype 
drag screen : air-water testing /, 82- 
2450 


Experiment data report for LOFT nucle- 
ar small break experiment L3-2 /, 82- 
4142 


Experiment data report for LOFT nucle- 
ar small break experiment L3-5/L3-5A 
/, 82-6672 


Experiment data report for LOFT nucle- 
ar small break experiment L3-7 /, 82- 
2534 


Experiment data report for PBT/LOFT 
Lead Rod Test Series : (tests LLR-SO, 
-3, -4, -4A, and -5) /, 82-2481 


Experiment data report for semiscale 
mod-1 test S-06-3 : (LOFT counterpart 
test) /, 82-11895 
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LOFT (Nuclear reactor safety test facility) 


Loss-of-coolant accident test series—re- 
sults of TC-1 tests /, 82-6681 

Multidimensional analysis of fluid flow in 
the LOFT cold leg blowdown pipe 
during a loss-of-coolant experiment /, 
82-2471 


Pulsed neutron activation measurement of 
emergency core coolant bypass flow 
on the LOFT reactor /, 82-4096 


LOFT (Nuclear reactor safety test facility) 
— Testing. 
Experiment data report for LOFT nonnu- 
clear small break experiment L3-0 /, 
82-6640 


Forest soil biology 
relationships : 
9118 


: timber harvesting 
a perspective /, 82- 


Logging — Environmental aspe-ts — Idaho. 

Soil disturbance caused by clearcutting 

and helicopter yarding in the Idaho 
batholith /, 82-12479 


Logging — Ohio. 
Ohio timber industries : a periodic assess- 
ment of timber output /, 82-2801 


Logging — United States. 

Full committee consideration of H.R. 
4448 ... H.R. 4624 ... H.R. 4625 ... H.R. 
3464 ... H.R. 4792 ... H.R. 4543 ... H.R. 
4591 ... H.R. 3502... /, 82-12094 

Standardizing use of military land timber 
harvesting receipts : report (to accom- 
pany H.R. 4543) (including cost esti- 
mate of the Congressional Budget 
Office)., 82-4072 


Wood fuel potential from harvested areas 
in the eastern United States /, 82-2800 


Logging, Skyline — Appalachian region. 
Production and cost of a live skyline 
cable yarder tested in Appalachia /, 
82-4370 


Logic, Symbolic and mathematical. 
Identification of fuzzy sets with a class of 
canonically induced random sets and 

some applications /, 82-3258 


Logic diagrams. 
Logic tree troubleshooting aids : organi- 
zational and intermediate maintenance 
/, 82-5166 


Integrated 
82-9922 


Logistics functional systems require- 
ments, supply accounting and manage- 
ment information system (SAMIS)., 
82-9647 

Logistics managers need to consider 
operational readiness in setting safety 
level stocks : report to the Secretary of 
Defense /, 82-10399 
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Seaborne logistic support : 
study., 82-151 


Logistics — Directories. 
DLA organization directory., 


test case 


82-9632 


Logistics — Handbooks, manuals, etc. 
Integrated logistic support management 
model and glossary., 82-9742 


Logistics, Naval. 
Logistics concerns over Navy’s guided 
missile frigate FFG-7 class : report to 
the Congress /, 82-5517 
Logistics concerns over Navy’s guided 
missile frigate FFG-7 class : report to 
the Congress : summary /, 82-5518 


Lolo National Forest (Mont.) — Maps. 
Lolo Forest plan, draft environmental 
impact statement., 82-12536 


Lolo National Forest, Idaho and Mon- 
tana, 1975 : forest visitors map /, 82- 
12417 


Long Beach (Calif.) — Harbor. 
Los Angeles and Long Beach Harbors 
model study /, 82-168 


Long Beach (Calif.) — Maps. 
Pacific coast ecological inventory, Long 
Beach, California /, 82-10913 


*Long Term Care. 
Assessing the quality of long-term care /, 
82-13872 


Long-term care of the sick — United States. 
Assessing the quality of long-term care /, 
82-13872 


Long-term care and the Older Americans 
Act : impact of administration-pro- 
posed budget cuts : hearing before the 
Subcommittee on Health and Long- 
Term Care of the Select Committee on 
Aging, House of Representatives, 
Ninety-seventh Congress, first session, 
April 29, 1981., 82-6743 


Working papers on long-term care /, 
82-10466 


*Longevity. 

Highlights from Wave I of the National 
survey of personal health practices and 
consequences : United States, 1979 /, 
82-13860 


*Longitudinal Studies — United States. 
AAMC longitudinal study of medical 
school graduates of 1960 /, 82-10639 


Longleaf pine. 
Groundline treatments of southern pine 
posts /, 82-31 


Loran, 
Evaluation of the performance of the 


remote area precision positioning 
system (RAPPS) /, 82-2289 
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Seasonal sensitivity analysis of the St. 
Marys River loran-C time difference 
grid /, 82-2295 


Loran — Tables. 
Loran-C correction table 
5930 /, 82-4720 


Loran-C correction table 
8970 /, 82-4722 


Loran-C correction table 
U.S.A. 9960 /, 82-4721 


Loran-C correction table 
U.S.A. 7980 /, 82-4723 


Loran-C correction table 
Canada 5990 /, 82-4725 


Loran-C correction table 
U.S.A. 9940 /, 82-4724 


Loran-C Rho-Rho secondary phase cor- 
rection table : Gulf of Alaska /, 82- 
9594 


Loran-C table : Canadian east coast /, 
82-4718, 82-4719 


Loran-C table : Central Pacific /, 82- 
1423, 82-12914 


Los Angeles (Calif.) — Description. 
USA, Los Angeles, Las Vegas, Southern 
California, and Southern Nevada., 82- 
3091 


: east coast, 
: Great Lakes 
: Northeast, 
: Southeast, 
: west coast, 


: West Coast, 


Los Angeles (Calif.) — Harbor. 
Los Angeles and Long Beach Harbors 
model study /, 82-168 


Los Angeles (Calif.) — Maps. 
Pacific coast ecological inventory, Los 
Angeles, California /, 82-10915 


Lotteries — Washington (D.C.) 

Lottery initiative : hearing and markup 
before the Committee on the District 
of Columbia, House of Representatives, 
Ninety-seventh Congress, first session 
on H. Con. Res. 41 ... H. Res. 53 ... 
March 4, 1981., 82-1036 


Loud-speakers — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 5965. Headsets, 
handsets, microphones and speakers, 
82-12956, 82-12957 


Louisiana — Census, 1980. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 20. Louisiana., 82-9298 


Louisiana — Manufactures — Statistics. 
1977 census of manufactures, 82-9160 


Louisiana — Maps. 
Louisiana [meteorological stations]., 
12830 


82- 
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Louisiana — Population — Statistics. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 20. Louisiana., 82-9298 

1980 census of population and housing : 
Louisiana, preliminary population and 
housing unit counts., 82-9322 


Louisville Gas and Electric Company. 

Draft environmental impact statement for 
proposed issuance of a new source na- 
tional pollutant discharge elimination 
system permit to Louisville Gas and 
Electric Company, Trimble’ County 
Generating Station, Trimble County, 
Kentucky /, 82-10187 


Final environmental impact statement for 
proposed issuance of new source na- 
tional pollutant discharge elimination 
system permit to Louisville Gas and 
Electric Company, Trimble County 
Generating Station, Trimble County, 
Kentucky /, 82-10182 


Lovell, Malcolm Read, 1921- 

Nomination : hearing before the Commit- 
tee on Labor and Human Resources, 
United States Senate, Ninety-seventh 
Congress, first session on Malcolm R. 
Lovell, Jr., of the District of Columbia, 
to be under secretary of labor, Septem- 
ber 25, 1981., 82-15172 


Low temperature engineering. 
Automatic and continuous transducer 
drift compensator for end point detec- 

tion systems /, 82-5882 


Estimation of fan pressure ratio require- 
ments and operating performance for 
the national transonic facility /, 82- 
11081 


Two-phase choked flow of converging- 
diverging nozzles /, 82-11131 


Low temperature engineering — 
Bibliography. 
Cryogenic wind tunnels : a selected, an- 
notated bibliography /, 82-3775 


Low temperature engineering — Testing. 
Simulaion of ideal-gas flow by nitrogen 
and other selected gases at cyogenic 
temperatures /, 82-14237 


Low temperature research. 

Estimation of fan. pressure ratio require- 
ments and operating performance for 
the national transonic facility /, 82- 
11081 

Two-phase choked flow of converging- 
diverging nozzles /, 82-11131 


Low temperature research — Data 


Interactive Fortran IV computer pro- 
grams for the thermodynamic and 
transport properties of selected cryo- 
gens (fluids pack) /, 82-12805 





Lowell Heritage State Park (Lowell, Mass.) 


— Maps. 
Lowell National Historical Park, Lowell 
82-1971 


Lowell (Mass.) — Description — Tours — 
Maps. 


Heritage State Park /, 


Lowell National Historical Park, Lowell 
Heritage State Park /, 82-1971 


Lowell National Historical Park (Mass.) 
Historic structure report, historical data 
section, Old City Hall, Lowell Nation- 
al Historical Park, Lowell, Massachu- 
setts : package no. 105 (project type 
35) /, 82-14013 


Lowell National Historical Park (Mass.) — 


Maps. 
Lowell National Historical Park, Lowell 
Heritage State Park /, 82-1971 


Lower Monumental Dam (Wash.) — Maps. 
Lower Monumental Lock & Dam, Lake 
Herbert G. West, Snake River, Wash- 
ington /, 82-4973 


Lowndes County (Ga.) — Maps. 
Soil interpretive map of important farm- 
lands, Lowndes County, Georgia /, 
82-84 


Lowndes County (Miss.) — Maps. 
Important farmlands map, Lowndes 
County, Mississippi /, 82-4433 


Lubricating oils — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSG 9100. Fuels, lubri- 
cants, oils and waxes, 82-13013 


Lubricating oils — Viscosity. 
Surface temperature and glassy state in- 
vestigations in tribology /, 82-11101, 
82-14206 


Lubrication and lubricants. 

Evaluation and auger analysis of a zinc- 
dialkyl-dithiophosphate antiwear addi- 
tive in several diester lubricants /, 82- 
6151 


Formation of particulate contaminants 
(brown sugar) in miniature bearings /, 
82-1548 

Thermal elastohydrodynamic lubrication 
of spur gears /, 82-14194 


Lubrication and lubricants — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 4930. Lubrication 
and fuel dispensing equipment, 82- 
9638, 82-9639 


Lubrication and lubricants — Environmental 
aspects — United States. 
The use and fate of laubricants, oils, 
greases, and hydraulic fluids in the iron 
and steel industry /, 82-10123 
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Lungs Cancer. 


Lubrication systems. 
Life and design considerations of helicop- 
ter transmission components after loss 
of lubricant /, 82-1493 


— Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 8460/8465/8470/ 
8475. Luggage, individual equipment, 
armor personal, specialized flight cloth- 
ing and accessories, 82-13018 


Lumber — Mensuration. 
Comparing lumber yields from board-foot 
and cubically scaled logs /, 82-12439 
Simulated sawing of squares : a tool to 
improve wood utilization /, 82-2785 


Lumber — Statistics. 


Oklahoma forest industries, 1978 /, 82- 
1168 


Lumber trade. 

Value for small diameter stumpage affect- 
ed by product prices, processing equip- 
ment, and volume measurement /, 82- 
1166 


Lumber trade — Colorado. 
Suitability of beetle-killed pine in Colora- 
do’s front range for wood and fiber 

products /, 82-12506 


Lumber trade — Environmental aspects — 

United States. 

Development document for effluent limi- 
tations guidelines, new source perform- 
ance standards and pretreatment stand- 
ards for the timber products processing 
point source category., 82-10091 


Lumber trade — Ohio. 
Ohio timber industries : a periodic assess- 
ment of timber output /, 82-2801 


Lumber trade — United States. 

Investment opportunity the FPL 
EGAR lumber manufacturing system., 
82-12437 

Timber sale contract law for contracting 
officers and Forest Service representa- 
tives : timber sale administration., 82- 
12404 

Timber yield and financial return per- 
formance of the 1974 forestry incen- 
tives program /, 82-12464 


Lumber trade — United States — Statistics. 
1977 census of manufactures, 82-9197 


Lumbering — United States — Statistics. 
1977 census of manufactures, 82-9197 


Lung — Cancer — Abstracts. 
Selected abstracts on small cell carcino- 
ma of the lung /, 82-5737 


Lungs — Cancer. 
National Cancer Institute research report 
: cancer of the lung., 82-3621 
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Lungs — Cancer — Abstracts. 
Current cancer research on diagnosis and 
treatment of lung cancer., 82-5686 


Lungs — Diseases — Research — United 
States — Periodicals. 
Annual report /, 82-13808 


Intramural research, 82-13808 


The National Heart, Lung, and Blood In- 
stitute’s fact book for fiscal year ..., 
82-13809 


Program report /, 82-13806 


Lungs — Diseases — Research grants — 
United States — Periodicals. 
Program report /, 82-13806 


Lungs — Dust diseases. 

Black lung benefits and revenue amend- 
ments of 1981 : hearing before the Sub- 
committee on Labor of the Committee 
on Labor and Human Resources, 
United States Senate, Ninety-seventh 
Congress, first session on S. 1922 ... 
December 14, 1981., 82-12227 


Hearing on Black Lung Benefits Act, 
part B of title IV : hearing before the 
Subcommittee on Labor Standards of 
the Committee on Education and 
Labor, House of Representatives, 
Ninety-sixth Congress, second session, 
on H.R. 5785 ... hearing held in Wil- 
liamson, W. Va., on October 13, 1980., 
82-1043 


Hearings on the black lung trust fund : 
hearings before the Subcommittee on 
Labor Standards of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-sixth Congress, 
second session, on H.R. 7745 ... hear- 
ings held in Washington, D.C., on 
August 27 and September 4, 1980., 
82-2612 


Investigation of effects of prolonged in- 
halation of nickle-enriched fly ash in 
Syrian golden hamsters /, 82-10222 


Problems relating to the insolvency of 
the black lung disability trust fund : 
hearings before the Subcommittee on 
Oversight of the Committee on Ways 
and Means, House of Representatives, 
Ninety-seventh Congress, first session, 
July 27, September 28, 1981., 82- 
12302 


Summary of H.R. 5159 : the Black Lung 
Benefits Revenue Act of 1981 (includ- 
ing other tax provisions adopted) /, 
82-15213 


Lungs — Dust diseases — Periodicals. 

Black lung disability trust fund : commu- 
nication from the Fiscal Assistant Sec- 
retary of the Treasury transmitting the 
annual report on the financial condition 
and results of the operations of the 
black lung disability trust fund, pursu- 
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ant to section 3(c)(1) of Public Law 95- 
227., 82-14579 


Lungs — Effect of radiation on. 

A generalized age-dependent lung model 
with applications to radiation standards 
/, 82-14978 

Lymphatic metastasis — Abstracts. 

Current cancer research on clinical as- 
pects of leukemias, lymphomas and 
other lymphoproliferative disorders., 
82-5691 


Lymphokines — Abstracts. 
Selected abstracts on lymphokines and re- 
lated substances in cell mediated immu- 
nity /, 82-5729 


Lymphoma. 

Re-evaluation of the pathology findings 
of studies on nitrite and cancer : histo- 
logic lesions in Sprague-Dawley rats, 
final report /, 82-3632 


Lymphoma — Abstracts. 

Current cancer research on clinical as- 
pects of leukemias, lymphomas, and 
lymphoproliferative § disorders., 82- 
10543 


Current cancer research on clinical as- 
pects of leukemias, lymphomas and 
other lymphoproliferative disorders., 
82-5691 


Current cancer research on clinical diag- 
nosis and treatment of leukemias and 
lymphomas., 82-10557 


*Lymphoproliferative Disorders — abstracts 
Current cancer research on clinical as- 
pects of leukemias, lymphomas, and 
lymphoproliferative  disorders., 82- 
10543 


Lyndon B. Johnson National Historical Park 
(Johnson City, Tex.) — Maps. 
Lyndon B. Johnson National Historical 
Park, Texas /, 82-5904 
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Machine tools, Singapore., 82-3131 


Machinery — Trade and manufacture — 
Statistics. 
Occupational employment : Screw ma- 
chine products industry, June 1971 /, 
82-11048 


Machinery — Trade and manufacture — 
United States — Employees — Statistics. 
Occupational employment : engines and 

turbines industry, June 1971 /, 82- 
11039 


Machinery — Trade and manufacture — 
United States — Statistics. 
1977 census of manufactures, 82-9221 
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— Transportation — Statistics. 
1977 census of transportation, 82-12762 


Machinery in industry — Statistics. 
1977 census of manufactures, 82-9220 


Machinists — United States. 
The U.S. Army Ordnance Center and 
School apprenticeship program for the 
trade of machinist., 82-4903 


Machinists — United States — Statistics. 
Occupational employment : miscellaneous 
machinery, except electrical industry, 
June 1971., 82-14101 
Occupational employment : service indus- 
try machines industry, June 1971., 82- 
11033 


Macroeconomics. 
Consortium on trade research : macroe- 
conomic linkages to agricultural trade., 
82-12668 


Madison County (N.Y.) — Maps. 
General soil map, Madison County, New 
York /, 82-2815 


Madison, James, 1751-1836 — Exhibitions 
James Madison and the search for nation- 
hood /, 82-3770 


Magnesium industry and trade — United 
States — Statistics — Periodicals. 
Current industrial reports. Series MA-33 

G, Magnesium mill products., 82-1346 


Magnesium mill products, 82-1346 
Magnethydrodynamic generators — 
Thermodynami: 


cs. 
A discussion of critieria for evaluating 


initial TMX experiments /, 82-9950 
Magnetic analyzers (Nuclear physics). 
Computational methods for analyzing the 
transmission characteristics of a Beta 
Particle magnetic analysis system /, 
82-3779 


Magnetic anomalies 
Aeromagnetic map of the east-central 
midcontinent of the United States /, 
82-11978 


Magnetic balance — BibHography. 
Magnetic suspension and balance systems 
: a selective annotated bibliography /, 
82-2062 


Magnetic dipoles. 

A method of determining the emission 
and susceptibility levels of electrically 
small objects using a TEM cell /, 82- 
12806 


Magnetic fields. 
Development of imploding liner systems 
for the NRL LINUS program / P.J. 
Turchi ... [et al.]., 82-9882 
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U2SB MHD facility : the 1 channel for 
U-25B facility /, 82-1619 


Magnetic fields (Cosmic physics) — Charts, 
diagrams, etc. 


Interplanetary medium data book /, 82- 
2082 


Magnetic levitation vehicles, 
TLV status report /, 82-6353 


Magnetic separation of ores. 
High-gradient magnetic separation for re- 
moval of sulfur from coal /, 82-13569 
Magnetite recovery in coal washing by 


high gradient magnetic separation /, 
82-13565 


Magnetic suspension — Bibliography. 
Magnetic suspension and balance systems 
: a selective annotated bibliography /, 
82-2062 


Magnetism, Terrestrial. 
Aeromagnetic map of the east-central 
midcontinent of the United States /, 
82-11978 


Magnetism, Terrestrial — Nevada — Nye 
County. 
Preliminary gravity investigations of the 
Wahmonie Site, Nevada Test Site, Nye 
County, Nevada, 82-13987 


Magnetite. 
Magnetite recovery in coal washing by 
high gradient magnetic separation /, 
82-13565 


Magnetohydrodynamic generators. 
Calculations of flows in MHD channels, 
U.S.-U.S.S.R. cooperative program in 
MHD power generation : October 2-5, 
1978, Washington, D.C. /, 82-13241 


SCMS-1 superconducting magnet system 
for an MHD generator, April 13-21, 
1977, Washington, D.C. /, 82-13239 


U25B MHD facility : the 1 channel for 
U-25B facility /, 82-1619 


Magnetohydrodynamic generators — 
Testing. 


Results of tests and studies of American 
materials in the channel of the MHD 
facility U-02, (phase III) : IV U.S- 
U.S.S.R. Colloquium on MHD /, 82- 
3339 


Tests and studies of U.S.S.R. materials at 
the U.S. Coal Burning MHD Facility 
UTSI-2 /, 82-13247 
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Calculations of flows in MHD channels, 
U.S.-U.S.S.R. cooperative program in 
MHD power generation : October 2-5, 
1978, Washington, D.C. /, 82-13241 

Experimental studies of an MHD gener- 
ator in the presence of ash in plasma : 
U.S.-U.S.S.R. Cooperative Program in 





MHD Power Generation, April 13-21, 
1977, Washington, D.C. /, 82-5184 
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agn: ydrody ics — Congresses. 
Compact Toriod Theory Planning Work- 
shop : a panel report to the director, 
Division of Applied Plasma Physics, 
Office of Fusion Energy., 82-13281 


Magnetometer. 
A low energy electron magnetometer /, 
82-3778 


Magnetostriction. 

The equivalent circuit in the mobility 
analogy of a magnetostrictive trans- 
ducer in the presence of eddy currents 
/, 82-3236 


Mail-order business — Illinois — 

Northbrook. 

FTC oversight : the JS&A case : hearing 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, on oversight of the Feder- 
al Trade Commission investigations of 
alleged violations of the mail order rule 
by the Joseph Sugarman and Associa- 
ties Group, Inc., September 18, 1981., 
82-2628 


Mail-order business — United States. 

FTC oversight : the JS&A case : report 
on oversight of the Federal Trade 
Commission investigation of alleged 
violations of the mail order rule by the 
Joseph Sugarman and _ Associates 
Group, Inc. /, 82-6803 


Mailing lists — United States. 
Standard distribution for unclassified U.S. 
Nuclear Regulatory Commission publi- 
cations., 82-6619, 82-6620 


Maine — Industries — Periodicals. 
County business patterns, Maine., 82- 
9275 


Maine — Manufactures — Statistics. 
1977 census of manufactures, 82-9161 


Mainstreaming in education — United States 
— Congresses. 

Can public schools meet the literacy 

needs of the handicapped? /, 82-13498 


Maintainability (Engineering) 
Analysis of helicopter fault isolation cri- 
teria/techniques /, 82-225 
Integrated support, 
82-9922 


logistics 82-9921, 


Maintenance. 
Logic tree troubleshooting aids : organi- 
zational and intermediate maintenance 
/, 82-5166 
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Maintenance — Employees — Training of. 
Maintenance task identification and anal- 
ysis : Organizational and intermediate 
maintenance /, 82-5167 
Maintenance — Handbooks, manuals, etc. 


Logistics maintenance management., 
9691 


Maintenance — Management — Handbooks, 
manuals, etc. 
Organizational maintenance manager’s 
guide., 82-9693 


82- 


Maintenance — Simulation methods. 

Description of the Air Force mainte- 
nance training device acquisition and 
utilization processes /, 82-1571 

Maintenance training simulators at Air 
Force technical training centers : pres- 
ent and potential use /, 82-283 

Simulators for maintenance training 
some issues, problems, and areas for 
future research /, 82-1570 


Major County (Okla.) — Maps. 
Major County, Oklahoma, soil interpre- 
tive map, soil potential for surface irri- 
gation, soil potential rating /, 82-4453 


Malaria — Immunological aspects. 
Malaria /, 82-3645 


Malaria — Prevention. 
Malaria /, 82-3645 


Malaysia. 
Malaysia, a country profile /, 82-818 


Maldives — Description and travel. 
Background notes, Maldives /, 82-3816 


Maleic anhydride. 
Benzine emissions from maleic anhydride 
industry : background information for 
proposed standards /, 82-13674 


Mali. 
Mali, a country profile /, 82-819 


Mammals — Arizona — Maricopa County 

— Geographical distribution. 

Small mammals of the Black Canyon and 
Skull Valley planning units, Maricopa 
and Yavapai Counties, Arizona /, 82- 
5938 


Mammals — Arizona — Yavapai County — 

Geographical distribution. 

Small mammals of the Black Canyon and 
Skull Valley planning units, Maricopa 
and Yavapai Counties, Arizona /, 82- 
5938 


Mammals — Bibliography — Catalogs. 
Mammals and reptiles., 82-5546 
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Mammals — Carmen Mountains (Mexico 
and Tex.) — Ecology. 
Ecology of the Carmen Mountains white- 
tailed deer /, 82-14012 


Mammals — Ecology. 
Ecology of the Carmen Mountains white- 
tailed deer /, 82-14012 


Mammals — Kentucky — Fort Knox. 
Effects of tracked vehicle activity on ter- 
restrial mammals, birds, and vegetation 

at Fort Knox, KY /, 82-13174 


Mammals — Northeastern States. 
Forest habitat for mammals of the North- 
east /, 82-24 


Mammals — Texas — Big Bend National 
Park — Ecology. 
Ecology of the Carmen Mountains white- 
tailed deer /, 82-14012 


Mammals — Texas — Chisos Mountains — 
Ecology 


Ecology of the Carmen Mountains white- 
tailed deer /, 82-14012 


*Mammary Cancer Virus — abstracts 
Selected abstracts on murine mammary 
tumor viruses., 82-10584 


*Mammary Neoplasms, Experimental — 
directories 


Current cancer research on breast cancer, 
biology and related studies of endocri- 
nology and immunology., 82-10551 


Man, Prehistoric — California — California 
Desert National Conservation Area. 
Evaluation of early human activities and 

remains in the California desert /, 82- 
1991 


Man-machine systems. 
Refinements and validation testing of 
human operator performance emulator 
(HOPE) /, 82-13229 


t. 
A Guide for the conduct of management 
studies., 82-2259 


— Bibliography — Catalogs. 
Business and business management., 
3525, 82-5522 


82-5540 


82- 


Mass transit., 


Administration & management, 82-119 

A Directory of computer software appli- 
cations. Administration & manage- 
ment., 82-119 


Management audit. 
Office of Inspector General : operating 
procedures manual., 82-14323 


Management information 
ATF management information and evalu- 
ation system., 82-14420 
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Energy emergency management informa- 
tion system (EEMIS)., 82-3370 

Intermodal ement information 
system ; phase II, task 2, interim report 
/, %82-14401 

Millions wasted trying to develop major 
energy information system : summary : 
report to the Congress /, 82-1720 

Office of Inspector General : operating 
procedures manual., 82-14323 


Management information systems — 
Congresses. 
AESOP XX : summary of proceedings, 
April 24-26, 1979, Gatlinburg, Tennes- 
see., 82-3344 


Operations Managers Conference : sum- 
mary of proceedings, February 13-15, 
1979, Carmel, California., 82-3341 


Manalo, Felipe B., 1937- 
Felipe B. Manalo and Maria Monita A. 
Manalo : report (to accompany H.R. 
1783)., 82-6581 


Manalo, Maria Monita A., 1939- 
Felipe B. Manalo and Maria Monita A. 
Manalo : report (to accompany H.R. 
1783)., 82-6581 


Manchester (N.H.) — Office , 
Performance of the Norris Cotton Feder- 
al Office Building for the first 3 years 
of operation /, 82-4614 


Manganese sulphide. 
Electrochemical determination of Gibbs 
energies of formation of MnS and 
FeoS /, 82-5859 


Manifold business forms industry — United 
States — Statistics. 


1977 census of manufactures, 82-12691 


Manned space flight — Bibliography — 
Catalogs. 
Space, rockets and satellites., 82-3571 


Mannequins (Figures) — Testing. 
Performance evaluation of test dummies 
with flesh parts produced with substi- 
tute foaming compounds /, 82-11621 


Manpower — Europe. 

Defense manpower policies and problems 
among member countries of NATO : 
presentation by members of the Sub- 
committee on Manpower and Person- 
nel of the North Atlantic Assembly to 
the Military Personnel and Compensa- 
tion Subcommittee of the Committee 
on Armed Services, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, May 5, 1981., 82-12092 


Manpower — United States. 
Supply rate and equilibrium inventory of 
Air Force enlisted personnel : a simul- 
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tention markets incorporating force 
level constraints /, 82-3313 


Manpower — United States — Bibliography. 
Influence of the external labor market on 
the Air Force manpower and personnel 
system : a review of selected research / 

, 82-9908 


Manpower planning — Mathematical models. 

Career area rotation model (CAROM) : 

historical overview of technique and 
utilization /, 82-289 


Manpower planning — ‘Jnited States. 
Civil servants and contract employees : 
who should do what for the federal 
government? : Summary /, 82-5485 


Employment trends and grade controls in 
the DOD general schedule work force 
: report to Congress /, 82-13720 


Employment trends and grade controls in 
the DOD general schedule work force 
: report to the Congress : summary /, 
82-13721 


Human resources, logistics and cost fac- 
tors in weapon system development /, 
82-9918 


Integration and application of human re- 
source technologies in weapon system 
design /, 82-9910 

Voluntary early retirements in the civil 
service too often misused : report to 
the Congress /, 82-469 


Voluntary early retirements in the civil 
service too often misused : summary : 
report to the Congress /, 82-470 


Manpower policy — Mathematical models. 
Validation of an expert estimate tech- 
nique for predicting manpower, mainte- 
nance, and training requirements for 
proposed Air Force systems /, 82- 
1564 


Manpower policy — Research — United 
States — Periodicals. 
Research and development projects /, 
82-2044 


Manpower policy — United States. 
Improving youth employment prospects : 
issues and options /, 82-15236 
Job service : the federal-state employ- 
ment service system., 82-14138 


Managing human services with less : new 
strategies for local leaders /, 82-1821 
The New CETA : effect on public serv- 
ice employment programs /, 82-6062 
Oversight on CETA reauthorization : 
hearing before the Subcommittee on 
Employment Opportunities of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, hearing 





January — June 1982 


held in Brattleboro, Vt., on November 
2, 1981., 82-15072 


Manpower development, education, and 
training : a subject bibliography from 
highway safety literature., 82-11662 


Mansfield (Ohio) — 
Periodicals. 
Local climatological data. Mansfield, 

Ohio, annual summary with compara- 
tive data., 82-9537 


Climate — Statistics — 


Manufacturer’s agents — Legal status, laws, 
etc. — United States. 

Sales Representatives Protection Act of 
1981 : hearing before the Subcommittee 
on Commerce, Transportation, and 
Tourism of the Committee on Energy 

-and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on H.R. 3496 ... June 23, 1981., 
82-1051 


Manufactures — Accounting — Statistics. 
1977 census of manufactures, 82-9236 


Manufactures — Bibliography — Catalogs. 
Census of manufactures., 82-509 


Manufactures — Energy consumption. 
An econometric study of electricity 
demand by manufacturing industries /, 
82-11938 


Manufacturing processes — Automation. 
Development: of integrated programs for 
aerospace-vehicle design (IPAD), 
product manufacture interactions with 
the design process /, 82-6104 


Manufacturing processes — Technological 
innovations — Congresses. 
Technology and innovation for manufac- 
turing : proceedings of a conference, 
May 4, 5, 1979 /, 82-1102 


Manure gases. 
Biogas : energy from animal waste /, 
82-13333 


Manuscripts — United States — Catalogs. 
National union catalog of manuscript col- 
lections., 82-14150 


Map Information Facility (U.S.) 
Map Information Facility., 82-10314 


Maps — Bibliography — Catalogs. 
Maps and atlases (United States and for- 
eign)., 82-3544 


Maps — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 7600. Books, maps 
and other publications, 82-13005 





Maps, Military. 

An approach to assessment of relief for- 
mats for hardcopy topographic maps /, 
82-9762 

User performance under several automat- 
ed approaches to changing displayed 
maps /, 82-9769 


Marachi, Omar, 1950- 
Omar Marachi : report (to accompany 
H.R. 1480)., 82-4050 


Marathon Oil Company. 

Mobil/Marathon takeover hearing 
before a subcommittee on the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, first session, November 19, 
1981., 82-15132 


March Air Force Base (Calif.) — History. 
The March Field story : 60th anniversa- 
ry, 1918-1978 /, 82-255 


Marfori, Enrique, 1970- 
Tessie and Enrique Marfori : report (to 
accompany S 191)., 82-4045 


Marfori, Tessie, 1952- 
Tessie and Enrique Marfori : report (to 
accompany S 191)., 82-4045 


Margins (Security trading) — United States. 
Uniform margin requirements : report (to 
accompany H.R. 4145) (including cost 
estimate of the Congressional Budget 
Office)., 82-2396 


Maricopa County (Ariz.) — Maps. 
Lower Gila North Planning/EIS Area : 
grazing allotments /, 82-5930 


Marihuana. 
Adolescent marijuana abusers and their 
families /, 82-3659 


Answering questions about marijuana use 
: a report of the Select Committee on 
Narcotics Abuse and Control, Ninety- 
sixth Congress, second session., 82- 
2688 


Assessing marijuana consequences : se- 
lected questionnaire items /, 82-1882 


Marihuana — Physiological effect. 

Health and educational effects of marijua- 
na on youth : hearing before the Sub- 
committee on Alcoholism and Drug 
Abuse of the Committee on Labor and 
Human’ Resources, United States 
Senate, Ninety-seventh Congress, first 
session on examination of the health 
and educational effects of marijuana on 
youth, October 21, 1981., 82-12226 


Marine accidents. 

Disappearance of the S.S. Poet : hearings 
before the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on the fate of the U.S.-flag 
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freighter, the S.S. “Poet,” which disap- 
peared with all hands aboard, April 9, 
June 24, 1981., 82-2684 

Handling and transportation of injured 
aboard ship, 82-1519, 82-1520 

Marine accident report : Brazilian bulk 
carrier M/V Frotaleste collision with 
Portuguese freighter M/V Cunene, 
lower Mississippi River near Bonnet 
Carre Point, Louisiana, January 22, 
1980 /, 82-3876 


Marine accident report : collision of Li- 
berian tankship M/V Pina and the tow- 
boat MR. Pete and its tow mile 99.3, 
lower Mississippi River, December 19, 
1979., 82-11416 


Marine accident report : collision of Pan- 
amanian bulk carrier M/V Seadaniel 
with German containership M/V Test- 
bank, Mississippi River gulf outlet near 
Shell Beach, Louisiana, July 22, 1980., 
82-11418 


Marine accident report : collision of U.S. 
Mississippi River steamer Natchez and 
U.S. tankship SS Exxon Baltimore, 
New Orleans, Louisiana, March 29, 
1980 /, 82-3873 


Marine accident report : disappearance of 
U.S. freighter SS POET in North At- 
lantic Ocean about October 25, 1980 /, 
82-3874 


Marine accident report : explosion and 
fire on board the SS Chevron Hawaii 
with damages to barges and to the 
Deer Park Shell Oil Company termi- 
nal, Houston ship channel, September 
1, 1979., 82-11417 


Marine accident report : fire on board the 
Italian passenger ship Angelina Lauro, 
Charlotte Amalie Harbor, St. Thomas, 
U.S. Virgin Islands, March 30, 1979., 
82-11415 


Marine accident report : grounding of the 
U.S. tankship S.S. Concho, Constable 
Hook, Reach of Kill Van Kull, Upper 
New York Harbor, January 19, 1981., 
82-11419 


Marine accident report : Liberian chemi- 
cal tankship M/V Coastal Transport 
collision with U.S. offshore supply 
vessel M/V Sallee P., lower Mississippi 
River near Venice, Louisiana, Novem- 
ber 24, 1980., 82-11420 


Marine accident report : M/T Elias ex- 
plosion and fire at the Atlantic Rich- 
field Company, Fort Mifflin Terminal, 
Delaware River, Pennsylvania, April 9, 
1974., 82-11412 


Marine accident report : ramming of the 
Sunshine Skyway Bridge by the Liber- 
ian bulk carrier Summit Venture, 
Tampa Bay, Florida, May 9, 1980 /, 
82-3872 
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Marine accident report : sinking of the 
M/V Chester A. Poling near Cape 
Ann, Massachusetts, January 10, 1977., 
82-11413 

Marine accident report : sinking of the 
M/V Holoholo in the Pacific Ocean 
near the Hawaiian Islands, December 
1978., 82-11414 


Marine accident report : U.S. tug Senti- 
nel, loss of tow and resultant ground- 
ing of barges Kona and Agattu, Gulf of 
the Farallones, Pacific Ocean, Decem- 
ber 31, 1979 /, 82-3875 

Marine casualty report : SS Edgar M. 
Queeny, S/T Corinthos, collision at 
Marcus Hook, Pennsylvania on 31 Jan- 
uary 1975 with loss of life /, 82-11411 

Marine casualty report : SS Frosta (Nor- 
wegian), M/V George Prince, collision 
in the Mississippi River on 20 October 
1976 with loss of life., 82-11410 


A methodology for assessing alternatives 
to reduce ship collisions /, 82-2297 


Marine algae — United States. 
Cultivation of macroscopic marine algae 
and fresh water aquatic weeds /, 82- 
13362 


Marine biology. 
You can, 82-9515, 82-9516 


Marine biology — Abbreviations. 
Annotated acronyms and abbreviations of 
marine science related activities /, 82- 
3120 


Marine biology — Acronyms. 
Annotated acronyms and abbreviations of 
marine science related activities /, 82- 
3120 


Marine biology — Northeastern States. 
Marine flora and fauna of the northeas- 
tern United States : protozoa; Sarco- 
dina; benthic foraminifera /, 82-4624 


Marine biology — Periodicals — 


Bibliography. 

List of periodicals monitored for the 
ASFIS bibliographic database /, 82- 
12837 


Marine Biology — Remote sensing. 
Laboratory tank studies of single species 
of phytoplankton using a remote sens- 

ing fluorosensor /, 82-11158 


Marine borers. 

A closed recirculating aquarium system 
for laboratory culture of Limnoria tri- 
punctata /, 82-3243 

Marine exposure of preservative-treated 
small wood panels /, 82-12445 

United States Frigate Constellation 
monitoring of water at Constellation 
Pier, Baltimore Harbor, for the pres- 
ence of marine wood-destroyers : first 
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to May 1979 /, 82-5131 


Marine diesel motors — Maintenance and 


repair. 

The US Army Transportation School ap- 
prenticeship program for the trade of 
marine heavy duty mechanic (heavy- 
duty mechanic diesel)., 82-4899 


Marine ecology — Alaska — Congresses. 

Marine biological effects of OCS petro- 
leum development : a program review 
of research supported under the 
NOAA Outer Continental Shelf Envi- 
ronmental Assessment Program, No- 
vember 29-December 1, 1977 /, 82- 
4636 


Marine ecology — Alaska — Glacier Bay 
National Monument. 
Glacier Bay marine ecosystem : a con- 
ceptual ecological model /, 82-3721 


Marine ecology — Bibliography. 
Publications, Gulf Breeze Laboratory /, 
82-5256 


Marine ecology — Chesapeake Bay (Md. 
and Va.) — Remote sensing. 
Chesapeake Bay Plume Study : superflux 
1980 /, 82-3788 


Marine ecology — Congresses. 

First American-Soviet Symposium on the 
Biological Effects of Pollution on 
Marine Organisms : symposium spon- 
sored as part of the U.S.-U.S.S.R. 
agreement on protection of the envi- 
ronment /, 82-3377 


Remote sensing and problems of the hy- 
drosphere : a focus for future research 
-/4, 82-6133 


Marine ecology — Research — United 
States. 
Ecological Research Division marine re- 
search program., 82-311 


Marine ecology — United States. 
Ecological Research Division marine re- 
search program., 82-311 


Toxicity and effects of bromoform on 
five marine species /, 82-11924 


Marine fishes — Bibliography — Catalogs. 
Fish and marine life., 82-3555 


Marine fishes — Juan de Fuca Strait (B.C. 
and Wash.) 

Nearshore fish and macroinvertebrate as- 
semblages along the Strait of Juan de 
Fuca including food habits of the 
common nearshore fish : final report of 
three years’ sampling, 1976-1979 /, 
82-5265 


Marine flora — California. 
Bank erosion control with vegetation, 
San Francisco Bay, California /, 82- 
185 
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Marine fungi. 

The inhibitory effects of some Cinnamyl- 
phenols on the marine fungi Dendry- 
phiella salina and Corollospora mari- 
tima /, 82-3246 


Marine invertebrates — Collection and 
preservation. 
Sampling macroinvertebrates on high- 
energy sand beaches /, 82-13138 


Marine invertebrates — Juan de Fuca Strait 

(B.C. and Wash.) 

Nearshore fish and macroinvertebrate as- 
semblages along the Strait of Juan de 
Fuca including food habits of the 
common nearshore fish : final report of 
three years’ sampling, 1976-1979 /, 
82-5265 


Marine machinery — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 2000 Ship and 
marine equipment, 82-12934 


Marine mammals — California, Southern. 
Results of BLM-funded baseline studies : 
marine mammals of the Southern Cali- 
fornia bight /, 82-579 


Marine mammals — Law and legislation — 

United States. 

Congressional guidance and better federal 
coordination would improve marine 
mammal management : report /, 82- 
10340 


Marine Mammal Protection Act : hear- 
ings before the Subcommittee on Fish- 
eries and Wildlife Conservation and the 
Environment of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-seventh 
Congress, first session, on Marine 
Mammal Protection Act Authoriza- 
tion—H.R. 2948, April 7, 1981, Marine 
Mammal Protection Act Improve- 
ment—H.R. 4084, July 13, 1981., 82- 
2683 


Marine Mammal Protection Act amend- 
ment : report (to accompany H.R. 
4084) (including cost estimate of the 
Congressional Budget Office). 82- 
2389 


Marine mammals — Pacific Ocean. 
Results of BLM-funded baseline studies : 
marine mammals of the Southern Cali- 
fornia bight /, 82-579 


Marine parks and reserves — United States. 
Marine sanctuaries program offers envi- 
ronmental protection and benefits other 
laws do not: report /, 82-10338 
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Marine pollution — Congresses. 
Symposium on protecting the marine en- 
vironment : research and regulation /, 
82-10161 


Marine pollution — Environmental aspects 
— Congresses. 

First American-Soviet Symposium on the 
Biological Effects of Pollution on 
Marine Organisms : symposium spon- 
sored as part of the U.S.-U.S.S.R. 
agreement on protection of the envi- 
ronment /, 82-3377 


Marine pollution — Law and legislation — 
United States. 
Act to Amend Title I of the Marine Pro- 
tection, Research, and Sanctuaries Act, 
as Amended, 82-1804 


Billions could be saved through waivers 
for coastal wastewater treatment plants 
: report to the Congress /, 82-10344 

Billions could be saved through waivers 
for coastal wastewater treatment plants 
: Teport to the Congress : summary /, 
82-10345 


Marine resources conservation — Law and 
legislation — United States. 
Oceanography miscellaneous : hearings 

before the Subcommittee on Oceanog- 
raphy of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session., 82-6880 


Oversight report on the Magnuson Fish- 
ery Conservation and Management Act 
of 1976 /, 82-6879, 82-12232 


Marine sediments — California — Imperial 
Beach. 
Effects of beach replenishment on the 
nearshore sand fauna at Imperial 
Beach, California /, 82-13135 


Marine sediments — California — Ventura. 
Ecological effects of an artificial island, 
Rincon Island, Punta Gorda, California 
/, 82-3184 


Marine sediments — Congresses. 
Environmental chemistry and cycling 
processes : proceedings of a symposium 
held at Augusta, Georgia, April 28- 
May 1, 1976 /, 82-5183 


Marine sediments — North Atlantic Ocean 

— Congresses. 

Abstracts from a Workshop on Processes 
Determining the Input, Behavior and 
Fate of Radionuclides and Trace Ele- 
ments in Continental Shelf Environ- 
ments, March 7-9, 1979, Gaithersburg, 
Maryland /, 82-1622 


Marine sediments — Sohm Plain (Atlantic 
Ocean) 
Sohm Abyssal Plain : evaluating proximal 
sediment provenance /, 82-6237 
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information on national and 
regional hydrocarbon emission from 
marine terminal transfer operation /, 
82-5244 
Port development : hearings before the 
Subcommittee on Water Resources of 
the Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 16, 17, July 14, 15, 1981., 
82-15189 


Marine terminals — United States — 


Management. 
Marine and terminal operations /, 82- 
4964 


Marion County (Ala.) — Maps. 
Soil interpretive map of important farm- 
lands, Marion County, Alabama /, 82- 
1209 


Marion County (Or.) — Maps. 
Important farmlands, Marion County, 
Oregon /, 82-85 


Maritime law. 

Law of the sea negotiations : hearings 
before the Subcommittee on Arms 
Control, Oceans, International Oper- 
ations, and Environment of the Com- 
mittee on Foreign Relations, United 
States Senate, Ninety-seventh Con- 
gress, first session, June 4 and Septem- 
ber 30, 1981., 82-12180 


Maritime law — Australia. 
Territorial sea and continental shelf 
boundaries : Australia and Papua New 
Guinea-Indonesia., 82-11286 


Maritime law — Canada. 
Continental shelf boundary 
Greenland., 82-11272 


Fisheries, albacore tuna off the Pacific 
Coasts of the United States and Canada 
interim arrangement between the 
United States of America and Canada, 
effected by exchange of notes dated at 
Washington August 21, 1980. 82- 
11319 


Treaties, etc. United States, 1980 Aug. 
21, 82-11319 


Maritime law — Chile. 
Maritime boundary 
11285 


Straight baselines : Chile., 


Maritime law — Colombia. 
Maritime boundaries : Colombia-Panama., 
82-11278 


Maritime boundary : Colombia-Costa 
Rica. 82-11283 


Maritime law — 
U.N. third Conference on the Law of the 
Sea (resumed 10th session) : Geneva, 


: Canada- 


: Chile-Peru., 82- 


82-11279 
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Switzerland, August 3-28, 1981 : report 
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Maritime law — Costa Rica. 
Maritime boundary : Colombia-Costa 
Rica., 82-11283 
Maritime law — Cuba. 
Straight baselines : Cuba., 82-11275 


Maritime law — Ecuador. 
Maritime boundary : Ecuador-Peru., 
11287 


82- 


Maritime law — Finland. 
Continental shelf boundary : Finland- 
Sweden., 82-11271 


Maritime law — France. 

Territorial sea and continental shelf 
boundaries France-Spain (Bay of 
Biscay)., 82-11282 


Maritime law — Gambia. 
Maritime boundaries : The Gambia-Sen- 
egal., 82-11284 


Maritime law — Germany (East) 
Maritime boundary : Federal Republic of 
Germany-German Democratic Repub- 
lic., 82-11273 


Maritime law — Germany (West) 
Maritime boundary : Federal Republic of 
Germany-German Democratic Repub- 
lic., 82-11273 


Maritime law — Greenland. 
Continental shelf boundary : Canada- 
Greenland., 82-11272 


Maritime law — India. 
Maritime boundaries : 
82-11276 


Maritime boundary : India-Maldives and 
Maldives’ “economic zone”., 82-11277 


India-Sri_ Lanka., 


Maritime law — Indonesia. 
Maritime boundaries : Indonesia-Malay- 
sis-Thailand., 82-11280 
Territorial sea and continental shelf 
boundaries : Australia and Papua New 
Guinea-Indonesia., 82-11286 


Maritime law — Italy. 
Continental shelf boundary : Italy-Spain., 
82-11289 
Continental shelf boundary : Italy-Tuni- 
sia., 82-11288 


Maritime law — Japan. 
Continental shelf boundary and joint de- 
velopment zone : Japan-Korea., 82- 
11274 
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Maritime law — Malaysia. 
Maritime boundaries : Indonesia-Malay- 
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Maritime law — Maldives. 
Maritime boundary : India-Maldives and 
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Maritime law — Panama. 

Maritime boundaries : Colombia-Panama., 
82-11278 

Panama Canal treaty, combined board : 
agreement between the United States 
of America and Panama, effected by 
exchange of notes signed at Panama 
October 1, 1979., 82-14278 


Panama Canal treaty, consultative com- 
mitttee : agreement between the United 
States of America and Panama, effect- 
ed by exchange of notes signed at 
Panama October 1, 1979., 82-14280 


Panama Canal treaty, coordinating com- 
mittee : agreement between the United 
States of America and Panama, effect- 
ed by exchange of notes signed at 
Panama October 1, 1979., 82-14279 


Panama Canal treaty, joint committee : 
agreement between the United States 
of America and Panama, effected by 
exchange of notes signed at Panama 
October 1, 1979., 82-11327 


Treaties, etc. United States, 1979 Oct. 1, 
82-11327, 82-14278, 82-14279, 82- 
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Maritime law — Papua New Guinea. 
Territorial sea and continental shelf 
boundaries : Australia and Papua New 
Guinea-Indonesia., 82-11286 


Maritime law — Peru. 
Maritime boundary 
11285 
Maritime boundary : Ecuador-Peru., 82- 
11287 


Maritime law — Senegal. 
Maritime boundaries : The Gambia-Sen- 
egal., 82-11284 
Maritime law — Spain. 
Continental shelf boundary : Italy-Spain., 
82-11289 
Territorial sea and continental 
boundaries 
Biscay)., 


: Chile-Peru., 82- 


shelf 
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82-11282 


Maritime law — Sri Lanka. 
Maritime boundaries : India-Sri Lanka., 
82-11276 
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Maritime law — Sweden. 
Continental shelf boundary : Finland- 
Sweden., 82-11271 — 


Maritime law — Thailand. 
Maritime boundaries : Indonesia-Malay- 
sis-Thailand., 82-11280 


Maritime law — Tunisia. 
Continental shelf boundary : Italy-Tuni- 
sia., 82-11288 


Maritime law — United States. 

Fisheries, albacore tuna off the Pacific 
Coasts of the United States and Canada 
: interim arrangement between the 
United States of America and Canada, 
effected by exchange of notes dated at 
Washington August 21, 1980. 82- 
11319 

Maritime boundary : United States-Ven- 
ezuela., 82-11290 

Panama Canal treaty, combined board : 
agreement between the United States 
of America and Panama, effected by 
exchange of notes signed at Panama 
October 1, 1979., 82-14278 


Panama Canal treaty, consultative com- 
mitttee : agreement between the United 
States of America and Panama, effect- 
ed by exchange of notes signed at 
Panama October 1, 1979., 82-14280 


Panama Canal treaty, coordinating com- 
mittee : agreement between the United 
States of America and Panama, effect- 
ed by exchange of notes signed at 
Panama October 1, 1979., 82-14279 


Panama Canal treaty, joint committee : 
agreement between the United States 
of America and Panama, effected by 
exchange of notes signed at Panama 
October 1, 1979., 82-11327 


Shipping Act of 1981 : hearings before 
the Subcommittee on Merchant Marine 
of the Committee on Commerce, Sci- 
ence, and Transportation, United States 
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session, on S. 1593 ... and S. 125 ... 
September 21, 23, and 24. 82-12113 

Treaties, etc. United States, 1979 Oct. 1, 
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Treaties, etc. United States, 1980 Aug. 
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Law of the sea : seabed resources, De- 
cember 9, 1980., 82-11226 


Seabed mining and law of the sea : Sep- 
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Maritime law — United States — Cases. 
Decisions of the Federal Maritime Com- 
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Federal Maritime Commission reports, 
82-13696 
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82-3588 
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82-1798, 82-1799, 82-5661, 82- 
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quadrangle /, 82-10877 
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Phelps Co., 7.5 minute series (topo- 


graphic), SW/4 Rolla 15’ quadrangle /, 
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82-10880 


Mark Twain National Forest (Ava 
Ranger District) Missouri, 1976 /, 82- 
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Roby quadrangle, Missouri, 7.5 minute 
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Waynesville quadrangle, Missouri-Pulaski 
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Market research summary /, 82-1413, 
82-9570, 82-9571 


ica-’80, 9th International Trade Fair for 
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tronics, Munich, West Germany., 82- 
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communications equipment in Italy /, 
82-1404 
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Market research summary : the market 
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2, 1978., 82-3126 
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Nigeria, a survey of U.S. export opportu- 
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Marketing — Yeman. 
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The implications of establishing a U.S. 
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Soil interpretive map of important farm- 
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82-1210 
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1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitanis. 
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Maryland — Manufactures — Statistics. 
1977 census of manufactures, 82-9162 
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Flow regime identification and void frac- 
tion measurement techniques in two- 
phase flow /, 82-11982 
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report to the Subcommittee on Interna- 
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questionable benefit payments : report 
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bilities /, 82-964 
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report ending 28 February 1977 /, 82- 
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sure boundary components : progress 
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Materials studies for magnetic fusion 
energy applications at low tempera- 
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ment /, 82-6928 
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ment /, 82-13515 


Mathematical models. 
Numerical simulation of the Coos Bay- 
South Slough complex /, 82-1459 


Mathematical research — United States. 
Summaries of the FY 1981 Applied math- 
ematical sciences research program., 
82-13288 


Mathematical statistics. 
Experimental statistics /, 82-4611 


Mathematics — Bibliography — Catalogs. 
Mathematics., 82-5521, 82-5529 


Mathematics — Study and teaching — 
United States. 
Basic mathematical computations for the 
sanitarian., 82-1870 
Mathematics objectives, 1981-82 assess- 
ment /, 82-13515 


Mathematics — Study and teaching — 

United States — Congresses. 

Report of the Conference on Needed Re- 
search and Development on Hand-held 
Calculators in School Mathematics /, 
82-10484 


Matrices. 
An algorithm to compute the eigenvec- 
tors of a symmetric matrix /, 82-4625 


Matrix methods to analyze long-range 
transport of air pollutants., 82-13263 


Matrices — Data processing. 
Reduction of structural degrees of free- 
dom /, 82-994 


Matter, Effect of reduced gravity on. 
Combustion of porous solids at reduced 
gravitational conditions /, 82-14178 


Development of experimental concepts 
for investigating the strength behavior 
of fine-grained cohesive soil in the spa- 
celab/space shuttle zero-G_ environ- 
ment /, 82-6118 


Particle dynamics associated with the 
spacelab environment /, 82-11100 


Mauritania. 
Mauritania, a country profile /, 82-820 


McCormack, John W., 1891- 
Memorial addresses and other tributes in 
the Congress of the United States on 
the life and contributions of John W. 
McCormack., 82-4063 
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McCoy, Peter, 1941- 

Nomination—Department of Commerce : 
hearing before the Subcommittee on 
Business, Trade, and Tourism of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-seventh Congress, first session, 
on nomination of Peter McCoy, to be 
under secretary of commerce for travel 
and tourism, December Il, 1981., 82- 
15060 


McCurtain County (Okla.) — Maps. 
McCurtain County, Oklahoma, soil inter- 
pretive map, soil potential for surface 
irrigation, soil potential rating /, 82- 
4452 


McGrath (Alaska) — Climate — Statistics 
— Periodicals. 
Local climatological data. McGrath, 
Alaska, annual summary with compara- 
tive data., 82-12863 


McKinley County (N.M.) 
Draft environmental assessment for coal 
preference right leasing, New Mexico / 
82-655 


McKinnon, Clinton Dan, 1934- 

Nomination—Civil Aeronautics Board : 
hearing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on nomination 
of Clinton Dan McKinnon, to be chair- 
man, Civil Aeronautics Board, October 
21, 1981., 82-6778 


McNary Dam (Or. and Wash.) 
McNary Lock & Dam, Lake Wallula : 
Columbia River, Oregon and Washing- 
ton., 82-9788 


Measuring instruments. 
Instrumentation observations from the U- 
frame lock of the Arkansas River Lock 
and Dam 5 /, 82-5026 


Measuring instruments — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5200. Measuring 
tools, 82-4844 


Consolidated federal supply catalog iden- 
tification list. FSG 5200. Measuring 
tools, 82-12948 


Measuring instruments industry — United 
States — Employees — Statistics. 
Occupational employment : mechanical 

measuring and control devices indus- 
try, June 1974 /, 82-5982 


Meat, Frozen. 
Guidelines for packaging frozen edible 
offal for export., 82-4300 


Meat, Frozen — Packing. 
Guidelines for packaging frozen edible 
offal for export., 82-4300 





Meat cuts. 


How to save money with large cuts of 
meat., 82-12391 


Meat industry and trade — United States — 
Employees — Statistics. 
Occupational employment 

ucts industry /, 82-2036 


Meat industry and trade — United States — 
Equipment and supplies — Periodicals. 
List of chemical compounds authorized 

for use under USDA inspection and 
grading programs /, 82-2751 


Meat industry and trade — United States — 
Statistics. 
1977 census of manufactures, 


Meat inspection — United States. 
Improving sanitation and federal inspec- 
tion at slaughter plants : how to get 
better results for the inspection dollar : 
report to the Congress /, 82-454 


Improving sanitation and federal inspec- 
tion at slaughter plants: how to get 
better results for the inspection dollar : 
report to the Congress : /, 82-10351 


Meat inspection — United States — 
Periodicals. 
Meat and poultry inspection : report of 
the Secretary of Agriculture to the 
U.S. Congress., 82-12681 


Mechanical engineering — United States. 
Thermal elastohydrodynamic lubrication 
of spur gears /, 82-14194 


Mechanical wear. 
Formation of particulate contaminants 
(brown sugar) in miniature bearings /, 
82-1548 


: meat prod- 


82-9187 


Mechanical wear — Experiments. 

Friction and wear of iron-base binary 
alloys in sliding contract with silicon 
carbide in vacuum /, 82-11149 

Wear particles of single-crystal sillicon 
carbide in vaccum /, 82-11150 


Mechanics, Applied. 

Correlation of asperity contact-time frac- 
tion with elastohydrodynamic film 
thickness in a 20-millimetr-bore ball 
bearing /, 82-11133 


Mechanics (Persons) 

MOS 45K : tank turret repairer., 82- 
13053 

MOS 45N : M60A1/A3 turret mechanic., 
82-13054 

MOS 63 D : self propelled field artillery 
system mechanic., 82-13056 

MOS 63D : self-propelled field artillery 
system mechanic., 82-13057 

The US Army Transportation School ap- 


prenticeship program for the trade of 
helicopter mechanic., 82-4912 
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The US Army Transportation School ap- 
prenticeship program for the trade of 
marine heavy duty mechanic (heavy- 
duty mechanic diesel)., 82-4899 


Mechanics (Persons) — Certification. 

The US Army Ordnance Center and 
School apprenticeship program for the 
trade of heavy duty equipment me- 
chanic., 82-9736 


Mechanics (Persons) — Certification — 
United States. 
The US Army Ordnance Center and 
School apprenticeship program for the 
trade of truck mechanic., 82-4902 


Mechanics (Persons) — Training of — 
United States. 
ITV/IFV/CFV system mechanic., 82- 
3166, 82-3167 


Light whee! vehicle/power generation 
equipment mechanic., 82-13055 


Self-propelled field artillery turret me- 
chanic., 82-13052 


Mechanization, Military — United States — 
Handbooks, manuals, etc. 
ITV/IFV/CFV system mechanic., 82- 
3166, 82-3167 


Self-propelled field artillery turret me- 
chanic., 82-13052 


Mechanoreceptors. 
Sensory mechanism modeling /, 82-1555 


Medford (Or.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Medford, 
Oregon, annual summary with com- 
parative data., 82-9547 


Media programs (Education) — United 
States. 
Educational technology programs /, 82- 
13478 


Medicaid. 

Analysis of proposed new standards for 
nursing homes participating in Medi- 
care and Medicaid : summary : report 
to the Chairman, Select Committee on 
Aging, House of Representatives /, 
82-476 

Evaluation of the maximum allowable 
cost (MAC) for drugs program : phase 
I report : final design report and report 
of pilot study analysis /, 82-10681 

Management improvement under fiscal 
limitations : conference report, May 12- 
15, 1980, Memphis, Tennessee., 82- 
565 

Medicaid cutbacks on infant care : hear- 
ing before the Subcommittee on Over- 
sight and Investigations, and the Sub- 
committee on Health and the Environ- 
ment of the Committee on Energy and 
Commerce, House of Representatives, 
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Ninety-seventh Congress, first session, 
July 27, 1981., 82-12156 

Medicaid’s quality control system is not 
realizing its full potential : report to the 
Congress /, 82-3512 

Medicaid’s quality control system is not 
realizing its full potential : summary : 
report to the Congress /, 82-13734 

Proposed revisions of subpart S : certifi- 
cation procedures for providers and 
suppliers of services under the Medi- 
care and Medicaid programs, summary 
of public hearings April-June 1980 /, 
82-1887 


Medicaid — Directories. 
Directory of medical facilities. All re- 
gions., 82-13917, 82-13918 


Medicare/Medicaid directory of medical 
facilities. All regions, 82-13917, 82- 
13918 


Medicaid — United States. 
The Effect of a mandatory second opin- 
ion program on medicaid surgery rates 
: an analysis of the Massachusetts con- 
sultation program for elective surgery 
/, 82-10682 


Medical assistance, American. 

Management problems with AID’s 
health-care projects impede success : 
report to the Congress /, 82-489 

Management problems with AID’s 
health-care projects impede success : 


summary : report to the Congress /, 
82-490 


*Medical Assistance, Title 19 — economics 
Evaluation of the maximum allowable 
cost (MAC) for drugs program : phase 
I report : final design report and report 
of pilot study analysis /, 82-10681 


Medical care — Handbooks, manuals, etc. 
Health service support in a communica- 
tions zone., 82-4888 


Medical care — Research grants — United 
States — Periodicals, 
Grants for research and demonstrations., 
82-10683 


Medical care — United States. 
Description of proposals to stimulate 
competition in the financing and deliv- 
ery of health care /, 82-12298 
Needed research in the assessment and 
monitoring of the quality of medical 
care /, 82-13867 


Principles and practices for keeping occu- 
pational radiation exposures at medical 
institutions as low as _ reasonably 
achievable : draft /, 82-11865 


Medical care — United States — 


Civil rights issues in health care delivery 
:aconsultation /, 82-1416 
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Medical care — United States — Evaluation 
Periodicals. 


NHSQIC annual bibliography /, 82- 
13916 


Medical care — United States — 
Periodicals. 
Program policy notices of the Bureau of 
Health Planning., 82-13853 


Medical care — United States — Statistical 
services. 


Data systems of the National Center for 
Health Statistics., 82-10629 


Medical care — United States — Statistics 
— Indexes. 
Facts at your fingertips, 82-13854 
Medical care — United States — Statistics 
— Periodicals. 
Health, United States., 82-10490 
Health, United States ... with prevention 
profile, 82-10490 


Medical care — United States — Utilization 

— Statistics. 

Current estimates from the health inter- 
view survey, United States, 1979 : esti- 
mates of incidence of acute conditions, 
number of persons reporting limitation 
of activity, number of persons injured, 
hospital episodes, disability days and 
frequency of dental and physician visits 
: based on data collected in the health 
interview survey during 1979., 82- 
10630 


Health characteristics of persons with 
chronic activity limitation United 
States, 1979., 82-10631 


Medical care, Cost of — Canada. 

Responses of Canadian physicians to the 
introduction of universal medical care 
insurance the first five years in 
Quebec /, 82-5756 


Medical care, Cost of — United States. 
Description of proposals to stimulate 
competition in the financing and deliv- 
ery of health care /, 82-12298 


A Description of the health financing 
model : a tool for cost estimation /, 
82-3605 


Economic analysis of medical malpractice 
: three reports., 82-564 


Effects and costs of day care and home- 
maker services for the chronically ill : 
a randomized experiment., 82-10642 


Impact on health costs of NCHCT rec- 
ommendations for nonreimbursement 
for medical procedures /, 82-13786 


Medicare reimbursement to competitive 
medical plans : hearing before the Spe- 
cial Committee on Aging, United 
States Senate, Ninety-seventh Con- 
gress, first session, Washington, D.C., 
July 29, 1981., 82-4189 
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A natural profile of catastrophic illness., 
82-13871 


Proposals to stimulate competition in the 
financing and delivery of health care : 
hearings before the Subcommittee on 
Health of the Committee on Ways and 
Means, House of Representatives, 
Ninety-seventh Congress, first session, 
September 30, October 1, 2, 1981., 82- 
6917 


Rural health care : hearing before the 
Subcommittee on Health of the Com- 
mittee on Finance, United States 
Senate, Ninty-seventh Congress, first 
session, June 20, 1981., 82-4229 


Medical economics — Research grants — 
United States — Periodicals. 
Grants for research and demonstrations., 
82-10683 


Medical economics — United States — 
Statistics — Periodicals. 
Health, United States., 82-10490 


Health, United States ... with prevention 
profile, 82-10490 


Medical education — Film catalogs. 
National Medical Audiovisual Center 
catalog., 82-1840 


Medical education — Israel. 
Israel study of socialization for medicine 
/, 82-10641 


Medical education — Law and legislation — 

United States. 

Health professions education/nurse train- 
ing and National Health Service Corps, 
1981 : hearing before the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 799 ... S. 801 
.. April 8, 1981., 82-6870 


Medical education — United States — 

Finance. 

Act to Amend Title 38, United States 
Code, to Extend by Twelve Months 
the Period During Which Funds Ap- 
propriated for Grants by the Veterans 
Administration for the Establishment 
and Support of New State Medical 
Schools May be Expended [ie. Ex- 
tended], 82-3596 


Medical emergencies. 
Handling and transportation of injured 
aboard ship, 82-1519, 82-1520 


Medical examiners (Law) 


Basic autopsy procedure, 82-9748 


Medical genetics — Abstracts — 
Periodicals. 
Human genetics, informational and edu- 
cational materials., 82-13848 
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Human genetics, informational and edu- 
cational materials. Supplement., 82- 
13849 


Medical genetics — Catalogs and collections. 
The Human genetic mutant cell reposi- 
tory /, 82-10605 


Benefit-and-cost analysis of medical inter- 
ventions : the case of cimetidine and 
peptic ulcer disease /, 82-2584 


Cost benefit/cost effectiveness of medical 
technologies : a case study of orthope- 
dic joint implants /, 82-2585 


Medical instruments and apparatus — Safety 
regulations — United States — 
Periodicals. 

Medical devices., 82-10613 


Pocket supplement to preamble compila- 
tion, 82-10613 


Medical instruments and apparatus industry 
— Great Britain. 
Medical equipment, United Kingdom., 
82-1411 


Medical instruments and apparatus industry 
— Switzerland. 
Medical equipment, 

3132 


Switzerland., 82- 


Medical instruments and apparatus industry 
— United States — Statistics. 


1977 census of manufactures, 82-9227 


Medical laboratories — Standards. 
Standard reference materials : summary 
of the clincial laboratory standards 
issued by the National Bureau of 
Standards /, 82-12800 


Medical libraries — United States — 
Periodicals. 
National Library of Medicine programs 
and services., 82-13824 


*Medical Oncology — abstracts 
Selected abstracts on glycosphingolipids., 
82-13796 


*Medical Oncology — directories 
Current cancer research on diagnosis, 
prognosis, pathology, and therapy of 
endocrine neoplasms (excluding 
gonads)., 82-10552 


Current cancer research on selected as- 
pects of cancer-related protein, carbo- 
hydrate, lipid, and other biochemistry., 
82-5717 


Current cancer research on the epidemio- 
logy, etiology, and related biology of 


endocrine 
gonads), 


neoplasms 
82-10542 


(excluding 
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*Medical oncology — United States — 

Statistics. 

Utilization of short-stay hospitals by per- 
sons with heart disease and malignant 
neoplasms : the national hospital dis- 
charge survey, United States, 1977 /, 
82-13858 


Medical parasitology — United States — 
Laboratory manuals. 
The formalin-ether concentration tech- 
nique for stool examination /, 82- 
10655 


Medical personnel. 
Ear, nose and throat specialist 
levels 1, 2, 3, 4., 82-13042 


: skill 


Medical personnel — Malpractice — United 
States. 
Economic analysis of medical malpractice 
: three reports., 82-564 


Medical personnel — United States. 
NIAAA manpower report : data from 
the September 30, 1980 National Drug 
and Alcoholism Treatment Utilization 

Survey (NDATUS)., 82-562 


Realize a greater sense of community : 
the Guard is America at its best., 82- 
13020 


Medical personnel — United States — 

Recruiting. 

Recruitment and retention of VA medical 
personnel, budget constraints on VA 
hospital admitting practices and OMB 
Circular A-76 : hearing before the Sub- 
committee on Oversight and Investiga- 
tions of the Committee on Veterans’ 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
October 30, 1981., 82-12284 


Medical personnel — United States — 
Statistics — Periodicals. 
Health, United States., 82-10490 


Health, United States ... with prevention 
profile, 82-10490 


Medical policy — New England. 
Health planning and regulation : the New 
England experience /, 82-9081 


Medical policy — United States. 
A Description of the health financing 
model : a tool for cost estimation /, 
82-3605 


Health services and preventive health 
block grants, 1981 : hearings before the 
Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on ex- 
amination to consider a fundamental 
change in the administration of certain 
public health programs, April 2 and 10, 
1981., 82-2678 
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*Medical Records 
A demonstration of PROMIS : the Prob- 
lem-Oriented Medical Information 
System at the Medical Center Hospital 
of Vermont / William C. Stratmann., 
82-13874 


Medical records — Data processing. 

A demonstration of PROMIS : the Prob- 
lem-Oriented Medical Information 
System at the Medical Center Hospital 
of Vermont / William C. Stratmann., 
82-13874 


Annual report /, 82-10504 


DCRT annual report FY ..., 82-10504 


Medical research — International 
cooperation — Periodicals, 
National Institutes of Health annual 
report of international activities /, 82- 
13830 


Medical research — Research grants — 
United States. 
Guide for medical research contracts /, 
82-9838 


Medical research — Research grants — 
United States — Indexes — Periodicals. 
Research awards index., 82-5680 


Medical research — Research grants — 
United States — Periodicals. 
Grants for training, construction, cancer 
control, medical libraries /, 82-10505 
NIH research grants, 82-5681 
Program highlights /, 82-10512 
Research grants /, 82-5681 


Medical research — Research grants — 
United States — Statistics — Periodicals. 
Basic data relating to the National Insti- 

tutes of Health /, 82-1827 


Medical research — United States. 

National Cancer Institute’s therapy pro- 
gram : joint hearing before the Sub- 
committee on Health and the Environ- 
ment of the Committee on Energy and 
Commerce, House of Representatives, 
and the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Science and Technology, Ninety- 
seventh Congress, first session, October 
27, 1981., 82-15089 


NCHSR research priorities., 82-10648 


NIH International Research Fellowship 


Program : an evaluation, 1958-1977 /, 
82-3630 


Medical research — United States — 
Bibliography — Catalogs. 


Medicine and medical science., 82-5584 
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Medical research — United States — 
Bibliography — Periodicals. 
Scientific directory ... annual bibliogra- 
phy /, 82-3617 
Scientific directory and annual bibliogra- 
phy, 82-3617 


Medical research — United States — Data 


processing. . 
The NIH computer utility, yesterday & 
today., 82-10499 


Annual report /, 82-5744, 82-10513, 
82-13816 


CSU-FDA Collaborative Radiological 
Health Laboratory annual report /, 
82-13843 


NIH almanac /, 82-13792 


NIH research and development contracts, 
82-5682 


Research and development contracts /, 
82-5682 


Medical research personnel — United States 
— Directories. 
Scientific directory ... annual bibliogra- 
phy /, 82-3617 
Scientific directory and annual bibliogra- 
phy, 82-3617 


Medical screening — United States. 

Genetic screening and the handling of 
high-risk groups in the workplace : 
hearings before the Subcommittee on 
Investigations and Oversight of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
October 14, 15, 1981., 82-15199 


Medical statistics — Catalogs. 
Publication note /, 82-13862 


Medical students — United States — 
Longitudinal studies. 
AAMC longitudinal study of medical 
school graduates of 1960 /, 82-10639 


Medical students, Foreign — United States. 
Identification of specific effects of Title 
VI restrictions on selected hospitals 
and implications for health manpower 
/, %2-10649 


Medical technology — Cost effectiveness. 
Benefit-and-cost analysis of medical inter- 
ventions : the case of cimetidine and 
peptic ulcer disease /, 82-2584 
Cost benefit/cost effectiveness of medical 
technologies : a case study of orthope- 
dic joint implants /, 82-2585 
Medical technology — United States. 
Technology transfer at the National Insti- 
tutes of Health., 82-14998 
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Medical University of South Carolina — 
Accounting. 


Better accountability needed at the Medi- 
cal University of South Carolina /, 
82-449 


Medicare. 

Analysis of proposed new standards for 
nursing homes participating in Medi- 
care and Medicaid : summary : report 
to the Chairman, Select Committee on 
Aging, House of Representatives /, 
82-476 


Impact on health costs of NCHCT rec- 
ommendations for nonreimbursement 
for medical procedures /, 82-13786 


Implementing the End-Stage Renal Dis- 
ease Program of Medicare., 82-5777 


Medicare reimbursement of HMO’s 
hearing before the Subcommittee on 
Health of the Committee on Finance, 
United States Senate, Ninety-seventh 
Congress, first session, July 30, 1981., 
82-6821 

Medicare reimbursement to competitive 
medical plans : hearing before the Spe- 
cial Committee on Aging, United 
States Senate, Ninety-seventh Con- 
gress, first session, Washington, D.C., 
July 29, 1981., 82-4189 


Proposed revisions of subpart S : certifi- 
cation procedures for providers and 
suppliers of services under the Medi- 
care and Medicaid programs, summary 
of public hearings April-June 1980 /, 
82-1887 


Medicare — Directories. 
Directory of medical facilities. All re- 
gions., 82-13917, 82-13918 


Medicare/Medicaid directory of medical 
facilities. All regions, 82-13917, 82- 
13918 


Medicare — Finance. 

Proposed budget cuts in the medicare 
program : hearings before the Subcom- 
mittee on Health of the Committee on 
Ways and Means, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, March 30, 31, April 1, 
1981., 82-1129 


Medicare — Handbooks, manuals, etc. 
Medicare hospital manual., 82-3665 


Medicare reimbursement 
manual., 


provider 
82-3663 


Medicare — Statistics — Periodicals. 
Medicare- use of home health services., 
82-10687 


Medicare, health insurance for the aged 
and disabled. Selected state data., 82- 
10686 

Medicare, participating providers and 
suppliers of health services., 82-10685 
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Medicare, use of hospital outpatient serv- 
ices., 82-10684, 82-13915 

Participating providers and suppliers of 
health services, 82-10685 

Use of hospital outpatient services, 82- 
10684, 82-13915 


Medicare — United States — Handbooks, 
manuals, etc. 
Madicare skilled nursing facility manual., 
82-3664 


Medicare fraud. 

Control of waste, and abuse at the De- 
partment of Health and Human Serv- 
ices : hearing before the Subcommittee 
on Oversight and Investigation of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, April 17, 
1981., 82-2627 

Home health care fraud and abuse : 
report of the Committee on Govern- 
mental Affairs, United States Senate /, 
82-4032 


Medicine. 


The Palpable Osler, 82-3628 


Medicine — Bibliography. 
Cumulated abridged index medicus /, 
82-13827 


Medicine — Data 
Optimal _electrocardiography 
10643 


/, 82- 


Medicine — Data processing — Periodicals. 
Annual report /, 82-10504 


DCRT annual report FY ..., 
Medicine — History — Indexes — 
Periodicals. 


Bibliography of the history of medicine /, 
82-3629 


82-10504 


Medicine — International cooperation — 
Periodicals. 
National Institutes of Health annual 
report of international activities /, 82- 
13830 


*Medicine — motion pictures — catalogs 
National Medical Audiovisual Center 
catalog., 82-1840 


*Medicine — periodicals. 
Annual report /, 82-5744, 82-13816 
National Institutes of Health annual 
report of international activities /, 82- 
13830 


Medicine — Periodicals — Bibliography. 
List of journals indexed in Index medicus 
/, 82-1841 
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List of journals indexed in Index medicus 
/, 82-13829 


List of serials and monographs indexed 
for online users., 82-13826 


Medicine — Periodicals — Indexes — 
Periodicals. 
Bibliography of medical reviews /, 82- 
5747 


Cumulated abridged index medicus /, 
82-13827 


Cumulated index medicus /, 82-13828 


Medicine — Scholarships, fellowships, etc. 

— United States. - 

Characteristics of medical students in the 
National Health Service Corps 
(NHSC) scholarship program, 1973 
through 1980 : final report /, 82- 
10624 


Medicine — Scholarships, fellowships, etc. 
— United States — Periodicals. 
BHPr support directory of grants, 
awards, and loans., 82-13877 


Directory of grants, awards, and loans, 
82-13877 


Grants for training, construction, cancer 
control, medical libraries /, 82-10505 


Medicine — Scholarships, fellowships, etc. 
— United States — Statistics — 
Periodicals. 

Scholarship program : Report of the Sec- 
retary of Health and Human Services 
on the administration of National 
Health Service Corps scholarship pro- 
gram as required by Section 751 (i) of 
Title VII of the Public Health Service 
Act, as amended., 82-13878 


Medicine — Specialties and specialists — 
United States. 
An Analysis of the content of specialty 
practices and their service capacities /, 
82-10626 


Medicine — Study and teaching — United 
States — Periodicals. 
Clinical eiectives for medical students at 
the National Institutes of Health., 82- 
10498 


Medicine — United States — Bibliography 
— Catalogs. 
Medicine and medical science., 


Publications /, 82-10610 


82-5584 


Medicine, Military — Study and teaching 
(Graduate) — United States. 
Graduate medical education and clinical 


clerkship training programs., 82-9837 


Medicine, Military — United States. 
Guide for medical research contracts /, 
82-9838 





Medicine, Military — United States — 
Computer-assisted instruction. 
Computer-assisted, programmed text, and 

lecture modes of instruction in three 
medical training courses : comparative 
evaluation /, 82-301 


Medicine, Military — United States — 
Programmed instruction. 
Computer-assisted, programmed text, and 

lecture modes of instruction in three 
medical training courses : comparative 
evaluation /, 82-301 


Medicine, Preventive. 
An Ounce of prevention : how medical 
professionals can work to prevent 
motor vehicle injuries., 82-6543 


Medicine, Preventive — United States. 

Preventive medicine and health promo- 
tion, 1981 : hearings before the Com- 
mittee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on ex- 
amination on the most important aspect 
of medical care, the prevention of poor 
health and disease, July 16 and 17, 
1981., 82-12228 


Medicine, Preventive — United States — 
Periodicals. 
Prevention /, 82-10487 


Medicine, State — United States — 
Periodicals. 
Report of the Administrator /, 82-13845 


Mediterranean Sea — Navigation. 
Omega propagation correction tables for 
10.2 kHz : area 07, Mediterranean, sta- 

tion A (Norway) /, 82-9601 


Omega propagation correction tables for 
10.2 kHz : area 07, Mediterranean, sta- 
tion B (Liberia) /, 82-9602 


Omega propagation correction tables for 
10.2 kHz : area 07, Mediterranean, sta- 
tion E (Reunion) /, 82-9603 

Omega propagation correction tables for 
10.2 kHz : area 07, Mediterranean, sta- 
tion F (Argentina) /, 82-4746 

Omega propagation correction tables for 
13.6 kHz : area 00, Mediterranean, sta- 
tion E (Reunion) /, 82-4771 


MEDLARS. 
List of journals indexed in Index medicus 
/, 82-1841, 82-13829 


MEDLARS — Periodicals. 
List of serials and monographs indexed 
for online users., 82-13826 


Melanoma — Abstracts. 

Current cancer research on etiology, epi- 
demiology, and biology of melanomas 
and other skin cancers /, 82-5702, 
82-5719 
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Mental Health bibliography 


Current cancer research on preclinical 
and clinical studies on diagnosis, prog- 
nosis, therapy, and immunology of 
melanomas and other skin cancers., 
82-5727 


*Melanoma — directories 
Current cancer research on etiology, epi- 
demiology, and biology of melanomas 
and other skin cancers /, 82-5702, 
82-5719 


Melton Hill Lake (Tenn.) — Maps. 
Melton Hill Lake recreation map /, 82- 
1003 


Membranes (Technology) 

Investigation of beach sand trafficability 
enhancement using sand-grid confine- 
ment and membrane reinforcement 
concepts. Report 1. Sand test sections 1 
and 2/, 82-9799 

Investigation of construction concepts for 


pavements across soft ground /, 82- 
5006 


Traffic slope tests of military inventory 
items and their effectiveness in riverine 
egress tests /, 82-5018 


Memory. 
Learning strategy training materials : a 
selected subset /, 82-5150 
Mnemonic enhancement and_ general 
technical ability /, 82-13115 


Mendocino National Forest (Calif.) — Maps. 
Mendocino National Forest., 82-9099 


Meningitis, Cerebrospinal. 
Meningococcal meningitis /, 82-3646 


Men’s clothing industry — United States — 
Statistics — Periodicals. 
Current industrial reports. Series MA- 
23E, Men’s and boys’ outerwear., 82- 
4586 


Men’s and boys’ outerwear, 82-4586 


Menstruation. 
Birth control info for teens : 
solved the body puzzle?, 


have you 
82-3636 


Mensuration — Congresses. 

1980 workshop & symposium, final pro- 
gram and preregistration materials, Na- 
tional Conference of Standards Labora- 
tories : September 22-25, 1980 /, 82- 
3079 


Mensuration — Technological innovations. 
New technology challenges metrology /, 
82-3081 


*Mental Health — bibliography 
Computers in mental health : a review 
and annotated bibliography /, 82- 
10667 
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Mental health Scholarships, fellowships, etc. U.S. Periodicals. 


Mental health — Scholarships, fellowships, 
etc. — United States — Periodicals. 
Mental health trainee stipends in social 

work /, 82-10663 


Mental health — United States — 
Bibliography. 
Computers in mental health : a review 
and annotated bibliography /, 82- 
10667 


Mental health — United States — 
Bibliography — Catalogs. 
Mental health., 82-1784 


Mental health — United States — 
Congresses. 
Risk factor research in the major mental 
disorders : proceedings of a conference, 
April 3-4, 1980 /, 82-556 


Mental health facilities — United States — 

Utilization. 

Characteristics of admissions to selected 
mental health facilities, 1975 : an anno- 
tated book of charts and tables /, 82- 
557 


*Mental Health Services 
Operations research and the mental 
health service system /, 82-10668 


Mental health services — Periodicals. 
Mental health in deafness : a journal of 
Saint Elizabeths Hospital /, 82-5765 


Mental health services — United States. 
Assuring quality mental health services : 
the CHAMPUS experience /, 82- 
10664 
Operations research and 
health service system /, 


the mental 
82-10668 


Mental health services — United States — 
Bibliography. 
Operations research and the mental 
health service system /, 82-10668 


Mental health services — United States — 
Finance 


Economics and mental health /, 82-558 


Mental illness — United States — 
Prevention. 
ADAMHA prevention policy and pro- 
grams, 1979-1982., 82-13888 


Mentally handicapped — Care and treatment 
— Connecticut 


Care for the retarded, 1981 : hearings 
before the Subcommittee on the Handi- 
capped of the Committee on Labor and 


Human Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on oversight on the effects of 
deinstitutionalization of mentally re- 
tarded citizens, April 14 and 15, 1981, 
Hartford, Conn., 82-6877 
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Mentally handicapped — United States. 
Mental retardation : prevention strategies 
that work /, 82-3666 


Mentally ill — Care and treatment — 

United States. 

Assessing therapeutic environment for 
active psychiatric treatment settings /, 
82-5773 

Treating and assessing the chronically 
mentally ill : the pioneering research of 
Gordon L. Paul /, 82-5766 


Meramec River (Mo.) 
Outlet structure for Meramec Lake, Mer- 
amec River, Missouri : hydraulic model 
investigation /, 82-169 


Merchant marine — Finance — Periodicals. 
Maritime subsidies /, 82-9488 


Merchant marine — Officers — Education. 
Simulators for mariner training and li- 
censing : phase 1 : role of simulators in 
the mariner training and licensing proc- 
ess : CAORF technical report, simula- 
tion experiment /, 82-6471 


Merchant marine — United States. 

Defense _ sealift capability hearings 
before the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on the capability of our 
merchant marine to supply our military 
and naval forces in the event of hostil- 
ities overseas, and to carry imported 
strategic materials to keep American 
industry going, June 3, July 9, 1981., 
82-4261 


Shipping Act of 1981 : hearings before 
the Subcommittee on Merchant Marine 
of the Committee on Commerce, Sci- 
ence, and Transportation, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 1593 ... and S. 125 ... 
September 21, 23, and 24., 82-12113 


Merchant marine — United States — 
Handbooks, manuals, etc. 
Naval science for the Merchant Marine 
officer., 82-9869 


Merchant marine — United States — 
Officers. 
Naval science for the Merchant Marine 
officer., 82-9869 


Merchant marine — United States — 
Periodicals. 
Report on the activities of the Merchant 
Marine and Fisheries Committee., 82- 
920 


Merchant marine — United States — Safety 
measures, 

Shipboard training and maintenance for 

merchant vessel survival equipment /, 
82-2296 
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Merchant marine — Vocational guidance — 
United States. 
Information concerning employment and 
training opportunities in the U.S. Mer- 
chant Marine., 82-1374 


Merchant seamen — Medical care — United 

States. 

United States public Health service hospi- 
tals and clinics : hearings before the 
Subcommittee on Merchant Marine of 
the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on public health service hospi- 
tals oversight, March 23, 1981 ... April 
3, 1981 ... April 24, 1981 ... Public 
Health Service Hospitals Closure and 
Eliminate Merchant Seamen Entitle- 
ment—H.R. 3223, April 27, 1981 ... 
June 9, 1981., 82-12233 


Merchant — Training of — United 
States. 
Shipboard training and maintenance for 
merchant vessel survival equipment /, 
82-2296 


Merchant ships — Statistics — Yearbooks. 
A Statistical analysis of the world’s mer- 
chant fleets /, 82-9489 


Mercury — Analysis. 

Modification of a commercial atomic ab- 
sorption spectrophotometer for cold- 
vapor determination of mercury /, 
82-5887 


Meriwether County (Ga.) — Maps. 
Soil interpretive map of important farm- 
lands, Meriwether County, Georgia /, 
82-86 


Mesa County (Colo.) — Statistics, Medical. 
Excess cancer incidence in Mesa County, 
Colorado /, 82-4120 


MESA New York Bight Project (U.S.) 
MESA New York Bight Project : ex- 
panded water column characterization 
cruise (XWCC 18), NOAA Ship 
George B. Kelez, June 1978 /, 82- 
4649, 82-4651, 82-4652, 82-4653, 
82-4654, 82-4655 


MESA New York Bight Project 
Winkler oxygen data, expanded water 
column characterization cruises 
(XWCC 2 to XWCC 24), NOAA ships 
Researcher and George B. Kelez, 1975- 
1979 /, 82-4647 


Mesnager, Madeleine, 1900- 
Madeleine Mesnager : report ( to accom- 
pany H.R. 1469)., 82-4049 


Mesquite — Bibliography. 
Effects of mesquite spraying on other 
rangeland resources /, 82-1988 





January — June 1982 


Metal cleaning. 
A new method and composition for 
cleaning metal surfaces /, 82-3292 


Metal coating. 
Detection of holidays on coated metal 
surfaces., 82-13202 


Improved adherence of sputtered titan- 
ium carbide coatings on nickel- and ti- 
tanium-base alloys /, 82-743 

Mass loss of a TEOS-coated, reinforced 
carbon-carbon composite subjected to a 
simulated shuttle entry environment /, 
82-2064 

A new method and composition for 
cleaning metal surfaces /, 82-3292 


Metal detectors. 
Detection of holidays on coated metal 
surfaces., 82-13202 


Metal oxide semiconductors. 
The capabilities and limitations of auger 
sputter profiling for studies of semicon- 
ductors /, 82-4606 


Metal stamping — Statistics. 
Occupational employment : metal stamp- 
ings industry, June 1971 /, 82-11053 


1977 census of manufacturers, 82-9216 


Metal trade — Statistics. 
Occupational employment : metal stamp- 
ings industry, June 1971 /, 82-11053 


Metal trade — United States — Statistics. 
Occupational employment : coating, en- 
graving, and allied services industry, 
June 1971 /, 82-11049 


Occupational employment : miscellaneous 
fabricated metal products industry, 
June 1971 /, 82-11054 

Occupational employment primary 
metal products industry, April 1971 /, 
82-11042 


1977 census of manufactures, 
82-9215, 82-9218 


82-9213, 
Metal-work — Brazil. 
Market research summary /, 82-1413 


Metal-work — United States — Statistics. 
1977 census of manufacturers, 82-9216 


1977 census of manufactures. Special 
report. Selected metal mill shapes and 


forms., 82-108 


Metal-workers — United States — 
Statistics. 
Occupational employment ; metalworking 
machinery and equipment industry, 
June 1971., 82-14100 


Occupational employment primary 
metal products industry, April 1971 /, 
82-11042 





Metal-working machinery — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 3400. Metalworking 
machinery, 82-4816 
Consolidated federal supply catalog iden- 
tification list. FSG 3400. Metal work- 
ing machinery, 82-12943 


Metallurgical furnaces — Environmental 
aspects — Quebec (Province) 
Ferroalloy process emissions measure- 
ment /, 82-10126 


Metallurgical research — United States — 
Periodicals. 
Bureau of Mines research., 82-3720 


U.S. Bureau of Mines research, 82-3720 


Metallurgy. 
Process for recovering chromium and 
other metals from superalloy scrap /, 

82-5884 


Metallurgy — United States. 
Mechanical properties and oxidation and 
corrosion resistance of reduced chromi- 
um 304 stainless steel alloys /, 82- 
6153 


Metals. 
Selected abstracts on the role of metals in 
carcinogenesis., 82-10591 


Metals — Effect of radiation on. 
Cooperative Radiation Effects Simulation 
Program : annual progress report for 
the period 1 September 1977-31 August 
1978 /, 82-5135 
Cooperative Radiation Effects Simulation 
Program : semiannual progress report 


for the period 1 March 1977-31 August | 


1977 /, 82-5134 


Evaluating strength and ductility of irra- 
diated zircaloy task 5 : progress report 
July - December 1978 /, 82-14884 

Evaluating strength and ductility of irra- 
diated zircaloy task 5 : quarterly prog- 
ress report January-March, 1979 /, 
82-14885 

The NRL-EPRI research program 
(RP886-2) : evaluation and prediction 
of neutron embrittlement in reactor 
pressure vessel materials : annual prog- 
ress report for CY 1979 /, 82-5137 


Metals — Erosion — Testing. 
Scanning-electron-microscope study of 
normal-impingement erosion of ductile 
metals /, 82-11148 


Metals — Fatigue. 


Environmental effects on fatigue behav- 
ior of metals /, 82-9896 


Model 540 rotor blade crack propagation 
investigation /, 82-1515 
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Meteorological instruments. 


Metals — Finishing — Economic aspects — 

United States. 

Economic impact analysis of proposed ef- 
fluent standards and limitations for the 
porcelain enameling industry /, §82- 
1665 


Metals — Finishing — Waste disposal. 
Economic impact analysis of proposed ef- 
fluent standards and limitations for the 
porcelain enameling industry /, 82- 
1665 


Metals — Fracture. 
Environmental effects on fatigue behav- 
ior of metals /, 82-9896 


The NRL-EPRI_ research program 
(RP886-2) : evaluation and prediction 
of neutron embrittlement in reactor 
pressure vessel materials : annual prog- 
ress report for CY 1979 /, 82-5137 


Structural integrity of water reactor pres- 
sure boundary components : progress 
report ending 28 February 1977 /, 82- 
1544 


Structural integrity of water reactor pres- 
sure boundary components : progress 
report ending 31 May 1977 /, 82-1545 

Structural integrity of water reactor pres- 
sure boundary components : quarterly 
progress report, April-June 1979 /,° 
82-9881 


Metals — Stress corrosion. 
Investigation and evaluation of cracking 
incidents in piping in pressurized water 
reactors /, 82-2439 


Metals, Effect of radiation on. 
Evaluating strength and ductility of irra- 
diated Zircaloy, task 5 /, 82-11985 


Metals, Effect of radiation on — Simulation 
methods. 

Cooperative Radiation Effects Simulation 
Program : annual progress report for 
the period 1 September 1978-31 August 
1979 /, 82-5136 


Metals at high temperatures. 
Effect of heat treatment on high tempera- 
ture crack growth under static load in 
Alloy 718 /, 82-1546 


Meteor trails. 
Meteor-burst communication systems : 
analysis and synthesis /, 82-3232 


Meteorological instruments. 
Real-time meteorological profiles using 
the NRL marine boundary layer sonde 
/, 82-3225 


Task IV, Development of an insolation 
handbook and instrument package : an 
introduction to meteorological meas- 
urements and data handling for solar 
energy applications., 82-313 
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Meteorological instruments. 


Task IV, Development of an insolation 
handbook and instrumentation package, 
subtask report : validation of the guide- 
lines for portable meteorological instru- 
ment packages, (an interim report)., 
82-312 


Meteorological instruments — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC’s 6655, 6660. Geo- 
physical and astronimical meteorologi- 
cal instruments and apparatus, 82- 
12985 


Meteorological instruments — Valuation. 
A review of atmospheric science research 
facilities : special report., 82-999 


Meteorological optics — Mathematical 
models, 
User’s manual for the Plume Visibility 
Model (PLUVUE) /, 82-364 
Workbook for estimating visibility im- 
pairment /, 82-365 


Meteorological optics — United States. 
Wind-ceiling-visibility data at selected 
airports., 82-862 


Meteorological research — United States. 
A review of atmospheric science research 
facilities : special report., 82-999 


— United States — 


Geophysical Monitoring for Climatic 
Change. Summary report., 82-9569 


Meteorological research — United States — 
Yearbooks. 


The Federal plan for meteorological 
services and supporting research /, 
82-12827, 82-12828 


Meteorological satellites. 
Analytic studies on satellite detection of 
severe, two-cell tornadoes /, 82-11097 


Convective rainfall estimation from digi- 
tal GOES-1 infrared data /, 82-11162 


A laser method of observing surface pres- 
sure and pressure-altitude and tempera- 
ture profiles of the troposphere from 
satellites /, 82-9497 


The role of the operational satellites in 
the aviation weather system /, 82- 
3936 

Satellite data set for solar incoming radi- 

* ation studies /, 82-9498 

SMS-GOES éatellite position and data 
availability /, 82-4638 

Solar X-ray measurements from SMS-1, 
SMS-2, and GOES-| : information for 
data users /, 82-1382 


Meteorological satellites — Data processing. 
Computer tracking of temperature-select- 
ed cloud patterns /, 82-9499 
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Meteorological services — United States. 
Analysis of national survey results., 
1392 


Meteorological stations — Delaware — 


82- 


Maps. 
Maryland and Delaware [meteorological 
stations]., 82-12831 


Meteorological stations — Kansas — 
Kansas [meteorological _ stations]., 
12829 


Meteorological stations — Louisiana — 
Maps. 


82- 


Louisiana [meteorological stations]., 
12830 


Meteorological stations — Maryland — 


Maps. 
Maryland and Delaware [meteorological 
stations]., 82-12831 


Meteorological stations — Michigan — 
Maps. 


Michigan [meteorological stations]., 
12832 


82- 


Meteorological stations — Minnesota — 


Minnesota [meteorological stations]., 82- 
12833 


Meteorological stations — Mississippi — 
Maps 


Mississippi 
82-12834 
Meteorological stations — Virginia — 


Virginia [meteorological stations]., 
12835 


[meteorological _ stations]., 


82- 


Meteorology. 

Forest meteorology : research needs for 
an energy and resource limited future : 
proceedings of a workshop, August 28 
through 30, 1978 /, 82-9934 

Use of meteorological data in air quality 
trend analysis /, 82-10066 


Meteorology — Alabama — Huntsville — 
Statistics — Periodicals. 
Local climatological data. Huntsville, Al- 
abama, annual summary with compara- 
tive data., 82-12845 


Meteorology — Alabama — Mobile — 
Statistics — Periodicals. 
Local climatological data. Mobile, Ala- 
bama, annual summary with compara- 
tive data., 82-12847 


Meteorology — Alabama — Montgomery — 
Statistics — Periodicals. 
Local climatological data. Montgomery, 
Alabama, annual summary with com- 
parative data., 82-12846 


Meteorology — Alabama — Statistics — 
Periodicals. 


Climatological data, annual summary. Al- 
abama., 82-125 
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Meteorology — Alaska — Anchorage — 
Statistics — Periodicals. 
Local climatological data. Anchorage, 
Alaska, annual summary with compara- 
tive data., 82-12848 


Meteorology — Alaska — Annette — 
Statistics — Periodicals. 
Local climatological data. Annette, 
Alaska, annual summary with compara- 
tive data., 82-12849 


Meteorology — Alaska — Barrow — 
Statistics — Periodicals. 
Local climatological data. Barrow, 
Alaska, annual summary with compara- 
tive data., 82-12850 


Meteorology — Alaska — Barter Island — 
Statistics — Periodicals. 
Local climatological data. Barter Island, 
Alaska, annual summary with compara- 
tive data., 82-12851 


Meteorology — Alaska — Bethel — 
Statistics — Periodicals. 
Local climatological data. Bethel, Alaska, 
annual summary with comparative 
data., 82-12852 


Meteorology — Alaska — Bettles Field — 
Statistics — Periodicals. 
Local climatological data. Bettles, 
Alaska, annual summary with compara- 
tive data., 82-12853 


Meteorology — Alaska — Cold Bay — 
Statistics — Periodicals. 
Local climatological data. Cold Bay, 
Alaska, annual summary with compara- 
tive data. 82-12855 


Meteorology — Alaska — Delta Junction — 
Statistics — Periodicals. 
Local climatological data. Big Delta, 
Alaska, annual summary with compara- 
tive data, 82-12854 


Meteorology — Alaska — Fairbanks — 
Statistics — Periodicals. 
Local climatological data. Fairbanks, 
Alaska, annual summary with compara- 
tive data., 82-12856 


Meteorology — Alaska — Guikana — 
Statistics — Periodicals. 
Local climatological data. Gulkana, 
Alaska, annual summary with compara- 
tive data., 82-12857 


Meteorology — Alaska — Homer — 
Statistics — Periodicals. 
Local climatological data. Homer, 
Alaska, annual summary with compara- 
tive data., 82-12858 





January — June 1982 


climatological data. Juneau, 
Alaska, annual summary with compara- 
tive data., 82-12859 


— Alaska — King Salmon — 
Statistics — Periodicals. 
Local climatological data. King Salmon, 
Alaska, annual summary with compara- 
tive data., 82-12860 


Meteorology — Alaska — Kodiak — 
Statistics — Periodicals. 
Local climatological data. Kodiak, 
Alaska, annual summary with compara- 
tive data., 82-12861 


Meteorology — Alaska — Kotzebue — 
Statistics — Periodicals. 
Local climatological data. Kotzebue, 
Alaska, annual summary with compara- 
tive data., 82-12862 


Meteorology — Alaska — McGrath — 
Statistics — Periodicals. 
Local climatological data. McGrath, 
Alaska, annual summary with compara- 
tive data., 82-12863 


Meteorology — Alaska — Nome — 
Statistics — Periodicals. 
Local climatological data. Nome, Alaska, 
annual summary with comparative 
data., 82-12864 


Meteorology — Arizona — Statistics — 
Periodicals. 
Climatological data, annual summary. Ar- 
izona., 82-126 


Meteorology — Arizona — Yuma — 
Statistics — Periodicals. 
Local climatological data. Yuma, Arizo- 
na, annual summary with comparative 
data., 82-3118 


Meteorology — Arkansas — Fort Smith — 
Statistics — Periodicals. 
Local climatological data. Fort Smith, 
Arkansas, annual summary with com- 
parative data., 82-3119 


Meteorology — Bibliography. 
Publications and final reports on con- 
tracts and grants, 1978 /, 82-9500 


Meteorology — Bibliography — Catalogs. 
Scientific and technical publications of 
the Environmental Research Laborato- 
ries, 82-1401, 82-4684 


Meteorology — California — Santa Maria 
— Statistics — Periodicals. 
Local climatological data. Santa Maria, 
California, annual summary with com- 
parative data., 82-4657 





Meteorology Nevada Las Vegas Statistics Periodicals. 


Meteorology — Florida — Tallahassee — 
Statistics — Periodicals. 
Local climatological data. Tallahassee, 
Florida, annual summary with com- 
parative data., 82-4658 


Meteorology — Georgia — Savannah — 
Statistics — Periodicals. 
Local climatological data. Savannah, 
Georgia, annual summary with com- 
parative data., 82-4659 


Meteorology — Indiana — Evansville — 
Statistics — Periodicals. 
Local climatological data. Evansville, In- 
diana, annual summary with compara- 
tive data., 82-4660 


Meteorology — Indiana — Fort Wayne — 
Statistics — Periodicals. 
Local climatological data. Fort Wayne, 
Indiana, annual summary with com- 
parative data., 82-4661 


Meteorology — Iowa — Des Moines — 
Statistics — Periodicals. 
Local climatological data. Des Moines, 
Iowa, annual summary with compara- 
tive data., 82-4662 


Meteorology — Iowa — Dubuque — 
Statistics — Periodicals. 
Local climatological data. Dubuque, 
Iowa, annual summary with compara- 
tive data., 82-1394 


Meteorology — Kentucky — Lexington — 
Statistics — Periodicals. 
Local climatological data. Lexington, 
Kentucky, annual summary with com- 
parative data., 82-1395 


Meteorology — Louisiana — New Orleans 
— Statistics — Periodicals. 
Local climatological data. New Orleans, 
Louisiana, annual summary with com- 
parative data., 82-1396 


Meteorology — Louisiana — Shreveport — 
Statistics — Periodicals. 
Local climatological data. Shreveport, 
Louisiana, annual summary with com- 
parative data., 82-4663 


Meteorology — Mathematical models. 

An algorithm to estimate field concentra- 
tions under nonsteady meeteorological 
conditions from wind tunnel experi- 
ments /, 82-11965 


Meteorology — Montana — Kalispell — 
Statistics — Periodicals. 
Local climatological data. Kalispell, 
Montana, annual summary with com- 
parative data., 82-1397 


Meteorology — Montana — Miles City — 
Statistics — Periodicals. 
Local climatological data. Miles City, 
Montana, annual summary with com- 
parative data., 82-1398 
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Meteorology — Montana — Missoula — 
Statistics — Periodicals. 
Local climatological data. Missoula, 
Montana, annual summary with com- 
parative data., 82-1399 


Meteorology — Nebraska — Grand Island 
— Statistics — Periodicals. 
Local climatological data. Grand Island, 
Nebraska, annual summary with com- 
parative data., 82-4664 


Meteorology — Nebraska — Lincoln — 
Statistics — Periodicals. 
Local climatological data. Lincoln, Ne- 
braska, annual summary with compara- 
tive data., 82-4665 


Meteorology — Nebraska — Norfolk — 
Statistics — Periodicals. 
Local climatological data. Norfolk, Ne- 
braska, annual summary with compara- 
tive data., 82-4666 


Meteorology — Nebraska — North Platte 
— Statistics — Periodicals. 
Local climatological data. North Platte, 
Nebraska, annual summary with com- 
parative data., 82-4667 


Meteorology — Nebraska — Omaha — 
Statistics — Periodicals. 
Local climatological data. Omaha, Ne- 
braska, annual summary with compara- 
tive data., 82-9520 


Meteorology — Nebraska — Scottsbluff — 
Statistics — Periodicals. 
Local climatological data. Scottsbluff, 
Nebraska, annual summary with com- 
parative data., 82-4668 


Meteorology — Nebraska — Valentine — 
Statistics — Periodicals. 
Local climatological data. Valentine, Ne- 
braska, annual summary with compara- 
tive data., 82-4669 


Meteorology — Nevada — Elko — Statistics 
— Periodicals. 
Local climatological data. Elko, Nevada, 
annual summary with comparative 
data., 82-4670 


Meteorology — Nevada — Ely — Statistics 
— Periodicals. 
Local climatological data. Ely, Nevada, 
annual summary with comparative 
data., 82-4671 


Meteorology — Nevada — Las Vegas — 
Statistics — Periodicals. 
Local climatological data. Las Vegas, 
Nevada, annual summary with com- 
parative data., 82-4674 
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Meteorology — Nevada — Reno — 
Statistics — Periodicals. 
Local climatological data. Reno, Nevada, 
annual summary with comparative 
data., 82-4672 


Meteorology — Nevada — Winnemucca — 
Statistics — Periodicals. 
Local climatological data. Winnemucca, 
Nevada, annual summary with com- 
parative data., 82-4673 


Meteorology — New Hampshire — Concord 
— Statistics — Periodicals. 
Local climatological data. Concord, New 
Hampshire, annual summary with com- 
parative data., 82-4675 


Meteorology — New Hampshire — Gorham 

(Town) — Statistics — Periodicals. 

Local climatological data. Mount Wash- 
ington Observatory, Gorham, New 
Hampshire, annual summary with com- 
parative data., 82-9521 


Meteorology — New Jersey — Newark — 
Statistics — Periodicals. 
Local climatological data. Newark, New 
Jersey, annual summary with compara- 
tive data., 82-4676 


Meteorology — New Jersey — Trenton — 
Statistics — Periodicals. 
Local climatological data. Trenton, New 
Jersey, annual summary with compara- 
tive data., 82-4677 


Meteorology — New Mexico — 
Albuquerque — Statistics — Periodicals. 
Local climatological data. Albuquerque, 

New Mexico, annual summary with 
comparative data., 82-9522 


Meteorology — New Mexico — Clayton — 
Statistics — Periodicals. 
Local climatological data. Clayton, New 
Mexico, annual summary with com- 
parative data., 82-4678 


Meteorology — New Mexico — Roswell — 
Statistics — Periodicals. 
Local climatological data. Roswell, New 
Mexico, annual summary with com- 
parative data., 82-9523 


Meteorology — New York (State) — Albany 
— Statistics — Periodicals. 
Local climatological data. Albany, New 
York, annual summary with compara- 
tive data., 82-12865 


Meteorology — New York (State) — 
Binghamton — Statistics — Periodicals. 
Local climatological data. Binghamton, 

New York, annual summary with com- 
parative data., 82-4679 


Meteorology — New York (State) — Buffalo 
— Statistics — Periodicals. 
Local climatological data. Buffalo, New 
York, annual summary with compara- 
tive data., 82-4680 
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Meteorology — New York (State) — 
Rochester — Statistics — Periodicals. 
Local climatological data. Rochester, 

New York, annual summary with com- 
parative data., 82-9524 


Meteorology — New York (State) — 
Syracuse — Statistics — Periodicals. 
Local climatological data. Syracuse, New 

York, annual summary with compara- 
tive data., 82-4681 


Meteorology — North Carolina — Asheville 
— Statistics — Periodicals. 
Local climatological data. Asheville, 
North Carolina, annual summary with 
comparative data., 82-9525 


Meteorology — North Carolina — Charlotte 
— Statistics — Periodicals. 
Local climatological data. Charlotte, 
North Carolina, annual summary with 
comparative data., 82-9527 


Meteorology — North Carolina — 
Greensboro — Statistics — Periodicals. 
Local climatological data. Greensboro, 

North Carolina, annual summary with 
comparative data., 82-9528 


Meteorology — North Carolina — Hatteras, 
Cape — Statistics — Periodicals. 
Local climatological data. Cape Hatteras, 
North Carolina, annual summary with 
comparative data., 82-9526 


Meteorology — North Carolina — Raleigh 
— Statistics — Periodicals. 
Local climatological data. Raleigh, North 
Carolina, annual summary with com- 
parative data., 82-9529 


Meteorology — North Carolina — 
Wilmington — Statistics — Periodicals. 
Local climatological data. Wilmington, 

North Carolina, annual summary with 
comparative data., 82-9530 


Meteorology — North Dakota — Bismarck 
— Statistics — Periodicals. 
Local climatological data. Bismarck, 
North Dakota, annual summary with 
comparative data., 82-9531 


Meteorology — North Dakota — Fargo — 
Statistics — Periodicals. 
Local climatological data. Fargo, North 
Dakota, annual summary with com- 
parative data., 82-9532 


Meteorology — North Dakota — Williston 
— Statistics — Periodicals. 
Local climatological data. Williston, 
North Dakota, annual summary with 
comparative data., 82-9533 


Meteorology — Observations. 
The Acquisition and processing of con- 
tinuous data from GMCC observatories 
/, 82-3100 
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Model for estimating meteorological pro- 
files from shipboard observations /, 
82-5126 


Meteorology — Observers’ manuals. 
Surface observations., 82-4466 
Surface observations (additional Weather 
Service instructions)., 82-12686 


Local climatological data. Akron, Ohio, 
annual with comparative 


data., 82-12866 


Local climatological data. Cleveland, 
Ohio, annual summary with compara- 
tive data., 82-9534 


Meteorology — Ohio — Columbus — 
Statistics — Periodicals. 
Local climatological data. Columbus, 
Ohio, annual summary with compara- 
tive data., 82-9535 


Meteorology — Ohio — Dayton — 
Statistics — Periodicals. 
Local climatological data. Dayton, Ohio, 
annual summary with comparative 
data., 82-9536 


Meteorology — Ohio — Mansfield — 
Statistics — Periodicals. 
Local climatological data. Mansfield, 
Ohio, annual summary with compara- 
tive data., 82-9537 


Meteorology — Ohio — Toledo — Statistics 
— Periodicals. 
Local climatological data. Toledo, Ohio, 
annual summary with comparative 
data., 82-9538 


Meteorology — Ohio — Youngstown — 
Statistics — Periodicals. 
Local climatological data. Youngstown, 
Ohio, annual summary with compara- 
tive data. 82-9539 


Meteorology — Oklahoma — Oklahoma 
City —- Statistics — Periodicals. 
Local climatological data. Oklahoma 
City, Oklahoma, annual summary with 
comparative data., 82-9540 


Meteorology — Oklahoma — Tulsa — 
Statistics — Periodicals. 
Local climatological data. Tulsa, Oklaho- 
ma, annual summary with comparative 
data., 82-9541 


Meteorology — Ontario, Lake. 
International Field Year for the Great 
Lakes (IFYGL) data catalog : United 
States data archive /, 82-1380 





January — June 1982 


Meteorology — Ontario, Lake — 
Observations. 


International Field Year for the Great 
Lakes (IFYGL) data catalog : United 
States data archive /, 82-1380 


Meteorology — Oregon — Astoria — 
Statistics — Periodicals. 
Local climatological data. Astoria, 
Oregon, annual summary with com- 
parative data., 82-9546 


Meteorology — Oregon — Burns — 
Statistics — Periodicals. 
Local climatological data. Burns, Oregon, 
annual summary with comparative 
data., 82-9542 


Meteorology — Oregon — Eugene — 
Statistics — Periodicals. 
Local climatological data. Eugene, 
Oregon, annual summary with com- 
parative data., 82-9543 


Meteorology — Oregon — Medford — 
Statistics — Periodicals. 
Local climatological data. Medford, 
Oregon, annual summary with com- 
parative data., 82-9547 


Meteorology — Oregon — Pendieton — 
Statistics — Periodicals. 
Local climatological data. Pendleton, 
Oregon, annual summary with com- 
parative data., 82-9544 


Meteorology — Oregon — Portland — 
Statistics — Periodicals. 
Local climatological data. Portland, 
Oregon, annual summary with com- 
parative data., 82-12867 


Meteorology — Oregon — Salem — 
Statistics — Periodicals. 
Local climatological data. Salem, 
Oregon, annual summary with com- 
parative data., 82-9545 


Meteorology — Pennsylvania — Allentown 
— Statistics — Periodicals. 
Local climatological data. Allentown, 
Pennsylvania, annual summary with 
comparative data., §2-12868 


Meteorology — Pennsylvania — Avoca — 
Statistics — Periodicals. 
Local climatological data. Avoca, Penn- 
sylvania, annual summary with com- 
parative data., 82-12869 


Meteorology — Pennsylvania — Erie — 
Statistics — Periodicals. 
Local climatological data. Erie, Pennsyl- 
vania, annual summary with compara- 
tive data., 82-12870 


Meteorology — Pennsylvania — Harrisburg 
— Statistics — Periodicals. 
Local climatological data. Harrisburg, 
Pennsylvania, annual summary with 
comparative data., 82-12871 





Meteorology — Pennsylvania — 
Philadelphia — Statistics — Periodicals. 
Local climatological data. Philadelphia, 

Pennsylvania, annual summary with 
comparative data., 82-12872 


Meteorology — Pennsylvania — 
Williamsport — Statistics — Periodicals. 
Local climatological data. Williamsport, 

Pennsylvania, annual summary with 
comparative data., 82-12873 


Meteorology — Puerto Rico — San Juan — 
Statistics — Periodicals. 
Local climatological data. San Juan, 
Puerto Rico, annual summary with 
comparative data., 82-12874 


Meteorology — Rhode Island — Block 
Island — Statistics — Periodicals. 
Local climatological data. Block Island, 
Rhode Island, annual summary with 
comparative data., 82-12875 


Meteorology — Rhode Island — Providence 
— Statistics — Periodicals. 
Local climatological data. Providence, 
Rhode Island, annual summary with 
comparative data., 82-12876 


Meteorology — South Carolina — 
Charleston — Statistics — Periodicals. 
Local climatological data. Charleston, 

South Carolina, annual summary with 
comparative data., 82-12877 


Meteorology — South Carolina — Columbia 
— Statistics — Periodicals. 
Local climatological data. Columbia, 
South Carolina, annual summary with 
comparative data., 82-12878 


Meteorology — South Carolina — Greer — 

Statistics — Periodicals. 

Local climatological data. Greenville- 
Spartanburg Airport, Greer, South 
Carolina, annual summary with com- 
parative data., 82-12879 


Meteorology — South Dakota — Aberdeen 
— Statistics — Periodicals. 
Local climatological data. Aberdeen, 
South Dakota, annual summary with 
comparative data., 82-127 


Meteorology — Washington metropolitan 
area — Statistics — Periodicals. 

Local climatological data. Washington, 
D.C., Dulles International Airport, 
annual summary with comparative 
data., 82-12844 


Local climatological data. Washington, 
D.C., National Airport, annual sum- 
mary with comparative data. 82- 
12843 


Meteorology, Agricultural — Statistics. 

A comparative statistical study of long- 
term agroclimatic conditions affecting 
the growth of U.S. winter wheat : dis- 
tributions of regional monthly average 
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Meteorology in aeronautics U.S. 


precipitation on the Great Plains and 
the State of Maryland, and the effect of 
agroclimatic conditions on yield in the 
state of Kansas., 82-11155 
Meteorology, Maritime. 
Model for estimating meteorological pro- 


files from shipboard observations /, 
82-5126 


Meteorology, Maritime — Antarctic Ocean. 
The use of drifting buoy data at NMC /, 
82-12825 


Meteorology, Maritime — Pacific Ocean. 
CTD/O.measurements during the Equa- 
torial Pacific Ocean Climate Study 
(EPOCS) in 1979 /, 82-12836 


Meteorology, Military. 

An interpretative review of existing capa- 
bilities for measuring and forecasting 
selected weather variables (emphasiz- 
ing remote means) /, 82-13180 

Preliminary analysis of fall-of-shot from 
Project “PASS” /, 82-9841 


Meteorology in aeronautics. 

Jet transport performance in thunder- 
storm wind shear conditions /, 82- 
14181 

A plan for improved short-range aviation . 
weather forecasts /, 82-878 

Spatial disorientation in general aviation 
accidents /, 82-3915 

Statistical comparisons of aircraft flyover 
noise adjustment procedures for differ- 
ent weather conditions /, 82-738 

Surface observations., 82-4466 


Surface observations (additional Weather 
Service instructions)., 82-12686 


Meteorology in aeronautics — Bibliography. 
Current research on aviation weather : 
bibliography /, 82-6108 


Meteorology in aeronautics — Data 


processing. 
Inferred climatology for U.S. airports : 
final report /, 82-3943 


National voice response system (VRS) 
implementation plan alternatives study 
/, 82-6462 


Meteorology in aeronautics — Handbooks, 
manuals, etc. 
Weather for aircrews., 82-9902 
Meteorology in aeronautics — United States. 
National airspace system aviation weather 
operational requirements analysis /, 
82-3932 
Wind-ceiling-visibility data at selected 
airports., 82-862 
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Methadone hydrochloride Physiological effect. 


Methadone hydrochloride — Physiological 
effect. 


Methadone diversion : a report of the 
Select Committee on Narcotics Abuse 
and Control, Ninety-fifth Congress, 
second session., 82-1091 


Methanation. 
Effects of additives on methanation activ- 
ity of Raney nickel catalysts /, 82- 
5860 


Methane. 
Biological conversion of biomass to 
methane : final report, 1 January 1980 
to 31 March 1981 /, 82-13367 


Evaluation of methane production from 
wet stillage and the nutritional value of 
the residue : final report /, 82-13356 


Methane drainage study using an under- 
ground pipeline, Marianna mine 58 /, 
82-5890 

Oversight, Methane Transportation R. & 
D. Act of 1980 : hearing before the 
Subcommittee on Transportation, Avi- 
ation and Materials of the Committee 
on Science and Technologu, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, November 
19, 1981., 82-15201 


Structure study of a CF,Br,-inhibited 
methane flame : effect of CF,.Brzon 
composition, net reaction rates, and 
rate coefficients /, 82-5866 


Methane — Congresses. 

Proceedings of a Symposium on the Utili- 
zation of Methane Generated in Land- 
fills, March 9 and 10, 1978, Laurel, 
Maryland /, 82-9931 


Methanol as fuel. 


Opportunities for coal to methanol con- 
version /, 82-13306 


Methanol as fuel — United States 
Alcohol production from agricultural and 
forest residues /, 82-9939, 82-13262 


Metolachlor. 

Metolachor : 2-chloro-N-(2-ethyl-6-meth- 
ylphenyl)-N-(2-methoxy-1-methylethyl) 
acetamide : pesticide registration stand- 
ard /, 82-1686 


Metric system — United States. 
Backgrounder /, 82-14705 


Problems in worldwide standardization of 
the units of height measurement., 82- 
6431 

Providing a metric option : can laws and 
regulations be amended in a timely 
manner?., 82-11861 

Questions and answers /, 82-14707 


Understanding metrics : an introduction / 
, 82-14708 
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Metric system — United States — 
Periodicals. 


U.S. Metric Board annual report., 82- 
11860 


METROMEX. 
A dual doppler radar study of the urban 
boundary layer : a summary of ME- 
TROMEX results /, 82-4630 


Metropolitan areas — United States — 

Statistics. 

1980 census of population : standard met- 
ropolitan statistical areas and standard 
consolidated statistical areas, 1980., 
82-9316 


Metropolitan Washington Airports (U.S.) 
Description of the multiple airport 
demand allocation model /, 82-11526 
Environmental impacts of airport policy 
alternatives /, 82-11527 
Metropolitan Washington airport invest- 
ment requirements /, 82-11525 


Mexican Americans — Health and hygiene 
— United States — Congresses. 
Proceedings of the Conference on Com- 

municating with Mexican Americans, 
Por Su Buena Salud Communicando 
con Mexico Americanos, For Their 
Good Health, September 13 and 14, 
1979, Houston, Texas /, 82-5740 


Mexican Americans — Mental health 
services. ‘ 
Chicano aging and mental health /, 82- 
1875 


Mexican bean beetle. 
The Mexican bean beetle : biological con- 
trol calendar., 82-2742 
The Mexican bean beetle : 
with parasites., 82-2754 


its control 


Mexicans — United States. 

Temporary workers : hearing before the 
Subcommittee on Immigration and Ref- 
ugee Policy of the Committee on the 
Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on a new temporary worker program 
with Mexico, October 22, 1981., 82- 
15163 


Mexico — Commerce. 
Mexico : agricultural and trade policies., 
82-9138 


Mexico — Emigration and immigration. 

U.S. consular operations in Mexico City 
and Mexican government attitudes on 
immigration reform : a study trip /, 
82-6853 


Mexico — Foreign relations — United 
States. 
U.S. consular operations in Mexico City 
and Mexican government attitudes on 
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immigration reform : a study trip /, 
82-6853 
Mexico — Politics and government — 1946- 
US-Mexico relations /, 82-2161 


Mexico — Relations — United States. 
US-Mexico relations /, 82-2161 


Mexico, Gulf of. 
Proposed OCS oil and gas sales 67 and 
69 /, 82-574 


Miami Beach (Fla.) — Description. 
USA, Miami Beach and Florida. 82- 
3089 


Miami (Fla.) — Description. 
USA, Miami Beach and Florida. 82- 
3089 


Mica — Statistics — Periodicals. 
Mica, 82-612 


Preprint from the ... Bureau of Mines 
Minerals yearbook. Mica., 82-612 


Mice — Diseases — Abstracts. 
Selected abstracts on murine mammary 
tumor viruses., 82-10584 


Michigan — Census, 1980. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 24. Michigan., 82-9300 


Michigan — Manufactures — Statistics. 
1977 census of manufactures, 82-9164 


Michigan — Maps. 
Michigan [meteorological stations]., 82- 
12832 


Wilderness review, Michigan /, 82-644 


Michigan — Population — Statistics. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 24. Michigan., 82-9300 


1980 census of population and housing : 
Michigan, preliminary population and 
housing unit counts., 82-9330 


Michigan — Public lands — Maps. 
Land ownership, Michigan /, 82-1986 


Michigan, Lake. 
The effect of structures and lake level on 
bluff and shore erosion in Berrien 
County, Michigan, 1970-74 /, 82-5030 


Micro-organisms. 
Microorganisms in stormwater : a sum- 
mary of recent investigations /, 82- 
10844 


Patents, deposit of microorganisms 
agreement between the United States 
of America and other governments : 
done at Budapest April 28, 1977 with 
regulations., 82-798 





January — June 1982 


— Catalogs and collections. 
Microbiological & immunological prod- 
ucts : commercial sources., 82-3647 


Microbial ecology — Addresses, essays, 
lectures. 
Microbiology of the aquatic environment 
/, 82-1917 


Microbial populations. 
Microbial populations in undisturbed soils 
and coal mine spoils in semi-arid condi- 

tions /, 82-12497 


Microcomputers. 
The Impact of microcomputers on avi- 
ation : a technology of forecasting and 
assessment study /, 82-14413 


Microcomputer applications to the Mili- 
tary Construction Army (MCA) proc- 
ess : concepts for implementation at 
Army Corps of Engineers construction 
field offices /, 82-13169 


The NDT-COMP9 microcomputer /, 
82-14933 


Microelectronic packaging. 
Problems encountered with anistatic 
packaging /, 82-3279 


Microelectronics. 

The design, testing, and analysis of a 
comprehensive test pattern for measur- 
ing CMOS/SOS process performance 
and control /, 82-1363 


Microphone — Calibration. 
NSMRL calibration of microphones at 
depth in dry hyperbaric chambers /, 
82-5116 


Microphone — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 5965. Headsets, 
handsets, microphones and speakers, 
82-12956, 82-12957 


Microprocessors. 
A microprocessor-based true-RMS line 
voltage monitor /, 82-1849 


Microscope and microscopy — Technique. 
Microscopic evaluation of red blood cell 
morphology /, 82-13883 


Principles of food analysis for filth, de- 
composition, and foreign matter : ana- 
lytical entomology for food-industry 
laboratories /, 82-13839 


Microwave antennas. 
Theoretical studies of microstrip antennas 
/, 82-14436, 82-14437 


Microwave communication systems. 
Power system communications : guide 
specification for microwave communi- 
cations system., 82-12618 





Microwave communication systems — 
Maintenance and repair. 
The US Army Signal School apprentice- 
ship program for the trade of field en- 
gineer (microwave)., 82-4926 


Microwave communication systems — 
Maintenance and repair — Handbooks, 
manuals, etc. 

MOS 26V, strategic microwave systems 
repairer., 82-9682 


MOS 26V, strategic microwave systems 
repairer, skill levels 1 and 2., 82-13070 


Microwave communication systems — 

United States. 

Field maxima inside habitable structures 
exposed to 2.45 GHz plane wave radi- 
ation /, 82-1405 

Motorist aid citizens radio service as a 


wide area communication system /, 
82-6325 


Recommendations for digital radio 
common tactical/long-haul standards /, 
82-4705 


Microwave landing systems. 
Microwave landing system 
plan., 82-6447 
Microwave landing system intra-aircraft 
EMC analysis /, 82-6458 


National plan for development of the mi- 
crowave landing system., 82-2262 


: transition 


Microwave landing systems — Data 
processing. 
Time reference scanning beam multimode 
digital processor /, 82-3935 


Microwave landing systems — Testing. 
Terminal area automatic navigation, guid- 
ance control research’ using the micro- 
wave landing system (MLS) /, 82- 
14217 


Microwave wiring. 
Theoretical studies of microstrip antennas 
/, 82-14436, 82-14437 


Microwaves. 


Photoconductive control of microwaves 
/, 82-1529 


Microwaves — Physiological effect. 
Microwave radiation at the U.S. Embassy 
in Moscow and its biological implica- 

tions : an assessment /, 82-131 


Middle Atlantic States — Description and 
travel. 
USA, Washington, D.C., Philadelphia, 
and George Washington country., 82- 
1376 


Middle West — Maps. 
Outdoor recreation opportunities in the 
Rock Island District /, 82-9784 
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Migration, Internal U.S. 


Midland County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Midland County, Texas /, 
82-4434 


Migrant agricultural laborers — Law and 
legislation — United States. 
Regulations, part 42, farm labor coordi- 
nated enforcement : Title 29, Part 42 of 
the Code of Federal Regulations. 82- 
11067 


Migrant agricultural laborers — Training of 

— Virginia. 

Labor needs to better manage migrant 
grants in Virginia and improve the 
process for selecting grantees : report 
to the Honorable William C. Wampler, 
House of Representatives /, 82-1752 


Migrant agricultural laborers — United 

States. 

Labor needs to better manage migrant 
grants in Virginia and improve the 
process for selecting grantees : report 
to the Honorable William C. Wampler, 
House of Representatives /, 82-1752 


Migrant and seasonal farmworker hous- 
ing in the United States : hearings 
before the Subcommittee on Housing 
and Community Development of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session., 82-6769 


Migrant and seasonal farmworker pro- 
grams., 82-14140 


Migrant labor — Law and legislation — 
United States. 
Regulations, part 42, farm labor coordi- 
nated enforcement : Title 29, Part 42 of 
the Code of Federal Regulations., 82- 
11067 


Migrant labor — Medical care — United 
States. 
Problems in the structure and manage- 
ment of the migrant health program /, 
82-483 


Migrant labor — Virginia. 

Labor needs to better manage migrant 
grants in Virginia and improve the 
process for selecting grantees : report 
to the Honorable William C. Wampler, 
House of Representatives /, 82-1752 


Migration, Internal — United States. 
Geographical mobility, March 1975 to 
March 1980., 82-12701 
Migration and residential location of 
workers at nuclear power plant con- 
struction sites /, 82-14982 
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Miles City (Mont.) Climate Statistics Periodicals. 


Miles City (Mont.) — Climate — Statistics 
Periodicals. 


Local climatological data. Miles City, 
Montana, annual summary with com- 
parative data., 82-1398 


Military architecture — New Jersey — 

Sandy Hook. 

Historic resource study, Fort Hancock 
1895-1948, Gateway National Recrea- 
tion Area, New York/New Jersey /, 
82-638 


Military art and science. 
Battalion command group performance in 
simulated combat /, 82-4943 


Military art and science — Data processing. 

Component list for computer, gun direc- 

tion, M18 (FADAC) (1220-00-448- 
0131)., 82-9672 


Evaluation of defense attempts to manage 
battlefield intelligence data : report to 
the Congress /, 82-5500 

Evaluation of defense attempts to manage 
battlefield intelligence data : report to 
the Congress : summary /, 82-5501 


Military art and science — Soviet Union — 
Mathematical models. 
Forecasting in military affairs : 

view /, 82-13230 


a Soviet 


Military art and science — United States. 
Replication and extension of Collins’ 
locus of control scale /, 82-3173 


Military art and science — United States — 
Bibliography — Indexes. 
Index of doctrinat, training, and organiza- 
tional publications., 82-9712 


Military art and science — United States — 

Data processing. 

Executive summary blueprint for 
DARCOM information processing in 
the 1980s : the architecture thrust., 
82-13034 


Military art and science — United States — 
Handbooks, manuals, etc. 
Armored and mechanized brigade oper- 
ations., 82-9701 


Military art and science — United States — 
Terminology. 
Nicknames and exercise terms., 


Military assistance, American. 
Appropriateness of procedures for leasing 
Defense property to foreign govern- 
ments : report to the Chairman, Com- 
mittee on Foreign Relations, United 

States Senate /, 82-5492 


Changing perspectives on U.S. arms 
transfer policy : report /, 82-2639 

Conventional arms sales : hearing before 
the Committee on Foreign Relations, 
United States Senate, Ninety-seventh 
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Congress, first session, July 28, 1981., 
82-1060 


Foreign assistance and related programs 
appropriation bill, 1982 : report togeth- 
er with additional, dissenting, and sepa- 
rate views (to accompany H.R. 4559)., 
82-11809 


Foreign assistance and related programs 
appropriation bill, 1982 : report togeth- 
er with additional views (to accompany 
S. 1802)., 82-4055 

Foreign assistance authorization for fiscal 
year 1982 : hearings before the Com- 
mittee on Foreign Relations, United 
States Senate, Ninety-seventh Con- 
gress, first session, March 19, 24, 26, 
April 3, 10, 22, and May 4, 1981., 82- 
2652 


The management of security assistance., 
82-1421 

The roles and functions of overseas Secu- 
rity Assistance Offices need to be clari- 
fied : report /, 82-5494 


Military assistance, American — China — 


Congresses. 
The Implications of U.S. China military 
cooperation : a workshop /, 82-12175 


Military assistance, American — Directories. 
MAPAD $: Military assistance program 
address directory., 82-9631 


Military assistance, American — Dominica. 

International military education and train- 
ing (IMET) : agreement between the 
United States of America and Domini- 
ca, effected by exchange of notes dated 
at Bridgetown and Roseau December 
11, 1980 and February 4, 1981., 82- 
11338 


Treaties, etc. United States, 1980 Dec. 11, 
82-11338 


Military assistance, American — Latin 

America. 

U.S. arms transfer policy in Latin Amer- 
ica : hearing before the Subcommittees 
on International Security and Scientific 
Affairs, and on Inter-American Affairs 
of the Committee on Foreign Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, October 
22, 1981., 82-12163 


Military assistance, American — Pakistan. 
AID and the proposed arms sales of F- 
16’s to Pakistan : hearings before the 
Committee on Foreign Relations, 
United States Senate, Ninety-seventh 
Congress, first session, November 12 
and 17, 1981., 82-12172 


Proposed U.S. assistance and arms trans- 
fer to Pakistan : an assessment : report 
of a staff study mission to Pakistan and 
India, September 30-October 17, 1981 
to the Committee on Foreign Affairs, 
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U.S. House of Representatives., 
12166 


82- 


Military assistance, American — Saudi 
Arabia. 


Air defense equipment for Saudi Arabia / 
» 82-2131 


Arms sales package to Saudi Arabia : 
hearings before the Committee on For- 
eign Relations, United States Senate, 
Ninety-seventh Congress, first session, 
on the AWACS and F-15 enhance- 
ments arms sales package to Saudi 
Arabia, October 1, 5, 6, 14, and 15, 
1981., 82-2651 


Military and technical implications of the 
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and related issues, Casper, Wyo., 
August 11, 1981., 82-12135 


Minicomputers. 
Development of a low-cost, stand-alone 
microterminal for support of testing 
and instruction /, 82-279 


Minidoka County (Idaho) — Maps. 
Important farmlands, Minidoka County, 
Idaho /, 82-4436 


Mining engineering — United States. 


Improving barrier insertion loss., 82-697 


Mining industry and finance — Valuation — 
Canada. 


Capital and operating cost estimating 
system manual for mining and benefi- 
ciation of metallic and nonmetallic min- 
erals except fossil fuels in the United 
States and Canada /, 82-1967 


Mining industry and finance — Valuation — 

United States. 

Capital and operating cost estimating 
system manual for mining and benefi- 
ciation of metallic and nonmetallic min- 
erals except fossil fuels in the United 
States and Canada /, 82-1967 


Mining law — United States. 
Excerpts from Code of Federal Regula- 
tions : Title 30, mineral resources, parts 
55, 56, 57, and 58 relating to metal and 
nonmetal mines., 82-14145 


Surface management of public lands 
under the U.S. mining laws, 43 CFR 
3809 /, 82-10713 


Mining law — United States — Periodicals. 
CFR. 30, Mineral resources, 82-3585 
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Minorities Bibliography Catalogs. 


Code of federal regulations. 30, Mineral 
resources., 82-3585 


Mineral resources, 82-3585 


Mining leases — United States. 

Full committee consideration of H.R. 
4448 ... H.R. 4624 ... H.R. 4625 ... H.R. 
3464 ... H.R. 4792 ... H.R. 4543 ... H.R. 
4591 ... H.R. 3502... /, 82-12094 


Hearing on H.R. 2990, to amend the min- 
eral leasing ... before the Military In- 
stallations and Facilities Subcommittee 
of the Committee on Armed Services, 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 16, 
1981., 82-1020 


New twin scrubber installation for con- 
tinuous mining machines /, 82-1968 


Mining machinery — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 3800. Construction, 
mining, excavating, and highway main- 
tenance equipment, 82-12945 


Mining machinery — Electric equipment. 
Papers presented at the Seminars on 
Ground Check Monitoring /, 82-5945 


Mining machinery industry — United States 
— Statistics. 
1977 census of manufacturers, 82-9219 


Mining research — United States — 
Periodicals. 
Bureau of Mines research., 82-3720 


U.S. Bureau of Mines research, 82-3720 


Minnesota — Manufactures — Statistics. 
1977 census of manufactures, 82-9165 


Minnesota — Maps. 
Minnesota [meteorological stations]., 
12833 


82- 


Minnesota — Population — Statistics. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 25. Minnesota., 82-9301 


Minnesota — Public lands — Maps. 
Land ownership, Minnesota /, 82-1987 


Minor, W. Ernst. 

Nominations of A. Alan Hill and W. 
Ernst Minor : hearing before the Com- 
mittee on Environment and Public 
Works, United States Senate, Ninety- 
seventh Congress, first session, on the 
nominations of A. Alan Hill to be 
chairman, Council on Environmental 
Quality and W. Ernst Minor, to be a 
member, Council on Environmental 
Quality, June 23, 1981., 82-4268 


Minorities — Bibliography — Catalogs. 
Minorities., 82-1763, 82-5523 
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Minorities Education U.S. 


Minorities — Education — United States. 
Minorities in allied health education : a 
comprehensive summary of . the 
report—January 1980 /, 82-5752 


Minorities — Employment — United States. 
Games, 82-13111 
Oversight hearings on equal employment 
opportunity and affirmative action : 
hearings before the Subcommittee on 
Employment Opportunities of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session ...., 82- 
15073 


Report on affirmative action and the fed- 
eral enforcement of equal employment 
opportunity laws /, 82-15074 


Minorities — Employment — United States 

— Statistics — Periodicals. 

EEOC .... report. Minorities and women 
in institutions of higher education., 
82-940 

EEOC report. Minorities & women in 
private industry, 82-2430 

Equal employment opportunity report. 
Job patterns for minorities and women 
in private industry /, 82-2430 

Equal employment opportunity report. 
Minorities and women in institutions of 
higher education, 82-940 


Job patterns for minorities and women in 
private industry, 82-2430 


Minorities and women in institutions of 
higher education, 82-940 


Report. Minorities & women in private 
industry, 82-2430 


Minorities — Health and hygiene — United 
States. 
Strategies for promoting health for spe- 
cific populations., 82-5674 


Minorities — Scholarships, fellowships, etc. 
— United States — Periodicals. 
Selected list of postsecondary education 
Opportunities for minorities and 
women., 82-13509 


Minorities — United States. 

The Retention of minority languages in 
the United States : a seminar on the 
analytic work of Calvin J. Veltman., 
82-10039 


Minorities — United States — Periodicals. 
Annual report /, 82-10973 


Minority business enterprises — Law and 
legislation — United States. 

Improving the rate of progress in the im- 
plementation of section 906 of the Rail- 
road Revitalization and Regulatory 
Reform Act., 82-6341 
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Minority business enterprises — United 

States. 

Bonding manual /, 82-11438 

“Demonstration training project — mi- 
nority highway business managers” /, 
82-2230 

Major problems with SBA’s section 8(a) 
program for disadvantaged small busi- 
nesses : hearing before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-seventh Congress, first session, 
March 28, 1981., 82-2663 


Outer continental shelf leasing policies : 
hearing before the Subcommittee on 
SBA and SBIC Authority, Minority 
Enterprise and General Small Business 
Problems of the Committee on Small 
Business, House of Representatives, 
Ninety-seventh Congress, first session, 
Washington, D.C., November 12, 
1981., 82-12261 


Small and minority business in the decade 
of the 80’s : hearings before the Com- 
mittee on Small Business, House of 
Representatives, Ninety-seventh Con- 
gress, first session., 82-12263 


Small Business Administration’s 8(a) pro- 
gram : hearings before the Subcommit- 
tee on SBA and SBIC Authority, Mi- 
nority Enterprise, and General Small 
Business Problems of the Committee 
on Small Business, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, Washington, D.C., May 
21, June 4 and 10, 1981., 82-6904 

A study of minority business participation 
in the urban mass transportation indus- 
try /, 82-14502 


Trade association meetings : hearings 
before the Committee on Small Busi- 
ness, House of Representatives, Ninety- 
seventh Congress, first session, Wash- 
ington, D.C., February 23 and Septem- 
ber 16, 1981., 82-15209 


Minority business enterprises — United 
States — Finance. 
Minority Business Resource Center., 
11466 


The U.S. Small Business Development 
Program : 8(a) handbook /, 82-11370 


82- 


Minority business enterprises — United 
States — Statistics. 


1977 economic censuses, 82-9347 


1977 survey of minority-owned business 
enterprises, 82-9479 


Minority youth — Employment — United 
States. 
Hispanic youth employment : establishing 
a knowledge base /, 82-695 


Minority youth — Employment — United 
Stats — Longitudinal studies. 
A Profile of Hispanic youth /, 82-696 
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Minot Air Force Base (N.D.) 
Your family housing brochure., 


Mints — Periodicals. 
The World’s monetary stocks of gold, 
silver, and coins in ..., 82-14309 


Mints — United States — Periodicals. 
Annual report of the Director of the 
Mint., 82-3843, 82-11385 
Domestic and foreign coins manufactured 
by mints of the United States., 82- 
14310 


Mirrors. 

An assessment of the U.S. mirror fusion 
program : report of the 1980 Mirror 
Senior Review Panel, February 1980 /, 
82-5197 


Report of the TMX-Upgrade Review 
Panel, May 1980 /, 82-5198 


Mirrors — United States. 
A discussion of critieria for evaluating 
initial TMX experiments /, 82-9950 


Mischocyttarus labiatus — Behavior. 
Social biology of the Polistine wasp Mis- 
chocyttarus labiatus : survival in a Co- 

lombian rain forest /, 82-6227 


82-9898 


Misconduct in office — United States. 
Government waste, fraud, and abuse : 
hearing before the Committee on Gov- 
ernmental Affairs, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 1120 ... June 9, 1981., 
82-2666 


Investigation of Senator Harrison A. Wil- 
liams, Jr. : government brief in opposi- 
tion to Senator Williams’ motion to dis- 
miss and for a new trial., 82-6819 


Investigation of Senator Harrison A. Wil- 
liams, Jr. : opinion of Judge George C. 
Pratt denying Senator Williams’ mo- 
tions to dismiss his indictment, for 
judgment of acquittal, and for a new 
trial, 82-15097 


Investigation of Senator Harrison A. Wil- 
liams, Jr. : Senator Williams’ reply to 
government brief in opposition to Sen- 
ator Williams’ motion to dismiss and 
for a new trial., 82-2630 


Investigation of Senator Harrison S. Wil- 
liams, Jr. : response of Senator Wil- 
liams to report of the Select Committee 
on Ethics, on S. Res. 204., 82-6818 


Transcript of due process hearing (June 
22, 23, 24, and 25, 1981) in the case of 
the United States of America v. Harri- 
son A. Williams, Jr. et al. in the United 
States District Court for the Eastern 
District of New York, docket no. 80- 
CR-00575 /, 82-4225 


Whistleblowing and the federal employee 


: blowing the whistle on fraud, waste, 
and mismanagement—who does it and 





January — June 1982 


what happens : a report of the U.S. 
Merit Systems Protection Board, Office 
of Merit Systems Review and Studies., 
82-2055 


persons — United States. 

Missing children : hearing before the 
Subcommittee on Investigations and 
General Oversight of the Committee 
on Labor and Human Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on to explore 
the cause and effect of missing chil- 
dren, focusing on home environment, 
local law enforcement agencies, and 
citizen action groups, October 6, 1981., 
82-15167 


— Manufactures — Statistics. 
1977 census of manufactures, 82-9166 


Mississippi — Maps. 
Mississippi [meteorological 
82-12834 


Mississippi — Population — Statistics. 
1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 26. Mississippi., 82-9302 


1980 census of population and housing : 
Mississippi, preliminary population and 
housing unit counts., 82-12750 


Mississippi River. 
The Port of New Orleans, Louisiana : 
mile 81 A.H.P. to mile 115 A.H.P., 
Mississippi River /, 82-13127 


Mississippi River — Channels — 

Maintenance and repair. 

GREAT II channel maintenance hand- 
book : “supplement to the GREAT II 
main report” : upper Mississippi River 
(Guttenberg to Saverton, Missouri)., 
82-9790 


stations]., 


Mississippi River — Delta. 
An Introduction to the environmental lit- 
erature of the Mississippi deltaic plain 
region /, 82-14022 


Mississippi River — Navigation 
Navigation conditions at Locks and Dam 
26, Mississippi River : hydraulic model 
investigation /, 82-1463 


Navigation conditions at the upstream ap- 
proach to Lock and Dam No. 3, Mis- 
sissippi River : hydraulic model investi- 
gation /, 82-174 


Missoula (Mont.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Missoula, 
Montana, annual summary with com- 
parative data., 82-1399 


Missouri — Boundaries — Kansas. 
Mutual boundary between Kansas and 
Missouri : hearing before the Subcom- 





mittee on Administrative Law and 
Governmental Relations of the Com- 
mittee on the Judiciary, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, on H.R. 4048 ... July 14, 
1981., 82-1078 


Missouri — Census, 1980. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 27. Missouri., 82-12730 


Missouri — Industries — Periodicals. 
County business patterns, Missouri., 
12705, 82-12706 


Missouri — Manufactures — Statistics. 
1977 census of manufactures, 82-9167 


Missouri — Population — Statistics. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 27. Missouri., 82-12730 


1980 census of population and housing : 
Missouri, preliminary population and 
housing unit counts., 82-9323 


Missouri River Basin Commission — 
Periodicals. 
Annual report /, 82-14709, 82-14710 


Mnemonics. 
Mnemonic enhancement and_ general 
technical ability /, 82-13115 


Mobil Oil Corporation. 

Mobil/Marathon takeover hearing 
before a subcommittee on the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, first session, November 19, 
1981., 82-15132 


82- 


Mobile (Ala.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Mobile, Ala- 
bama, annual summary with compara- 
tive data., 82-12847 


Mobile communication systems. 
Some mobile VHF measurements in an 
urban environment /, 82-4700 


Mobile home industry — United States. 

National manufactured home construc- 
tion and safety standards : hearings 
before the Subcommittee on Housing 
and Community Development of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Represen- 
taives, Ninety-seventh Congress, first 
session., 82-12101 


Mobile homes — Law and legislation — 

United States. 

National manufactured home construc- 
tion and safety standards : hearings 
before the Subcommittee on Housing 
and Community Development of the 
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Mohave County (Ariz.) Maps. 


Committee on Banking, Finance, and 
Urban Affairs, House of Represen- 
taives, Ninety-seventh Congress, first 
session., 82-12101 


Mobile homes — United States — Safety 
measures. 

National manufactured home construc- 
tion and safety standards : hearings 
before the Subcommittee on Housing 
and Community Development of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Represen- 
taives, Ninety-seventh Congress, first 
session., 82-12101 


Mobile radio stations. 
Power system communications : guide 
specification for mobile radio system., 
82-12620 


Mobile radio stations — Standards — 
United States. 
NIJ standard for control heads and cable 
assemblies for mobile FM transceivers : 
a voluntary national standard promul- 
gated by the National Institute of Jus- 
tice., 82-10999 


Mobile radio stations — United States. 
Amateur Radio Service and Private Land 
Mobile Services Act of 1981 : report 

(to accompany S. 929)., 82-11768 
CB-AIDS central control unit : technical 
manual no. 3 /, 82-3887 
CB-AIDS digital adapter 
manual no. 1/, 82-3885 
CB-AIDS remote station 
manual no. 2 /, 82-3886 


*Models, Biological — directories 
Current cancer research on modification 
of chemical carcinogenesis in model 
systems., 82-10525, 82-10550 


*Models, Theoretical — congresses 
Proceedings of a conference on modeling 
techniques and applications in dentistry 
/, 82-5758 


Modems. 

Performance results of some candidate 
French modems for the aeronautical 
satellite communication channel /, 82- 
2283 


technical 


technical 


Modular integrated utility systems. 
Feasibility study of a self-contained envi- 
ronmental control unit / M. J. McGoff, 
J.W. Maustellar ; prepared for U.S. 
Department of Transportation, United 
States Coast Guard, Office of Research 

and Development., 82-6470 


Mohave County (Ariz.) — Maps. 
Lower Gila North Planning/EIS Area : 
grazing allotments /, 82-5930 
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Mohave Desert (Calif.) Antiquities. 


Mohave Desert (Calif.) — Antiquities. 
An overview of the cultural resources of 
the Western Mojave Desert /, 82- 
1992 


Mohave Desert (Calif.) — History, Local. 
An overview of the cultural resources of 
the Western Mojave Desert /, 82- 
1992 


Moisture meters — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 6685. Pressure, tem- 
perature, and humidity measuring and 
controlling instruments, 82-12992 


Mojave River watershed (Calif.) 
Ground-water quality along the Mojave 
River near Barstow, California, 1974-79 
/, 82-5809 


Molecular dynamics. 
The multistate impact parameter method 
for molecular charge in nitrogen /, 
82-6116 


Molecular spectra. 
High-resolution atmospheric-transmission 
spectra from 5 to 3 [mu] m /, 82-3237 


Molecular structure. 
State-of-the-art of structure activity meth- 
ods development /, 82-10210 


Mollusks — Atlantic Ocean — Bibliography. 
Annotated bibliography of the conch 
genus Strombus (Gastropoda, Strombi- 
dae) in the western Atlantic Ocean /, 
82-9493 


Mollusks — Effect of water pollution on — 
Oregon. 


Chemical carcinogens in bivalves mol- 
lusks from Oregon estuaries /, 82- 
10119 


Moments of inertia. 
Anthropometric relationships of body 
and body segment moments of inertia / 
, 82-3331 


Momentum transfer — Mathematical 
models, 
Local volume-time averaged equations of 
motion for dispersed, turbulent, multi- 
phase flows /, 82-2527 


Moncrieffe, Junior Edmund, 1962- 
Junior Edmund Moncrieffe : report (to 
accompany H.R. 688)., 82-6558 


Monetary policy — United States. 

Analysis of Federal Reserve policies as 
they effect interest rates and credit 
markets ; hearing before the Subcom- 
mittee on Domestic Monetary Policy 
of the Committee on Banking, Finance, 
and Urban Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, July 28, 1981., 82-4205 
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Conduct of monetary policy : (pursuant 

_ to the Full Employment and Balanced 
Growth Act of 1988, P.L. 95-523) : 
hearings before the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 14, 21, 
22, and 23, 1981., 82-2600 


Federal reserve’s second monetary policy 
report for 1981 : hearings before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
on oversight on the midyear monetary 
policy report to Congress pursuant to 
the Full Employment and Balanced 
Growth Act of 1978, July 22 and 29, 
1981., 82-2604 


Monetary and fiscal policy : the essential 
linkage : hearing before the Subcom- 
mittee on Monetary and Fiscal Policy 
of the Joint Economic Committee, 
Congress of the United States, Ninety- 
seventh Congress, first session, June 12, 
1981., 82-6786 


Oversight hearings on U.S. international 
monetary policies : hearings before the 
Subcommittee on International Trade, 
Investment, and Monetary Policy of 
the Committee on Banking, Finance 
and Urban Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, November 4, and 5, and 
December 10, 1981., 82-15046 


Second monetary policy report for 1981 
from the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-seventh Congress, first 
session : a report together with addi- 
tional views, submitted pursuant to 
Public Law 95-523., 82-2368 


Treasury should keep better track of 
blocked foreign assets : Summary : 
report to the Congress /, 82-3513 


Monitor (Ironclad) 
Down to the Monitor, 
12840 


82-12839, 82- 


Monongahela National Forest (W. Va.) — 
Maps. 
Monongahela National Forest, West Vir- 
ginia /, 82-2767 


Spruce Knob-Seneca Rocks National 


Recreation Area, Monongahela Nation- 
al Forest /, 82-1155 


Monopulse radar — Mathematical models. 
Angle-of-arrival estimation error for ship- 
board monopulse radars /, 82-1537 


Montague County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Montague County, Texas /, 
82-4437 
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Montana — Census, 1980. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 28. Montana., 82-12731 


Montana — Industries — Periodicals. 
County business patterns, Montana., 82- 
4594 


Montana — Maps. 
Geothermal resources of Montana /, 82- 
9508 


Off-road vehicle travel plan, Butte Dis- 
trict, Dillon resource area /, 82-10954 


Montana — Population — Statistics. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 28. Montana., 82-12731 


Montcalm County (Mich.) — Maps. 
Important farmlands, Montcalm County, 
Michigan /, 82-4438 


Monte Carlo method. 

An empirical investigation of the effect of 
the heteroscedasticity and heterogene- 
ity variance on the analysis of covar- 
iance and the Johnson-Neyman tech- 
nique /, 82-9755 


Evaluating the validation of a Monte 
Carlo simulation of binary time series / 
, 82-3261 


Monterey (Calif.) — Maps. 
Pacific coast ecological inventory, Mon- 
terey, California /, 82-10918 


Montgomery (Ala.) — Climate — Statistics 
— Periodicals. 
Local climatological data. Montgomery, 
Alabama, annual summary with com- 
parative data., 82-12846 


Montgomery County (Miss.) — Maps. 
Important farmlands map, Montgomery 
County, Mississippi /, 82-87 


Monuments — United States — Preservation 
— Periodicals. 
Report to the President and the Congress 
of the United States /, 82-2432 


Moon — Exploration. 
The Man in the moon remembers, §82- 
14290, 82-14291 


Moon — Observations — Information 
services — Catalogs. 
Catalog of lunar mission data /, 82-3784 


Moon — Origin. 
The Man in the moon remembers, 
14290, 82-14291 


82- 


Moon — Surface. 
The Man in the moon remembers, 82- 
14290, 82-14291 





January — June 1982 


Mopeds. 
An analysis of mopeds as a potential 
safety problem in the United States /, 
82-3990 


Moped task analysis /, 82-3991 


Mopeds — Safety measures. 
An analysis of mopeds as a potential 
safety problem in the United States /, 
82-3990 


Morgan County (W. Va.) — Maps. 
Important farmlands, Morgan County, 
West Virginia /, 82-4439 


Morrocco — Population — Statistics. 
Near East, Morrocco : selected statistical 
data by sex., 82-11354 


Mortality — United States. 
Mortality from diseases associated with 
smoking : United States, 1960-77 /, 
82-10637 


Mortality — United States — Statistics. 
Hypertension-related mortality by health 
service area 1968-72 /, 82-13863 


Mortars. 
Vinyl ester polymer concrete and experi- 
menal repair of Madera Canal drop 
structure /, 82-5851 


Mortgage loans — United States. 

New mortgages for financing homes need 
uniform and comprehensive consumer 
safeguards : report to the Congress /, 
82-10341 


Mortgage loans — United States — 
Periodicals. 
Annual report to Congress on the Section 
312 rehabilitation loan program., 82- 
13931 


Mortgage loans, Variable rate — United 

States. 

Adjustable rate mortgages hearings 
before the Subcommittee on Financial 
Institutions Supervision, Regulation, 
and Insurance of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 28 
and September 22, 1981., 82-15043 


Mortgages — United States. 

Adjustable rate mortgages hearings 
before the Subcommittee on Financial 
Institutions Supervision, Regulation, 
and Insurance of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 28 
and September 22, 1981., 82-15043 


Basic laws on housing and community 
development /, 82-15041 


High interest rates : hearing before the 
Joint Economic Committee, Congress 
of the United States, Ninety-seventh 





Congress, first session, September 25, 
1981., 82-12125 


Mortgages — United States — Periodicals. 
GNMA annual report /, 82-1890 


Motels — Fires and fire 
Hotel-motel fire safety., 


Motion — programs. 

A user’s guide to EPIC : a computer 
program to calculate the motion of fuel 
and coolant subsequent to pin failure in 
an LMFBR /, 82-6666 


Motion — Congresses. 
Topical report on fuel motion diagnostic 
systems /, 82-11923 


Motivation (Psychology) 
Comparison of published measures of job 
satisfaction on a taxonomy of job re- 

wards /, 82-1565 


Development and validation of the Air 
Force technical training student survey 
/, 82-13224 


Effects of personal control, extrinsic re- 
wards, and competence on _ intrinsic 
motivation /, 82-3314 

Effects of student-preferred incentives in 
university courses /, 82-1562 

Enhancing productivity through feedback 
and job design /, 82-3316 


Motivation in education. 
Effects of student-preferred incentives in 
university courses /, 82-1562 


Motor-boats — Safety regulations — United 
States. 
BSC 48., 82-14483 


[List of the defect notofication and recall 
campaigns]., 82-14484 


82-10304 


Motor fuels. 
Emergency fuels utilization guidebook : 


alternative fuels utilization program /, 
82-13318 


Internal combustion engines for alcohol 
motor fuels : a compilation of back- 
ground technical information : draft., 
82-13386 


Motor fuels — Environmental aspects. 
Environmental readiness document 
transportation programs, FY 1980 : al- 
cohol fuels, organic Rankine cycle 
system working fluids., 82-13271 


Motor fuels — Taxation — United States — 
Periodicals. 
Highway statistics /, 82-11440 


Motor learning. 


Retention of motor skills, review /, 82- 
1444 


Motor-trucks — Accidents. 
Motor carrier accident investigation : 
Central Transport, Inc., accident, 
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Motor vehicles Inspection U.S. 


March 14, 1978, near Bethesda, Mary- 
land., 82-6338 


Motor-trucks — United States — Tires. 
Life cycle costs of quieter truck tires /, 
82-4001 


Motor vehicle driving — Safety measures. 
Integrated safe driving information 
system development /, 82-14556 


Motor vehicles — Automatic location 
systems. 
Report on phase one tests of Fairchild 
automatic vehicle monitoring (AVM) 
system /, 82-3955 


Motor vehicles — Bibliography — Catalogs. 
Motor vehicles., 82-10403 


Motor vehicles — Brakes. 


State PMVI program evaluation /, 82- 
11650 


Motor vehicles — Design and construction. 
Automotive applications of composite 
materials /, 82-6499 


Motor vehicles — Fires and fire prevention. 

Identification and evaluation of oper- 

ational alternatives for materials data 
bank /, 82-3960 


Motor vehicles — Fuel systems — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 2910. Engine fuel 
system components, non-aircraft, 82- 
4798 


Motor vehicles — Idaho — Inspection. 
Impact of discontinuing Idaho’s periodic 
motor vehicle inspection program : (a 
before and after outage rate study) /, 
82-3984 


Motor vehicles — Inspection. 
State PMVI program evaluation /, 82- 
11650 


Motor vehicles — Inspection — Iowa. 
Inspection/maintenance program options 
for Iowa, Kansas and Nebraska : final 
report /, 82-10061 


Motor vehicles — Inspection — Kansas. 
Inspection/maintenance program options 
for Iowa, Kansas and Nebraska : final 
report /, 82-10061 
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drugs and other contraband? : hearing 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, first session ...., 82-15133 


Narcotic drugs, additional cooperative ar- 
rangements to curb illegal traffic : 
agreement between the United States 
of America and Mexico, effected by 
exchange of letters signed at Mexico 
January 3, 1981., 82-11335 


Sentencing practices and alternatives in 
narcotics cases : hearing before the 
Select Committee on Narcotics Abuse 
and Control, House of Representatives, 
Ninety-seventh Congress, first session, 
June 4, 1981., 82-2689 

Stronger crackdown needed on clandes- 
tine laboratories manufacturing danger- 
ous drugs : report to the Congress : 
summary /, 82-13730 

Treaties, etc. United States, 1981 Jan. 3, 
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kansas /, 82-1477 
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82-11090 


NASTRAN (Computer program) — 


Congresses. 

Eighth NASTRAN Users’ Colloquium : 
proceedings of a colloquium held at 
Goddard Space Flight Center, Green- 
belt, Maryland, October 30-31, 1979., 
82-2092, 82-3786 


National Agricultural Library (U.S.) 
Library collection development policy., 
82-1134 


National Blinded Veterans Recognition Day. 

Joint Resolution Designating August 13, 

1981, as “National Blinded Veterans 
Recognition Day”, 82-3600 


National Cancer Institute (U.S.) 

National Cancer Institute’s therapy pro- 
gram : joint hearing before the Sub- 
committee on Health and the Environ- 
ment of the Committee on Energy and 
Commerce, House of Representatives, 
and the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Science and Technology, Ninety- 
seventh Congress, first session, October 
27, 1981., 82-15089 


National Cancer Institute (U.S.) — Catalogs. 
Clinical research fellowship program., 
82-1830 


National Cancer Institute (U.S.). Division of 
Cancer Treatment — Catalogs. 
Clinical and investigative training : pro- 
grams in human oncology., 82-1831 


National Cancer Institute (U.S.). Field 
Studies and Statistics Program — 
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Report of the Field Studies and Statistics 
Program., 82-10596 


National Center for Health Statistics (U.S.) 
Data systems of the National Center for 
Health Statistics., 82-10629 


National Center for Health Statistics (U.S.). 
— Bibliography — Catalogs. 
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Joint Resolution Designating August 8, 
1982, as “National Children’s Day”, 
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Asheville’s window on the weather., 
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National Council on Educational Research 
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Annual report of the National Council on 
Educational Research., 82-10485 
82-10048 


Reflections and recommendations, 
10485 


Report of the National Council on Edu- 
cational Research., 82-10048 
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82- 


National Diabetes Week. 
Joint Resolution Designating the Week of 
October 4 through October 10, 1918, as 
“National Diabetes Week”, 82-1812 


National Emergency Training Center (U.S.) 
Welcome to the National Emergency 
Training Center., 82-10315 


National Endowment for the Arts — 
Appointments, promotions, salaries, etc. 
Nomination : hearing before the Commit- 

tee on Labor and Human Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on Francis S.M. 
Hodsoll, of Virginia, to be chairman of 
the National Endowment for the Arts, 
November 6, 1981., 82-12229 


National Endowment for the Arts — 
Periodicals. 
Design arts /, 82-11172 


National Endowment for the Humanities — 
Periodicals. 
Annual report / National Endowment for 
the Humanities., 82-11176 


Report /, 82-11175 
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Electromagnetic Fields Division. 
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NBS Electromagnetic Fields Division / 
82-4616 


National Engineering Laboratory (U.S.). 
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National Health Service Corps (U.S.) 
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ing and National Health Service Corps, 
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Labor and Human Resources, United 
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National Health Service Corps (U.S.) — 
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Scholarship program : Report of the Sec- 
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on the administration of National 
Health Service Corps scholarship pro- 
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Act, as amended., 82-13878 
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Division of Lung Diseases — Periodicals. 
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Annual report /, 82-13808 
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held in Washington, D.C., on June 18, 
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mittee on Labor and Human Re- 
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seventh Congress, first session on 
Edward A. Curran, of Maryland, to be 
director, National Institute of Educa- 
tion, Jean Staples Tufts, of New Hamp- 
shire, to be assistant secretary (for spe- 
cial educatin and rehabilitation serv- 
ices) Department of Education, and 
Gary Leland Jones, of Virginia, to be 
deputy under secretary (for planning 
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National Institute of Education (U.S,) — 
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Annual report of the National Council on 
Educational Research., 82-10485 
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Reflections and recommendations, 82- 
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Report of the National Council on Edu- 
cational Research., 82-10048 
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Annual report /, 82-13822 
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tutes of Health., 82-10606 
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mary tables /, 82-10607 


Research grants, training awards, fellow- 
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and Alcoholism and the National Insti- 
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ism and Drug Abuse of the Committee 
on Labor and Human _ Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on to explore 
the current and future research activi- 
ties of the National Institute on Alco- 
hol Abuse and Alcoholism and the Na- 
tional Institute on Drug Abuse, July 
27, 1981., 82-4260 
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National Institute on Alcohol Abuse 
and Alcoholism and the National Insti- 
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Better accountability procedures needed 
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in NSF and NIH research grant sys- 
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gress /, 82-13745 
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Office of the John E. Fogarty Interna- 
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Technology transfer at the National Insti- 
tutes of Health., 82-14998 
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Management Branch. 
Data Management Branch /, 82-5678 


National Institutes of Health (U.S.) — 
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National Institutes of Health annual 
report of international activities /, 82- 
13830 

NIH almanac /, 82-13792 
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Curecanti National Recreation Area : 

general management plan /, 82-1970 


National parks and reserves — Colorado — 
Rocky Mountain National Park — 
Planning — Maps. 
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Proposed legislation to establish a Coastal 
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82-3589 
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Guide to the National Power Plant 
Team’s bibliographic data base /, 82- 
5921 





January — June 1982 


‘National Productivity Council (U.S.) 
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private sector productivity : summary : 
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Efforts to improve school lunch pro- 
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year 1982 budget authorization for 
child nutrition : hearings before the 
Subcommittee on Elementary, Second- 
ary, and Vocational Education of the 
Committee on Education and Labor, 
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enth Congress, first session, hearings 
held in Washington, D.C. on March 
10, 11, 12, 18, and 19, 1981., 82-2613 


Oversight hearings on meal pattern 
changes in the school lunch program : 
hearings before the Subcommittee on 
Elementary, Secondary, and Vocation- 
al Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, hearings held in Washing- 
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More can be done to improve the De- 
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eign Agriculture, House of Representa- 
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1982 National Science Foundation au- 
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Representatives, Ninety-seventh Con- 
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82-6892 
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9627 


National Space Science Data Center. 
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1981 : report (to accompany S. 1192)., 
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sions /, 82-10952 
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Natural history — Collected works. 
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Explorer on the northern plains : Lieu- 
tenant Gouverneur K. Warren’s pre- 
liminary report of explorations in Ne- 
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tenant Gouverneur K. Warren’s pre- 
liminary report of explorations in Ne- 
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Bibliography — Catalogs. 
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Canyon National Park. 
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cursos de tierra aridas : desarrollo de 
meodos eficientes en costos /, 82-40 


Natural resources — Law and legislation — 
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Future of water resource development in 
South Dakota : hearing before the Sub- 
committee on Water and Power of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on S. 
1553 ... Pierre, S. Dak., September 12, 
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Natural resources — Law and legislation — 
United States — Periodicals. 
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82-10442, 82-10443 


Code of Federal regulations. 43, Public 
lands, interior., 82-1795, 82-10442, 
82-10443 


Legislative and review activities of the 
Committee on Interior and Insular Af- 
fairs of the House of Representatives 
during the ... Congress pursuant to 
clause 1(d) of rule XI of the rules of 
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6549 


Public 
10442, 


82-1795, 


lands, _interior., 
82-10443 


82-1795, 82- 
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processing. 
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information system /, 82-12518 


Natural resources — United States. 
Alternative goals : 1985 Resources Plan- 
ning Act Program., 82-12363 


Coal development in rural America : the 
resources at risk /, 82-12644 


Emerging patterns and problems in natu- 
ral resource administration /, 82-3728 


Natural resources data bases : hearing 
before the Subcommittee on Depart- 
ment Operations, Research, and For- 
eign Agriculture of the Committee on 
Agriculture, House of Representatives, 
Ninety-seventh Congress, first session, 
June 2, 1981., 82-1010 


Natural resources — Utah. 
Phase I-1977 National Resource Inven- 
tory status report : Utah’s non-federal 
land., 82-12559 


Natural resources — Washington (State) 
Resource development proposals, 1981- 
1985., 82-12402 


Naturalization — United States — 
Bibliography — Catalogs. 
Immigration, naturalization, and citizen- 
ship., 82-1776 
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report., 82-10715 
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Trail deterioration and maintenance., 
82-12405 
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Trail deterioration and maintenance., 
82-12405 
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Standing Indian Area Trails map, Nanta- 
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Background notes, Nauru., 82-14269 
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82-3295 
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Vanderwagen-Navajo nation land ex- 
change : hearing before the Select 
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gress, first session, on S. 1779 ... No- 
vember 23, 1981, Washington, D.C., 
82-12203 
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Navaho Indians — Land tranfers. 

Vanderwagen-Navajo nation land ex- 
change : hearing before the Select 
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vember 23, 1981, Washington, D.C., 
82-12203 


Navaho Indians — Land transfers. 
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Affairs, United States Senate, Ninety- 
seventh Congress, first session, on S. 
159 ... July 30, 1981, Washington, D.C., 
82-1070 


Navajo Reservoir (N.M. and Colo,) — Maps. 
Navajo /, 82-5845 


Naval architecture. 

Investigation of springing responses on 
the Great Lakes ore carrier, M/V 
Stewart J. Cort : final report /, 82- 
2293 


Naval art and science. 
Naval science for the Merchant Marine 
Officer., 82-9869 
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The blue sword : Naval War College and 
the American mission, 1919-1941 /, 
82-13210 


Naval battles in art. 
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Naval education — United States. 
A Day in boot camp, 82-13198 


Naval research — United States. 
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Naval Ships Research and Development 
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The blue sword : Naval War College and 
the American mission, 1919-1941 /, 
82-13210 
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Soil interpretative map of important 
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82-4441 


Navier-Stokes equations — Numberical 
solutions, 
A compressible solution of the Navier- 
Stokes equations for turbulent flow 
about an airfoil /, 82-2071 
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Navigation — Antarctic regions — Tables. 
Omega table : area 23, Amundsen Sea, 
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Navigation — Safety measures. 
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report on Project SR-1246 “Surveil- 
lance of ship collision/stranding re- 
search studies” /, 82-12022 


Navigation — Simulation methods. 
Collision avoidance performance with 
visual sighting, radar, and collision 
avoidance system /, 82-1372 
Collision avoidance performance with 
visual sighting, radar and collision 
avoidance system : executive summary 
/, 82-1373 


Navigation — Soviet Union — Tables. 

Omega table : area 02, Central U.S.S.R., 
pair B-H (Liberia-Japan) /, 82-3146 

Omega table : area 02, Central U.S.S.R., 
pair C-E (Hawaii, U.S.A.-Reunion) /, 
82-3147 

Omega table : area 02, Central USSR, 
pair A-H (Norway-Japan) /, 82-3145 


Navigation — Study and teaching — 

Simulation methods. 

Simulators for mariner training and li- 
censing : phase 1 : role of simulators in 
the mariner training and licensing proc- 
ess : CAORF technical report, simula- 
tion experiment /, 82-6471 


Navigation — United States — Bibliography 
— Catalogs. 
Navigation., 82-10401 

Navigation — United States — Equipment 
and 


supplies. 
Equipment lists : items approved, certi- 
fied or accepted under marine inspec- 


tion and navigation laws., 82-11574 


Navigation — United States — Safety 
measures. 
A simulator study of deepwater port shi- 
phandling and navigation problems in 
poor visibility /, 82-885 


Navigation (Aeronautics) 
Economic requirements analysis of civil 
air navigation alternatives /, 82-14449 


Impact of area navigation on controller 
productivity and ATC system capacity 
/, 82-3934 

RNAV route design terminal area 
design procedures and transition area 
design guidelines /, 82-11538 

Specification : VOR/VORTAC equip- 
ment replacement and facility modern- 
ization /, 82-873 

A standard for RF modulation factor /, 
82-3939 


Navigation (Aeronautics) — Economic 


Economic analysis of future civil air navi- 
gation systems., 82-6432 


Navigation (Aeronautics) — Tables — 
Periodicals. 


The Air almanac /, 82-253, 82-1550 


Navy-yards and naval stations — United 
States — Maintenance and repair. 
Utilitiesman 1 & C., 82-9867 


Navy-yards and naval stations — 

Washington (D.C.) 

Proposed Washington Naval Yard con- 
struction : hearing before the Military 
Installations and Facilities Subcommit- 
tee of the Committee on Armed Serv- 
ices, House of Representatives, Ninety- 
seventh Congress, first session, October 
5, 1981., 82-6763 


Near East — Bibliography — Catalogs. 
Middle East., 82-5643 


Near East — Foreign relations — Soviet 
Union — Addresses, essays, lectures. 
Meeting the challenge in Southwest Asia 

: February 1, 1980 /, 82-11213 


Near East — Foreign relations — United 

States. 

Proposed United States-Egyptian agree- 
ment for peaceful nuclear cooperation : 
hearing and markup before the Com- 
mittee on Foreign Affairs, House of 
Representatives and its Subcommittees 
on International Security and Scientific 
Affairs, on Europe and the Middle 
East, and on International Economic 
Policy and Trade, Ninety-seventh Con- 
gress, first session on H. Con. Res. 176, 
September 10 and 17, 1981., 82-6827 


Near East — Foreign relations — United 
States — Addresses, essays, lectures. 
Interview on “Issues and answers” : July 
19, 1981 /, 82-11244 

Interview on “Meet the press” : October 
11, 1981 /, 82-11259 

Meeting the challenge in Southwest Asia 
: February 1, 1980 /, 82-11213 

The Middle East, outlook for peace : 
June 9, 1980 /, 82-6208 

Middle East peace process : a status 
report, March 20, 1980 /, 82-11218 

News conference : October 7, 1981 /, 
82-11258 

News conference : September 10, 1981 /, 
82-11251 


U.S. strategy in the Middle East : 


Sep- 
tember 17, 1981 /, 82-11253 


Near East — . 
The Middle East., 82-6194 


Southwest Asia., 82-6196 
Nebraska — Industries — Periodicals. 


County business patterns, Nebraska., 
12707 


82- 


Nebraska — Manufactures — Statistics. 
1977 census of manufactures, 82-9168 
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Neoplasms chemically induced 


Nebraska — Population — Statistics. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 29. Nebraska., 82-9303 


1980 census of population and housing : 


Nebraska, preliminary population and 
housing unit counts., 82-9324 


Nebraska National Forest (Neb.) 
Draft environmental impact statement : 
Nebraska National Forest, land and re- 
source management plan., 82-12545 


The Nebraska National Forest land and 
resource management plan., 82-12544 


Summary of the draft environmental 
impact statement and the proposed 
plan : Nebraska National Forest land 
and resource management plan., 82- 
12546 


Neck — Cancer — Abstracts. 
Current cancer research on oral and head 
and neck cancers., 82-10523, 82- 
10568 


Neck — Wounds and injuries. 
Neck injury assessment protocol /, 82- 
3995 


Negotiation. 
Manual on contract negotiation tech- 
niques., 82-6345 


Neighborhood. 
Improving the residential street environ- 
ment /, 82-6327 


State of the art report : residential traffic 
management., 82-2238 


Neighborhood government — United States. 
Neighborhood conditions : hearing before 
the Joint Economic Committee, Con- 
gress of the United States, Ninety-sev- 
enth Congress, first session, May 20, 
1981., 82-1041 


Neonatal intensive care — Costs. 
The Costs and effectiveness of neonatal 
intensive care /, 82-12034 


*Neoplasms — abstracts 
Current cancer research on the relation- 
ship of viruses to human cancer., 82- 
5720 


Current cancer research on tumor 
growth : kinetics, differentiation/prolif- 
eration, invasion/ metastasis, non- 
immune host-tumor interactions., 82- 
10527 


*Neoplasms — chemically induced 
DES Task Force summary report, Sep- 
tember 21, 1978 /, 82-546 
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Neoplasms chemically induced abstracts 


*Neoplasms — chemically induced — 
abstracts 


Selected abstracts on aflatoxin and other 
mycotoxin carzcinogenesis., 82-10587, 
82-10588 

Selected abstracts on alcohol as an etio- 
logical factor in carcinogenesis /, 82- 
13800 

Selected abstracts on carcinogenic con- 
taminants of water supplies /, 82- 
10592 


Selected abstracts on the carcinogenicity 
of vinyl chloride and related com- 
pounds /, 82-13801 


*Neoplasms — chemically induced — 
directories 


Current cancer research on modification 
of chemical carcinogenesis in model 
systems., 82-10525, 82-10550 


Current cancer research on nitroso com- 
pounds., 82-5710 


Current cancer research on occupational 
and environmental carcinogenesis., 
82-10524 


Current cancer research on polycyclic 
aromatic hydrocarbons., 82-5713 


*Neoplasms — diagnosis — 
Current cancer research on biochemical, 
immunological, and cytological studies 
for diagnosis of cancer., 82-10530 
Current cancer research on clinical radio- 
logic diagnosis and radiotherapy of 
cancer., 82-10522 


*Neoplasms — directories 
Current cancer research on animal, tissue, 
chemical and viral supply sources for 
cancer research., 82-5696, 82-10529 


Current cancer research on clinical, pre- 
clinical and basic studies of nervous 
system and related tumors., 82-10548 


*Neoplasms — enzymology — directories 
Current cancer research on selected as- 
pects of enzymes in cancer., 82-10531 


*Neoplasms — etiology 
Re-evaluation of the pathology findings 
of studies on nitrite and cancer : histo- 
logic lesions in Sprague-Dawley rats, 
final report /, 82-3632 


*Neoplasms — etiology — abstracts. 
Selected abstracts on the role of dietary 
fat in carcinogenesis., 82-10589 


*Neoplasms — immunology — directories 
Current cancer research on humoral and 
cellular immunity to tumors : human 
and experimental cancers., 82-10537 
Current cancer research on humoral and 
cellular immunity to tumors : immune 
cells, antibodies, and other serum fac- 
tors., 82-10520, 82-10549 
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*Neoplasms — in infancy & childhood — 
directories 


Current cancer research.on neoplasms of 
the pediatric age group., 82-10526 


*Neoplasms — occurrence — directories 
Current cancer research on statistics, epi- 
demiology and demography of human 
cancer., 82-10532 


*Neoplasms — prevention & control — 
abstracts 


Selected abstracts on chemoprevention of 
carcinogensis /, 82-10593 


*Neoplasms — psychology — directories 
Current cancer research on patient reha- 
bilitation and psychosocial factors of 
cancer treatment, including training 
programs., 82-10558 


Current cancer research patient care, re- 
habilitation, and psychosocial aspects 
of cancer treatment (including clinical 
cancer training programs), 82-10544 


*Neoplasms — radiography — directories 
Current cancer research on preclinical ra- 
diologic diagnosis and radiotherapy of 
cancer., 82-5716 


*Neoplasms — radiotherapy — directories 
Current cancer research on clinical radio- 
logic diagnosis and radiotherapy of 
cancer., 82-10522 


Current cancer research on preclinical ra- 
diologic diagnosis and radiotherapy of 
cancer., 82-5716 


*Neoplasms — rehabilitation — directories. 
Current cancer research on patient reha- 
bilitation and psychosocial factors of 
cancer treatment, including training 
programs., 82-10558 


*Neoplasms — therapy — abstracts 
Selected abstracts on hyperthermia as a 
modality for cancer therapy /, 82- 
13802 


*Neoplasms — therapy — directories. 

Current cancer research on cancer pa- 
tient supportive care : blood compo- 
nent therapy, immunological reconsti- 
tution, nutrition, and management of 
pain., 82-10536 

Current cancer research on cancer pa- 
tient supportive care and pain manage- 
ment., 82-10579 


Current cancer research on cancer pa- 
tient supportive care, blood component 
therapy, immunological reconstitution, 
nutrition, and management of pain., 
82-10553 


Current cancer research on clinical and 
experimental cancer immunotherapy., 
82-10547, 82-10562 


Current cancer research patient care, re- 
habilitation, and psychosocial aspects 
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of cancer treatment (including clinical 
cancer training programs), 82-10544 


*Neoplasms, Experimental — chemically 
induced — abstracts 
Selected abstracts on transplacental car- 
cinogenesis /, 82-13799 


Current cancer research on humoral and 
cellular immunity to tumors : human 
and experimental cancers., 82-10537 


*Neoplasms, Experimental — therapy — 
directories 


Current cancer research on clinical and 
experimental cancer immunotherapy., 
82-10547, 82-10562 


*Neoplasms, Nervous Tissue — directories 
Current cancer research on clinical, pre- 
clinical and basic studies of nervous 
system and related tumors., 82-10548 


Nepal — Imprints — Periodicals. 
Accessions list, Nepal /, 82-6066, 82- 
6067 


Nepal — Population — Statistics. 
Asia, Nepal : selected statistical data by 
sex., 82-11355 


Nephrologists — United States — Supply 
and demand. 
Physician requirements, 1990, for nephro- 
logy /, 82-10627 


Nervous system — Diseases. 
Chronic neurological sequelae of acute 
organophosphate pesticide poisoning : 
a case-control study, final report., 82- 
5329 


Nervous system — Diseases — Research 
grants — United States — Periodicals. 
Index to research grants and contracts, 

82-13821 


NINCDS index to research grants and 
contracts., 82-13821 


NINCDS index to research grants subject 
number investigator & contracts, 82- 
13821 


Nervous system — Diseases — Research 
grants — United States — Statistics — 
Periodicals. 

Research grants, training awards ... sum- 
mary tables /, 82-10607 


Research grants, training awards, fellow- 
ship awards, 82-10607 


Nervous system — Tumors. 
Current cancer research on clinical, pre- 
clinical and basic studies of nervous 
system and related tumors., 82-10548 
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Nervous system — Tumors — Abstracts. 
Current cancer research on clinical, pre- 
clinical and basic studies of nervous 
system and related tumors., 82-5693 


*Nervous System Diseases — chemically 
induced 
Chronic neurological sequelae of acute 
organophosphate pesticide poisoning : 
a case-control study, final report., 82- 
5329 


Nets (Geodesy) 
Application of three-dimensional geodesy 
to adjustments of horizontal networks / 

82-1385 


HOACOS : a program for adjusting hori- 
zontal networks in three dimensions /, 
82-1389 


Optimization of horizontal control net- 
works by nonlinear programing /, 82- 
1379 

Use of auxiliary ellipsoids in height-con- 
trolled spatial adjustments /, 82-1391 


Nets (Geodesy) — Mathematical models. 
Solvability analysis of geodetic networks 
using logical geometry /, 82-3106 


Neumann problem. 
Aerodynamic coefficient derivatives of 
sonic missiles via slender body theory / 
82-3218 


*Neurology — directories 
Current cancer research on clinical, pre- 
clinical and basic studies of nervous 
system and related tumors., 82-10548 


Neurology — Scholarships, fellowships, etc. 
— United States — Statistics — 
Periodicals. 

Research grants, training awards ... sum- 
mary tables /, 82-10607 

Research grants, training awards, fellow- 
ship awards, 82-10607 


Neuropharmacology. 
Functional localization in the nucleus ro- 
tundus /, 82-2267 


Neutron irradiaion. 
Neutron irradiation effects on fatigue 
crack propagation in Type 316 stainless 
steels at 649C /, 82-9892 


Neutron irradiation. 

Deformation microstructure developed 
during fatigue crack propagation in 
Type 316 stainless steel at 593C /, 82- 
9893 


Effect of neutron irradiation on fatigue 
crack propagation in Type 316 stainless 
steel at 649C /, 82-3281 


Preliminary analysis of surface displace- 
ment results in the creepdown irradia- 
tion experiment HOBBIE-1 /, 82- 
2478 





Neutron sources. 
Neutron generator for two-phase flow 
calibration : annual progress report /, 
82-4110 


Neutrons — Physiological effect — 
Congresses. 


Neutron radiobiology : summary of a 
workshop held at the Biology Division, 
Oak Ridge National Laboratory, Oak 
Ridge, Tennessee, June 8, 1977 /, 82- 
13237 


Nevada — Antiquities. 

Prehistory, ethnohistory and history of 
Eastern Nevada : a cultural resources 
summary of the Elko and Ely Districts 
/, %2-14033 


Nevada — Census, 1980. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 30. Nevada., 82-12732 


Nevada — Description and travel. 
USA, Los Angeles, Las Vegas, Southern 
California, and Southern Nevada., 82- 
3091 


USA, San Francisco, northern California, 
and northern Nevada., 82-1378 


Nevada — History. 

Prehistory, ethnohistory and history of 
Eastern Nevada : a cultural resources 
summary of the Elko and Ely Districts 
/, 82-14033 


Nevada — Industries — Periodicals. 
County business patterns, Nevada., 
4595 


82- 


Nevada — Manufactures — Statistics. 
1977 census of manufactures, 82-9169 


Nevada — Population — Statistics. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 30. Nevada., 82-12732 


Nevada — Public lands. 

The MX missile system : oversight hear- 
ings before the Subcommittee on 
Public Lands and National Parks of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
seventh Congress, first session, on the 
MX missile system and its possible 
impact on the public lands, their re- 
sources, and their management, hear- 
ings held in Washington, D.C., March 
10, 12, 31, April 2, June 22, 1981., 82- 
12208 


New business enterprises — United States — 
Finance. 
More than a dream : raising the money /, 
82-3760 
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New Mexico Population Statistics. 


New business enterprises — United States — 
Management. 


More than a dream : running your own 
business /, 82-6061 


New England — Description and travel. 
USA, Boston and New England., 
1377 


New Hampshire — Census, 1980. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 31. New Hampshire., 82-12733 


New Hampshire — Industries — Periodicals. 
County business patterns, New Hamp- 
shire., 82-9276 


82- 


New Hampshire — Manufactures — 
Statistics. 
1977 census of manufactures, 82-9170 


New Hampshire — Population — Statistics. 
1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 31. New Hampshire., 82-12733 


New Jersey — Census, 1980. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 32. New Jersey., 82-9304 


New Jersey — Description and travel. 
USA, New York City, New York and 
New Jersey., 82-3088 


New Jersey — Manufactures — Statistics. 
1977 census of manufactures, 82-9171 


New Jersey — Population — Statistics. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 32. New Jersey., 82-9304 


1980 census of population and housing : 


New Jersey, preliminary population 
and housing unit counts., 82-12751 


New Mexico — Industries — Periodicals. 
County business patterns, New Mexico., 
82-9277 


New Mexico — Manufactures — Statistics. 
1977 census of manufactures, 82-9172 


New Mexico — Population — Statistics. 
1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 33. New Mexico., 82-9305 


1980 census of population and housing : 
New Mexico, preliminary population 
and housing unit counts., 82-9325 
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New Orleans (La.) Climate Statistics Periodicals. 


Local climatological data. New Orleans, 
Louisiana, annual summary with com- 
parative data., 82-1396 


New Orleans (La.) — Harbors 
The Port of New Orleans, Louisiana : 
mile 81 A.H.P. to mile 115 A.H.P., 
Mississippi River /, 82-13127 


New products. 
New product information service : a free 
service to promote your company’s 
new product overseas., 82-3130 


New towns — Soviet Union. 
Planning new towns : national reports of 
the U.S. and the U.S.S.R. /, 82-5779 


New towns — United States. 
Planning new towns : national reports of 
the U.S. and the U.S.S.R. /, 82-5779 


New York (N.Y.) — Description. 
USA, New York City, New York and 
New Jersey., 82-3088 


New York (N.Y.) — Transit systems — 

Finance. 

Mass transit systems-New York : hearing 
before a subcommittee of the Commit- 
tee on Appropriations, United States 
Senate, Ninety-seventh Congress, first 
session : special hearing, Department of 
Transportation, nondepartmental wit- 
nesses., 82-12089 


New York (State) — Description and travel. 
USA, New York City, New York and 
New Jersey., 82-3088 


New York (State) — Manufactures — 
Statistics. 
1977 census of manufactures, 82-9173 


New York (State) — Population — 

Statistics. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 34. New York., 82-9306 


1980 census of population and housing : 


New York, preliminary pepulation and 
housing unit counts., 82-9326 


Newark (N.J.) — Climate — Statistics — 
Periodicals, 
Local climatological data. Newark, New 
Jersey, annual summary with compara- 
tive data., 82-4676 


Newspapers in microform — Bibliography — 
Union lists. 
Newspapers in microform /, 82-14155 


Newsprint — United States. 
Marketing information report : waste 
newspapers in four South Atlantic 

States, 1980., 82-9573 
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Newton County (Miss.) — Maps. 
Important farmlands map, Newton 
County, Mississippi /, 82-12608 


Nickel — Metallurgy. 
A pyrometallurgical method for process- 
ing Ni-Cd scrap batteries /, 82-5888 


Nickel — Statistics — Periodicals. 
Nickel, 82-613 


Preprint from the ... Bureau of Mines 
Minerals yearbook. Nickel., 82-613 


Nickel-cadmium batteries. 
Development of a NiCad battery inter- 
face unit /, 82-5079 


Nickel-cadmium batteries — Recycling. 
A pyrometallurgical method for process- 
ing Ni-Cd scrap batteries /, 82-5888 


Nickle. 
Investigation of effects of prolonged in- 
halation of nickle-enriched fly ash in 
Syrian golden hamsters /, 82-10222 


Nicknames. 


Nicknames and exercise terms., 82-9903 


Nicolet National Forest (Wis.) — Maps. 
Nicolet National Forest, Wisconsin /, 
82-12418 


Niger — Economic 
Niger., 82-6195 


Niger — Maps. 
Niger., 82-6195 


conditions — Maps. 


Niger — 
Niger., 82-6195 
Nigeria — Commerce. 
Nigeria : agricultural and trade policies., 
82-2824 


Night fighting (Military science) 
Development of light-attenuating devices 
(LADS) to simulate night visibility 
during daylight /, 82-9774 
Effects of illumination level and sense of 
direction on land navigation perform- 
ance /, 82-9767 


Night vision devices. 
Development of light-attenuating devices 
(LADS) to simulate night visibility 
during daylight /, 82-9774 


Night vision devices — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5850 and 5855. Visi- 
ble and invisible light communication 
equipment : night vision equipment, 
emitted and reflected radiation, 82- 
12952 


Nike rocket. 
Soldier’s manual : Nike-Hercules fire con- 
trol mechanic., 82-9695 
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Nike-Hercules fire control 
82-13094 


Soldier’s manual : Nike-Hercules fire con- 
trol mechanic., 82-9694 


Nimbus (Meteorological satellite). 

A preliminary assessment of the accuracy 
of selected meteorological parameters 
determined from Nimbus 6 satellite 
profile data /, 82-2075 


Nimmo, Robert Powers, 1922- 

Confirmation hearings on Robert P 
Nimmo and Frank S. Sato nominations 
: hearing before the Committee on Vet- 
erans’ Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
on the nomination of Robert P. Nimmo 
to be administrator of veterans’ affairs 
and the nomination of Frank S. Sato to 
be inspector general, July 9, 1981., 
82-2732 


Hagel nomination : hearing before the 
Committee on Veterans’ Affairs, 
United States Senate, Ninety-seventh 
Congress, first session, on the nomina- 
tion of Charles T. Hagel, of Washing- 
ton, D.C., to be deputy administrator 
of veterans’ affairs, and appendix, fol- 
lowup questions and answers from con- 
firmation hearing on nomination of 
Robert P. Nimmo to be administrator 
of veterans’ affairs, November 25, 
1981., 82-15225 


mechanic., 


Nitrates. 

Analysis of ground water by different 
laboratories : a comparison of chloride 
and nitrate data, Nassau and Suffolk 
Counties, New York /, 82-10811 


Sulfate and nitrate collected by filter 
sampling near the tropopause /, 82- 
11141 


Nitrites. 
Nitrite in bacon : a summary analysis of a 
ban on the use of nitrite in curing 
bacon., 82-12664 


Re-evaluation of the pathology findings 
of studies on nitrite and cancer : histo- 
logic lesions in Sprague-Dawley rats, 
final report /, 82-3632 


Nitro compounds. 
Health hazard alert : 
np)., 82-3757 


Nitrogen. 
Experimental study of low-energy charge 
transfer in nitrogen /, 82-3774 


The multistate impact parameter method 
for molecular charge in nitrogen /, 
82-6116 


2-nitropropane (2- 
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Nitrogen — Physiological effect. 
Nitrogen narcosis measured by dual-task 
performance /, 82-5100 


Nitrogen — Thermal properties — Tables. 
Thermodynamic properties of nitrogen 
gas derived from measurements of 
sound speed /, 82-754 


Nitrogen compounds. 
Catalyst evaluation for denitrogenation of 
petroleum residua and coal liquids /, 
82-13564 


Nitrogen fertilizers — Environmental 


An evaluation of control needs for the 
nitrogen fertilizer industry /, 82-13556 


Nitrogen supersaturation. 
Model study of Harry S. Truman Spill- 
way, Osage River, Missouri : hydraulic 
model investigation /, 82-5001 


Nitroso-compounds — Abstracts. 
Current cancer research on nitroso com- 
_pounds., 82-5710 


*Nitroso Compounds — adverse effects — 
directories 
Current cancer research on nitroso com- 
pounds., 82-5710 


Nitrous oxide, Atmospheric. 

Guidelines for NOx control by combus- 
tion modification for coal-fired utility 
boilers : procedures for reduction of 
NO emissions and maximization of 
boiler efficiency., 82-10083 


Nitrous oxide, Atmospheric — 
Environmental aspects — United States. 
Environmental assessment of utility boiler 

combustion modification NOX controls 
/, 82-13645 


Survey of the role NOx in nonurban 
ozone formation /, 82-10236 


Noatak River watershed (Alaska) 
The Environment of the Noatak River 
basin, Alaska /, 82-3726 


Noise. 

Noise diagnostics for safety assessment, 
standards, and regulation : quarterly 
progress report for April-June 1978 /, 
82-14811 

Noise diagnostics for safety assessment, 
standards, and regulation : quarterly 
progress report for January-March 
1978 /, 82-14756 


Noise — Data processing. 
The Blast Noise Prediction program : 
user reference manual /, 82-13171 


Noise — Experiments. 
Laboratory study of annoyance to com- 
bined airplane and road-traffic noise /, 
82-6140 





Noise — Measurement. 

Annoyance due to mitiple airplane noise 
exposure /, 82-6163 

Interstimulus interval as it affects tempo- 
rary threshold shift in serial presenta- 
tions of loud tones /, 82-3924 

Spectral estimates of band-limited signals 
/, 82-3244 

V/STOL rotary propulsor noise predic- 
tion model update and evaluation /, 
82-2286 


A wave amplitude approach to noise 
analysis with application to a new 
method of noise measurement /, 82- 
5172 


Noise — Physiological effect. 

Biological effects of ultrasound and their 
relevance to the establishment of safety 
standards for the exposure of divers to 
intense ultrasound /, 82-5118 


Interstimulus interval as it affects tempo- 
rary threshold shift in serial presenta- 
tions of loud tones /, 82-3924 


Noise — Psychological aspects. 
Effects of road-traffic background noise 
on judgements of individual airplane 
noises /, 82-11126 


Noise barriers 
Evaluation of approximate methods for 
the prediction of noise shielding by 
Airframe components /, 82-3790 


Improving barrier insertion loss., 82-697 


Noise control. 

Acoustic facilities for human factors re- 
search at NASA Langley Research 
Center : description and operational 
facilities /, 82-14161 

Handbook for motor vehicle noise en- 
forcement /, 82-10090 


Shock associated noise reduction from in- 


verted-velcoity-profile coannular jets /, 
82-14220 


Theoretical prediction of nonlinear prop- 
agation effects on noise signatures gen- 
erated by subconic or supersonic pro- 
peller - or rotor-blade tips /, 82-11153 


Noise control — Bibliography — Catalogs. 
Noise abatement., 82-5543 


Noise control — Law and legislation — 

United States. 

Regulatory analysis appendices for the 
noise emission regulations for motorcy- 
cles and motorcycle exhaust systems., 
82-10067 


Regulatory analysis for the noise emission 
regulations for motorcycles and motor- 
cycle exhaust systems., 82-10068 


Do not order from index; see indicated entry 





Non-verbal intelligence tests. 


Noise control — Testing. 
A numerical technique for calculation of 
the noise of high-speed propellers with 
advanced blade geometry /, 82-2108 


Noise control — United States. 
Handbook for industrial noise control., 
82-3783 


Investigation of the effects of inlet shapes 
on fan noise radiation /, 82-6120 


Noise diagnostics for safety assessment, 
standards, and regulation : quarterly 
progress report for April-June 1978 /, 
82-14811 


Noise diagnostics for safety assessment, 
standards, and regulation : quarterly 
progress report for January-March 
1978 /, 82-14756 

Reauthorization of the Noise Control Act 
of 1972 : hearing before the Subcom- 
mittee on Commerce, Transportation, 
and Tourism of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, February 24, 1981., 82- 
6813 
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quences of ocean thermal energy con- 
version (OTEC) plants : a workshop : 
January 22-24, 1980, Brookhaven Na- 
tional Laboratory, Upton, New York /, 
82-309 


multiyear pro- 





January — June 1982 


Ocean waves. 
Distortion of internal wave patterns by 
background shear : a case study /, 82- 
3255 


Ocean waves — Mathematical models. 
The gravity-capillary wave interaction 
applied to wind-generated, short-grav- 
ity waves /, 82-3235 


Ocean waves — Measurement. 
Wave sensor survey., 82-4626 


Ocean waves — United States. 
Laboratory effects in beach studies /, 
82-1468 


Oceania — Relations — United States. 
The US and the South Pacific /, 82- 
3830 


Oceanic 
The windwave and turbulence observa- 
tion program (WAVTOP) : the mea- 
surement of parameters controlling 
downward mixing of oil from the sea 
surface /, 82-11578 


Oceanographic buoys. 
U.S. drifting buoy performance during 
FGGE /, 82-4629 


The use of drifting buoy data at NMC /, 
82-12825 


Wave sensor survey., 82-4626 


Oceanographic instruments. 
A low-frequency limitation of FACT /, 
82-3215 


Performance evaluation of the Horiba In- 


struments, Inc., Model U-7 Water 
Quality Checker /, 82-12824 


Performance evaluation of the Martek In- 
struments, Inc. Mark V Digital Water 
Quality Analyzer System /, 82-3109 


Wave sensor survey., 82-4626 
Oceanographic research — United States — 
Finance. 


Oceanography miscellaneous : hearings 
before the Subcommittee on Oceanog- 
raphy of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session., 82-6880 


Oceanographic research ships. 

MESA New York Bight Project : ex- 
panded water column characterization 
cruise (XWCC 19) NOAA ship 
George B. Kelez, July 1978 /, 82- 
4650 


Oceanographic submersibles. 
The NRL Unmanned Free-Swimming 
Submersible (UFSS) /, 82-3268 


Oceanographic submersibles — United 
States. 
Remotely operated vehicles : an over- 
view /, 82-4628 





Office equipment and supplies industry U.S. Employees Statistics. 


Technology and oceanography : an as- 
sessment of federal technologies for 
oceanographic research and monitor- 
ing., 82-4188 


Oceanography — Abbreviations. 
Annotated acronyms and abbreviations of 
marine science related activities /, 82- 
3120 


Oceanography — Acronyms. 
Annotated acronyms and abbreviations of 
marine science related activities /, 82- 
3120 


Oceanography — B 
Oceanography., 


ibliography — Catalogs. 
82-5532 


y — Computer programs. 
Real-time and applications software for 
the Neil Brown/W.H.O.I. CTD Micro- 
profiler /, 82-3262 


y — Congresses. 
Oceanic lidar /, 82-2093 


Oceanography — Information services — 
United States — Directories. 
A Directory of information resources in 
the United States : geosciences and 
oceanography /, 82-14146 


Oceanography — New York Bight (N.J. and 

N.Y.) 

MESA New York Bight Project : ex- 
panded water column characterization 
cruise (XWCC 18), NOAA Ship 
George B. Kelez, June 1978 /, 82- 
4649, 82-4651, 82-4652, 82-4653, 
82-4654, 82-4655 


MESA New York Bight Project 
Winkler oxygen data, expanded water 
column characterization cruises 
(XWCC 2 to XWCC 24), NOAA ships 
Researcher and George B. Kelez, 1975- 
1979 /, 82-4647 


Oceanography — Observations. 

MESA New York Bight Project : ex- 
panded water column characterization 
cruise (XWCC 19) NOAA ship 
George B. Kelez, July 1978 /, 82- 
4650 


Oceanography — Periodicals — 
Bibliography. 
List of periodicals monitored for the 
ASFIS bibliographic database /, 82- 
12837 


Marine science newsletters—1977 : an an- 
notated bibliography /, 82-3099 


O’Connor, Sandra Day, 1930- 

Nomination of Sandra Day O’Connor : 
hearings before the Committee on the 
Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on the nomination of Judge Sandra 
Day O’Connor, of Arizona, to serve as 
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an associate justice of the Supreme 
Court of the United States, September 
9, 10, and 11, 1981., 82-12219 

Nomination of Sandra Day O’Connor : 
report together with additional, supple- 
mental, and separate views (to accom- 
pany the nomination of Sandra Day 
O’Connor)., 82-6568 . 


Ocular pharmacology — United States. 
Development of electrophysiological in- 
dicies of neurological toxicity for or- 
ganophosphate pesticides and depres- 
sant drugs /, 82-2279 


Offenses against heads of state — United 

States. 

Assassination Bills : hearing before the 
Subcommittee on Criminal Law of the 
Committee on the Judiciary, United 
States Senate, Ninety-seventh Con- 
gress, first session on S. :904 ... and S. 
907 ... September 22, 1981., 82-15160 


Offenses against property — California. 
Criminal victimization of California resi- 
derts., 82-2003 


Offenses against public safety — United 
States — Evaluation — Congresses. 
Proceedings of Workshop on Methodolo- 

gy for Evaluating the Effectiveness of 
Transit Crime Reduction Measures in 
Automated Guideway Transit Systems 
/, 82-2305 


Office buildings — United States — 
Cleaning — Costs. 
GSA’s cleaning costs are needlessly 
higher than in the private sector : 
report to the Congress /, 82-453 


Office equipment and supplies. 

Act to Permit Certain Funds Allocated 
for Official Expenses of Senators to be 
Utilized to Procure Additional Office 
Equipment, 82-3597 


Office equipment and supplies — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 7400. Office ma- 
chines, visible record equipment, and 

data processing equipment, 82-13002 


Consolidated federal supply catalog iden- 
tification list. FSC 7500. Office supplies 
and devices, 82-13003, 82-13004 


Office equipment and supplies — 
Maintenance and repair. 
The US Army Signal School apprentice- 
ship program for the trade of office 
machine servicer., 82-4913 


Office equipment and supplies industry — 
United States — Employees — Statistics. 
Occupational employment : pens, pencils, 

office and art supplies industry, June 
1971 /, 82-2032 
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Office furniture Statistics. 


furniture — Statistics. 
1977 census of manufactures, 82-9198 


Office furniture — Statistics — Periodicals. 
Current industrial reports. Series MA-25 
H, Office furniture., 82-1344 
Office furniture, 82-1344 


Office practice in government. 
Business strategy groups lessons learned / 
, 82-13385 


Office practice in government — 

Automation. 

An assessment and forecast of ADP in 
the federal government /, 82-1365 


Offices. 
Developing habitability information for 
the design of office environments /, 
82-5053 


Official secrets — United States. 
Intelligence Reform Act of 1981 : hearing 
before the Select Committee on Intelli- 
gence of the United States Senate, 
Ninety-seventh Congress, first session, 
on Intelligence Reform Act of 1981, 
July 21, 1981., 82-4255 


Offshore gas industry — Environmental 
aspects — United States. 

Draft environmental impact statement : 
proposed 1982 Outer Continental Shelf 
oil and gas lease sale, offshore the 
North Atlantic States : OCS sale no. 52 
/, 82-10709 


Offshore gas industry — United States. 
Issues in leasing offshore lands for oil and 
gas development : report to the Con- 
gress /, 82-459 
Issues in leasing offshore lands for oil and 


gas development : summary : report to 
the Congress /, 82-460 


Offshore oil industry — United States. 
Issues in leasing offshore lands for oil and 
gas development : report to the Con- 
gress /, 82-459 


Issues in leasing offshore lands for oil and 


gas development : summary : report to 
the Congress /, 82-460 


Offshore structures. 
Approval of airborne radar approach 
(ARA) procedures for helicopters to 
offshore platforms., 82-6397 


Ecological effects of an artificial island, 
Rincon Island, Punta Gorda, California 
/, 82-3184 


The effect of structures and lake level on 
bluff and shore erosion in Berrien 
County, Michigan, 1970-74 /, 82-5030 


Ohio — Census, 1980, 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 37. Ohio., 82-9308 
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Ohio — Manufactures — Statistics. 
1977 census of manufactures, 82-9176 


Ohio — Population — Statistics. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 37. Ohio., 82-9308 


1980 census of population and housing : 
Ohio, preliminary population and hous- 
ing unit counts., 82-12752 


Ohio River — Navigation. 
Navigation charts, Ohio River, Hunting- 
ton District, Foster, Kentucky, to New 
Martinsville, W. Va. /, 82-9836 


Ohio River — Navigation. 

Navigation conditions at Lock and Dam 
53, Ohio River, Kentucky and Illinois : 
hydraulic model investigation /, 82- 
4999 


Ohio River Valley — Economic conditions. 
Identification of scenarios for Ohio River 
valley region /, 82-11839 


Ohio River Valley regional study : the 
economic impact of regulating air pol- 
lution in the Ohio Valley /, 82-14682 


Ohio River Valley — Economic policy. 

Ohio River valley regional study : analy- 
sis of te emission reductions, air quality 
changes ad institutional impacts result- 
ing from the implementation of select- 
ed policy alternatives in the Ohio 
River valley region /, 82-11842 


Oil and gas leases — Alaska — Cook Inlet. 
Proposed Outer Continental Shelf Oil 
and Gas Lease Sale, lower Cook Inlet/ 
Shelikof Strait /, 82-10708 


Oil and gas leases — Alaska — Norton 

Sound. 

Proposed Outer Continental Shelf oil and 
gas lease sale, Norton Sound : United 
States, Department of the Interior, 
draft environmental impact statement, 
June 1981 /, 82-573 


Oil and gas leases — Alaska — Shelikof 
Strait. 
Proposed Outer Continental Shelf Oil 
and Gas Lease Sale, lower Cook Inlet/ 
Shelikof Strait /, 82-10708 


Oil and gas leases — Bering Sea. 
Proposed Outer Continental Shelf oil and 
gas lease sale, St. George basin /, 82- 
10712 


Oil and gas leases — California. 

Proposed 1982 outer continental shelf oil 
and gas lease sale offshore southern 
California, OCS sale no. 68 /, 82- 
10714 
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Oil and gas leases — California — Santa 

Barbara Channel. 

To reinstate the Pauley petroleum leases 
in the Santa Barbara Channel, Califor- 
nia : hearing before the Subcommittee 
on Energy Conservation and Supply of 
the Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 506 ... July 22, 1981., 82-4219 


Oil and gas leases — Government policy — 

United States. 

Outer continental shelf leasing policies : 
hearing before the Subcommittee on 
SBA and SBIC Authority, Minority 
Enterprise and General Small Business 
Problems of the Committee on Small 
Business, House of Representatives, 
Ninety-seventh Congress, first session, 
Washington, D.C., November 12, 
1981., 82-12261 


Oil and gas leases — Montana. 
Environmental assessment for oil and gas 
leasing program, Butte District /, 82- 
10959 


Oil & gas : environmental assessment of 
BLM leasing program., 82-5929 


Oil and gas leases — New Mexico — 
Roswell region. 
Oil and gas leasing in the Roswell Dis- 
trict, BLM : final environmental assess- 
ment /, 82-642 


Oil and gas leases — North Dakota. 
Oil & gas : environmental assessment of 
BLM leasing program., 82-5929 


Oil and gas environmental assessment of 
BLM leasing program /, 82-652 


Oil and gas leases — South Dakota. 
Oil & gas : environmental assessment of 
BLM leasing program., 82-5929 


Oil and gas leases — United States. 

Combined Hydrocarbon Leasing Act of 
1981 : hearing before the Subcommittee 
on Energy and Mineral Resources of 
the Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 1575 ... September 17, 1981., 82- 
2619 


Comprehensive oil shale legislation 
hearing before the Subcommittee on 
Energy and Mineral Resources of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on S. 
1032 ... S 1383 ... S 1484 ... July 23, 
1981., 82-6797 


Draft environmental impact statement : 
proposed 1982 Outer Continental Shelf 
oil and gas lease sale, offshore the 
North Atlantic States : OCS sale no. 52 
/, %2-10709 





January — June 1982 


Fiscal accountability of the nation’s 
energy resources., 82-13934 


Issues in leasing offshore lands for oil and 
gas development : report to the Con- 
gress /, 82-459 


Issues in leasing offshore lands for oil and 
gas development : summary : report to 
the Congress /, 82-460 


Mineral royalty collection, accounting, 
and distribution : hearing before the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, to con- 
sider methods of collecting, account- 
ing, and distributing mineral royalties 
and related issues, Casper, Wyo., 
August 11, 1981., 82-12135 


National Oil Shale Leasing Act of 1981 : 
report together with additional views 
(to accompany S. 1484)., 82-11775 


OCS oversight : hearings before the Sub- 
committee on the Panama Canal/Outer 
Continental Shelf of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-seventh 
Congress, first session ...., 82-6929 


Oil and gas royalty collections longstand- 
ing problems costing millions : report 
to the Congress /, 82-3506 


Proposed 5-year plan for oil and gas de- 
velopment in the outer continental 
shelf : hearing before the Subcommit- 
tee on Energy Conservation and 
Supply of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-seventy Congress, first 
session, to review the secretary of the 
interior’s proposed 5-year plan for oil 
and gas development in the outer con- 
tinental shelf pursuant to the Outer 
Continental Shelf Lands Act Amend- 
ments of 1978, Public Law 95-372 (43 
U.S.C. 1801), October 6, 1981., 82- 
6800 


Providing for reinstatement and valida- 
tion of U.S. oil and gas lease numbered 
ES 20644 : report (to accompany S. 
1605)., 82-6561 

Providing for reinstatement and valida- 
tion of U.S. oil and gas lease numbered 
M-15450 (ND) : report (to accompany 
S. 466)., 82-6563 

Providing for reinstatement and valida- 
tion of United States oil and gas lease 
numbered M 16402 (ND) ACQ : report 
(to accompany S. 383)., 82-6562 


Providing for reinstatement and valida- 
tion of United States oil and gas lease 
numbered OR-13713 : report (to ac- 
company S. 1457)., 82-6564 


Providing for reinstatement and valida- 
tion United States oil and gas lease 
numbered W-46102 : report (to accom- 
pany S. 651)., 82-6565 





Oil-shales Environmental aspects Colorado. 


Reinstatement and validation of United 
States oil and gas leases : hearing 
before the Subcommittee on Energy 
and Mineral Resources of the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 383 ... S. 
466 ... S. 651 ... S. 1457 ... S. 1605 ... 
September 17, 1981., 82-4221 


Oil and gas leases — Wyoming. 
Buffalo resource area oil and gas environ- 
mental assessment /, 82-1984 


Oil and gas leases — Wyoming — Shoshone 

National Forest. 

Oil and gas exploration and _ leasing 
within the Washakie Wilderness : draft 
environmental impact statement., 82- 
12539 


Oil and gas exploration and leasing 
within the Washakie Wilderness : sum- 
mary of the draft environmental impact 
Statement., 82-12540 


Oil fields — United States — Equipment 
and supplies. 
Cost and indexes for oilfield equipment 
and production operations in the 
United States., 82-9999 


Oil fields — United States — Production 
methods. 
Projections of enhanced oil recovery 
1985-1995 /, 82-13443 


Oil fields — United States — Statistics. 
1977 census of mineral industries, 
12722 


82- 


Oil pollution of rivers, harbors, etc. 
Design guide for oil spill prevention and 
control at substations., 82-12617 


Oil pollution of rivers, harbors, etc. — 
United States. 
Design guide for oil spill prevention and 
control at substations., 82-12617 


Development of a new wringer for the 
zero-relative-velocity belt skimmer /, 
82-6469 


Oil spills., 82-5290 
Oil pollution of the sea — Alaska — 

Congresses. 

Marine biological effects of OCS petro- 
leum development : a program review 
of research supported under the 
NOAA Outer Continental Shelf Envi- 
ronmental Assessment Program, No- 
vember 29-December 1, 1977 /, 82- 
4636 


Oil pollution of the sea — United States. 
Report to the president on an evaluation 
of devices and techniques to improve 
maneuvering and stopping abilities of 
large tank vessels /, 82-6477 
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Oil sands — United States. 

Combined Hydrocarbon Leasing Act of 
1981 : hearing before the Subcommittee 
on Energy and Mineral Resources of 
the Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 1575 ... September 17, 1981., 82- 
2619 


Oil-shale industry — Colorado. 

Pace of oil shale development : hearings 
before the Committee on the Budget, 
United States Senate, Ninety-sixth Con- 
gress, second session, July 17, 1980— 
Denver, Colo., August 29, 1980— 
Rifle, Colo., February 1982., 82-15049 

Tosco loan guarantee proposal : hearing 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventh Con- 
gress, first session, on Defense Produc- 
tion Act loan guarantees to Tosco Cor- 
poration for Tosco’s part in the colony 
shale oil project in western Colorado, 
October 7, 1981., 82-6772 


Oil-shale industry — Environmental aspects 
— Colorado. 
Paraho environmental data /, 82-9941 


Oil shale industry — Environmental aspects 
— United States. 
Environmental perspective on the emerg- 
ing oil shale industry /, 82-13535 
Environmental readiness document : oil 
shale : commercialization phase III 
planning /, 82-9949 


Oil shale industry — Environmental aspects 
— Utah — Uintah County. 
Draft environmental impact statement of 
the White River Dam project /, 82- 
1902 


Oil-shale industry — United States. 
Market assessment for shale oil /, 82- 
13274 


Oil shale surface retorting /, 82-13322 


U.S. shale oil forecasts (1985-1995) /, 
82-13448 


Oil shale industry — United States — 

Management. 

Report on project management in the Oil 
Shale Program / U.S. Dept. of Energy, 
Office of the Inspector General., 82- 
13382 


Oil-shales — Analysis. 
Geotechnical properties of oil shale re- 
torted by the PARAHO and TOSCO 
processes /, 82-1457 


Oil-shales — Environmental aspects — 
Colorado. 
Paraho environmental data /, 82-9941 
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Oil-shales Testing. 


Oil-shales — Testing. 
Geotechnical properties of oil shale re- 
torted by the PARAHO and TOSCO 
processes /, 82-1457 


Oil shales — United States. 

Comprehensive oil shale legislation 
hearing before the Subcommittee on 
Energy and Mineral Resources of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on S. 
1032 ... S 1383 ... S 1484 ... July 23, 
1981., 82-6797 


National Oil Shale Leasing Act of 1981 : 
report together with additional views 
(to accompany S. 1484)., 82-11775 

Oil shale surface retorting /, 82-13322 


Oil spills. 

Assessment of treated vs. untreated oil 
spills : final report /, 82-9946 

Design guide for oil spill prevention and 
control at substations., 82-12617 

The windwave and turbulence observa- 
tion program (WAVTOP) : the mea- 
surement of parameters controlling 
downward mixing of oil from the sea 
surface /, 82-11578 


Oil spills — Alaska — Congresses. 

Marine biological effects of OCS petro- 
leum development : a program review 
of research supported under the 
NOAA Outer Continental Shelf Envi- 
ronmental Assessment Program, No- 
vember 29-December 1, 1977 /, 82- 
4636 


Oil spills — Bibliography — Catalogs. 
Oil spills and ocean dumping., 82-1777 


Oil spills — Environmental aspects — 

Alaska — Norton Sound. 

Proposed Outer Continental Shelf oil and 
gas lease sale, Norton Sound : United 
States, Department of the Interior, 
draft environmental impact statement, 
June 1981 /, 82-573 


Oil spills — Environmental aspects — 
Columbia River. 
Columbia River oil spill study, June/July 
1978 /, 82-9551 


Oil spills — Environmental aspects — 
United States. 
Development of a new wringer for the 
zero-relative-velocity belt skimmer /, 
82-6469 


Oil spills — Remote sensing. 
Optical measurements of crude oil sam- 
ples under simulated conditions /, 82- 
9501 


Oil spills — United States. 
Design guide for oil spill prevention and 
control at substations., 82-12617 
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Development of a new wringer for the 
zero-relative-velocity belt skimmer /, 
82-6469 

Oil spills., 82-5290 

Oil well drilling — Environmental aspects — 
Texas. 

Land-surface subsidence in the Texas 
coastal region /, 82-1950 


Oil well drilling — Environmental aspects — 

Wyoming — Teton County. 

Draft Cache Creek-Bear Thrust environ- 
mental impact statement : proposed oil 
and gas drilling near Jackson, Teton 
County, Wyoming /, 82-3670 


Oil well drilling, Submarine — 
Environmental aspects — Mexico, Gulf of. 
Proposed OCS oil and gas sales 67 and 

69 /, 82-574 


Oil well drilling, Submarine — 
Environmental aspects — United States. 
Draft environmental impact statement : 

proposed 1982 Outer Continental Shelf 
oil and gas lease sale, offshore the 
North Atlantic States : OCS sale no. 52 
/, 82-10709 


State information needs related to on- 
shore and nearshore effects of OCS pe- 
troleum development /, 82-643 


Oils and fats — Environmental aspects — 
United States. 
The use and fate of laubricants, oils, 
greases, and hydraulic fluids in the iron 
and steel industry /, 82-10123 


Oklahoma — Administrative and political 
divisions — Maps. 
Oklahoma, county  subdivisions-census 
county divisions and places /, 82-3069 


Oklahoma — History. 
Historical review : Bird Creek Basin from 
1800 /, 82-4969 


Oklahoma — Population — Statistics. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 38. Oklahoma., 82-9309 


1980 census of population and housing : 
Oklahoma, preliminary population and 


housing unit counts., 82-9327 


Oklahoma City (Okla.) — Climate — 
Statistics — Periodicals. 
Local climatological data. Oklahoma 
City, Oklahoma, annual summary with 
comparative data., 82-9540 


Okmulgee County (Okla.) — Maps. 
Important farmlands map, Okmulgee 
County, Oklahoma /, 82-89 


Old age assistance — Missouri. 
Issues relating to the reauthorization of 
the Older Americans Act : hearing 
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before the Subcommittee on Human 
Resources of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-seventh Congress, first 
session, hearings held in St. Joseph, 
Mo., on April 3, 1981., 82-6792 


Old age assistance — Ohio — Cincinnati. 
Older Americans and economic change in 
Cincinnati : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, April 21, 1981, Cincinnati, 
Ohio., 82-15006 


Old age assistance — United States. 
Energy and the elderly : sourcebook /, 
82-2620 


Impact of federal budget proposals on 
older Americans : hearing before the 
Special Committee on Aging, United 
States Senate, Ninety-seventh Con- 
gress, first session ..., 82-2587 


Impact of the fiscal year 1982 budget on 
programs for the elderly in Memphis : 
a briefing /, 82-2591 


Issues relating to the reauthorization of 
the Older Americans Act : hearing 
before the Subcommittee on Human 
Resources of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-seventh Congress, first 
session, hearings held in St. Joseph, 
Mo., on April 3, 1981., 82-6792 


Older Americans Act : hearing before the 
Special Committee on Aging, United 
States Senate, Ninety-seventh Con- 
gress, first session, Washington, D.C., 
April 27, 1981., 82-6733 


Older Americans Act amendments of 
1981 : conferences report (to accompa- 
ny S. 1086)., 82-6596 


Older Americans Act programs : a study 
/, 82-11857 


Omnibus Budget Reconciliation Act of 
1981, Public Law 97-35 (selected provi- 
sions affecting the elderly) : an infor- 
mation paper /, 82-12058 


Profiles of older people., 82-1716 


The proposed fiscal year 1983 budget : 
what it means for older Americans : an 
information paper /, 82-15002 


Suggested audit guide for independent 
accountants and auditors for use in au- 
diting programs funded under Title III 
and Tilte VII of the Older Americans 
Act of 1965, as amended., 82-13923 


To reauthorize and extend the Older 
Americans Act of 1965, as amended : 
hearing before the Subcommittee on 
Human Resources of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on H.R. 3046 ... hearing 








January — June 1982 


held in Washington, D.C., on April 29, 
1981., 82-1046 


Old age homes — United States. 

Fraud and abuse in boarding homes : 
hearing before the Select Committee 
on Aging, House of Representatives, 
Ninety-seventh Congress, first session, 
June 25, 1981., 82-1008 

1981 White House Conference on Aging, 
Mini-Conference on Housing for the 
Elderly : a report /, 82-6739 


Old age homes — United States — Fires and 
fire prevention. 

Boarding home fires : New Jersey : hear- 
ing before the Select Committee on 
Aging, House of Representatives, 
Ninety-seventh Congress, first session, 
March 9, 1981, Keansburg, N.J., 82- 
6741 


Old age pensions — United States. 

An analysis of the development and ra- 
tionales of the United States income 
security system 1776-1980 : an analysis 
/, 82-12064 


Old age pensions — United States — 

Periodicals. 

Annual report : communication from the 
Board of Trustees, Federal Old-age 
and Survivors Insurance and Disability 
Insurance Trust Fund transmitting the 
annual report of the Board, pursuant to 
section 201(c) of the Social Security 
Act /, 82-14630 


Annual report of the Board of Trustees 
of the Federal Old-age and Survivors 
Insurance and Disability Insurance 
Trust Funds : communication from the 
Board of Trustees, Federal Old-age 
and Survivors Insurance and Disability 
Insurance Trust Fund transmitting the 
annual report of the Board, pursuant to 
section 201(c) of the Social Security 
Act, as amended., 82-14593 


Old aged assistance — United States. 
Oversight hearing on enforcement of the 
keys amendment : hearing before the 
Select Committee on Aging, House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 28, 1981., 82- 
4193 


Old City Hall (Lowell, Mass.) 

Historic structure report, historical data 
section, Old City Hall, Lowell Nation- 
al Historical Park, Lowell, Massachu- 
setts : package no. 105 (project type 
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Melton Hill Lake recreation map /, 
1003 


Outdoor recreation — United States. 
Using rights-of-way for recreation /, 
14034 


82- 


Outdoor recreation — United States — 
Bibliography — Catalogs. 
Recreational and outdoor activities., 

5528 


Outdoor recreation — United States — 

States. 

Need to reexamine the federal role in 
planning, selecting, and funding state 
and local parks : report to the Con- 
gress: summary /, 82-5466 


Outdoor recreation — West Virginia — 
Spruce Knob-Seneca Rocks National 
Recreation Area — Maps. 

Spruce Knob-Seneca Rocks National 
Recreation Area, Monongahela Nation- 
al Forest /, 82-1155 


Outer space — Exploration — Bibliography 
— Catalogs. 
NASA _ educational _publications., 
3561 


82- 


Outer space — Exploration — United 
States. 
Report of the Comet Science Working 
Group : executive summary., 82-6086 


Outer space — Exploration — United States 
— Bibliography — Catalogs. 


Space, rockets and satellites, 82-3571 


Outer space — Explorations — United 
States. 
Report of the Comet Science Working 
Group., 82-6087 


Outer space — Observations — Information 
services — Catalogs. 
Catalog of lunar mission data /, 82-3784 


Outer space — Transportation. 
Technology requirements for future 
Earth-to-Geosynchronous orbit trans- 
portation systems /, 82-14202 


*Outpatient Clinics, Hospital — utilization 
— United States — statistics 
Medicare, use of hospital outpatient serv- 
ices., 82-10684, 82-13915 


Use of hospital outpatient services, 
10684, 82-13915 


82- 


*Ovarian Neoplasms — pathology — atlases 
Tumors of the ovary and maldeveloped 
gonads /, 82-9590 
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Ozone. 


Ovaries — Tumors. 
Tumors of the ovary and maldeveloped 
gonads /, 82-9590 


Overland journeys to the Pacific. 
Following Lewis and Clark across the 
Clearwater National Forest., 82-4311 


Overseas Private Investment Corporation — 
Appropriations and expenditures — 
Periodicals. 

Examination of financial statements, 
Overseas Private Investment Corpora- 
tion : communication from the Comp- 
troller General of the United States 
transmitting a report on the examina- 
tion of financial statements of the 
Overseas Private Investment Corpora- 
tion, pursuant to section 106 of the 
Government Corporation Control Act, 
as amended., 82-14592, 82-14624 


Owens-Corning Fiberglas Corporation. 
Demonstration of a closed loop reuse 
system in a fiberglas textile plant /, 
82-13558 


Oxidation. 

FRAPCON-1, a computer code for the 
steady state analysis of oxide fuel rods 
/, 82-6662 ; 

FRAPCON-2 : a computer code for the 
calculation of steady state thermal-me- 
chanical behavior of oxide fuel rods 7/, 
82-11996 


Innovative destruction of complex indus- 
try wastes : auto oxidation of tannery 
beamhouse wastewater /, 82-5302 


Oxidation — Congresses, 

Oxidation techniques in drinking water 
treatment : papers presented at the 
Conference held in Karlsruhe, Federal 
Republic of Germany, September 11- 
13, 1978 /, 82-347 


Oxides — Experiments. 

Sodium oxide and uranium oxide aerosol 
experiments : NSPP tests 106-108 and 
tests 240-207, data record report /, 
82-2542 


Oxygen — Physiological effect. 
The use of fluorescein angiography to 
study oxygen toxicity /, 82-5095 


Oxygen transport (Physiology) 
A Breath in time, 82-1517, 82-1518 


Ozark National Forest (Ark.) — History — 
20th century. 
For the trees : an illustrated history of 
the Ozark-St. Francis Natonal Forests, 
1908-1978 /, 82-2759 


Ozone. 
First meeting of the High Altitude Pollu- 
tion Program Scientific Advisory Com- 
mittee, November 29-December 1, 
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1978, Washington, D.C. : executive 
summary., 82-14441 

Guidance for collection of ambient non- 
methane organic compound (NMOC) 
data for use in 1982 ozone SIP devel- 
opment, and network and siting criteria 
for the NMOC and NOx monitors /, 
82-13670 


Guideline for the interpretation of ozone 
air quality standards /, 82-1667 


Guideline for use of city-specific EKMA 
in preparing ozone SIPs : draft /, 82- 
3397 


Survey of the role NOx in nonurban 
ozone formation /, 82-10236 


Transport category airplanes cabin ozone 
concentrations., 82-6406 


Ozone — Measurement. 

Simulated ozone concentrations in the 
south coast air basin : comparison be- 
tween 1974 and 1987 levels /, 82- 
14673 


Ozone — Physiological effect. 

Effects of ozone (0.30 parts per million, 
600 Ug/m*) on sedentary men repre- 
sentative of airline passengers and 
cockpit crewmembers /, 82-11531 


P 


Pacemaker, Artificial (Heart) 

Final generic environmental statement on 
the routine use of plutonium-powered 
cardiac pacemakers : update of infor- 
mation on power sources for pacemak- 
ers., 82-4088 


Pacific area — Description and travel. 
USA, Hawaii and the U.S. islands of the 
Pacific., 82-3090 


Pacific area — Foreign relations — United 

States. 

U.S. relations with the Pacific area : 
report of a study mission to Fiji, New 
Zealand, Australia, Singapore, Thai- 
land, Hong Kong, and Taiwan, August 
6-24, 1981 /, 82-2643 


Pacific coast (United States and Canada) — 
Maps. 


Pacific coast ecological inventory, Cape 
Blanco, Oregon /, 82-10927 

Pacific coast ecological inventory, Cape 
Disappointment, Washington-Oregon /, 
82-10933 

Pacific coast ecological inventory, Cape 
Flattery, Wash., U.S.-B.C., Can. /, 
82-10937 

Pacific coast ecological inventory, Coos 
Bay, Oregon /, 82-10929 

Pacific coast ecological inventory, Copa- 
lis Beach, Washington /, 82-10935 

Pacific coast ecological inventory, 
Eureka, California /, 82-10924 
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Pacific coast ecological inventory, Ho- 
quiam, Washington-Oregon /, 82- 
10932 

Pacific coast ecological inventory, Long 
Beach, California /, 82-10913 


Pacific coast ecological inventory, Los 
Angeles, California /, 82-10915 

Pacific coast ecological inventory, Med- 
ford, Oregon-California /, 82-10926 

Pacific coast ecological inventory, Mon- 
terey, California /, 82-10918 


Pacific coast ecological inventory, Red- 
ding, California /, 82-10923 

Pacific coast ecological inventory, Rose- 
burg, Oregon /, 82-10928 


Pacific coast ecological inventory, Sacra- 
mento, California /, 82-10920 


Pacific coast ecological inventory, Salem, 
Oregon /, 82-10930 


Pacific coast ecological inventory, 
Diego, California /, 82-10911 
Pacific coast ecological inventory, 
Francisco, California /, 82-10919 


Pacific coast ecological inventory, San 
Luis Obispo, California /, 82-10917 


Pacific coast ecological inventory, Santa 
Anna, California /, 82-10912 


Pacific coast ecological inventory, Santa 
Maria, California /, 82-10916 


Pacific coast ecological inventory, Santa 
Rosa, California /, 82-10921 


Pacific coast ecological inventory, Santa 
Rosa Island, California /, 82-10914 


Pacific coast ecological inventory, Seat- 
tle, Washington /, 82-10934 


Pacific coast ecological inventory, Ukiah, 
California /, 82-10922 


Pacific coast ecological inventory, Van- 
couver, Washington-Oregon /, 82- 
10931 


Pacific coast ecological inventory, Victo- 
ria, B.C., Can.-Wash. U.S. /, 82- 
10936 


Pacific coast ecological inventory, Weed, 
California-Oregon /, 82-10925 


San 


San 


Pacific coast (United States and Canada) — 
Tsunamis. 
Type 16 flood insurance study : Tsunami 
predictions for the west coast of the 
continental United States /, 82-172 


Pacific Crest Trail — Maps. 
Pacific Crest National Scenic Trail /, 
82-4336 


Pacific Crest Trail — Maps. 
Pacific Crest National Scenic Trail, 
Oregon /, 82-4312 
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Pacific Ocean — Navigation. 
Omega propagation correction tables for 
10.2 kHz : area 16, South Pacific, sta- 
tion A (Norway) /, 82-9615 


Omega table : area 09, Northwest Pacific, 
pair E-G (Reunion-Australia) /, 82- 
3149 


Omega table : area 16, South Pacific, pair 
C-G (Hawaii, U.S.A.-Australia) /, 82- 
3152 


Omega table : area 17, East Pacific, pair 
C-G (Hawaii, U.S.A.-Australia) /, 82- 
3153 


Pacific salmon. 

A Study to assess status of smoltification 
and fitness for ocean survival of chi- 
nook and coho salmon and steelhead /, 
82-12880 


A Study to define the migration charac- 
teristics of chinook and coho salmon 
and steelhead in the Columbia River 
estuary : annual report - 1979 /, 82- 
9550 


Pacific salmon — Columbia River. 
Columbia River fisheries development 
program., 82-9549 


Pacific salmon — North Pacific. 
Salmonid ecosystems of the North Pacific 
/, 82-9552 


Packaging — Congresses. 

The New York City/Newark Cargo Se- 
curity Symposium on Packaging : In- 
ternational Hotel, J.F. Kennedy Air- 
port, March 28, 1977., 82-14316 


Packaging — Equipment and supplies — 

Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 8100. Containers, 
packaging, and packing supplies, 82- 
13009 


Packing (Mechanical engineering) — 
Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5330. Packing and 
gasket materials, 82-4855 


Packing for shipment. 
Transportation and packaging manual for 
contract administration services., 82- 
9636 


Packing-house workers — United States — 
Statistics. 

Occupational employment 

ucts industry /, 82-2036 


: meat prod- 


Packing-houses — United States. 
U.S. inspection meat and poultry packing 
plants : a guide to construction and 
layout., 82-12366 
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Pacto, Rosita N., 1938- 
Rosita N. Pacto : report (to accompany 
S. 593)., 82-4036 


Paint. 


Paints and protective coatings /, 82- 
3165 


Paint — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 8000. Brushes, 
paints, sealers, and adhesives, 82- 
13008 


Paint — Testing. 
Inspection of painting., 


Paint industry and trade — United States. 

Titanium dioxide from Belgium, France, 
the United Kingdom, and the Federal 
Republic of Germany : determination 
of “a reasonable indication of injury” 
in inquiry no. AA1921-Ing-23 under 
the Antidumping Act of 1921, as 
amended., 82-2205 


82-248 


Paint industry and trade — United States — 
Employees — Statistics. 
Occupational employment : paints and 
allied products industry, April 1971 /, 
82-2028 


Paint industry and trade — United States — 
Statistics. 


1977 census of manufactures, 82-9202 


Paint materials — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 8000. Brushes, 
paints, sealers, and adhesives, 82- 
13008 


Painting, Industrial. 
Inspection of painting., 
Programmed painting., 


82-248 
82-249 


Paiute Indians. 

Proposed recreational lease of Wildhorse 
Reservoir lands to Shoshone-Paiute 
Indian Tribes of the Duck Valley Res- 
ervation /, 82-571 


Paiute Indians — Land tenure. 

Burns Paiute Indian tribe allotment : 
hearing before the Select Committee 
on Indian Affairs, United States Senate, 
Ninety-seventh Congress, first session 
on S. 1468 ... November 18, 1981, 
Washington, D.C., 82-12204 


Paiute Indians — Legal status, laws, etc. 
Burns Paiute Indian tribe allotment : 
hearing before the Select Committee 
on Indian Affairs, United States Senate, 
Ninety-seventh Congress, first session 
on S. 1468 ... November 18, 1981, 
Washington, D.C., 82-12204 


Pakistan. 
Pakistan, a country profile /, 82-821 





Panama Canal (Panama) Navigation Law and legislation. 


Pakistan — Population — Statistics. 
Asia, Pakistan : selected statistical data by 
sex., 82-11356 


Paleontology — Alaska. 
Late Jurassic ammonites from Alaska /, 
82-13956 


Paleontology — Bibliography — Catalogs. 
Fossils., 82-5579 


Paleontology — Cambrian — Congresses. 
Short papers for the Second International 
Symposium on the Cambrian System, 
1981 /, 82-1957 


Paleontology — Jurassic. 
Late Jurassic ammonites from Alaska /, 
82-13956 


Paleopathology. 
Identification of pathological conditions 
in human skeletal remains /, 82-6236 


Pales weevil. 
How to identify and control pales weevil 
in Christmas tree plantations., 82-4379 


Palladino, Nunzio J., 1916- 

Nominations of Nunzio J. Palladino and 
Thomas M. Roberts : hearings before 
the Committee on Environment and 
Public Works, United States Senate, 
Ninety-seventh Congress, first session 
on the nomimation of Nunizo J. Palla- 
dino to be a chairman of the Nuclear 
Regulatory Commission and Thomas 
M. Roberts to be a member of the Nu- 
clear Regulatory Commission, June 17 
and July 21, 1981., 82-12240 


Pallets (Shipping, storage, etc.) 
Performance of medium-density hard- 
board in pallets /, 82-12440 


Performance of pallets with hardboard 
decks of varied density., 82-12441 


Yield of pallet cants and lumber from 
hardwood poletimber thinnings /, 82- 
2789 


Pallets (Shipping, storage, etc.) — 
Handbooks, manuals, etc. 
Pallets for Army use., 82-9744 


*Palliative Treatment — directories. 
Current cancer research on cancer pa- 
tient supportive care and pain manage- 
ment., 82-10579 


Palo Verde Dam (Calif.) 

Act to Authorize the Generation of Elec- 
trical Power at Palo Verde Irrigration 
District Diversion Dam, California, 
82-5663 


Palynotaxonomy. 
Pollen morphology and phylogenetic re- 
lationships of the Berberidaceae /, 82- 
6233 
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Panama. 


Panama : a country study /, 82-155 


travel. 
82-12904 


Panama — Foreign relations — United 

States. 

Cultural relations, library and museum : 
agreement between the United States 
of America and Panama, effected by 
exchange of notes signed at Panama 
September 24, 1979., 82-11326 

Treaties, etc. United States, 1979 Sept. 
24, 82-11326 


Panama — 


and 
A pocket guide to Panama., 


Panama — Relations — United States. 
Activities of the United States in Panama 
: agreement between the United States 
of America and Panama : signed at 
Washington September 7, 1977., 82- 
2196 


Treaties, etc. United States, 1977 Sept. 7, 
82-2196 


Panama Canal Company — Periodicals. 
Annual report /, 82-1420 


Annual report of the Panama Canal Com- 
pany, 82-1420 


Panama Canal (Panama) — Navigation — 

Law and legislation. 

Panama Canal, permanent neutrality and 
operation : treaty between the United 
States of America and Panama, signed 
at Washington September 7, 1977 with 
attached protocol and protocol of ex- 
change of instruments of ratification 
signed at Panama June 16, 1978., 82- 
11322 


Panama Canal treaty, combined board : 
agreement between the United States 
of America and Panama, effected by 
exchange of notes signed at Panama 
October 1, 1979., 82-14278 


Panama Canal treaty, consultative com- 
mitttee : agreement between the United 
States of America and Panama, effect- 
ed by exchange of notes signed at 
Panama October 1, 1979., 82-14280 


Panama Canal treaty, coordinating com- 
mittee : agreement between the United 
States of America and Panama, effect- 
ed by exchange of notes signed at 
Panama October 1, 1979., 82-14279 


Panama Canal treaty, joint committee : 
agreement between the United States 
of America and Panama, effected by 
exchange of notes signed at Panama 
October 1, 1979., 82-11327 


Treaties, etc. United States, 1977 Sept. 7, 
82-11322 


Treaties, etc. United States, 1979 Oct. 1, 
82-11327, 82-14278, 82-14279, 82- 
14280 
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Panama Canal (Panama) — Periodicals. 
Annual report /, 82-4184 


Panola County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Panola County, Texas /, 
82-4442 


Papago Indian Reservation (Ariz.) — 
Antiquities. 
Reward mine and associated sites : his- 
torical archeology on the Papago Res- 
ervation /, 82-14017 


Papago Indians — Antiquities. 
Reward mine and associated sites : his- 
torical archeology on the Papago Res- 
ervation /, 82-14017 


Paper — Standards. 
Government paper specification stand- 
ards., 82-4264 


Paper box industry — United States — 
Employees — Statistics. 
Occupational employment : paperboard 
continers and boxes industry, April 
1971 /, 82-2025 


Paper box industry — United States — 
Statistics. 
1977 census of manufactures, 82-9199 


Paper containers. 
A metric/modular replacement for the 1- 
1/9-bushel fiberboard container /, 82- 
12636 


Paper industry workers — United States — 

Statistics. 

Occuptional employment : pulp mills, 
paper mills, and building paper, and 
building board mills industry, April 
1971 /, 82-11040 


Paper making and trade. 
Papermaking factors that influence the 
strength of linerboard weight hand- 

sheets /, 82-12438 


Paper making and trade — United States — 
Employees — Statistics. 
Occupational employment : converted 
paper and paperboard products indus- 
try, April 1971 /, 82-2023 


Paper making and trade — United States — 
Statistics. 
1977 census of manufactures, 


Paper products. 
Papermaking factors that influence the 
strength of linerboard weight hand- 
sheets /, 82-12438 


82-12690 


Paper products — Statistics. 
1977 census of transportation, 
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Paperboard industry — United States — 

Employees — Statistics. 

Occupational employment : converted 
paper and paperboard products indus- 
try, April 1971 /, 82-2023 

Occupational employment : paperboard 
mills industry, April 1971 /, 82-2020 


Paperboard industry — United States — 
Statistics. 


1977 census of manufactures, 82-9199, 
82-12690 


Papovaviruses — Abstracts. 
Selected abstracts on integrated viral gen- 
omes., 82-10585 


Parachutes. 
A spin-recovery parachute system for 
light general-aviation airplanes /, 82- 
6083 


Parachutes — 
Airdrop of supplies and equipment : rig- 
ging the 1/4-ton truck and the 1/4-ton 
trailer, 82-9681 


Parachutes — Rigging — Handbooks, 
manuals, etc. 
Airdrop of supplies and equipment : rig- 
ging communications shelters and 
power unit., 82-4889 


Airdrop of supplies and equipment : rig- 
ging the high speed aerial delivery con- 
tainer CTU-2/A., 82-1439 

Airdrop of supplies and equipment : rig- 
ging 4.2-inch mortar., 82-4890 


Resources, Inc. 
Final Ute Mountain land exchange envi- 
ronmental assessment., 82-5936 


Paramedical education — United States. 
Minorities in allied health education : a 
comprehensive summary of the 

report—January 1980 /, 82-5752 


Paramilitary forces — Handbooks, manuals, 
etc. 


Low intensity conflict., 82-9703 
*Paraproteinemias — directories 
Current cancer research on myeloma pro- 
teins, other paraproteins, myelomas, 
and other monoclonal gammopathies., 
82-5704 


*Paraproteins — directories 
Current cancer research on myeloma pro- 
teins, other paraproteins, myelomas, 
and other monoclonal gammopathies., 
82-5704 


Parasites. 
Descriptive epizootiology of an aphid 
mycosis., 82-12346 


Paratransit services. 
An Analysis of user cost and service 
trade-offs in transit and paratransit 
services., 82-6490 
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Paratransit services — Costs. 
Cost analysis for social service agency 
transportation providers /, 82-6479 


Paratransit services — Illinois — Danville. 
The Runaround : user-side subsidies for 
mass transportation in Danville, Illinois 
/, 82-2303 


Paratransit services — Missouri — Kansas 


Share a fare : a user-side subsidy trans- 
portation program for elderly and 
handicapped persons in Kansas City, 
Missouri., 82-893 


Paratransit services — United States. 
Establishing innovative taxicab services : 
a guidebook /, 82-6491 


Modeling demand-responsive feeder sys- 
tems in the UTPS framework., 82- 
2309 


Paratransit vehicle test and evaluation /, 
82-14521 


Rural public transportation projects on 
Indian reservations : a report on 11 
demonstrations : final report /, 82- 
3959 


Paratransit services — United States — 
Costs. 
Cost analysis for social service agency 
transportation providers /, 82-6285 


Paratransit services — United States — 
Evaluation. 
Generic alternatives analyses 
report., 82-11591 


Parenting. 
Practical advice to parents : a guide to 
finding help for children with handi- 
caps /, 82-10021 


final 


Parenting — United States. 
One step at atime /, 82-10019 


Parking lots — United States. 
Corridor parking facilities for carpoolers 
/, 82-3888 


Parks — Idaho. 
Energy interpretation : a guide for Idaho 
state parks /, 82-1973 


Parks — Maintenance — Handbooks, 
manuals, etc. 
Maintenance impact statement handbook 
: Maintenance costs harnessed for the 
park and recreation manager., 82-3736 


Parks — United States. 
Urban parks and recreation 
analysis report., 82-14040 


Urban parks and recreation recovery pro- 
gram : oversight hearing before the 
Subcommittee on Oversight and Inves- 
tigations of the Committee on Interior 
and Insular Affairs, House of Repre- 


: a trend/ 
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sentatives, Ninety-seventh Congress, 
first session, on urban parks and recrea- 
tion recovery program, hearing held in 
Louisville, Ky., June 15, 1981., 82- 
1072 


Parks — United States — Management. 
Cost-cutting strategies for the Park and 
Recreation Agency /, 82-14038 


Parks — United States — States. 

Need to reexamine the federal role in 
planning, selecting, and funding state 
and local parks : report to the Con- 
gress: summary /, 82-5466 


Parole — United States. 
Characteristics of the parole population, 
1978., 82-5959 


The sentencing options of federal district 
judges /, 82-3740 


Parotid glands. 
Human parotid gland alpha-amylase se- 
cretion as a function of chronic hyper- 
baric exposure /, 82-5103 


Part-time employment — United States. 
Senior community service employment 
program., 82-14142 


Particle accelerators — United States. 
Report of the 1980 Subpanel on Review 
and Planning for the U. S. High 
Energy Physics Program /, 82-3357 


Particle beams. 

The status of compact-toroid research 
using high energy particle beams : a 
panel report to the Director, Division 
of Applied Plasma Physics, Office of 
Fusion Energy, Office of Energy Re- 
search., 82-314 


Particle beams, Colliding — Addresses, 
essays, lectures. 
Colliding beam physics at Fermilab /, 
82-1627 


Particle board — Thermal properties. 
Thermal characteristics of thick red oak 
flakeboard /, 82-30 


Particle regeneration (Nuclear physics) 
Supercritical fluid regeneration of activat- 
ed carbon for adsorption of pesticides / 
82-13559 


Particles, 
Particle size variation effects on landfilled 


solid waste : cold climate studies /, 
82-5297 


Particulate sampling and support : final 
report, executive summary /, 82- 
13553 


Study of the role of transport in fine and 
total suspended particulate air quality / 
, 82-11844 





Particles — Analysis. 
Electron spectroscopy for chemical anal- 
ysis (ESCA) study of atmospheric par- 
ticles /, 82-14167 


Particles — Measurement — Data 


processing. 
A Data reduction system for cascade im- 
pactors /, 82-10136 


Particles (Nuclear Physics) 

Interim report of the Subpanel on Long 
Range Planning for the U.S. High 
Energy Physics Program of the High 
Energy Physics Advisory Panel., 82- 
13286 


A marching method for calculating line 
and continuum radiation in high energy 
flow fields /, 82-2070 


Report of the 1980 Subpanel on Review 
and Planning for the U. S. High 
Energy Physics Program /, 82-3357 


Pass, David. 
Doctor David Pass : report (to accompa- 
ny H.R. 3171)., 82-14659 


Passenger ships — United States. 
Revitalization of the pleasure cruise in- 
dustry : report (to accompany H.R. 
3782) (including cost estimate of the 
Congressional Budget Offfice)., 82- 
14648 


Passes (Transportation) — United States. 
Transit passes innovations from busi- 
ness and transit., 82-11388 


Passports — United States. 

Visa waiver program : hearing before the 
Subcommittee on Business, Trade, and 
Tourism of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on visa waiver 
program, September 22, 1981., 82- 
12115 


Patent laws and legislation — United States. 

Federal patent policy : hearing before the 

Subcommittee on Science, Technology, 

and Space of the Committee on Com- 

merce, Science, and Transportation, 

Ninety-seventh Congress, first session, 

on staff working draft entitled the 

“Uniform Science and Technology Re- 

search and Development Utilization 
Act” ...., 82-15058 


The Patent Term Restoration Act of | 
1981—S. 255 : hearing before the Com- | 


mittee on the Judiciary, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 255 ... April 30, 1981., 
82-4258 


Patent laws and legislation — United States 
Cases 


Cases decided in United States Court of 
Customs and Patent Appeals : customs 
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cases adjudged in the Court of Cus- 
toms and Patent Appeals /, 82-14077 


Patents. 
General information 
Patent Cooperation Treaty /, 
Patents — Bibliography. 
An annotated bibliography of patents re- 
lated to coastal engineering /, 82-186 


Patents — United States. 

Federal patent policy : joint hearing 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate and the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-seventh 
Congress, first session, on federal 
patent policy ...., 82-15059 


the 
82-9486 


Patents — United States — Bibliography — 


Catalogs. 
Patents and trademarks., 82-1767 


Patents — United States — Classification — 
Indexes. 


Index to classification, 82-9487 


Index to the U.S. patent classification., 
82-9487 


Patents — United States — Periodicals. 
Index of patents issued from the United 
States Patent and Trademark Office., 
82-1371, 82-4618 


Patents, Government-owned — United 
States. 


Army patents., 82-9706 


Patents, Government-owned — United States 
— Catalogs. 
Catalog of government patents /, 82- 
9491 


Patents and government-developed inventions 

— United States. 

Technology transfer in New Mexico : 
hearing before the Subcommittee on 
Science, Technology, and Space of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-seventh Congress, first session, 
on technology transfer in New Mexico, 
August 18, 1981., 82-12111 


| 
| Patents and government-developed inventions 


— United States — Collected works. 
Significant NASA inventions., 82-11084 


Paternity testing. 
Benefits of establishing paternity /, 82- 
1889 


Pathology, Gynecological — Abstracts. 
Selected abstracts on clinical immunology 
and immunotherapy of gynecologic 
tumors /, 82-3623 


Page 1-1073 





Patient Statistics. 


*Patient — Statistics. 

Characteristics of nursing home residents, 
health status, and care received : na- 
tional nursing home survey, United 
States, May-December 1977., 82- 
13857 


*Patient discharge — Statistics. 

The status of hospital discharge data in 
Denmark, Scotland, West Germany, 
and the United States /, 82-13855 

Utilization of short-stay hospitals by per- 
sons with heart disease and malignant 
neoplasms : the national hospital dis- 
charge survey, United States, 1977 /, 
82-13858 


Paul, Gordon L. 
Treating and assessing the chronically 
mentally ill : the pioneering research of 
Gordon L. Paul /, 82-5766 


Pauley Petroleum Company. 

To reinstate the Pauley petroleum leases 
in the Santa Barbara Channel, Califor- 
nia : hearing before the Subcommittee 
on Energy Conservation and Supply of 
the Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 506 ... July 22, 1981., 82-4219 


Pavements — California — Maintenance and 
repair. 
Pavement evaluation and repair recom- 
mendation, Sierra Army Depot, Amede 
Air Strip /, 82-13159 


Pavements — Design and construction. 
Evaluation of drilled and grouted-in-place 
dowels for load transfer of Portland 
cement concrete, Tyndall Air Force 
Base, Florida /, 82-1456 


Investigation of construction concepts for 


pavements across soft ground /, 82- 
5006 


Pavements — Illinois — Chicago — Testing. 
New structural systems for zero-mainte- 
nance pavements /, 82-2236 


Pavements — Live loads. 
Cyclic strength of undisturbed sands from 
Niigata, Japan /, 82-5008 


Pavements — Maine — Design and 
construction. 
First field trials with sulfur-extended-as- 
phalt (SEA) binders in Maine : design 
and construction report /, 82-2245 


Repair of rigid pavements using epoxy 
resin grouts, mortars and concretes., 
82-4882 


Pavements — Maryland — Live loads. 
Interpreting dynamic surface deflections 
in the granular base layer of the pave- 
ment structure., 82-6324 
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Pavements — United States. 

Development of a structural design pro- 
cedure for rigid airport pavements /, 
82-14456 

Procedure for condition survey of civil 
airports /, 82-11557 


Snow and ice removal from pavement 
using stored earth energy /, 82-14367 


Pavements — United States — Design and 
construction. 
Material properties to minimize distress in 
zero-maintenance pavements /, 82- 
14363 


Pavement and shoulders notebook., 82- 
14350 


Pavements — United States — Frost damage 
— Mathematical models. 

Mathematical model to correlate frost 

heave of pavements with laboratory 
predictions /, 82-6307 


Pavements — United States — Live loads. 
Improving the distribution and reducing 
the magnitude of pavement damage /, 
82-6312 


Pavements — United States — Maintenance 
and repair. 
Material properties to minimize distress in 
zero-maintenance pavements /, 82- 
14363 


Pavements — United States — Testing. 
Light depolarization as a measure of 
pavement surface texture /, 82-11450 


Pavement evaluation and overlay design 
using vibratory nondestructive testing 
and layered elastic theory /, 82-14458 


Shrinkage-compensating cement for air- 
port pavement : phase 2 /, 82-14472 


Pavements, Asphalt. 
First field trials with sulfur-extended-as- 
phalt (SEA) binders in Maine : design 
and construction report /, 82-2245 


Pavements, Asphalt — Florida — Alachua 
County — Design and construction. 
Sulphur extended asphalt base evaluation, 

Alachua County, Gainesville, Florida : 
design & construction report (executive 
summary) /, 82-3889 


Pavements, Asphalt — Testing. 
Use of “sulphur” in pavements /, 82- 
2227 


Pavements, Asphalt — United States — 
Design and construction. 
Evaluation of wood lignin as a substitute 
or extender of asphalt /, 82-6322 


Pavements, Asphalt concrete — Cooling. 
Field cooling rates of asphalt concrete 
overlays at low temperatures /, 82- 
1467 
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Pavements, Asphalt concrete — Cracking — 
Maintenance and repair. 
Use of fabrics and other measures for re- 
tarding reflective cracking of asphaltic 
concrete overlays /, 82-14478 


Pavements, Asphalt concrete — Design and 
construction. . 
Utilization of marginal construction mate- 

rials for LOC /, 82-167 


Pavements, Bituminous. 
Structural evaluation of open-graded 
bases for highway pavements /, 82- 
9810 


Pavements, Bituminous — Specifications — 
United States. 
Acceptance criteria for bituminous sur- 
face course on civil airport pavements 
/, 82-11556 


Pavements, Concrete — Design and 
construction. 
Evaluation of super-water reducers for 
highway applications /, 82-3884 


Pavements, Concrete — Maintenance and 
repair — Congresses. 

Proceedings of the Continuously Rein- 
forced Concrete Pavement Workshop : 
the Grand Hotel, New Orleans, Louisi- 
ana, February 15 & 16, 1978 /, 82- 
2243 


Pavements, Reinforced concrete — 
Maintenance and repair — Congresses. 
Proceedings of the Continuously Rein- 

forced Concrete Pavement Workshop : 
the Grand Hotel, New Orleans, Louisi- 
ana, February 15 & 16, 1978 /, 82- 
2243 


Pavements, Wooden — Design and 
construction. 
Evaluation of wood lignin as a substitute 
or extender of asphalt /, 82-6322 


Pawnee Indians — Music. 
Ceremonies of the Pawnee /, 82-6235 


Pawnee Indians — Rites and ceremonies. 
Ceremonies of the Pawnee /, 82-6235 


Payment — United States. 

Federal payments in lieu of property 
taxes : hearings before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 928 and related bills ... Octo- 
ber 14, 20, and 27, 1981., 82-15130 


Peace Corps (U.S.) 
Lesotho., 82-2834 
The Peace Corps in Belize., 82-12683 
The Peace Corps in Benin., 82-2830 
The Peace Corps in Cameroon., 82-2831 
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The Peace Corps in Ghana. 82-101, 
82-2832 


The Peace Corps in Kenya., 82-2833 

The Peace Corps in Liberia., 82-2835 

The preparation of volunteers for Peace 
Corp Service : some areas need man- 
agement attention : report to the Direc- 
tor, Peace Corps /, 82-491 

Twenty years of Peace Corps /, 82-102 


Peach — Diseases and pests. 
Exploiting the ecological interaction of 
the green peach aphid on peach trees., 
82-12348 


Peat — Statistics — Periodicals. 
Peat, 82-3705 
Preprint from the ... Bureau of Mines 
Minerals yearbook. Peat., 82-3705 


Peat soils — Minnesota. 
Fertilization of black spruce on poor site 
peatland in Minnesota /, 82-33 


Pecos River watershed (N.M. and Tex.) 
Experimental salinity alleviation at 
Malaga Bend of the Pecos River, Eddy 

County, New Mexico /, 82-3677 


Pedestrian areas. 
State of the art report : residential traffic 
management., 82-2238 


Pedestrian facilities design — United States 

— Bibliography. 

Effective treatments of over and under- 
crossings for use by bicyclists, pedestri- 
ans, and the handicapped : a literature 
review /, 82-14358 


Pedestrians. 
Urban crossing problems /, 82-4005 


Pedestrians — California — Los Angeles. 
“Pedestrian injury causation parameters” 
/, 82-6525 


Pedestrians — New York (N.Y.) 
Enforcement frequency, sanctions and 
compliance level for pedestrian safety / 
, 82-2322 


Pedestrians — Protection. 

Cost evaluation for four federal motor 
vehicle standards task VII cost review 
of pedestrian safety modifications 
modification 4 /, 82-3994 


Pedestrians — Texas — San Antonio. 
Pedestrian injury causation study /, 82- 
2323 


Pedestrians — United States. 
Model regulations and public education 
for rural-suburban pedestrian safety /, 
82-6524 


Proposed rear view mirror characteristics 
and costs /, 82-11630 





Pedionomus torquatus — Anatomy. 
The relationships of the Pedionomidae 
(Aves : Charadrifformes) /, 82-6229 
Pedionomus torquatus — Classification. 
The relationships of the Pedionomidae 
(Aves : Charadrifformes) /, 82-6229 


Peer-group counseling of students. 
Adolescent peer pressure : theory, corre- 
lates, and program implications for 
drug abuse prevention., 82-1879 


Pellecer, Sandra Reyes, 1962- 
Sandra Reyes Pellecer : report (to ac- 
company S. 1093)., 82-4040 


Pellet fusion. 

NRL Inertial Confinement Fusion 
Theory Program : 1979 annual report, 
October 1978 - December 1979 /, 82- 
13216 


Pendleton (Or.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Pendleton, 
Oregon, annual summary with com- 
parative data., 82-9544 


Pennsylvania — Manufactures — Statistics. 
1977 census of manufactures, 82-9178 


Pennsylvania — Population — Statistics. 
1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 40. Pennsylvania., 82-12735 


1980 census of population and housing : 
Pennsylvania, preliminary population 
and housing unit counts., 82-12753 


Pennsylvania Avenue Development 
Corporation — Appropriations and 
expenditures — Periodicals. 

Examination of financial statements, 
Pennsylvania Avenue Development 
Corporation : communication from the 
acting Comptroller General of the 
United States, transmitting a report on 
the examination of financial statements 
of the Pennsylvania Avenue Develop- 
ment Corporation, pursuant to section 
106 of the Government Corporation 
Control Act, as amended., 82-14594 


Pennyslvania — Census, 1980. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 40. Pennsylvania., 82-12735 


Pension Benefit Guaranty Corporation — 
Appropriations and expenditure — 
Periodicals. 

Examination of financial statements, Pen- 
sion Benefit Guaranty Corporation : 
communication from the Comptroller 
General of the United States transmit- 
ting a report on the examination of fi- 
nancial statements of the Pension Bene- 
fit Guaranty Corporation, pursuant to 


Do not order from index; see indicated entry 





Pensions U.S. Congresses. 


section 106 of the Government Corpo- 
ration Control Act., 82-14580 


Pension trusts — Taxation — United States. 
Tax revenues lost and beneficiaries inad- 
equately protected when private pen- 
sion plans terminate : report to the 
Congress /, 82-1753 


Pension trusts — United States. 

Description of tax bills (S. 388, S. 446, S. 
464, S. 476, S. 499, S. 500, and S. 501) : 
scheduled for a hearing before the Sub- 
committee on Taxation and Debt Man- 
agement of the Committee on Finance 
on March 30, 1981 /, 82-2722 


Standards for exemptions from ERISA 
prohibited transactions provisions /, 
82-2004 


Tax revenues lost and beneficiaries inad- 
equately protected when private pen- 
sion plans terminate : report to the 
Congress /, 82-1753 


Pension trusts — United States — 
Investments. 
The Prudence rule and pension plan in- 
vestments under ERISA /, 82-2005 


Pensions — Cost-of-living adjustments. 
Your retirement : a financial planning 
guide /, 82-4298 


Pensions — United States. 

The effects which ERISA and MPPRA 
have had on the competitiveness of 
small business : hearing before the Sub- 
committee on Productivity and Com- 
petition of the Committee on Small 
Business, United States Senate, Ninety- 
seventh Congress, first session, on the 
effects which ERISA and MPPRA 
have had on the competitiveness of 
small business, Seattle, Wash.—August 
14, 1981., 82-4279 


Level of benefits study : pension coding 
manual., 82-14095 


Report of the President’s Commission on 
Pension Policy : hearing before the 
Subcommittee on Savings, Pensions, 
and Investment Policy of the Commit- 
tee on Finance, United States Senate, 
Ninety-seventh Congress, first session, 
May 15, 1981., 82-12159 

Study and analysis of portability and reci- 
procity in single employer pension 
plans /, 82-5967 


Women and private pensions., 82-3746 
Pensions — United States — Congresses. 
Statistics of income and related adminis- 
trative record research selected 
papers given at the 1981 annual meet- 
ing of the American Statistical Associ- 
ation in Detroit, Michigan August 10- 
13, 1981 /, 82-11382 
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Military — United States. 

H.R. 1918—to provide a service pension 
for veterans of World War I : hearing 
before the Subcommittee on Compen- 
sation, Pension, and Insurance of the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session, July 21, 1981., 
82-2728 


Peonies. 
Growing peonies /, 82-2758 


Peptic ulcer — United States. 
Benefit-and-cost analysis of medical inter- 
ventions : the case of cimetidine and 
peptic ulcer disease /, 82-2584 


Factor analysis of perceptual and cogni- 
tive abilities tested by different meth- 
ods /, 82-5117 


— Testing. 
Perceptual-motor and cognitive perform- 
ance task battery for pilot selection /, 
82-1604 


Percussion music — Handbooks, manuals, 
etc. 


Percussion group leader., 82-13083 


Performance (Awards) 
The Incentive awards program., 
82-762 


82-761, 


Performance awards — United States. 

Actions needed to enhance the credibility 
of senior executive service performance 
award programs : report /, 82-10371 

A Supervisor’s guide to the incentive 
awards program., 82-4933 

Ways to improve federal management 
and use of productivity based reward 
systems : report /, 82-1737 


Performance standards. 

Comparative occupational survey of ci- 
vilian and military members in the 
pavements maintenance and construc- 
tion equipment operator specialists /, 
82-1557 

Definition of requirements for a perform- 
ance measurement system for C-5 air- 
crew members /, 82-5146 


Jet engine mechanic - AFSC 426X2 : ex- 
perimental job performance tests /, 
82-265 

Job performance appraisal system train- 
ing program /, 82-1609 

Performance measurement 
nance /, 82-3307 


Relationship between officer duty per- 
formance and certain measures of po- 
tential /, 82-4945 


Relationships among factors in new offi- 


cer effectiveness report system /, 82- 
1573 


of mainte- 
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Some properties of an officer measure of 
performance and potential /, 82-1448 


Performance standards — Congresses. 
Criterion development for job perform- 
ance evaluation : proceedings from 
symposium, 23 and 24 June 1977 /, 
82-5154 


*Periodicals — bibliography. 
List of journals indexed in Index medicus 
/, 82-1841, 82-13829 
*Periodontal index. 
A Study of relationships between diet 
and dental health, United States, 1971- 
1974 /, 82-10634 


Perlite industry — Environmental aspects — 
United States. 

Source category survey : perlite industry 
/, 82-5322 


Permeability. 
Predicting potential heave and heave 
with time in swelling foundation soils / 
82-9807 


Perpetua, Cape (Or.) — Description and 
travel — Tours. 
Cape Perpetua auto tour., 


Pershing (Missile) 

Most critical testing still lies ahead for 
missiles in theater nuclear moderniza- 
tion : report to the Congress /, 82- 
5506 


Pershing (Missile) — Testing. 

Most critical testing still lies ahead for 
missiles in theater nuclear moderniza- 
tion : report to the Congress : Sum- 
mary /, 82-5507 


Pershing County (Nev.) — Antiquities. 
A cultural resources overview of the 
Carson and Humboldt Sinks, Nevada /, 
82-5940 


Persian Gulf region — Foreign relations — 
United States — Addresses, essays, 
lectures. 

U.S. relationship with Persian Gulf States 
: September 3, 1980., 82-11220 


Persian Gulf region — Politics and 
government. 

Persian Gulf situation : hearing before the 
Committee on Foreign Relations, 
United States Senate, Ninety-seventh 
Congress, first session, September 17, 
1981., 82-12179 


82-4315 


Personal injuries — United States. 
A guide to evaluating your firm’s injury 
and illness experience, 1975 : services 
industries, 82-14111 


Personal property — United States. 
Personal property management, utiliza- 
tion, and disposal handbook /, 82- 
11569 
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Personal rapid transit — United States. 
Passive vehicle-automated guideway tran- 
sit : documentation of previous work 
and assessment of impact of new tech- 
nology on this concept /, 82-14523 


Review of local alternatives analyses in- 
volving automated guideway transit /, 
82-14522 


Systems operation studies for automated 
guideway transit systems : classification 
and definition of AGT systems /, 82- 
892 


Personal rapid transit — United States — 
Evaluation. 
Generic alternatives analyses 
report., 82-11591 


Personal rapid transit — United States — 
Evaluation — Abstracts. 
Transit technology evaluation 

ture capsule., 82-11588 


final 


: a litera- 


Personal rapid transit — United States — 
Planning. 


Downtown people mover demonstration 
program : impact assessment plan : a 
guide to local evaluations /, 82-14509 

Paratransit handbook : a guide to para- 
transit system implementation /, 82- 
2312 : 


Personal rapid transit — West Virginia — 
Morgantown. 
Phase I Morgantown people mover 
impact evaluation : final report /, 82- 
14520 


Personal rapid transit — West Virginia — 
Morgantown — Communication systems. 
Morgantown people mover inductive 

communications systems design sum- 
mary /, 82-2306 


Personality and occupation. 
USES interest inventory., 82-3763 
*Personnel, Hospital — programmed texts 
Orientation to hospital operation : pro- 
grammed instruction for health profes- 
sionals., 82-10625 


Personnel management. 
Management and compensation of mili- 
tary and civilian federal work forces : 
issues for planning study /, 82-1738 


Personnel management — Bibliography — 
Catalogs. 
Personnel management, 
counseling., 82-5603 


guidance and 


Personnel management — Colorado. 
Basic organization and management 
survey of the Colorado Division of 
Employment /, 82-3743 


A Comprehensive evaluation of the Colo- 


rado Division of Employment /, 82- 
3744 





January — June 1982 


Recommendations for corrective action 
for the Colorado Division of Employ- 
ment /, 82-3745 


Administration & management, 82-119 


A Directory of computer software appli- 
cations. Administration & manage- 
ment., 82-119 


Personnel management — Data processing. 
Pre-enlistment person-job match system / 
, 82-1588 


Personnel management — Handbooks, 
manuals, etc. 
Guide to civilian personnel management 
for key military personnel., 82-9740 


Personnel management — Study and 
teaching — United States. 
Labor relations training ’78-’79., 82-1418 
Personnel management — United States. 
The Selection of air traffic control spe- 
cialists : I. history and review of con- 
tributions by the Civil Aeromedical In- 
stitute /, 82-6453 


Personnel management — United States — 
Bibliography — Periodicals. 
The personnel management function /, 
82-11185 


Self-development aids for supervisors and 
middle managers /, 82-11183 


Personnel management — United States — 
Handbooks, manuals, etc. 
Manager’s handbook [a handbook for fed- 
eral managers] /, 82-2118 


Personnel records — United States — 
Handbooks, manuals, etc. 
Employment service forms preparation 
handbook., 82-14134 


Personnel service in higher education — 

United States. 

The role of non-academic employment in 
the education of graduate students and 
faculty : strengthening academic and 
professional culture /, 82-544 


Peru. 
Peru, a country profile /, 82-822 


Peru — Population — Statistics. 
Latin American, Peru : selected statistical 
data by sex., 82-14285 


Pest control — United States. 

Compensation for quarantined plant loss : 
protection against plant pests : hearing 
before the Subcommittee on Depart- 
ment Operations, Research, and For- 
eign Agriculture of the Committee on 
Agriculture, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 2159 and H.R. 4108, October 
1, 1981., 82-12083 





Pest control — United States — 

Programmed instruction. 

Apply pesticides correctly a pro- 
grammed instruction learning program 
for private applicators : a home study 
course /, 82-349, 82-350 


Pesticide applicators (Persons) — United 

States. 

Apply pesticides correctly a pro- 
grammed instruction learning program 
for private applicators : a home study 
course /, 82-349, 82-350 


Pesticide residues — Analysis. 

Manual of analytical quality control for 
pesticides and related compounds in 
human and environmental samples : a 
compendium of systematic procedures 
designed to assist in the prevention and 
control of analytical problems /, 82- 
353 


Pesticides. 


Man is responsible to the earth, 82- 
10163 


Pesticides — Alaska. 
Effects on eastern larch beetle of its natu- 
ral attractant and synthetic pheromones 
in Alaska /, 82-4372 


Pesticides — Analysis. 

Manual of analytical quality control for 
pesticides and related compounds in 
human and environmental samples : a 
compendium of systematic procedures 
designed to assist in the prevention and 
controi of analytical problems /, 82- 
353 


Pesticides — Bibliography — Catalogs. 
Pesticides, insecticides, fungicides, and 
rodenticies., 82-5613 


Pesticides — Environmental aspects — 

United States. 

Development of electrophysiological in- 
dicies of neurological toxicity for or- 
ganophosphate pesticides and depres- 
sant drugs /, 82-2279 


Federal Insecticide, Fungicide, and Ro- 
denticide Act : hearings before the 
Subcommittee on Department Oper- 
ations, Research, and Foreign Agricul- 
ture of the Committee on Agriculture, 
House of Representatives, Ninety-sev- 
enth Congress, first session., 82-12079 


Stronger enforcement needed against 
misuse of pesticides : summary : report 
to the Congress /, 82-13718 


Pesticides — Environmental aspects — 

United States — Measurement. 

The Biologic and economic assessment of 
toxaphene : a report of the toxaphene 
assessment team to the rebuttable pre- 
sumption against registration of toxa- 
phene /, 82-12349 
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Pesticides U.S. Terminology. 


Pesticides — Labeling — United States. 
Acceptable common names and chemical 
names for the ingredient statement on 
pesticide labels /, 82-3402 


Pesticides — Law and legislation — United 

States. 

FIFRA extension : hearing before the 
Subcommittee on Department Oper- 
ations, Research, and Foreign Agricul- 
ture of the Committee on Agriculture, 
House of Representatives, Ninety-sev- 
enth Congress, first session April 28, 
1981., 82-12082 

Metolachor : 2-chloro-N-(2-ethyl-6-meth- 
ylphenyl)-N-(2-methoxy-1-methylethyl) 
acetamide : pesticide registration stand- 
ard /, 82-1686 

Registration standard for products con- 
taining the single active ingredient ter- 
razole /, 82-1687 

Stronger enforcement needed against 
misuse of pesticides : summary : report 
to the Congress /, 82-13718 

Sulprofos : pesticide registration standard 
/, 82-5331 


0,0,0,0-Tetrapropyl dithiopyrophosphate : 
Aspon : pesticide registration standard 
/, 82-1684 

2-ethyl-1,3-hexanediol : pesticide registra- 
tion standard /, 82-1685 


*Pesticides — poisoning — statistics 
National study of hospitalized pesticide 
poisonings, 1974-1976 /, 82-5330 


Pesticides — Toxicology. 
Mutagenesis screening of pesticides using 
Drospophila /, 82-10221 


Pesticides — Toxicology — United States — 
Statistics. 
National study of hospitalized pesticide 
poisonings, 1974-1976 /, 82-5330 


Pesticides — United States. 
Pesticides and honey bees /, 82-12343 


Stronger enforcement needed against 
misuse of pesticides : report to the 
Congress /, 82-1731 


Stronger enforcement needed against 
misuse of pesticides : summary : report 
to the Congress /, 82-13718 


Pesticides — United States — Programmed 
instruction. 

Apply pesticides correctly a pro- 
grammed instruction learning program 
for private applicators : a home study 
course /, 82-349, 82-350 


Pesticides — United States — Terminology. 
Acceptable common names and chemical 
names for the ingredient statement on 
pesticide labels /, 82-3402 
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Pesticides industry U.S. Employees Statistics. 


Occupational employment : agricultural 
chemicals industry, April 1971 /, 82- 
2029 


Pesticides policy — United States. 

Stronger enforcement needed against 
misuse of pesticides : report to the 
Congress /, 82-1731 

Stronger enforcement needed against 
misuse of pesticides : summary : report 
to the Congress /, 82-13718 


Petroleum. 
Oil and energy /, 82-2150 


A strategy for oil proliferation, expedit- 
’ ing petroleum exploration and produc- 
tion in non-OPEC developing countries 

: a staff working paper /, 82-4288 


Petroleum — Alaska — Transportation. 
Disposition of Alaska north slope oil : a 
report /, 82-4253 


Petroleum — Gulf States — Storage. 
Synthesis of the Texoma/Capline chemi- 
cal and biological survey results, June 
1978-May 1979 /, 82-3114 


Petroleum — Mexico, Gulf of — Reserves. 
Estimated oil and gas reserves, Gulf of 
Mexico Outer Continental Shelf, De- 
cember 31, 1979 /, 82-1954 


Petroleum — Microbiology. 

Conference on Microbiological Processes 
Useful in Enhanced Oil Recovery : 
final report, August 29,—September 1, 
1979, San Diego, California /, 82- 
5189 


Petroleum — Pacific coast (United States 
and Canada) — T % 
Disposition of Alaska north slope oil : a 

report /, 82-4253 


Petroleum — Pipe lines — Environmental 
aspects — Southern States. 

Zachary-Fort Lauderdale pipeline con- 
struction and conversion project : draft 
supplement to final environmental 
impact statement : Florida Gas Trans- 
mission Company, docket no. CP74- 
192., 82-337 


Petroleum pipeline and terminal operat- 


ing company., 82-13069 
Petroleum — Pipe lines — Pumping stations 

— Environmental aspects — Southern 

States. 

Zachary-Fort Lauderdale pipeline con- 
struction and conversion project : draft 
supplement to final environmental 
impact statement : Florida Gas Trans- 
mission Company, docket no. CP74- 
192., 82-337 
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Petroleum — Prices. 
The effect of the June 26 OPEC price 
increase on the decontrol of domestic 
crude oil /, 82-4289 


Petroleum — Prices — United States. 
An Analysis of refiners’ total barrel costs 
and revenues from the sale of petro- 
leum products, 1976-1979., 82-13465 


Petroleum — Puerto Rico — Bayamon — 

Pipe lines — Accidents. 

Pipeline accident report : the Pipelines of 
Puerto Rico, Inc., petroleum products 
rupture and fire, Bayamon, Puerto 
Rico, January 30, 1980., 82-11427 


Petroleum — Refining — Desulphurization. 
Chemically active fluid-bed process for 
sulphur removal during gasification of 
heavy fuel oil : fourth phase /, 82- 
13591 


Petroleum — Storage. 
Control of volatile organic emissions 
from petroleum liquid storage in exter- 
nal floating roof tanks /, 82-10104 


Summary of group I control technique 
guideline documents for control of 
volatile organic emissions from existing 
stationary sources /, 82-5313 


Petroleum — Taxation — United States. 

Allocation of windfall profit tax revenues 
fiscal year 1981 : communication of the 
president of the United States transmit- 
ting the proposed allocation of the net 
revenues expected under the Crude Oil 
Windfall Profit Tax Act of 1980, pursu- 
ant to section 120(d) of the act., 82- 
14596 


Description of tax and tariff proposals for 
domestic oil refining scheduled for a 
hearing before the Subcommittee on 
Energy and Agricultural Taxation of 
the Committee on Finance on March 
27, 1981 /, 82-1114 


Mineral royalty collection, accounting, 
and distribution : hearing before the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, to con- 
sider methods of collecting, account- 
ing, and distributing mineral royalties 
and related issues, Casper, Wyo., 
August 11, 1981., 82-12135 


Standby revenue recycling authority to 
deal with petroleum supply disruptions 
: hearing before the Subcommittee on 
Energy and Agricultural Taxation of 
the Committee on Finance, United 
States Senate, Ninety-seventh Con- 
gress, first session, December 8, 1981., 
82-15104 


Petroleum — Trinidad and Tobago. 
Venezuela, Trinidad and Tobago : crude 
oil potential from known deposits /, 
82-3371 
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Petroleum — United States. 

Full committee consideration of H. Res. 
287 ... and General Services Adminis- 
tration proposed acquisition of metal- 
lurgical grade bauxite (Jamaican type) 
/, 82-15035 

Oil control and tax incentives : hearing 
before the Subcommittee on Energy 
Development and Applications of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
July 15, 1981., 82-2712 


A preliminary assessment of the accuracy 
of Energy Information Administration 
data related to volumes of petroleum /, 
82-10000 


Petroleum — United States — Refining — 
Industrial capacity — Statistics — 
Periodicals. 

Trends in refinery capacity and utiliza- 
tion., 82-13375 


Petroleum — United States — Reserves. 
An evaluation of the significance of un- 
tested proved reserves of crude oil and 
natural gas., 82-1646 


Filling the strategic petroleum reserve : 
its price and economic effects /, 82- 
13452 


Selected characteristics of the U.S. oil 
and gas producing industry : a 1977 
reserves report supplement /, 82-1651, 
82-3372 


Strategic petroleum reserve: substantial 
progress made, but capacity and oil 
quality concerns remain : report to the 
Congress /, 82-10366 


Petroleum — United States — Reserves — 
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annual report., 82-13454 


Petroleum — United States — States — 
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Comparative analysis of 1978 crude oil 
and natural gas production data by 
state., 82-1648 


Petroleum — United States — Storage. 
Petroleum supply and operating teams., 
82-13100 


Strategic petroleum reserve: substantial 
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quality concerns remain : report to the 
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Transportation. 

National energy transportation study : a 
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the secretary of transportation and the 
secretary of energy., 82-14317 

Petroleum supply and operating teams., 
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Petroleum — Venezuela. 
Venezuela, Trinidad and Tobago : crude 
oil potential from known deposits /, 
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Petroleum — Wyoming. 

Mineral royalty collection, accounting, 
and distribution : hearing before the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, to con- 
sider methods of collecting, account- 
ing, and distributing mineral royalties 
and related issues, Casper, Wyo., 
August 11, 1981., 82-12135 
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An econometric model of the market for 
residual fuel oil on the East Coast /, 
82-13447 

Environmental assessment of an oil-fired 
controlled utility boiler /, 82-13647 


The impact of 1980 scheduled capacity 
additions on electric utility oil con- 
sumption : analysis report /, 82-10005 

Technology assessment report for indus- 
trial boiler applications : oil cleaning /, 
82-9956 
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2nd International Symposium on Coal-Oil 
Mixture Combustion : November 27- 
29, 1979, The Radission-Ferncroft 
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1626, 82-9933 


Petroleum as fuel — Supply and demand. 
Secondary stocks : a paper prepared for 
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Committee on Energy Statistics., 82- 
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Petroleum chemicals. 
Chemical and physical properties of re- 
fined petroleum products /, 82-3103 


Petroleum chemicals industry — 
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Calhoun County. 

Draft environmental impact statement for 
the Vistron Petrochemical Complex, 
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Final environmental impact statement for 
Vistron Petrochemical Complex, Cal- 
houn County, Texas /, 82-5268 


Petroleum chemicals industry — United 
States. 
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markets : an overview and case study / 
, 82-13348 


Petroleum conservation — United States. 
Consenting to an extension and renewal 
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oil and gas : hearing before the Com- 
mittee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
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Res. 111 ... November 12, 1981., 82- 
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The United States remains unprepared 
for oil import disruptions : report to 
the Congress /, 82-1735 


Petroleum engineering — United States. 
Local government and petroleum devel- 
opment /, 82-13235 


Petroleum in submerged lands — 
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69 /, 82-574 


Petroleum in submerged lands — United 

States. 

Interior’s report of shut-in or flaring 
wells unnecessary, but oversight should 
continue : report to the Congress /, 
82-462 


Interior’s report of shut-in or flaring 
wells unnecessary, but oversight should 
continue : summary : report to the 
Congress /, 82-463 
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OCS sale no. 49 February 28, 1979) 
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U.S. intelligence analysis and the oil 
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Select Committee on Intelligence, Sub- 
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The world oil market in the 1980s : impli- 
cations for the United States /, 82- 
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Petroleum industry and trade — Colorado. 
Pace of oil shale development : hearings 
before the Committee on the Budget, 
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Rifle, Colo., February 1982., 82-15049 
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Petroleum industry and trade — 
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Oil and gas leasing in the Roswell Dis- 
trict, BLM : final environmental assess- 
ment /, 82-642 
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Long-term economic planning needed in 
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to the Congress /, 82-5510 
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to the Congress : summary /, 82- 
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Petroleum industry and trade — Trinidad 
and Tobago. 
Venezuela, Trinidad and Tobago : crude 
oil potential from known deposits /, 
82-3371 


Petroleum industry and trade — United 
States. 
An analysis of short and mid-term U.S. 
oil imports from Venezuela /, 82- 
13442 


The changing distribution of industrial 
profits : the oil and gas industry within 
the Fortune 500, 1978-80 : report of the 
Committee on Energy and Commerce, 
U.S. House of Representatives., 82- 
2420, 82-2623 


Commercial and industrial storage of dis- 
tillate and gasoline : a study required 
by section 241 of the Emergency 
Energy Conservation Act of 1979 /, 
82-5225 


Divorcement of motor fuel service sta- 
tions : hearings before the Committee 
on the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 326 ... July 30 and October 21, 
1981., 82-15158 


Effects of oil decontrol : hearing before 
the Subcommittee on Fossil and Syn- 
thetic Fuels of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, on the effects on the econ- 
omy of President Reagan’s elimination 
of price and allocation controls on 
crude oil and petroleum products, Feb- 
ruary 18, 1981., 82-15088 


Extension of certain international energy 
authorities : report (to accompany S. 
1475) (including cost estimate of the 
Congressional Budget Offfice)., 82- 
2395 


Extension of the expiration date of sec- 
tion 252 of the Energy Policy and 
Conservation Act : hearing before the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on S. 
1475 ... July 20, 1981., 82-12134 
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ruptions : hearings before the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 409 ... S. 
445 ... S. 1354... S. 1476 ... S. 1503 ... 
July 28 and 30, 1981., 82-4218 
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ing problems costing millions : report 
to the Congress /, 82-3506 

Selected characteristics of the U.S. oil 
and gas producing industry : a 1977 
reserves report supplement /, 82-1651, 
82-3372 


Study of Federal oil imports reporting 
systems /, 82-13451 

U.S. shale oil forecasts (1985-1995) /, 
82-13448 


Petroleum industry and trade — United 
States — Employees — Statistics. 
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and coal products, except petroleum 
refining industry, May 1971 /, 82- 
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Petroleum industry and trade — United 
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Controlling federal costs for coal lique- 
faction program hinges on management 
and contracting improvement : report 
to the Congress /, 82-13754 


Controlling federal costs for coal lique- 
faction program hinges on management 
and contracting improvement : report 
to the Congress : summary /, 82- 
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producers., 82-13455, 82-13456 


Petroleum industry and trade — Venezuela. 
An analysis of short and mid-term U.S. 
oil imports from Venezuela /, 82- 
13442 


Venezuela, Trinidad and Tobago : crude 
oil potential from known deposits /, 
82-3371 


Petroleum law and legislation. 

Fossil and synthetic fuels miscellaneous : 
hearings before the Subcommittee on 
Fossil and Synthetic Fuels of the Com- 
mittee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session ..., 82- 
2625 


Petroleum law and legislation — United 
States. 


The President’s proposal to decontrol do- 
mestic crude oil : ( a preliminary analy- 
sis) /, 82-6922 

Regulatory processes /, 82-13399 
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: hearing before the Subcommittee on 
Energy and Agricultural Taxation of 
the Committee on Finance, United 
States Senate, Ninety-seventh Con- 
gress, first session, December 8, 1981., 
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Petroleum products — Prices — United 
States. 
An Analysis of refiners’ total barrel costs 
and revenues from the sale of petro- 
leum products, 1976-1979., 82-13465 


An analysis of the impact of a one million 
barrel per day demand reduction on 
world oil prices /, 82-13441 


DOE’s enforcement of alleged pricing 
violations by the nation’s major oil 
companies : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, July 9, 1981., 82-6841 


Effects of oil decontrol : hearing before 
the Subcommittee on Fossil and Syn- 
thetic Fuels of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, on the effects on the econ- 
omy of President Reagan’s elimination 
of price and allocation controls on 
crude oil and petroleum products, Feb- 
ruary 18, 1981., 82-15088 


Historical and forecasted energy prices 
by DOE region and fuel types for 
three macroeconomic scenarios /, 82- 
13449 


Income and price effects on petroleum 
consumption : an international com- 
parison /, 82-13445 


The President’s proposal to decontrol do- 
mestic crude oil : ( a preliminary analy- 
sis) /, 82-6922 

Selected economic effects of the January 
1981 decontrol of domestic crude oil 
prices : an input-output analysis /, 82- 
1049 


Petroleum products — United States. 
Government responses to oil supply dis- 
ruptions : hearings before the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 409 ... S. 
445 ... S. 1354 ... S. 1476 ... S. 1503 ... 

July 28 and 30, 1981., 82-4218 


A preliminary assessment of the accuracy 
of Energy Information Administration 
data related to volumes of petroleum /, 
82-10000 


Study of Federal oil imports reporting 
systems /, 82-13451 


Petroleum products — United States — 
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tives., 82-12675 
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aspects — United States. 
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systems, wastewater separators and 
process unit turnarounds /, 82-10092 


Standards support and environmental 
impact statement /, 82-13539 


Petroleum refineries — Periodicals. 
Trends in refinery capacity and utiliza- 
tion., 82-13375 


Petroleum refineries — Taxation — United 

States. 

Description of tax and tariff proposals for 
domestic oil refining scheduled for a 
hearing before the Subcommittee on 
Energy and Agricultural Taxation of 
the Committee on Finance on March 
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Petroleum refineries — United States — 
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fining industry, May 1971 /, 82-2017 


Petroleum refineries — Waste disposal. 
Evaluation of the effectiveness of granu- 
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culture for removing toxic compounds 
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Petroleum shipping terminals — United 
States. 
Identification and evaluation of deepwa- 
ter port hose inspection methods /, 
82-2291 


Petroleum waste — United States. 
Automotive crankcase oil : detection in a 
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10223 


Pharmaceutical policy — Congresses. 
Proceedings of the International Confer- 
ence of Drug Registration Authorities 
/, 82-550 


Pharmaceutical policy — United States — 


Congresses. 

Proceedings of the International Confer- 
ence of Drug Registration Authorities 
/, 82-550 


Pharmaceutical research — United States — 
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Pharmacology research associate pro- 
gram of the National Institute of Gen- 
eral Medical Sciences, National Insti- 
tutes of Health., 82-10606 


Pharmacokinetics — Abstracts. 

Current cancer research on preclinical 
studies of pharmacokinetics, effective- 
ness and mechanisms of action of anti- 
cancer drugs., 82-5692 
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Annual report for fiscal year ... /, 82- 
13817 


Phase shift (Nuclear physics) 
Photoconductive control of microwaves 
/, 82-1529 


Phase transformations (Statistical physics). 
The measurement of two-dimensional 
phase separation phenomena /, 82- 
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Pheromones. 
Effects on eastern larch beetle of its natu- 
ral attractant and synthetic pheromones 
in Alaska /, 82-4372 
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Periodicals. 
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comparative data., 82-12872 


Philadelphia (Pa.) — Description. 
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Philbin, Edward J., 1932- 

Nominations of Russell D. Hale, Herman 
E. Roser, George A. Sawyer, and 
Edward J. Philbin : hearing before the 
Committee on Armed Services, United 
States Senate, Ninety-seventh Con- 
gress, first session, on nominations of 
Russell D. Hale, of Virginia, to be an 
assistant secretary of the Air Force, 
Herman E. Roser, of New Mexico, to 
be an assistant secretary of energy (de- 
fense programs), George A. Sawyer, of 
New Jersey, to be assistant secretary of 
the Navy, Edward J. Philbin, of Cali- 
fornia, to be duputy assistant secretary 
of defense for reserve affairs, June 11, 
1981., 82-1024 


Philippines. 
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823 
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States. 

U.S. policy toward the Philippines : hear- 
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and Pacific Affairs, and on Human 
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of the Committee on Foreign Affairs, 
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enth Congress, first session, November 
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by sex., 82-11357 
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Nominations of Dr. Susan M. Phillips to 
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erett Rank to be a member of the 
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board of directors of the Commodity 
Credit Corporation : hearing before the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-seventh Congress, first session, 
October 21, 1981., 82-6755 


— Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSG 7700. Musical in- 
struments, phonographs and home-type 
radios, 82-13006 
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United States. 
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industry /, 82-10125 
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Central Florida phosphate industry 
areawide impact assessment program /, 
82-10058 
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— United States. 
Evaluation of control technology for the 
phosphate fertilizer industry /, 82- 
5258 


Selected annotated bibliography on the 
central Florida phosphate industry., 
82-13544 


Phosphate rock — United States. 
Source category survey, animal feed de- 
fluorination industry /, 82-3400 


Phosphates — Michigan. 
Characterization and beneficiation of 
phosphate-bearing rocks from northern 
Michigan /, 82-5876 


Phosphatic fertilizers — Environmental 
aspects — United States. 
Evaluation of control technology for the 
phosphate fertilizer industry /, 82- 
5258 


Phosphatic fertilizers — Michigan. 
Characterization and beneficiation of 
phosphate-bearing rocks from northern 
Michigan /, 82-5876 


Phosphoric acid — Environmental aspects — 
United States. 
Source category survey : thermal process 
phosphoric acid manufacturing indus- 
try /, 82-5325 


Phosphoric fertilizers. 
Precipitated impurities in 18-46-0 fertiliz- 
ers prepared from wet-process phos- 
phoric acid /, 82-12043 


Phosphorus — Metabolism — Disorders. 
The bioaccumulation factor for phospho- 
rus-32 in edible fish tissue : final report, 
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aspects — United States. 
Source category survey : thermal process 
phosphoric acid manufacturing indus- 
try /, 82-5325 


ion, 

Absorption and transformation of electro- 
magnetic waves in the vicinity of elec- 
tron cyclotron harmonics /, 82-3269 


Photoconductivity. 
Photoconductive control of microwaves 
/, 82-1529 


Photoelasticity. 
Stress intensity factors in the third-stage 
fan disk of the TF-30 turbine engine /, 
82-3217 


Three-dimensional photoelastic stress 
analysis of the dovetail region of the 
TF-30 turbine engine’s third-stage fan / 
, 82-3228 


Photoelectric cells. 
Atmospheric effects on solar cell calibra- 
tion and evaluation /, 82-13339 


Evaluation of thick-film inks for solar cell 
grid metallization /, 82-13341 


Photoelectric cells — Congresses. 
Commercial Photovoltaics Measurements 
Workshop proceedings, July 27-29, 
1981, Vail Colorado /, 82-9962 


Photogrammetry. 
Status and future of extraterrestrial map- 
ping programs /, 82-2076, 82-6119 


Total system accuracy for APPS (the 
analytical photogrammetric positioning 
system) /, 82-13119 


Photogrammetry — Equipment and supplies. 

The Effects of photo characteristics upon 

location determination in a photogram- 
metric facility /, 82-13117 


Photogrammetry — United States. 
Photogrammetric recording of cultural 
resources /, 82-1904 


Photographers — United States. 
The US Army Signal School apprentice- 
ship program for the trade of photog- 
rapher, still., 82-4916 


Photographic chemicals — Environmental 
aspects — United States. 
Guidance document for the control of 
water pollution in the photographic 
processing industry., 82-351 


Photographic industry — United States — 
Employees — Statistics. 
Occupational employment : photographic 
equipment and supplies industry, June 
1971 /, 82-2034 
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Photographic industry — United States — 
Statistics. 
1977 census of manufactures, 82-9227 


Photographic industry — United States — 
Waste disposal. 
Guidance document for the control of 
water pollution in the photographic 
processing industry., 82-351 


Photographic interpretation. 
Image interpreter screening performance 
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rate, and scale /, 82-9760 


Photographic interpretation (Military 
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The Effects of photo characteristics upon 
location determination in a photogram- 
metric facility /, 82-13117 


Photography. 

The US Army Signal School apprentice- 
ship program for the trade of photo- 
graphic equipment maintenance techni- 
cian., 82-4922 


Photography — Apparatus and supplies — 
Catalogs. 


Consolidated federal supply catalog iden- 
tification list. FSC 6700. Photographic 
equipment, 82-12995, 82-12996 


Photography — United States — Apparatus 
and supplies. 

The US Army Signal School apprentice- 
ship program for the trade of photo- 
graphic equipment maintenance techni- 
cian., 82-4922 


Photography — United States — 
Bibliography — Catalogs. 
Photography., 82-3538 


Photography — United States — Wastes, 

Recovery of. 

Civil agencies should save millions by re- 
covering silver from photographic 
wastes : report to the Congress /, 82- 
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Civil agencies should save millions by re- 
covering silver from photographic 
wastes : report to the Congress : sum- 
mary /, 82-13749 
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Photogrammetric recording of cultural 
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Patoka Dam, Indiana /, 82-9811 
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Photovoltaic power generation. 

Environmental, health, safety, and regula- 
tory review of selected photovoltaic 
options : (copper sulfide/cadmium sul- 
fide and polycrystalling silicon) /, 82- 
331 

Integration of photovoltaic units into 
electric utility grids : experiment infor- 
mation requirements and selected issues 
/, 82-13374 


Plan for a photovoltaic applied research 
laboratory for developing countries /, 
82-13353 


Status of the U.S. photovoltaic industry 
and its potential foreign markets : hear- 
ing before the Subcommittee on 
Energy Research and Development of 
the Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-seventh Congress, first session, 
on the review of the domestic photo- 
voltaic industry and the General Ac- 
counting Office survey of members of 
the U.S. photovoltaic industry regard- 
ing the effects of the Department of 
Energy’s budget reorientation toward 
more emphasis on R. & D. review this 
industry’s ability to compete in foreign 
markets, September 21, 1981., 82- 
15081 


Photovoltaic power generation — 
Congresses. 
Commercial Photovoltaics Measurements 
Workshop proceedings, July 27-29, 
1981, Vail Colorado /, 82-9962 
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Handbooks, manuals, etc. 


Physical readiness training., 82-13088 


Physical education for handicapped persons. 
A guide to designing accessible outdoor 
recreation facilities /, 82-5949 
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Development of a job-related physical 
performance examination for fire- 
fighters : a summary report /, 82- 
10305 
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Physical fitness., 82-3565 
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Physical readiness training., 82-13088 


Physically handicapped — United States — 
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Health characteristics of persons with 
chronic activity limitation United 
States, 1979., 82-10631 


Physically handicapped — United States — 
Transportation. 
A requirements analysis document for 
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, 82-14506 


Do not order from index; see indicated entry 





Subject Index 


Supplementary transportation for elderly 
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Patients’ reasons for visiting physicians : 
the national ambulatory medical care 
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Patients’ reasons for visiting physicians : 
the national ambulatory medical care 
survey, United States, 1977-78 /, 82- 
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Responses of Canadian physicians to the 
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insurance the first five years in 
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Physicians — Certification. 
Feasibility of certifying (designating) 
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Physicians — Legal status, laws, etc. 
Identification of specific effects of Title 
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/, 82-10649 
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United States. 
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rability Allowance Act of 1978 : report 
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cians and dentists in the Department of 
Medicine and Surgery : a report /, 
82-4283 


Veterans’ Administration report on im- 
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cians and dentists in the Department of 
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Physicians — United States — Supply and 
demand. 
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/, 82-1855 
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ology /, 82-1856 
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Physician requirements, 1990, for nephro- 
logy /, 82-10627 

Physician requirements, 1990, for rheu- 
matology /, 82-5754 
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Report on nurse physician assistant pro- 
gram evaluation in South Dakota /, 
82-10650 


Physicians’ assistants — United States — 

Congresses. 

Nurse practitioners and physician assis- 
tants : a research agenda : summary of 
the proceedings of a conference held 
June 21-22, 1977, Warrenton, Virginia., 
82-13873 


Physicians Association of Clackamas County 
(Or.) 
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County : a case study of an IPA in 
Gladstone, Oregon /, 82-5675 
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Physics of reactor safety 
report April-June 1978 /, 
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82-11910 


Physics — Congresses. 

Compact Toriod Theory Planning Work- 
shop : a panel report to the director, 
Division of Applied Plasma Physics, 
Office of Fusion Energy., 82-13281 
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Physical research program research 
contracts and statistical summary /, 
82-11853 
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agement of Pines of the Interior South, 
Knoxville, Tenn., Nov. 7-8, 1978., 82- 
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Pipe lines — Kentucky — Independence — 

Accidents. 

Pipeline accident report : Union Light, 
Heat and Power Company, natural gas 
explosion and fire, Simon Kenton High 
School, Independence, Kentucky, Oc- 
tober 9, 1980., 82-11428 
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Appalachian Trail, Tennessee and North 
Carolina /, 82-4337 


South Toe River trail map., 82-9101 


Pitching (Aerodynamics). 
Light airplane crash tests at three pitch 
angles /, 82-6141 


Pitot tubes. 

Pilot pressure measurements in flow 
fields behind circular-arc nozzles with 
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/ D.L. Book, and P.J. Turchi., 82- 
3273 


Report of the TMX-Upgrade Review 
Panel, May 1980 /, 82-5198 





Plumbing Equipment and supplies Statistics. 


Plasma devices. 
Stability and heating of a poloidal diver- 
tor tokamak /, 82-1631 


Plasma dynamics. 
A diverted plasma reversed field pinch /, 
82-3289 


Experimental studies of an MHD gener- 
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13283 


Plasma instabilities. 
Steady state magnetic diffusion from re- 
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an enclosure /, 82-1370 


Plastics workers — United States — 
Statistics. 
Occupational employment : miscellaneous 
plastic products industry, June 1971., 
82-14098 


Plateaus — Arkansas. 
Ground water in the Springfield-Salem 
plateaus of southern Missouri and 
northern Arkansas /, 82-5808 


Plateaus — Missouri. 
Ground water in the Springfield-Salem 
plateaus of southern Missouri and 
northern Arkansas /, 82-5808 


Plates, Iron and steel. 
Puncture of shielded radioactive material 
shipping containers /, 82-14878 


Plates (Engineering) — Vibration. 
Acoustical behavior of thick, composite, 
fluid-loaded plates, calculated using Ti- 
moshenko-Mindlin plate theory /, 82- 
5127 


Platinum ores — Alaska. 
Beneficiation of potential platinum re- 
sources from southeastern Alaska /, 
82-5867 


Playgrounds. 
Recreation 
14039 


innovations-abroad., 82- 


Plowden, William Coskrey, 1918- 

Plowden nomination joint hearing 
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HUD'’s support of local public housing 
authorities : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, May 19 and 20, 1981., 82- 
4242 


Public housing — United States — 
Periodicals. 
Interagency urban initiatives anti-crime 
program, 82-10700 





Urban initiatives anti-crime program ... 
annual report to Congress : in response 
to the Public Housing Security Dem- 
onstration Act of 1978 and as part of 
the President’s National Urban Policy 
/, 82-10700 


Public land records — United States. 
Specifications for descriptions of tracts of 
land for use in land orders and procla- 
mations., 82-10943 


Public lands — Recreational use — United 
States. 


Off-road vehicle recreation., 82-10945 


Public lands — United States. 
Specifications for descriptions of tracts of 
land for use in land orders and procla- 
mations., 82-10943 


Public opinion — United States — 
Periodicals. 
Changing public attitudes on govern- 
ments and taxes., 82-11831 


Public records — Law and legislation — 
United States — Cases — Indexes. 
FOIA case list, 82-10972 


Freedom of information case list., 
10972 


82- 


Public records — Law and legislation — 
United States — Periodicals. 
Privacy act issuances ... compilation., 

82-10429, 82-10430 

Public records — United States — Access 
control. 

The Reagan-Bush transition team’s activi- 
ties at six selected agencies : report to 
the chairman, Committee on Energy 
and Commerce, House of Representa- 
tives /, 82-13732 


Public records — United States — 
Handbooks, manuals, etc. 


Disposition of federal records., 82-3581 


Public records — United States — 
Periodicals. 
Privacy act issuances ... 


compilation., 
82-10429, 82-10430 


Public safety radio service — United States. 
Emergency Broadcast System, the life- 


saving public service program., 82- 
13692 


Public schools. 
Comprehensive School/Community 
Health Education Project /, 82-10653 


Public schools — United States — 
Congresses 


Can public schools meet the literacy 
needs of the handicapped? /, 82-13498 


Public schools — United States — 
Directories. 
Education directory. 

agencies., 82-5234 


Local education 
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Public welfare U.S. 
Local education agencies, 82-5234 


Public service employment — United States 
The New CETA : effect on public serv- 
ice employment programs /, 82-6062 


Public shelters. 
Shelter management 
10285 


Public utilities — Energy conservation. 

Production v. conservation in the utility 
industry : hearing before the Subcom- 
mittee on Energy Conservation and 
Power of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, April 3, 1981., 82-6808 


Public utilities — Law and legislation — 

United States. 

Burdensome and unnecessary reporting 
requirements of the Public Utility Reg- 
ulatory Policies Act need to be 
changed : report to the Congress /, 
82-10361 


handbook., 82- 


Public utilities — United States 
Automatic adjustment clauses in public 
utility rate schedules /, 82-13398 


Guideline no. 1 under the Public Utility 
Regulatory Policies Act of 1978 : pro- 
cedures for termination of electric serv- 
ice and gas service /, 82-341 


Public utilities — United States — 
Bibliography — Catalogs. 
Public and private utilities, 82-5646 

Public welfare — Law and legislation — 
United States — Periodicals. 

CFR. 45, Public welfare, 82-10445, 
10446, 82-10447, 82-10448 

Code of federal regulations. 45, Public 
welfare., 82-10445, 82-10446, 82- 
10447, 82-10448 


Public welfare, 82-10445, 
82-10447, 82-10448 


82- 


82-10446, 


Public welfare — Ohio — Cincinnati. 

Older Americans and economic change in 
Cincinnati : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, April 21, 1981, Cincinnati, 
Ohio., 82-15006 


Public welfare — United States. 

More can be done to improve the De- 
partment of Agriculture’s commodity 
donation program : report /, 82-13706 

Research tables based on Characteristics 
of state plans for aid to families with 
dependent children : need, eligibility, 
administration in effect September 30, 
1979., 82-5670 
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Public welfare U.S. Congresses. 


Public welfare — United States — 


Congresses. 

Proceedings, 20th National Workshop on 
Welfare Research and Statistics : Madi- 
son, Wisconsin, July 27-30, 1980., 82- 
542 


Public welfare — United States — 
Directories. 
Funding family violence programs 
sources and potential sources for feder- 
al monies /, 82-3667 


Public welfare — United States — 
t. 

Legislative and administrative changes to 
improve verification of welfare recipi- 
ents’ income and assets could save hun- 
dreds of millions : report to the Con- 
gress /, 82-10387 


Public welfare — United States — States — 
Periodicals. 

Aid to families with dependent children, 
82-10469 


Characteristics of state plans for AFDC, 
82-10469 


Characteristics of state plans for aid to 
families with dependent children under 
the Social Security Act, Title IV-A, 
and for Guam, Puerto Rico, & Virgin 
Islands., 82-10469 


Public welfare — United States — States — 
Statistics — Periodicals. 
Technical notes /, 82-10468 


Public welfare — United States — Statistics 
— Periodicals. 

Disposition of public assistance cases in- 

volving questions of fraud., 82-10479 


Public assistance recipients and cash pay- 
ments by state and county., 82-10478 


Public welfare administration — California. 
Fraud control, California and New York 
/, 82-3609 


Public welfare administration — Michigan. 
Work measurements & workload stand- 
ards as management tools for public 
welfare : Michigan., 82-3610 


Public welfare administration — New York 
(State) 
Fraud control, California and New York 
/, 82-3609 


Public welfare administration — United 
States — States — Statistics — 
Periodicals. 

Technical notes /, 82-10468 


Puerto Ricans in the United States — 
History. 
Puerto Rican history and culture., 
10670 


82- 
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Puerto Rico — Aerial photographs — 


Catalogs. 

Aerial photography summary record 
system state-base graphics, 82-13992 
APSRS state-base graphics. 34, Puerto 

Rico, Virgin Islands., 82-13992 


Puerto Rico — Census, 1980. 

Puerto Rico census of business, agricul- 
ture, and local government : hearing 
before the Subcommittee on Census 
and Population of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-seventh Con- 
gress, first session, December 10, 1981., 
82-12239 


Puerto Rico — History — Outlines, syllabi, 
etc. 

Puerto Rican history and culture., 82- 

10670 


Puerto Rico — Manufactures — Statistics. 
1977 economic censuses of outlying areas, 
82-9355, 82-9356 


Puerto Rico — Population — Statistics. 
1980 census of population and housing : 
Puerto Rico, final population and hous- 
ing unit counts., 82-12761 


1980 census of population and housing : 


Puerto Rico, preliminary population 
and housing unit counts., 82-12758 


Pulleys — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 3020. Gears, pulleys, 
sprockets, and transmission chain, 82- 
4809 


Pulmonary function tests. 
Pulmonary technlogy task force report : 
state of technology, needs and recom- 
mendations., 82-13807 


Pulpwood industry — Michigan. 
Pulpwood production in the Lake States, 
by county, 1978 /, 82-12484 


Pulpwood industry — Minnesota. 
Pulpwood production in the Lake States, 
by county, 1978 /, 82-12484 


Pulpwood industry — United States — 
Statistics. 
1977 census of manufactures, 


1977 census of transportation, 


82-12690 
82-9337 


Pulpwood industry — Wisconsin. 
Pulpwood production in the Lake States, 
by county, 1978 /, 82-12484 


Pulsating stars — Congresses. 
Current problems in stellar pulsation in- 
stabilities /, 82-6088 


Pumice — Statistics — Periodicals. 
Preprint from the ... Bureau of Mines 
Minerals yearbook. Pumice and volcan- 
ic cinder., 82-615 
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Pumice and volcanic cinder, 82-615 


Pumped storage power plants — Colorado — 

Twin Lakes. 

Studies of the effects of operating the Mt. 
Elbert pumped-storage powerplant on 
Twin Lakes, Colorado : 1979 report of 
findings /, 82-5849 


Pumped storage power plants — Georgia — 

Floyd County. 

Rocky mountain project FERC no. 2725- 
Georgia : final supplement to the final 
environmental impact statement., 82- 
9988 


Pumping machinery — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 4300. Pumps and 
compressors, 82-4822, 82-4823 


Pumping stations. 

Lake Chicot pumping plant outlet struc- 
ture, Arkansas : hydraulic model inves- 
tigation /, 82-173 

Pumping stations, field performance in- 
vestigation /, 82-5022 


Virden Creek pumping station and grav- 
ity-flow outlet structure, Waterloo, 
Iowa : hydraulic model investigation /, 
82-1466 


Punched card systems. 
Hollerith punched card code : category, 
Hardware standard; subcategory, inter- 
change codes and media., 82-1369 


Purchasing contracts — United States. 

Rural Electrification Administration bid- 
ding, purchasing, and election proce- 
dures : hearing before the Subcommit- 
tee on Agricultural Credit and Rural 
Electrification of the Committee on 
Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-seventh 
Congress, first session, Tuesday, Octo- 
ber 20, 1981., 82-12085 


Purchasing power — United States. 

Changes in the consumer price index : 
hearings before the Subcommittee on 
Census and Population of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, Ninety-sev- 
enth Congress, first session, November 
10, 1981., 82-12238 


Putnam County (Ga.) — Maps. 
Soil interpretive map of important farm- 
lands, Putnam County, Georgia /, 82- 
92 


PVP. 
A new method and composition for 
cleaning metal surfaces /, 82-3292 





January — June 1982 


Pyrheliometer. 
Pyrheliometer observations as an indica- 
tor of the climatological persistence of 
clouds /, 82-4633 


Pyrites — Statistics — Periodicals. 
Preprint from the ... Bureau of Mines 
Minerals yearbook. Sulfur and pyrites., 
82-619 


Sulfur and pyrites, 


Pyrometallurgy. 
A pyrometallurgical method for process- 
ing Ni-Cd scrap batteries /, 82-5888 
Pyrometallurgical recovery of chromium 


from scrap metals : laboratory studies / 
, 82-5885 


Pyrrhotite. 
Electrochemical determination of Gibbs 
energies of formation of MnS and 
FeosS /, 82-5859 


Q 


82-619 


Quadrupoles. 
Beam optics of the quadrupole magnet 
state selector /, 82-3227 


Quails — Texas. 
Characteristics of scaled quail loafing co- 
verts in northwest Texas /, 82-12499 


Quality assurance. 

Demonstration project 42 : highway qual- 
ity assurance : process control and ac- 
ceptance plans., 82-11458 

Quality assurance intern program., 82- 
9634 


Quality control — Study and teaching. 
Quality assurance technical development 
program course catalog., 82-9633 


Quality control — United States. 
Ultrasonic attenuation as an indicator of 
fatigue life of granite/epoxy fiber com- 
posite /, 82-11106 


*Quality of Health Care. 
Assessing the quality of long-term care /, 
82-13872 


*Quality of Health Care — bibliography. 
NHSQIC annual bibliography /, 82- 
13916 


Quarantine — United States. 

Compensation for quarantined plant loss : 
protection against plant pests : hearing 
before the Subcommittee on Depart- 
ment Operations, Research, and For- 
eign Agriculture of the Committee on 
Agriculture, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 2159 and H.R. 4108, October 
1, 1981., 82-12083 





Quarries and quarrying — Oregon — By- 


products. 

Recovery of byproduct heavy minerals 
from sand and gravel operations in 
Oregon and Washington /, 82-5877 


Quarries and quarrying — Washington 
(State) — By-products. 
Recovery of byproduct heavy minerals 
from sand and gravel operations in 
Oregon and Washington /, 82-5877 


The Perceived favorableness of selected 
scale anchors and response alternatives 
/, 82-3172 


Queuing theory. 

Accuracy of an_ information-theoretic, 
light-load approximation for the M/M/ 
1 busy period probability density /, 
82-3284 

Cross-entropy minimization given fully- 
decomposable subset and aggregate 
constraints /, 82-3293 

Performance collapse due to overhead in 
a simple, single-server queuing system 
/, 82-9885 


R-curves. 
Application of the key curve method to 
determining J-R curves for A 533 B 
steel /, 82-11956 


R-curves — Mathematical models. 
A realtion between semiempirical frac- 
ture analysis and R-Curves /, 82- 
11146 


Rabbit automobiles — Safety appliances. 
Evaluation of passive belts for different 
size occupants /, 82-11606 


Rabies — 
Rabies /, 82-3649 


Rabies — Preventive inoculation. 
Rabies /, 82-3649 


Raccoons — Juvenile literature. 
Raccoon’s black eyes and ringed tail /, 
82-13529 


Race discrimination — United States. 
Background relating to the effect of ra- 
cially discriminatory policies on the 
tax-exempt status of private schools /, 
82-12271 


Race discrimination — United States — 
Periodicals. 
Annual report /, 82-10973 


Race relations. 
Race relations in Tama County : a report 
/, 82-143 
The Racial attitudes and perceptions 
survey (RAPS) /, 82-9761 
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Radar U.S, 


Use of a black “culture assimilator” to 
increase racial understanding /, 82- 
9759 

The Utility of the racial attitudes and 
perceptions survey (RAPS) for assess- 
ing impact of race relations training 
programs in the military /, 82-13116 


Race relations — Study and teaching — 
United States. 
Cultural assimilator for training army 
personnel in racial understanding /, 
82-1445 


Racine (Wis.) — Harbor. 

Draft environmental impact statement, 
Racine Harbor, interim II : harbors be- 
tween Kenosha and Kewaunee, Wis- 
consin., 82-9835 


Racon. 

Design, fabrication, and testing of a brass- 
board model ATCRBS based surface 
trilateration data acquisition subsystem 
/, 82-11539 


Impact of the discrete address beacon 
systems (DABS) on air traffic control 
radar beacon system (ATCRBS) per- 
formance in selected deployments /, 
82-11558 


U.S. national aviation standard for the 
active beam collision avoidance system 
(final standard for public comment)., 
82-876 


Racon — Congresses. 
Proceedings of the OTA Seminar on the 
Discrete Address Beacon System 
(DABS)., 82-12037 


Radar — Equipment and supplies — 
Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5840. Radar equip- 
ment, except airborne, 82-4867 


Radar — Equipment and supplies — 
Maintenance and repair — Handbooks, 
manuals, etc. 

Defense acquisition radar mechanic., 82- 
13091, 82-13092, 82-13093 


Trainer’s guide : defense acquisition radar 
operator., 82-13090 


Radar — Handbooks, manuals, etc. 
Field artillery radar crew member., 
13041 


Radar — History. 
New eye for the Navy : the origin of 
radar at the Naval Research Labora- 
tory /, 82-9876 


Radar — United States. 
The US Army Signal School apprentice- 
ship program for the trade of electron- 
ics mechanic (RADAR)., 82-4929 
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Radar U.S. Equipment and supplies. 


Radar — United States — Equipment and 
supplies. 
Common digitizer-2 (CD-2) /, 82-874 


Radar — United States — Interference. 
Automotive radar research /, 82-2314 


Radar air traffic control systems. 

Air traffic control en route computer 
system : report (to accompany H. Res. 
202) (including cost estimates of the 
Congressional Budget Offfice)., 82- 
2404 

ARTS II enhancement design alternatives 
: final report /, 82-14479 


Automatic traffic advisory and resolution 
service (ATARS) multi-site algorithms 
/, %2-6466 

Common digitizer-2 (CD-2) /, 82-874 

A comparision of the vigilance perform- 
ance of men and women using a simu- 
lated radar task /, 82-3914 


Discrete address beacon system (DABS) 
data link capacity utilization : interim 
report /, 82-14480 

Evaluation of transponder antenna cover- 
age/ATCRBS performance during sim- 
ulated flights of aircraft /, 82-6459 


An exploratory investigation of various 
assessment instruments as correlates of 
complex visual monitoring perform- 
ance /, 82-6455 


Impact of the discrete address beacon 
systems (DABS) on air traffic control 
radar beacon system (ATCRBS) per- 
formance in selected deployments /, 
82-11558 


Interim report on the conflict monitoring 
analysis of parallel route spacing in the 
high altitude conus airspace /, 82- 
6439 


Short range terminal radar (SRTR) defi- 
nition study /, 82-14461 


Radar air traffic control systems — Study 
and teaching — United States. 
The Federal Aviation Administration’s 
radar training facility and employee se- 
lection and training /, 82-2280 


Radar defense networks. 
Track initiation techniques in a dense de- 
tection environment /, 82-1538 


Radar in aeronautics. 
Approval of airborne radar approach 
(ARA) procedures for helicopters to 
offshore platforms., 82-6397 


Design, fabrication, and testing of a brass- 
board model ATCRBS based surface 
trilateration data acquisition subsystem 
/, %2-11539 

Impact of the discrete address beacon 
systems (DABS) on air traffic control 





radar beacon system (ATCRBS) per- 
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formance in selected deployments /, 
82-11558 

Next generation airport surveillance radar 
(ASR-( ) definition study /, 82-14462 


Radar in speed limit enforcement — United 

States. 

Material development for training for op- 
erators of speed measuring devices /, 
82-6530 

National maximum speed limit (NMSL) 
enforcement practices and procedures : 
phase II /, 82-14562 


Radar in speed limit enforcement — United 
States — Evaluation. 
Evaluation of speed monitoring systems / 
82-6297 


Radar , 
New severe thunderstorm radar identifi- 
cation techniques and warning criteria : 
a preliminary report /, 82-9504 


Radar operators — Training of — United 

States. 

System performance, error rates, and 
training time for recent FAA academy 
nonradar graduates, community per- 
sons, and handicapped persons on the 
radar training facility pilot position /, 
82-6452 


Radar operators — United States. 
The Federal Aviation Administration’s 
radar training facility and employee se- 
lection and training /, 82-2280 


Radar receiving apparatus. 
Some error probabilities for the associ- 
ation of passive DF measurements with 
radar returns /, 82-1542 


Radiation. 
LOFT experimental measurements uncer- 
tainty analyses /, 82-955 


Radiation — Bibliography — Catalogs. 
Radiation and radioactivity., 82-5538 


Radiation — Dosage. 

Radiation dose estimates and hazard eval- 
uations for inhaled airborne radionu- 
clides : annual progress report, July 
1979 - June 1980 /, 82-4179 

Radiation dose estimates from timepieces 
containing tritium or promethium-147 
in radioluminous paints /, 82-2446 

Study of anticipated impact on DOE pro- 
grams from proposed reductions to the 
external occupational radiation expo- 
sure limit., 82-13254 


Radiation — Dosage — Congresses. 
Third International Radiopharmaceutical 
Dosimetry Symposium : proceedings of 
a conference held at Oak Ridge, Ten- 
nessee, October 7-10, 1980 /, 82- 
10621 
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Radiation — Measurement. 
Radiological monitor course : 
workbook., 82-10275 


student 


Radiation — Measurement — Computer 


programs. 

MILDOS - a computer program for cal- 
culating environmental radiation doses 
from uranium recovery operations /, 
82-6684 


Radiation — Physiological effect — 

Mathematical models. 

A Mathematical model for predicting the 
probability of acute mortality in a 
human population exposed to acciden- 
tally released airborne radionuclides : 
final report for phase I of the project, 
early effects of inhaled radionuclides /, 
82-2498 


Radiation — Physiological effect — 
Periodicals. 
CSU-FDA Collaborative Radiological 
Health Laboratory annual report /, 
82-13843 


Radiation — Safety measures. 

Principles and practices for keeping occu- 
pational radiation exposures at medical 
institutions as low as_ reasonably 
achievable : draft /, 82-11865 


Radiation safety in nuclear medicine : a 
practical guide /, 82-10618 


Requirements for an effective national 
nonionizing radiation measurement 
system : prepared in response to a rec- 
ommendation by the Senate Committee 
on Commerce, Science, and Transpor- 
tation /, 82-9483 


Radiation — Safety measures — 
Government policy — Directories. 
Directory of— personnel responsible for 

radiological health programs., 82- 
13844 


Radiation — Safety measures — Periodicals. 
Pocket supplement to preamble compila- 
tion, 82-10614 
Radiological health., 82-10614 


Resource manual /, 82-13841 


Radiation — Safety measures — Standards 

— United States. 

American National Standard N432 : radi- 
ological safety for the design and con- 
struction of apparatus for gamma radi- 
ography /, 82-12803 


Radiation — Safety regulations. 
Radiation safety in nuclear medicine : a 
practical guide /, 82-10618 


Radiation — Toxicology. 
X-radiation and identification characteris- 
tics of CRT’s of foreign manufacture /, 
82-13840 
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Background. 
Effect of neutron-induced background ra- 
diations on thin imaging scintillators /, 
82-6674 


Radiation dosimetry. 

The design and construction of a D20- 
moderated 252 Cf course for calibrat- 
ing neutron personnel dosimeters used 
at nuclear power reactors /, 82-14902 

Estimated radiation doses from thorium 
and daughters contained in thoriated 
welding electrodes /, 82-2488 


Final report, September 1975-September 
1978 : radiation dose to construction 
workers at operating nuclear power 
plant sites /, 82-6629 


Performance testing of personnel dosi- 
metry services, alternatives and recom- 
mendations for a personnel dosimetry 
testing program /, 82-983 

Potential radiation dose to man from re- 
cycle of metals reclaimed from a de- 
commissioned nuclear power plant /, 
82-14752 


Radiation dose estimates and hazard eval- 
uations for inhaled airborne radionu- 
clides : annual progress report, July 1, 
1978-June 30, 1979 /, 82-2521 

Requirements for an effective national 
nonionizing radiation measurement 
system : prepared in response to a rec- 
ommendation by the Senate Committee 
on Commerce, Science, and Transpor- 
tation /, 82-9483 


Radiation dosimetry — Computer programs. 
MILDOS - a computer program for cal- 
culating environmental radiation doses 


from uranium recovery operations /, 
82-6684 


Radiation dosimetry — Data processing. 
A microprocessor-based true-RMS line 
voltage monitor /, 82-1849 


Radiation preservation of food. 
Result of the assay of radiation sterilized 
beef for induced radioactivity., 82- 
9839 


Radiation-sensitizing agents — Abstracts. 
Selected abstracts on nitroheterocyclic 
compounds as hypoxic cell radiosensi- 
tizers /, 82-3624 


Radiation workers — Diseases and hygiene 

— United States. 

Study of anticipated impact on DOE pro- 
grams from proposed reductions to the 
external occupational radiation expo- 
sure limit., 82-13254 


Radiative transfer. 
A marching method for calculating line 
and continuum radiation in high energy 
flow fields /, 82-2070 





University of Wyoming, Leningrad State 
University cooperative stratospheric 
aerosol research program /, 82-11559 


Radicactive substances — Safety measures 
— Washington (State) 
Transportation of radioactive material in 
Washington State : September 1979 - 
September 1980 /, 82-4173 


Radicals (Chemistry) — Spectra. 
Optical spectra of nonmetallic inorganic 
transient species in aqueous solution /, 
82-12810 


Radio — Antennas. 
An atlas of basic transmission loss for 125 
MHZ-15.5 GHZ /, 82-6465 


Radio — Antennas — Standards — United 

States. 

NIJ standard for fixed and base station 
antennas : a voluntary national stand- 
ard promulgated by the National Insti- 
tute of Justice., 82-10998 


Radio — Apparatus and supplies — 

Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 5820. Radio and 
television communication equipment, 
except airborne, 82-4862 


Consolidated federal supply catalog iden- 
tification list. FSC 5821. Radio and 
television communication equipment, 
airborne, 82-4863 


Radio — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSG 7700. Musical in- 
struments, phonographs and home-type 
radios, 82-13006 


Radio — Interference. 
Comparison of detectors in the presence 
of sidelobe jamming /, 82-3265 


Radio — Law and legislation. 
Partial revision of radio regulations, 1959, 
and final protocol : aeronautical mobile 
(R) service : between the United States 
of America and other governments : 
done at Geneva March 5, 1978., 82- 
2177 


Radio — transmitter-receivers — Standards. 

NIJ standard for microphone cable as- 

semblies for mobile FM transceivers : a 

voluntary national standard promulgat- 

ed by the National Institute of Justice., 
82-11000 


Radio — Transmitter-receivers — Standards 
— United States. 
NIJ standard for control heads and cable 
assemblies for mobile FM transceivers : 
a voluntary national standard promul- 
gated by the National Institute of Jus- 
tice., 82-10999 


Do not order from index; see indicated entry 





Radio — Transmitter-receivers — Testing. 

NIJ standard for continous signal-con- 
trolled selective signaling : a voluntary 
national standard promulgated by the 
National Institute of Justice., 82-14068 

NIJ standard for microphone cable as- 
semblies for mobile FM transceivers : a 
voluntary national standard promulgat- 
ed by the National Institute of Justice., 
82-11000 


Radio — Transmitters and transmission. 
An atlas of basic transmission loss for 125 
MHZ-15.5 GHZ /, 82-6465 


Radio — Transmitters and transmission — 
Drawings. 
Schematic drawing of a U.S. Geological 
Survey high voltage D.C. resistivity 
transmitter, 82-13990 


Radio — United States. 
Recommendations for digital radio 
common tactical/long-haul standards /, 
82-4705 


The US Army Signal School apprentice- 
ship program for the trade of electri- 
cian, radio., 82-4919 


Radio — United States — Apparatus and 
supplies — Maintenance and repair. 
The US Army Signal School apprentice-- 
ship program for the trade of radio me- 
chanic., 82-4921 


Radio — United States — Interference. 
Measurements of interference betweem 
AM radios due to local oscillator radi- 
ation /, 82-4696 


Radio — United States — Maintenance and 
repair. 
The US Army Signal School apprentice- 
ship program for the trade of radio 
communications technician., 82-4896 


Radio — United States — Receivers and 
reception. 
Highway advisory radio system design 
guidelines /, 82-14365 


Radio — United States — Repairing. 
The US Army Signal School apprentice- 
ship program for the trade of radio and 
television repairer., 82-4911 


Radio — United States — Transmitters and 
transmission — Fading. 
Fading statistics on a 23 km link at 9.6 
and 28.8 GHz /, 82-4692 


Radio, Military — Apparatus and supplies 
— Maintenance and repair — Handbooks, 
manuals, etc. 


Field radio repairer., 82-13072 


Trainer’s guide : MOS 316, field radio 
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Reform Act., 82-6341 


Railroad unemployment insurance 
crossroads /, 82-6728 


system 
: task 5, 


: ata 


Railroads — United States — Employees — 
Alcohol use. 
Prevalence, costs, and handling of drink- 
ing problems on seven railroads : final 
report /, 82-2248 


Railroads — United States — Energy 
conservation. 
Wayside energy storage study /, 82- 
14390 


Railroads — United States — Equipment 
and supplies. 
Techniques for improving the railroad 
maintenance-of-way equipment evalua- 
tion process /, 82-14391 


Railroads — United States — Equipment 
and supplies — Bibliography — Catologs. 
Catalog of training materials for the rail- 

road industry /, 82-14403 





Railroads U.S. Maintenance and repair. 


Railroads — United States — Finance. 
Additional materials on the Omnibus 
Budget Reconciliation Act of 1981 
(H.R. 3982) /, 82-1029 


Local Rail Services Assistance Act au- 
thorization : hearing before the Sub- 
committee on Commerce, Transporta- 
tion, and Tourism of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Con 
first session, March 17, 1981., 82-1052 


Preliminary 1979 rail cost study, Uniform 
Rail Costing System /, 82-659 


Rail system investment analysis : descrip- 
tion of the railroad investment process., 
82-843 


Rail system investment analysis : financial 
analysis of investment projects from 
the individual corporate perspective /, 
82-835 


Rail system investment analysis : manual 
for determining return from the indi- 
vidual corporate perspective., 82-842 

Rail system investment analysis : manual 
for determining return from the nation- 
al economic perspective., 82-839 


Rail system investment analysis : sample 
evaluation of a track rehabilitation pro- 
ject from the national economic per- 
spective /, 82-3862 


Railroads — United States — Freight. 
Application of costing and ratemaking 
concepts of the natural gas pipeline in- 
dustry to the right-of-way of American 
railroads /, 82-14402 


Railroads — United States — Freight — 
Data processing. 
Standardized commodity transportation 
survey (CTS) data base : user’s manual 
/, 82-6368 


Railroads — United States — Freight-cars. 
Coupling system design optimization : a 
survey and assessment of automatic 
coupling concepts for rail freight cars / 
, 82-14386 


Development of a system to display and 
record slack action in freight trains /, 
82-2250 


The economic justification for demand 
leveling pricing in the rail industry /, 
82-3897 

Freight car demand information and fore- 
casting research project : phase II, final 
report /, 82-857 


Missouri Pacific’s computerized freight 
car scheduling system : system per- 
formance measurement /, 82-3898 

Prevention of roller bearing-initiated bur- 
noffs in railroad freight car journals /, 
82-6356 
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Railroad operations modular processing 
system : system design summary /, 
82-6371 

Truck design optimization project : phase 
II, interim report /, 82-11474 


Freight car demand information and fore- 
casting research project industry 
report /, 82-6370 

Intermodal management information 
system : phase II, task 2, interim report 
/, 82-14401 

Users’ manual for lateral stability comput- 
er programs for railway freight car 
models /, 82-6364 

Users’ manual for linear freight car 
forced lateral response analysis com- 
puter program /, 82-6366 


Railroads — United States — Freight-cars 
— Design and construction. 
Truck design optimization project, phase 
II : analysis plan /, 82-2254 


Railroads — United States — Freight-cars 
— Mathematical models. 
Overview of computer-based models ap- 
plicable to freight car utilization /, 
82-6367 


The railroad performance model /, 82- 
858 


Railroads — United States — Freight-cars 
— Models. 
Implementation studies via simulation of 
the computer-based model for optimal 
freight car distribution /, 82-3899 


Railroads — United States — Freight 
classification. 
EMC considerations in classification yard 
design /, 82-6363 


Railroads — United States — Fuel — 
Testing. 
SLRV engineering tests at Department of 
Transportation, Transportation Test 
Center : final test report /, 82-6489 


Railroads — United States — Hump yards. 
Railroad classification yard technology 
manual /, 82-14398 


Railroads — United States — Lighting — 
Evaluation. 
Analysis of NPRM strobe lights on loco- 
motives /, 82-6372 


Railroads — United States — Maintenance 
and repair. 

Feasibility study for railroad embankment 
evaluation with radar measurements /, 
82-856 

Potential means of cost reduction in 
grade crossing motorist-warning con- 
trol equipment /, 82-6350 
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Rail system investment analysis : sample 
evaluation of a track rehabilitation pro- 
ject from the national economic per- 
spective /, 82-3862 


Techniques for improving the railroad 
maintenance-of-way equipment evalua- 
tion process /, 82-14391 


Railroads — United States — Management. 
Potential economies and improvements in 
performance resulting from improve- 
ments in railroad terminal operations : 
summary /, 82-14399 


Railroads — United States — Management 
— Data processing. 
Railroad operations modular processing 
system : system design summary /, 
82-6371 


Railroads — United Stetes — Management 
— Mathematical models. 
Overview of computer-based models ap- 
plicable to freight car utilization /, 
82-6367 


Railroads — United States — Noise. 

Prediction and control of noise and vibra- 
tion in rail transit systems / Leonard 
G. Kurzweil, Robert Lotz ; prepared 
for U.S. Department of Transportation, 
Urban Mass Transportation Adminis- 
tration, Office of Technology Develop- 
ment and Deployment, Office of Rail 
and Construction Technology., 82- 
14513 


Report to Congress on the evaluation of 
the EPA revised railroad noise regula- 
tion source standards /, 82-2213 


Railroads — United States — Noise — 
Handbooks, manuals, etc. 
Railroad noise enforcement manual /, 
82-11468 


Railroads — United States — Passenger- 
cars. 
Improved passenger equipment evalua- 
tion program : technology review /, 
82-6352 


Railroads — United States — Passenger 
traffic. 

Case studies in private/public coopera- 
tion to revitalize America : report of 
the Joint Economic Committee, Con- 
gress of the United States together 
with supplementary and additional 
views., 82-6780 

Further improvements are needed in Am- 
trak’s passenger service contracts, but 
they won’t come easily : report to the 
Congress /, 82-10336 

Further improvements are needed in Am- 
trak’s passenger service contracts, but 
they won’t come easily : report to the 
Congress : summary /, 82-10337 
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Rail passenger corridors : analysis of po- 
tential improvements, supplemental 
report on four corridors /, 82-6342 


Railroads — United States — Pensions. 
The railroad retirement system : benefits 
and financing /, 82-6923 


Railroads — United States — Planning. 
Rail transportation requirements for coal 
movement in 1985 /, 82-6269 


Railroads — United States — Rails. 
Excitation of surface electromagnetic 
waves on railroad rail /, 82-14510 


An improved numerical method for 
counterformal contact stress problems 
/, 82-6358 


Rail-wheel geometry associated with con- 
tact stress analysis /, 82-3893 


Railroads — United States — Rails — 
Defects. 
Contact stresses on bodies with arbitrary 
geometry : applications to wheels and 
rails /, 82-3894 


Railroads — United States — Rails — 
Fastenings. 
Manual on the railroad spike industry., 
82-6347 


Railroads — United States — Rails — 
Inspection. 
Rail inspection systems analysis and tech- 
nology survey /, 82-6349 


Railroads — United States — Rails — 
Testing. 
Measurement of wheel/rail forces at the 
Washington Metropolitan Area Transit 
Authority /, 82-14519 


Railroads — United States — Rates. 
Application of costing and ratemaking 
concepts of the natural gas pipeline in- 
dustry to the right-of-way of American 
railroads /, 82-14402 


The economic justification for demand 
leveling pricing in the rail industry /, 
82-3897 


Railroads — United States — Rates — 
Mathematical models. 
The railroad performance model /, 82- 
858 


Railroads — United States — Right of way. 
Application of costing and ratemaking 
concepts of the natural gas pipeline in- 
dustry to the right-of-way of American 
railroads /, 82-14402 


Public ownership of railroad fixed plant : 
a restructuring alternative /, 82-11475 


Railroads — United States — Rolling-stock. 

The benefits and costs of a program to 

reflectorize the U.S. fleet of railroad 
rolling stock /, 82-11476 
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Rail safety/equipment crashworthiness : 
prepared by [i.e. for] U.S. Department 
of Transportation, Federal Railroad 
Administration, Office of Research and 
Development., 82-14383 


Railroads — United States — Safety 


appliances. 
Excitation of surface electromagnetic 
waves on railroad rail /, 82-14510 


Rail safety/equipment crashworthiness : 
prepared by [i.e. for] U.S. Department 
of Transportation, Federal Railroad 
Administration, Office of Research and 
Development., 82-14383 


Theoretical manual and users’ guide : lon- 
gitudinal-vertical train action model /, 
82-6348 


Railroads — United States — Safety 
appliances — Cost effectiveness. 
The benefits and costs of a program to 
reflectorize the U.S. fleet of railroad 
rolling stock /, 82-11476 


Railroads — United States — Safety 
measures, 

Rail safety/equipment crashworthiness : 
prepared by [i.e. for] U.S. Department 
of Transportation, Federal Railroad 
Administration, Office of Research and 
Development., 82-14383 


Railroads — United States — Signaling. 
Evaluation of signal/control system 
equipment and technology : task 5, 
economic studies /, 82-3892 


Identification and evaluation of off-track 
train detection systems for grade cross- 
ing applications /, 82-6365 


Innovative concepts and technology for 
railroad-highway grade crossing motor- 
ist warning systems /, 82-14381 


Signaling and traffic control system 
standards : task 205 ; prepared for U.S. 
Department of Transportation, Federal 
Railroad Administration, Northeast 
Corridor Improvement Project., 82- 
14379 


Railroads — United States — Signaling — 
Centralized traffic control. 
Optical automatic car 

(OACI) /, 82-14387 


identification 


Railroads — United States — Ties 
Track renewal system and wood tie reuse 
analysis: /, 82-14396 


Railroads — United States — Ties — 
Testing. 
Evaluation of steel tie performance at the 
Facility for Accelerated Service Test- 
ing /, 82-860 
Track component property tests /, 82- 
14394 
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Railroads — United States — Track. 

An Experimental evaluation of techniques 
for measuring the dynamic compliance 
of railroad track /, 82-6357 

Identification and evaluation of off-track 
train detection systems for grade cross- 
ing applications /, 82-6365 

Manual on the railroad spike industry., 
82-6347 

Potential means of cost reduction in 
grade crossing motorist-warning con- 
trol equipment /, 82-6350 


Railroads — United States — Track — 

Inspection. 

Correlation of statistical representations 
of track geometry with physical ap- 
pearance : final report /, 82-14395 

Test train program : 
report /, 82-3895 


eleventh annual 


Railroads — United States — Track — 
Maintenance and repair. 
Track renewal system and wood tie reuse 
analysis: /, 82-14396 


Railroads — United States — Track — 
Mathematical models. 
Track structure design using mathemat- 
ical models /, 82-14384 


Railroads — United States — Track — 

Testing. 

Design and analysis of a track compli- 
ance measurement system /, 82-6360 

Summary report : ballast and foundation 
materials research program /, 82- 
14385 

Test train program : 
report /, 82-3895 


Track component property tests /, 
14394 


eleventh annual 


82- 


Railroads — United States — Traffic. 
Signaling and traffic control system 
standards : task 205 : prepared for U.S. 
Department of Transportation, Federal 
Railroad Administration, Northeast 
Corridor Improvement Project., 82- 
14379 


Railroads — United States — Trains — 
Dynamics. 
Development of a system to display and 
record slack action in freight trains /, 
82-2250 


Railroads — United States — Trains — 
Dynamics — Data processing. 
Review and summary of computer pro- 
grams for railway vehicle dynamics /, 
82-3896 


Railroads — United States — Yards — 
Design and construction. 
Railroad classification yard technology 
manual /, 82-14398 





Railroads — West Virginia — Accidents. 
Railroad accident report : head-on colli- 
sion of Baltimore & Ohio freight trains 
Extra 6474 East and Extra 4367 West, 
Orleans Road, West Virginia, February 
12, 1980., 82-11401 


Railroads — West Virginia — Welch — 

Accidents, 

Railroad accident report : side collision 
of Norfolk and Western Railway Com- 
pany’s train no. 86 with Extra 1589 
West, near Welch, West Virginia, Sep- 
tember 6, 1980., 82-11404 


Railroads — Wyoming. 

Final environmental impact statement, 
coal line project : prepared pursuant to 
section 102(2)(c) of the National Envi- 
ronmental Policy Act, 42 U.S.C. 
4332(2)(c) /, 82-3900 


Railroads — Wyoming — Tie Siding — 

Accidents. 

Railroad accident report : rear-end colli- 
sion of Union Pacific Railroad Compa- 
ny freight trains near Hermosa, Wyo- 
ming, October 16, 1980., 82-11405 


Railroads — Yards — Automation. 
EMC considerations in classification yard 
design /, 82-6363 


Railroads, Elevated — United States. 
Elevated guideway cost-ride quality stud- 
ies for group rapid transit systems /, 
82-2218 


Railroads and state — Alaska. 

Transfer of the Alaska railroad : hearings 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 1500 ... 
August 10 and 11, 1981., 82-6774 


Railroads and state — Northeastern States. 
Northeast corridor intercity and commut- 
er rail service coordination study., 82- 
14378 


Railroads and state — United States. 
Public ownership of railroad fixed plant : 
a restructuring alternative /, 82-11475 


The railroad performance model /, 82- 
858 


Report on the regulatory reform provi- 
sions of the railroad revitalization and 
regulatory reform act of 1976. 82- 
6343 


Report to Congress on the evaluation of 
the EPA revised railroad noise regula- 
tion source standards /, 82-2213 


Railroads and states — United States. 
Restructuring the railroads : cost savings 
for branchline abandonments /, 82- 
11478 
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Rain and rainfall. 


Raindrops keep falling., 
1173 


82-1157, 82- 


Rain and rainfall — Arkansas River 
watershed — Mathematical models. 
Rainfall-runoff modeling and preliminary 

regional flood characteristics of small 
rural watersheds in the Arkansas River 
basin in Colorado /, 82-3680 


Rain and rainfall — Colorado. 
Rainfall-runoff data from small water- 
sheds in Colorado, ‘October 1974 
through September 1977 /, 82-1941 


Rainfall-runoff modeling and preliminary 
regional flood characteristics of small 
rural watersheds in the Arkansas River 
basin in Colorado /, 82-3680 


Rain and rainfall — Mathematical models. 
Impact of rainstorm and runoff modeling 
on predicted consequences of atmo- 
speric releases from nuclear reactor ac- 
cidents /, 82-14912 


Rain and rainfall — Measurement. 
Convective rainfall estimation from digi- 
tal GOES-1 infrared data /, 82-11162 


Rain and rainfall — Oregon — Portland 
region. 
Rainfall-runoff data for selected basins, 
Portland, Oregon, and Vancouver, 
Washington, 1973-77 /, 82-10763 


Rain and rainfall — Texas — Mathematical 
models. 

Application of a rainfall-runoff model in 
estimating flood peaks for selected 
small natural drainage basins in Texas / 
, 82-5826 


Rain and rainfall — Washington (State) — 
Vancouver region. 
Rainfall-runoff data for selected basins, 
Portland, Oregon, and Vancouver, 
Washington, 1973-77 /, 82-10763 


Rain and rainfalls. 
Microorganisms in stormwater : a sum- 


mary of recent investigations /, 82- 
10844 


Rains County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Rains County, Texas /, 82- 
4444 


Rainstorms. 
A dual Doppler variational objective 
analysis as applied to studies of convec- 
tive storms /, 82-4635 
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Raleigh (N.C.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Raleigh, North 
Carolina, annual summary with com- 
parative data., 82-9529 


Raleigh (N.C.) — Floods. 
Flood hazard information report, Crab- 
tree Creek, Raleigh, N.C. /, 82-3186 


Ramirez, Juan Esteban, 1958- 
Juan Esteban Ramirez : report (to accom- 
pany S. 167)., 82-6556 


Raney nickel. 
Effects of additives on methanation activ- 
ity of Raney nickel catalysts /, 82- 
5860 


Shivwits grazing management /, 82- 
1900 


Range management — California — Eastern 

San Diego County. 

Proposed grazing and wilderness manage- 
ment for the Eastern San Diego 
County area (McCain Valley) Califor- 
nia /, 82-5783 


Proposed domestic livestock grazing pro- 
gram for the Cal-Neva Planning Unit : 
Lassen County, California and Washoe 
County, Nevada : draft environmental 
impact statement /, 82-569 


Range management — California — Modoc 

County. 

Environmental assessment report : devel- 
opment and management of the Trian- 
gle Exchange Lands, Modoc County, 
California., 82-9095 


Range management — California — San 

Diego County. 

Proposed grazing and wilderness manage- 
ment for the Eastern San Diego 
County area (McCain Valley) Califor- 
nia /, 82-5783 

Range management — Environmental aspects 

— Arizona. 

Final environmental impact statement on 
grazing management in the Kanab/Es- 
calante area, Utah /, 82-1897 


Range management — Environmental aspects 
— New Mexico. 
Grazing management : 

Area, New Mexico., 


McGregor Eis 
82-1898 


Range management — Environmental aspects 
Oregon 


Ironside grazing management program : 
Department of the Interior, final envi- 
ronmental impact statement /, 82- 
1895, 82-1896 
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Range management — Environmental aspects 
— United States — West — Bibliography. 
Effects of mesquite spraying on other 

rangeland resources /, 82-1988 


Range management — Environmental aspects 
— Utah. 
Final environmental impact statement on 
grazing management in the Kanab/Es- 
calante area, Utah /, 82-1897 


Range management — Idaho. 
Northern Idaho grazing management 
final environmental impact statement /, 
82-13943 


Sun Valley grazing environmental impact 
statement (draft) Butte, Blaine, 
Camas, and Elmore Counties, State of 
Idaho /, 82-576 


Range management — Idaho — Malheur 
County. 
Owyhee grazing environmental impact 
statement : final /, 82-5785 


Range management — Idaho — Owyhee 
County. 
Owyhee grazing environmental impact 
statement : final /, 82-5785 


Range management — Idaho — Sun Valley. 
Sun Valley grazing environmental 
impact statement (final), Butte, Blaine, 
Camas and Elmore Counties, State of 
Idaho /, 82-5786 


Range management — Nevada — Washoe 

County. 

Proposed domestic livestock grazing pro- 
gram for the Cal-Neva Planning Unit : 
Lassen County, California and Washoe 
County, Nevada : draft environmental 
impact statement /, 82-569 


Range management — New Mexico. 
Grazing management : McGregor Eis 
Area, New Mexico., 82-1898 


Range management — New Mexico — 
Otero County. 
Grazing management, 
area, New Mexico., 


McGregor EIS 


82-5784 


Range management — United States — 
Northwestern states. 
Pacific Northwest Region plan., 82-9123 
Range management — Utah. 
Mountain Valley grazing management /, 
82-3672 


Mountain Valley Planning Area : multi- 
ple use management decisions : sum- 
mary., 82-14027 


Range managment — Environmental aspects 
— Colorado — White River. 
Proposed grazing management program 
for the White River resource area /, 
82-3674 
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Range policy — Colorado. 
Proposed grazing management prograin 
for the White River resource area /, 
82-3674 


Rangelands — Arizona — Maricopa County 
— Maps. 

Lower Gila North Planning/EIS Area : 
grazing allotments /, 82-5930 


Rangelands — Arizona — Mohave County 
— Maps. 

Lower Gila North Planning/EIS Area : 
grazing allotments /, 82-5930 


Rangelands — Arizona — Yavapai County 


— Maps. 
Lower Gila North Planning/EIS Area : 
grazing allotments /, 82-5930 


Rangelands — Arizona — Yuma County — 
Maps. 
Lower Gila North Planning/EIS Area : 
grazing allotments /, 82-5930 


Rangelands — Research — United States — 
Bibliography — Periodicals. 
Recent publication of range research., 
82-12631 


Rank, Everett. 

Nominations of Dr. Susan M. Phillips to 
be a commissioner of the Commodity 
Futures Trading Commission and Ev- 
erett Rank to be a member of the 
board of directors of the Commodity 
Credit Corporation : hearing before the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-seventh Congress, first session, 
October 21, 1981., 82-6755 


Rape — Research grants — United States. 
Grants awarded by the National Center 
for the Prevention and Control of 
Rape : short summaries., 82-5764 


Rape — United States — Prevention. 
Public and private sources of funding for 
sexual assault treatment programs /, 
82-13889 


Rape victims — Research grants — United 
States. 
Grants awarded by the National Center 
for the Prevention and Control of 
Rape : short summaries., 82-5764 


Rape victims — Services for — United 
States — Directories. 
Programs providing services to battered 
women /, 82-10689 


Rare animals — Congresses. 

Report of the U S. [sic] Delegation to the 
Second Meeting of the Conference of 
the Parties to the Convention on Inter- 
national Trade in Endangered Species 
of Wild Fauna and Flora (CITES) : 
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San Jose, Costa Rica, March 19-30, 
1979., 82-1975 


Rare animals — Illinois. 
Endangered and threatened vertebrate 
animals and vascular plants of Illinois / 
, 82-5910, 82-10910 


Rare animals — New Jersey. 
Endangered and threatened species of 


New Jersey : a cooperative publication 
/, 82-1174 


Rare animals — United States — 
Directories. 
Liaison conservation directory for endan- 
gered and threatened species /, 82- 
14020 


Rare earth metal compounds. 
Physical properties of the chalcogenides 
of rare earth elements /, 82-9974 


Rare earth metals — Statistics — 
Periodicals. 
Preprint from the ... Bureau of Mines 
Minerals yearbook. Rare-earth minerals 
and metals., 82-3706 


Rare-earth minerals and metals, 


Rare plants — Congresses. 

Report of the U S. [sic] Delegation to the 
Second Meeting of the Conference of 
the Parties to the Convention on Inter- 
national Trade in Endangered Species 
of Wild Fauna and Flora (CITES) : 
San Jose, Costa Rica, March 19-30, 
1979., 82-1975 


Rare plants — Illinois. 
Endangered and threatened vertebrate 
animals and vascular plants of Illinois / 
82-5910, 82-10910 


82-3706 


Rare plants — South Carolina — Francis 
Marion National Forest. 
Sensitive plants of the Francis Marion 
National Forest., 82-4308 


*Rate Setting and Review — United States 

— States. 

First annual report of the National Hospi- 
tal Rate-Setting Study : a comparative 
review of nine prospective rate-setting 
programs /, 82-5771 


Rawinsondes. 

A preliminary assessment of the accuracy 
of selected meteorological parameters 
determined from Nimbus 6 satellite 
profile data /, 82-2075 


Ray Roberts Lake (Tex.) 
Act to Change the Name of Aubrey 
Lake, Texas, to Ray Roberts Lake, 
82-536 


Reactor fuel reprocessing. 
Behavior and physico-chemical state of 
fission products in fuel elements for 
pressurized water reactors., 82-4183 





Methodology development for risk as- 
sessment of fuel processing /, 82- 
11972 


Reactor fuel reprocessing — Nevada — 

Location. 

Potential sites for a spent unreprocessed 
fuel facility (SURFF), southwestern 
part of the Nevada Test Site /, 82- 
10762 


Reactor fuel reprocessing — Safety 
measures. 

A method for assessing the performance 
of a material control and accounting 
system at an operating nuclear fuel 
processing facility : final report, July 
1979-July 1980 /, 82-6687 


Reactor fuel reprocessing — United States 

— Safety measures. 

Standard review plan for the review of 
radiological contingency plans for fuel 
cycle and materials facilities /, 82- 
11875 


Reactor fuels reprocessing — United States. 
Military plutonium from commerical 
spent nuclear fuel : oversight hearing 
before the Subcommittee on Oversight 
and Investigations of the Committtee 
on Interior and Insular Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session, on proposals to 
obtain plutonium from commerical 
spent nuclear fuel for U.S. nuclear 
weapons, hearings held in Washington, 
D.C., October 1, 1981., 82-12209 


Readability (Literary style) 
Operational consequences of literacy gap 
/, 82-5160 


Reading — Ability testing. 

Prediction of reading grade levels of 
service applicants from Armed Serv- 
ices Vocational Aptitude Battery 
(ASVAB) /, 82-285 


Reading — United States — Ability testing. 
The basic skills movement : its impact on 


82-13502 


Oversight hearing on reading and writing 
achievement : hearing before the Sub- 
committee on Elementary, Secondary, 
and Vocational Education of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-seventh 
Congress, first session, hearing held in 
Washington, D.C., on May 7, 1981., 
82-1045 


literacy., 


Reading — United States — Ability testing 
— Congresses. 
Assessment of reading competencies /, 
82-13501 


Reading — United States — Bibliography — 
Catalogs. 


Reading., 82-5589 
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Reading (Elementary) — United States — 
Congresses. 
Can public schools meet the literacy 
needs of the handicapped? /, 82-13498 


Reading (Primary) 
How should reading fit into the pre- 
school curriculum?, 82-13500 


Reading comprehension. 
Operational consequences of literacy gap 
/, 82-5160 


Reading disability — Congresses. 
Can public schools meet the literacy 
needs of the handicapped? /, 82-13498 


Reading research — United States. 
Operational consequences of literacy gap 
/, 82-5160 


Ready-mixed concrete. 
Evaluation of super-water reducers for 
highway applications /, 82-3884 


Real estate business — Law and legislation 

— United States. 

Real Estate Settlement Procedures Act— 
Controlled business : hearings before 
the Subcommittee on Housing and 
Community Development of the Com- 
mittee on Banking, Finance, and Urban 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
September 15 and 16, 1981., 82-6767 


Real estate business — United States. 
Buying lots from developers., 82-13926 


Real estate development — Canada — Case 
Studies. 
Joint development : making the real 
estate-transit connection /, 82-6481 


Real estate development — United States — 
Case studies. 
Joint development making the real 
estate-transit connection /, 82-6481 


Real estate management. 
Computer-aided environmental impact 
analysis for army real estate actions : 
user manual /, 82-13164 


Real property — Prices — United States — 
Periodicals. 
Farm real estate market developments, 
outlook & situation /, 82-12639 


Real property — United States 
Congress cannot rely on the military 
services’ reported real property mainte- 
nance and repair backlog data : report 
to the Chairman, Committee on Appro- 
priations, United States Senate /, 82- 
5499 


How to acquire federal real property : a 
guide for the public’s use /, 82-10428 
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Real property — Valuation — United States. 
Energy considerations in real estate ap- 
praising /, 82-13307 


Real property, Exchange of — United States 

ae * #48 

Workshop on Public Land Acquisition 
and Alternatives /, 82-6795 


Real property and taxation — United States. 

Payments in lieu of taxes on federal real 

property : a commission report., 82- 
6610 


Real property tax — California. 

The sword and the meat-ax : Serrano, 
Proposition 13 and the shaping of 
school finance in California /, 82- 
13784 


Real property tax — Michigan — 


School finance reform in Michigan and 
Missouri : impact on suburban school 
districts /, 82-13782 


Real property tax — Missouri — 


School finance reform in Michigan and 
Missouri : impact on suburban school 
districts /, 82-13782 


Real property tax — United States — 
Periodicals. 
Farm real estate taxes /, 82-12330 


Receiving stolen goods — United States. 
The identification and recovery of stolen 
property using automated information 
systems : an investigator’s handbook /, 
82-10981 


Recidivists — United States. 
Career criminal program national evalua- 
tion : final report /, 82-5955 


Reclamation of land — United States. 

Implementation of the Surface Mining 
Control and Reclamation Act of 1977 : 
oversight hearings before the Subcom- 
mittee on Energy and the Environment 
of the Committee on Interior and Insu- 
lar Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
on Implementation of the Surface 
Mining Control and Reclamation Act 
of 1977 (Public Law 95-87), hearings 
held in Washington, D.C., August 5 
and September 22, 1981., 82-15148 


Reclamation of land — United States — 
Bibliography. 
Bibliography on disposal of mine and 
cleaning plant refuse /, 82-5293 


Resource and potential reclamation eval- 
uation, Hanna Basin study site : Hanna 
coal field., 82-1903 
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Recollection (Psychology) 
Mnemonic enhancement and_ general 
technical ability /, 82-13115 


Recombinant DNA — Research — Law and 
legislation — United States — Periodicals. 
Administrative practices supplement to 

the NIH guidelines for research involv- 
ing recombinant DNA molecules /, 
82-10501 


Guidelines for research involving recom- 
binant DNA molecules /, 82-10502 


Recombinant DNA — Research — 
Periodicals. 
Recombinant DNA research /, 


*Recombination, Genetic — periodicals. 
Recombinant DNA research /, 82-10500 


82-10500 


Reconnaissance aircraft. 

Military and technical implications of the 
proposed sale to Saudi Arabia of air- 
borne warning and control system 
(AWACS) and F-15 enhancements : 
hearings before the Committee on 
Armed Services, United States Senate, 
Ninety-seventh Congress, first session, 
September 28, 30, 1981., 82-4203 


Proposed sale of airborne warning and 
control systems (AWACS) and F-15 
enhancements to Saudi Arabia : hear- 
ings and markup before the Committee 
on Foreign Affairs and its Subcommit- 
tees on International Security and Sci- 
entific Affairs and on Europe and the 
Middle East, House of Representatives, 
Ninety-seventh Congress, first session, 
on H. Con. Res. 194, September 28, 
October 1, 6, and 7, 1981., 82-15109 


Recreation. 
Recreation 
14039 


innovations-abroad., 82- 


Recreation — Handbooks, manuals, etc. 
Handbook for recreation planning & 
action : a UPARR action program de- 
velopment guide /, 82-5950 


Recreation — United States. 
Urban parks and recreation 
analysis report., 82-14040 


Urban parks and recreation recovery pro- 
gram : oversight hearing before the 
Subcommittee on Oversight and Inves- 
tigations of the Committee on Interior 
and Insular Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on urban parks and recrea- 
tion recovery program, hearing held in 
Louisville, Ky., June 15, 1981., 82- 
1072 


: a trend/ 


Recreation agencies — United States — 
Management. 
Cost-cutting strategies for the Park and 
Recreation Agency /, 82-14038 
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Recreation areas — Colorado. 
Curecanti National Recreation Area : 
general management pian /, 82-1970 


Recreation areas — Colorado — Curecanti 
National Recreation Area. 
Curecanti National Recreation Area : 
general management plan /, 82-1970 


Recreation areas — Colorado — White 
River National Forest. 
Adam’s Rib ski area : draft environmental 
impact statement., 82-12535 


Recreation areas — Georgia — 
Chattahoochee National Forest — 
Directories. 

Directory : Chattahoochee-Oconee Na- 
tional Forests recreation areas : Geor- 
gia., 82-2760 


Recreation areas — Georgia — Oconee 
National Forest — Directories. 
Directory : Chattahoochee-Oconee Na- 
tional Forests recreation areas : Geor- 
gia., 82-2760 


Recreation areas — Green River (Wyo.- 
Utah) 
River management plan for the Green 
River in Desolation and Gray Canyons 
/, 82-1983 


Recreation areas — Idaho — Planning. 
Appendix for final environmental impact 
statement : Hells Canyon National Rec- 
reation Area., 82-12531 


Final environmental impact statement and 
comprehensive management plan 
Hells Canyon National Recreation 
Area., 82-12530 


Recreation areas — Maintenance — 
Handbooks, manuals, etc. 
Maintenance impact statement handbook 
: maintenance costs harnessed for the 
park and recreation manager., 82-3736 


Recreation areas — Oregon — Planning. 
Appendix for final environmental impact 
statement : Hells Canyon National Rec- 
reation Area., 82-12531 


Final environmental impact statement and 
comprehensive management plan 
Hells Canyon National Recreation 
Area., 82-12530 


Recreation areas — United States. 

Urban parks and recreation recovery pro- 
gram : oversight hearing before the 
Subcommittee on Oversight and Inves- 
tigations of the Committee on Interior 
and Insular Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on urban parks and recrea- 
tion recovery program, hearing held in 
Louisville, Ky., June 15, 1981., 82- 
1072 
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Water, a resource you can help restore /, 
82-1663 


Recreation areas — United States — 
Bibliography — Catalogs. 
Recreational and outdoor activities., 

5528 


82- 


Recreation centers — California — Sequoia 
National Forest. 
Recreation facilities of the Sequoia Na- 
tional Forest., 82-4313 


Recreation leadership — Handbooks, 
manuals, etc. 
Handbook for recreation planning & 
action : a UPARR action program de- 
velopment guide /, 82-5950 


Recreational areas — Environmental aspects 

— Nevada — Elko County. 

Proposed recreational lease of Wildhorse 
Reservoir lands to Shoshone-Paiute 
Indian Tribes of the Duck Valley Res- 
ervation /, 82-571 


Recreational areas — Management — 

United States. 

Impact of gasoline constraints should be 
considered in managing federal recrea- 
tion facilities : report to the Secretaries 
of the Interior, Defense, and Agricul- 
ture /, 82-10349 


Recreational vehicles — Energy 
conservation. 
Energy conservation potential of land- 
based recreational motor vehicles /, 
82-14545 


Recreational vehicles — Fuel consumption. 
Energy conservation potential of land- 
based recreational motor vehicles /, 
82-14545 


Rectum — Cancer — Abstracts. 

Selected abstracts on carcinoembryonic 
antigen (CEA) in the clinical diagnosis 
and treatment of colorectal cancer /, 
82-5739 


Recycle operations (Chemical technology) 
Potential radiation dose to man from re- 
cycle of metals reclaimed from a de- 
commissioned nuclear power plant /, 
82-14752 


Recycling (Waste, etc.) 
Source separation collection and process- 
ing equipment : final report., 82-10109 


Recycling (Waste, etc.) — Bibliography — 
Catalogs. 
Salvage and recycling., 82-5586 
Recycling (Waste, etc.) — United States. 
Biomass feedstocks for petrochemical 
markets : an overview and case study / 
82-13348 





Systems analysis for the development of 
small resource recovery systems /, 
82-9961 


Recycling (Waste, etc.) — United States — 
Management. 
Resource recovery management model : 
overview., 82-10110 


Red oak. 

Estimating northern red oak crown com- 
ponent weights in the northeastern 
United States /, 82-1163 

Northern red oak performs poorly in 
North Carolina planting /, 82-12504 

Northern red oak regeneration after pre- 
herbicided clearcutting and shelter- 
wood removal cutting /, 82-2780 

Thermal characteristics of thick red oak 
flakeboard /, 82-30 


Red River (Tex.-La.) — Navigation. 
Navigation conditions at John H. Over- 
ton Lock and Dam, Red River : hy- 
draulic model investigation /, 82-1461 


Navigation conditions in Alexandria 
Reach, Red River Navigation Project, 
Louisiana : hydraulic model investiga- 
tion /, 82-1460 


Reducing diets. 
Cardiorespiratory assessment of 24-hour 
crash-diet effects on altitude, Gz, and 
fatigue tolerances /, 82-3929 


*Reference Books, — Medical. 

Trainees and fellows supported by the 
National Institute of Dental Research 
and trained during fiscal year ..., 82- 
13815 


*Reference Books, Medical 
National Medical Audiovisual 
catalog., 82-1840 
NHSQIC annual bibliography /, 82- 
13916 


Center 


Reference materials. 
Comprehensive School/Community 
Health Education Project /, 82-10653 


*Referral and Consultation. 

Eight years’ experience with a second 
opinion elective surgery program : uti- 
lization and economic analyses /, 82- 
5772 


Reflectors (Safety devices) 
The benefits and costs of a program to 
reflectorize the U.S. fleet of railroad 
rolling stock /, 82-11476 


Safety aspects of using vehicle hazard 
warning lights /, 82-14361 


Reforestation — California — Six Rivers 
National Forest. 
Regeneration of Douglas-fir cutblocks on 
the Six Rivers National Forest in 
northwestern California /, 82-12462 
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Refugees Africa. 


Reforestation — North Carolina. 
Northern red oak performs poorly in 
North Carolina planting /, 82-12504 


Reforestation — 
Effect of deer browsing on timber pro- 
duction in Allegheny hardwood forests 
of northwestern Pennsylvania /, 82- 
2787 


Timber volumes of old Pennsylvania sur- 
face mine reclamation plantations /, 
82-12486 


Reforestation — Southern States — 
Congresses. 


Proceedings : Symposium for the Man- 
agement of Pines of the Interior South, 
Knoxville, Tenn., Nov. 7-8, 1978., 82- 
9104 


Refractories industry — Environmental 
aspects — United States. 
Source category survey : refractory in- 
dustry /, 82-5323 


Refrigeration and refrigerating machinery. 
Principles of mechanical refrigeration, 
82-9849 


Refrigeration—compressor controls, 
9851 


Refrigeration—introduction 
mechanisms, 82-9848 


82- 


to control 


Refrigeration and refrigerating machinery — 
Automatic control. 
Refrigeration—evaporator controls, 

9852 


Refrigeration—introduction 
mechanisms, 82-9848 


82- 


to control 


Refrigeration and refrigerating machinery — 

Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 4100. Refrigeration, 
air conditioning, and air circulating 
equipment, 82-4820 


Refrigeration and refrigerating machinery — 
Maintenance and repair. 
Refrigeration—evacuating and charging, 

82-9850 


Refrigeration and refrigerating machinery — 
United States — Statistics — Periodicals. 
Air-conditioning and refrigeration equip- 

ment, including warm air furnaces, 
82-1349 


Current industrial reports. Series MA-35 
M, Air-conditioning and refrigeration 


equipment, including warm air fur- 
naces., 82-1349 


Refugees — Addresses, essays, lectures. 
Refugees, the U.S. response : December 
5, 1980 /, 82-6209 


Refugees — Africa. 
African refugees /, 82-2130 
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Refugees Africa Addresses, essays, lectures. 


Refugees — Africa — Addresses, essays, 
lectures. 
Aid for African refugees : March 19, 
1981., 82-11232 


Refugees — Asia, Southeastern. 
Guidelines on the admission and place- 
ment of Indochinese refugee students in 
postsecondary education., 82-13774 


Refugees — California. 
Immigration and refugee issues in South- 
ern California : an investigative trip /, 
82-6855 


Refugees — Cambodia. 
Indochinese refugees /, 82-2142, 82- 
3825 


Khmer relief /, 82-2146 


Refugees — Laos. 
Indochinese refugees /, 82-2142, 82- 
3825 


Refugees — Legal status, laws, etc. — 

United States. 

Administration’s proposals on immigra- 
tion and refugee policy : joint hearing 
before the Subcommitte on Immigra- 
tion, Refugees, and International Law 
of the House Committee on the Judici- 
ary, and Subcommittee on Immigration 
and Refugee Policy of the Senate Com- 
mittee on the Judiciary, Ninety-seventh 
Congress, first session, on administra- 
tion’s proposals on immigration and 
refugee policy, July 30, 1981., 82- 
15154 


Refugee Act of 1980 Amendment : hear- 
ing before the Subcommittee on Immi- 
gration, Refugees, and International 
Law of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
seventh Congress, first session, on H.R. 
2142 ... March 24, 1981., 82-2668 


U.S. refugee program : oversight hearings 
before the Subcommittee on Immigra- 
tion, Refugees, and International Law 
of the Committee on the Judiciary, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on U.S. 
refugee program, September 16, 17, 


and 23, 1981., 82-12211 


United States as a country of mass first 
asylum : hearing before the Subcom- 
mittee on Immigration and Refugee 
Policy of the Committee on the Judici- 
ary, United States Senate, Ninety-sev- 
enth Congress, first session, on over- 
sight on the legal status of the Cubans 
and Haitians who have entered the 
United States and the policies and pro- 
cedures which should be adpoted in 
order to handle mass asylum cases and 
crises, July 31, 1981., 82-12218 


Somalia. 
Somali refugees /, 82-3828 
Somali relief, US policy /, 
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Refugees — United States. 

Administration’s proposals on immigra- 
tion and refugee policy : joint hearing 
before the Subcommitte on Immigra- 
tion, Refugees, and International Law 
of the House Committee on the Judici- 
ary, and Subcommittee on Immigration 
and Refugee Policy of the Senate Com- 
mittee on the Judiciary, Ninety-seventh 
Congress, first session, on administra- 
tion’s proposals on immigration and 
refugee policy, July 30, 1981., 82- 
15154 

Refugee admission proposal : hearing 
before the Committee on the Judiciary, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on refugee 
admission proposal for fiscal year 1982, 
September 29, 1981., 82-12210 

Refugee resettlement : hearing before the 
Subcommittee on Immigration and Ref- 
ugee Policy of the Committee on the 
Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
Des Moines, Iowa, October 9, 1981., 
82-15162 


Refugee resettlement program : report to 
the Congress., 82-5667, 82-10467 

Second semiannual report to Congress /, 
82-1075 


Semiannual report to Congress /, 82- 
1079 


Somali refugees /, 82-3828 


Refugees — United States — Addresses, 
essays, lectures. 
Refugees, the U.S. response : December 
5, 1980 /, 82-6209 


Refugees — Vietnam. 
Indochinese refugees /, 82-2142, 82- 
3825 


Refugees, Political. 
The Indochinese refugees 
report., 82-11209 


Refugees, Political — Asia, Southeastern. 
Refugee problems in Southeast Asia, 1981 
:a staff report /, 82-12224 


a status 


Refugees, Political — Indochina. 
The Indochinese refugees 
report., 82-11209 


Refuse and refuse disposal — Bibliography 
— Catalogs. 
Solid waste management., 


a status 


82-5556 


Refuse and refuse disposal — Environmental 
aspects — Northeastern States. 
The Northeast regional environmental 
impact study : waste disposal technical 
report /, 82-13469 


Refuse and refuse disposal — Environmental 
aspects — United States. 
Energy and solid/hazardous waste /, 
82-13268 
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Refuse and refuse disposal — Equipment and 


Comparison of four leachate-generation 
procedures for solid waste character- 
ization in environmental assessment 
programs /, 82-13655 


Refuse and refuse disposal — Law and 
legislation — United States. 

Beverage Container Reuse and Recycling 
Act : hearing before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sev- 
enth Congress, first session, on S. 709 
... November 5, 1981., 82-12120 


Refuse and refuse disposal — Ozark 
Mountains. 
Solid waste system feasibility guide for 
local decisionmakers in the rural 
Ozarks /, 82-12365 


Refuse and refuse disposal — United States. 
Environmental assessment : urban waste 
technology program., 82-13301 


Organized crime links to the waste dis- 
posal industry : hearing before the Sub- 
committee on Oversight and Investiga- 
tions of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
May 28, 1981., 82-6804 


Refuse as fuel. 

Production and use of densified refuse- 
derived fuel (DRDF) in military cen- 
tral heating and power plants /, 82- 
1481 


Thermogravimetric analysis of solid 
refuse-derived fuels and coal /, 82- 
13155 


Refuse as fuel — United States — 
Congresses. 

Proceedings of a Symposium on the Utili- 

zation of Methane Generated in Land- 

fills, March 9 and 10, 1978, Laurel, 

Maryland /, 82-9931 


Proceedings of the DOE Residue and 
Waste Fuels Utilization Program Con- 
tractor Review Meeting, September 
25&26, 1979, Washington, D.C. /, 82- 
5190 


Refuse colection — United States — 
Equipment and supplies. 
Source separation collection and process- 
ing equipment : final report., 82-10109 


Refuse collection vehicles — Noise. 
Noise emission regulations for truck- 


mounted solid waste compactors., 82- 
10176 


Refuse compactors — Noise. 
Noise emission regulations for truck- 


mounted solid waste compactors., 82- 
10176 
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Regional planning — Alaska. 


Draft Alaska regional plan., 82-12554 


Regional planning — Environmental aspects 
— United States. 
The States’ choice, 404 permit program / 
, 82-1662 


Regional planning — New Jersey — Pine 
Barrens. 
Proposed comprehensive management 
plan for the Pinelands National Re- 
serve /, 82-1899 


Regional planning — United States. 

Overview and assessment of economic 
and regional development programs 
under the jurisdication of the Subcom- 
mittee on Economic Development : 
hearings before the Subcommittee on 
Economic Development of the Com- 
mittee on Public Works and Transpor- 
tation, House of Representatives, 
Ninety-seventh Congress, first session, 
May 11, 12, and 13, 1981., 82-2698 


Regional planning — Utah. 
Mountain Valley grazing management /, 
82-3672 


Regional planning — Washington (State) — 

Gifford Pinchot National Forest. 

Draft environmental impact statement : 
Mount St. Helens land management 
plan : Cowlitz, Lewis, and Skamania 
Counties, Washington., 82-12537 


Regional planning — Washington (State) — 

Saint Helens, Mount. 

Mount St. Helens land management plan : 
Cowlitz, Lewis, and Skamania Coun- 
ties, Washington : final environmental 
impact statement /, 82-4381 


Registers of births, etc. — United States — 

States. 

State definitions and reporting require- 
ments for live births, fetal deaths, and 
induced terminations of pregnancy., 
82-3642 


Regression analysis. 

HIER-GRP, a computer program for the 
hierarchical grouping of regression 
equations /, 82-1559 

A Study of relationships between diet 
and dental health, United States, 1971- 
1974 /, 82-10634 


Rehabilitation — United States. 
Compensating and rehabilitating injured 
federal workers : twenty-first report /, 
82-6599 


Rehabilitation — United States — 
Bibliography — Catalogs. 
Rehabilitation., 82-5549, 82-5550 





Renewable energy sources Law and legislation U.S. 


Rehabilitation of juvenile delinquents — 
United States. 
Programs for the serious and violent ju- 
venile offender /, 82-10980 


Reinforced concrete — Testing. 

Strength and stiffness of reinforced con- 
crete panels subjected to membrane 
shear, two-way and four-way reinforc- 
ing /, 82-12009 


Reinforced concrete construction. 

Strength design of reinforced concrete 
hydraulic structures. Report 1. Prelimi- 
nary strength design criteria /, 82- 
9808 


Reliability (Engineering) 

Markovian reliability analysis under un- 
certainty with an application on the 
shutdown system of the Clinch River 
Breeder reactor /, 82-11907 


Reliability (Engineering) — Data processing. 

FRANTIC II—a computer code for time 

dependent unavailability analysis /, 
82-14971 


System interactions and common mode 
failures : review of methods /, 82- 
11882 


Relief models. 
Real-time feasibility for generation of 
nonlinear textured terrain /, 82-9914 


Relief valves — Models. 


Two-phase flow model test facility /, 
82-2249 


Religious liberty — Soviet Union. 
On the right to emigrate for religious rea- 
sons : the case of 10,000 Soviet Evan- 

gelical Christians /, 82-4275 


Relocation (Housing) — United States. 
Displacement report /, 82-13927 


Residential displacement — an update : 
report to the Congress., 82-10694 


Your rights and benefits as a highway 
displacee : under the federal relocation 
assistance program /, 82-11436 


Remote sensing. 
Chesapeake Bay Plume Study : superflux 
1980 /, 82-3788 


Development of tunable high pressure 
CO2 laser for lidar measurements of 
pollutants and wind velocities - Octo- 
ber 1977 through January 1979 /, 82- 
733 


The effect of signal/noise ratio and band- 
width on vehicle indentification, using 
the acoustic sensor /, 82-4947 


Ocean remote sensing using lasers /, 82- 
9494 


Use of Landsat data to assess waterfowl 
habitat quality /, 82-5919 
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The value of special training for the in- 
terpretation of UGS employed in a 
grid /, 82-156 

Visual search performance in simulated 
remotely piloted vehicle utilization as a 
function of auxiliary task loading on 
the observer /, 82-9763 


Remote sensing — Scientific applications — 
Congresses. 


CENTO Workshop on Applications of 
Remote Sensing Data and Methods, 
proceedings, Istanbul, Turkey, October 
5-12, 1976., 82-1907 


Remote sensing — United States. 

Civil land remote sensing systems : joint 
hearings before the Subcommittee on 
Space Science and Applications of the 
Committee on Science and Technol- 
ogy, House of Representatives, and the 
Subcommittee on Science, Technology, 
and Space of the Committee on Com- 
merce, Science and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, July 22, 23, 
1981., 82-6901 


Remote sensing applications guide., 
13147 


Remote sensing for detection and moni- 
toring of salt stress on vegetation : 
evaluation and guidelines, final report, 
September 1976-March 1979 /, 82- 
4140 


Satellite remote sensing study of the 
trans-boundary movement of pollutants 
/, 82-5257 


82- 


Remote sensing — Yearbooks. 


Research and technology annual report., 
82-11168 


Renal insufficiency — United States. 
Implementing the End-Stage Renal Dis- 
ease Program of Medicare., 82-5777 


Renault automobile. 
RSV test monitoring and data publica- 
tion—Renault R20TS-to-Calspan RSV 
75 degree right side impact at Renault 
/, 82-6505 


Renewable energy sources — Asia, 
Southeastern. 
The ASEAN energy study mission, May 
25-June 13, 1980., 82-13387 


Renewable energy sources — Congresses. 
Proceedings of the Workshop on Eco- 
nomic and Operational Requirements 
and Status of Large Scale Wind Sys- 
tems /, 82-3342 


Renewable energy sources — Law and 
legislation — United States. 
Guidelines no. 2 under the Public Utility 
Regulatory Policies Act of 1978 : solar 
energy and renewable resources in re- 
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Renewable energy sources Law and legislation U.S. 


lation to the 11 Purpa standards., 82- 
13459, 82-13460 


Renewable energy sources — United States. 

The ASEAN energy study mission, May 
25-June 13, 1980., 82-13387 

Methodology for determining the value 
of wind energy conversion systems for 
specific utility systems /, 82-13360 

Municipal bond financing for renewable 
energy systems /, 82-9963 

RCS auditor trainee manual : renewable 
resource measures /, 82-13331 


SOLCOM, a community energy strategy 
game., 82-13330 


Reno (Nev.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Reno, Nevada, 
annual summary with comparative 
data., 82-4672 


Rent subsidies — United States. 
Lenient rules abet the occupancy of low 
income housing by ineligibie tenants : 
report /, 82-13702 


Rental housing — United States — Designs 
and plans. 

Weaknesses in the planning and utiliza- 
tion of rental housing for persons in 
wheelchairs : report to the Congress : 
summary /, 82-5475 


Reptiles — Bibliography — Catalogs. 
Mammals and reptiles., 82-5546 


Rescue work — Handbooks, manuals, etc. 
Emergency rescue training., 82-10262 


Rescue work — Indiana — Michigan City. 
Special investigation report : search and 
rescue procedures and arming of emer- 
gency locator transmitter : aircraft ac- 
cident near Michigan City, Indiana, 
December 7, 1980., 82-14336 


*Research — congresses 
Proceedings of a conference on modeling 
techniques and applications in dentistry 
/, 82-5758 


*Research — directories 
Current cancer research on animal, tissue, 
chemical and viral supply sources for 
cancer research., 82-5696, 82-10529 


Current cancer research on antiviral 
agents and procedures., 82-10546 

Current Cancer research on avian tumor 
viruses., 82-5705, 82-5723 

Current cancer research on azo dyes, aryl 
amines, aliphatics, and various other 
organic and inorganic chemicals., 82- 
13794 

Current cancer research on biochemical, 
immunological, and cytological studies 
for diagnosis of cancer., 82-10530 
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Current cancer research on bone and car- 
tilage tumors and soft-tissue sarcomas., 
82-10519 


Current cancer research on breast cancer, 
biology and related studies of endocri- 
nology and immunology., 82-10551 


Current cancer research on breast cancer, 
etiology, epidemiology, and high risk 
factors., 82-10538 

Current cancer research on cancer pa- 
tient supportive care : blood compo- 
nent therapy, immunological reconsti- 
tution, nutrition, and management of 
pain., 82-10536 

Current cancer research on cancer pa- 


tient supportive care and pain manage- 
ment., 82-10579 


Current cancer research on cancer pa- | 


tient supportive care, blood component 
therapy, immunological reconstitution, 
nutrition, and management of pain., 
82-10553 


Current cancer research on clinical and 
experimental cancer immunotherapy., 
82-10547, 82-10562 


Current cancer research on clinical as- 
pects of leukemias, lymphomas, and 
lymphoproliferative disorders., 82- 
10543 


Current cancer research on clinical, pre- 
clinical and basic studies of nervous 
system and related tumors., 82-10548 


Current cancer research on clinical radio- 
logic diagnosis and radiotherapy of 
cancer., 82-10522 


Current cancer research on diagnosis and 
treatment of cancer of the lower respi- 
ratory tract., 82-5714 


Current cancer research on diagnosis, 
prognosis, pathology, and therapy of 
endocrine neoplasms (excluding 
gonads)., 82-10552 


Current cancer research on differentiation 
and maturation of normal and neoplas- 
tic hematopoietic cells., 82-5706, 82- 
5724 


Current cancer research on effects of 
chemical carcinogens on nucleic acids, 
proteins, and chromosomes., 82-5718 


Current cancer research on etiology, epi- 
demiology, and biology of melanomas 
and other skin cancers /, 82-5702, 
82-5719 


Current cancer research on etiology, epi- 
demiology, and related biology of 
cancer of the lower respiratory tract., 
82-5712, 82-10540 


Current cancer research on gynecologic 
cancer : etiology, epidemiology, diag- 
nosis, and therapy., 82-10556 


Current cancer research on hepatic neo- 
plasms., 82-10539 
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Current cancer research on humoral and 
cellular immunity to tumors : human 
and experimental cancers., 82-10537 


Current cancer research on humoral and 
cellular immunity to tumors : immune 
cells, antibodies, and other serum fac- 
tors., 82-10520, 82-10549 


Current caneer research on isolation, syn- 
thesis, and screening of anticancer 
agents., 82-5721 


Current cancer research on modification 
of chemical carcinogenesis in model 
systems., 82-10525, 82-10550 


Current cancer research on molecular bi- 
ology of DNA tumor viruses : replica- 
tion and genetics., 82-10541 


Current cancer research on murine tumor 
viruses., 82-5725 

Current cancer research on myeloma pro- 
teins, other paraproteins, myelomas, 
and other monoclonal gammopathies., 
82-5704, 82-5722 


Current cancer research on neoplasms of 
the pediatric age group., 82-10526 

Current cancer research on neoplasms of 
the urinary tract., 82-5726 


Current cancer research on nitroso com- 
pounds., 82-5710 


Current cancer research on occupational 
and environmental carcinogenesis., 
82-10524 


Current cancer research on oral and head 
and neck cancers., 82-10523 


Current cancer research on patient reha- 
bilitation and psychosocial factors of 
cancer treatment, including training 
programs., 82-10558 


Current cancer research on polycyclic 
aromatic hydrocarbons., 82-5713 


Current cancer research on preclinical 
and clinical studies on diagnosis, prog- 
nosis, therapy, and immunology of 
melanomas and other skin cancers., 
82-5727 


Current cancer research on preclinical ra- 
diologic diagnosis and radiotherapy of 
cancer., 82-5716 


Current cancer research on preclinical 
studies of pharmacokinetics, effective- 
ness and mechanisms of action of anti- 
cancer drugs., 82-5715 


Current cancer research on selected as- 
pects of cancer-related protein, carbo- 
hydrate, lipid, and other biochemistry., 
82-5717 


Current cancer research on selected as- 
pects of enzymes in cancer., 82-10531 
Current cancer research on statistics, epi- 


demiology and demography of human 
cancer., 82-10532 
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Current cancer research on the epidemio- 
logy, etiology, and related biology of 
endocrine neoplasms (excluding 
gonads)., 82-10542 

Current cancer research on the relation- 


ship of viruses to human cancer., 82- 
5720 


Current cancer research on tumor 
growth : kinetics, differentiation/prolif- 
eration, invasion/metastasis, non- 
immune host-tumor interactions., 82- 
10527 


Current cancer research on tumor-related 
antigens : their identification, isolation, 
and characterization., 82-10545 

Current cancer research patient care, re- 
habilitation, and psychosocial aspects 
of cancer treatment (including clinical 
cancer training programs), 82-10544 


Research — Equipment and supplies — 
Abstracts. 
Current cancer research on animal, tissue, 
chemical and viral supply sources for 
cancer research., 82-10529 


*Research — periodicals. 
Annual report to the Director, National 
Institutes of Health /, 82-10510 


Environmental outlook., 82-362 
EPA environmental outloook, 82-362 


National Institutes of Health annual 
report of international activities /, 82- 
13830 


*Research — U. S. — periodicals. 
Annual report /, 82-5744, 82-13816 


*Research — United States. 
NASA’s biomedical research program /, 
82-6092 


*Research — United States — directories. 
Trainees and fellows supported by the 
National Institute of Dental Research 
and trained during fiscal year ..., 82- 
13815 


Research — United States — Finance — 
Statistics — Periodicals. 
National patterns of science and technol- 
Ogy resources., 82-760 


Research — United States — Periodicals. 
National patterns of science and technol- 
ogy resources., 82-760 


Program highlights /, 82-10512 


Smithsonian opportunities for research 
and study in history, art, science., 82- 
14288 


Research and development contracts, 

Government — United States. 

The Department of Energy needs better 
procedures for selecting a contractor to 
operate Argonne National Laboratory : 
report to the Congress /, 82-465 





Small, high technology firms, inventors, 
and innovation : hearings before the 
Subcommittee on Investigations and 
Oversight of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, July 21, 22, 1981., 82- 
6902 


Research and development contracts, 
Government — United States — 
Directories. 

Directory of contractors supported by 
Division of Nuclear Physics. 82- 
13287 


Research and development contracts, 
Government — United States — 
Periodicals. 

NIH research and development contracts, 
82-5682 


Research and development contracts /, 
82-5682 


Research grants — United States. 
The Fulbright Program., 82-1996 


Guide for preparation of proposals, and 
project, and award management : pre- 
college teacher development in science 
program : for the continuing education 
of middle and secondary school teach- 
ers (grade 5-12) of mathematics and the 
natural and social sciences., 82-14246 


Research institutes — United States — 
Statistics. 
Census Bureau releases count of research 
and testing organizations., 82-12796 


Research libraries — United States — 
Directories. 
Abstracts, strengthening research library 
resources program., 82-10033 
Higher Education Act, title II-C, 82- 
10033 


Strengthening research library resources 
program, 82-10033 


Research natural areas — Alaska. 
Alaska, research for the 80’s : a decision 
report of the U.S. Fish and Wildlife 
Service /, 82-5908 * 


Research natural areas — Law and 
legislation — United States. 
Langmuir research site : report (to ac- 
company S. 2364)., 82-11742 


Research natural areas — New Mexico. 
Langmuir research site : report (to ac- 
company S. 2364)., 82-11742 


*Research Support 
Guide for medical research contracts /, 
82-9838 


*Research Support — periodicals. 
Prevention /, 82-10487 


Program highlights /, 82-10512 
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Reservoirs U.S. Sanitation. 


neers /, 82-6178 


NIH International Research Fellowship 
Program : an evaluation, 1958-1977 /, 
82-3630 


*Research Support — United States — 
directories. 


Trainees and fellows supported by the 
National Institute of Dental Research 
and trained during fiscal year ..., 82- 
13815 


Reserves (Accounting) — United States. 
Expansion of reserve requirements to in- 
clude other transaction accounts and 
mechanisms (money market mutual 
funds) : hearings before the Subcom- 
mittee on Domestic Monetary Policy 
of the Committee on Banking, Finance, 
and Urban Affairs. House of Repre- 
sentatives, Ninesty-seventh Congress, 
first session, on H.R. 2591 ... April 8, 

June 25, October 1, 1981., 82-4208 


Reservoirs. 

Reservoirs and waterways : identification 
and assessment of environmental qual- 
ity problems and research program de- 
velopment /, 82-4986 


Reservoirs — Environmental aspects — 
Oregon — Willamette River watershed. 
Operations and maintenance of the Wil- 

lamette reservoir system., 82-3192 


Reservoirs — Missouri — Center Creek 
watershed. 

Effects of the proposed Prosperity Reser- 
voir on ground water and water qual- 
ity in lower Center Creek basin, Mis- 
souri /, 82-585 


Reservoirs — Texas — Tarrant County. 

Benbrook Lake, Texas : hearing before 
the Subcommittee on Water Resurces 
of the Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on H.R. 779 ... May 5, 1981., 
82-1098 


Reservoirs — United States. 

Reservoir temperature _ stratification 
users manual : the Hydrologic Engi- 
neering Center generalized computer 
program, 723-X6-L2410., 82-3190 


Reservoirs — United States — Recreational 


use, 
Health and safety deficiencies found at 


water recreation areas : report to the 
chairman, Committee on Appropri- 
ations, United States Senate /, 82- 
13708 


Reservoirs — United States — Sanitation. 
Health and safety deficiencies found at 
water recreation areas : report to the 
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Reservoirs U.S. Sanitation. 


chairman, Committee on Appropri- 
ations, United States Senate /, 82- 
13708 


Resin concrete — Testing. 
State of technology for quality assurance 
of plastic concrete : phase I, feasibility 
study /, 82-14369 


Respirators. 
Evaluation of the protective efficiency of 
a new oxygen mask for aircraft passen- 
ger use to 40,000 feet /, 82-3927 


Respirator studies for the Nuclear Regu- 
latory Commission : October 1, 1977- 
September 30, 1978, evaluation and 
performance of open circuit breathing 
apparatus /, 82-2497 


Respirators — Safety appliances. 
Occupational respiratory protection (593) 
/, 82-3655 


Respirators — Testing. 

Criteria and test methods for certifying 
air-purifying respirators against radioio- 
dine : October 1, 1976-September 30, 
1978 /, 82-961 


Respiratory organs — Cancer — Abstracts. 
Current cancer research on diagnosis and 
treatment of cancer of the lower respi- 
ratory tract., 82-5714 


Current cancer research on etiology, epi- 
demiology, and related biology of 
cancer of the lower respiratory tract., 
82-5712, 82-10540 


Respiratory organs — Diseases — United 
States. 
Pulmonary technlogy task force report : 
state of technology, needs and recom- 
mendations., 82-13807 


Respiratory therapy. 
Pulmonary technlogy task force report : 
state of technology, needs and recom- 
mendations., 82-13807 


*Respiratory Tract Neoplasms — diagnosis 
— directories 
Current cancer research on diagnosis and 
treatment of cancer of the lower respi- 
ratory tract., 82-5714 


*Respiratory Tract Neoplasms — directories 
Current cancer research on etiology, epi- 
demiology, and related biology of 
cancer of the lower respiratory tract., 
82-5712, 82-10540 


*Respiratory Tract Neoplasms — therapy — 
directories 
Current cancer research on diagnosis and 
treatment of cancer of the lower respi- 
ratory tract., 82-5714 


Rest homes — United States. 
Oversight hearing on enforcement of the 
keys amendment : hearing before the 
Select Committee on Aging, House of 
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Representatives, Ninety-seventh Con- 
gress, first session, July 28, 1981., 82- 
4193 


Rest homes — United States — Fires and 
fire prevention. 

Boarding home fires : New Jersey : hear- 
ing before the Select Committee on 
Aging, House of Representatives, 
Ninety-seventh Congress, first session, 
March 9, 1981, Keansburg, N.J., 82- 
6741 


Restaurants, lunch rooms, etc. 
Decor guide for enlisted personnel dining 
facilities /, 82-9829 


Restraint of trade — United States. 
Divorcement of motor fuel service sta- 
tions : hearings before the Committee 
on the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 326 ... July 30 and October 21, 
1981., 82-15158 


Restricted stock options — Taxation — 

United States. 

1981-82 miscellaneous tax bills V : hear- 
ing before the Subcommittee on Tax- 
ation and Debt Management Generally 
of the Committee on Finance, United 
States States Senate, Ninety-seventh 
Congress, first session, on S. 639 ... S. 
702 ... S. 738 ... May 8, 1981., 82-1058 


Retail trade — Alabama — Statistics. 
1977 census of retail trade, 82-9357 


Retail trade — Alaska — Statistics. 
1977 census of retail trade, 82-9383 


Retail trade — Arkansas — Statistics. 
1977 census of retail trade, 82-9358, 
82-9384 


Retail trade — California — Statistics. 
1977 census of retail trade, 82-9385 


Retail trade — Colorado — Statistics. 
1977 census of retail trade, 82-9359, 
82-9386 


Retail trade — Connecticut — Statistics. 
1977 census of retail trade, 82-9360, 
82-9387 


Retail Trade — Florida — Statistics. 
1977 census of retail trade, 82-9389 


Retail trade — Georgia — Statistics. 
1977 census of retail trade, 82-9390 


Retail trade — Illinois — Statistics. 
1977 census of retail trade, 82-9361 


Retail trade — Indiana — Statistics. 
1977 census of retail trade, 82-9391 


Retail trade — Law and legislation — 
United States. 
Retail Dealers Agreement Act : hearing 
before the Subcommittee on Business, 
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Trade , and Tourism of the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
seventh Congress, first session on S. 
1256 ... October 29, 1981., 82-12118 


Retail trade — Louisiana — Statistics. 
1977 census of retail trade, 82-9362 


Retail trade — Maine — Statistics. 
1977 census of retail trade, 82-9392 


Retail trade — Massachusetts — Statistics. 
1977 census of retail trade, 82-9363 


Retail trade — Minnesota — Statistics. 
1977 census of retail trade, 82-9393 


Retail trade — Mississippi — Statistics. 
1977 census of retail trade, 82-9394 


Retail trade — Montana — Statistics. 
1977 census of retail trade, 82-9364, 
82-9395 


Retail trade — Nebraska — Statistics. 
1977 census of retail trade, 82-9365, 
82-9396 


Retail trade — Nevada — Statistics. 
1977 census of retail trade, 82-9366 


Retail trade — New Jersey — Statistics. 
1977 census of retail trade, 82-9367 


Retail trade — New Mexico — Statistics. 
1977 census of retail trade, 82-9368 


Retail trade — New York (State) — 
Statistics. 


1977 census of retail trade, 82-9397 


Retail trade — North Carolina — Statistics. 
1977 census of retail trade, 82-9398 


Retail trade — North Dakota — Statistics. 
1977 census of retail trade, 82-9399 


Retail trade — Ohio — Statistics. 
1977 census of retail trade, 
82-9400 


82-9369, 


Retail trade — Oklahoma — Statistics. 
1977 census of retail trade, 82-9370, 
82-9401 


Retail trade — Oregon — Statistics. 
1977 census of retail trade, 
82-9402 


82-9371, 


Retail Trade — Pennsylvania — Statistics. 
1977 census of retail trade, 82-9372, 
82-9403 


Retail trade — South Carolina — Statistics. 
1977 census of retail trade, 82-9373, 
82-9404 


Retail trade — South Dakota — Statistics. 
1977 census of retail trade, 82-9374, 
82-9405 
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Retail trade — Tennessee — Statistics. 
1977 census of retail trade, 82-9375, 
82-9406 


Retail trade — Texas — Statistics. 
1977 census of retail trade, 


82-9376, 
* 82-12769 


Retail trade — United States — Statistical 
services, 


Retail trade statistics, 82-4603 


Retail trade — United States — Statistics. 
1977 census of retail trade, 82-9380, 
82-9381, 82-9382 


Retail trade — United States — Statistics — 

Periodicals. 

Current business reports. Series BR, 
Retail trade, annual sales, year-end in- 
ventories, and accounts receivable by 
kind of retail store., 82-4584 


Retail trade, annual sales, year-end inven- 


tories, and accounts receivable by kind 
of retail store, 82-4584 


Retail trade — Utah — Statistics. 
1977 census of retail trade, 
82-9407 


82-9377, 


Ketail trade — Vermont — Statistics. 
1977 census of retail trade, 82-9378 


Retail trade — Virginia — Statistics. 
1977 census of retail trade, 82-9379 


Retail trade — Washington (D.C.) — 
Statistics. 


1977 census of retail trade, 82-9388 


Retail trade — West Virginia — Statistics. 
1977 census of retail trade, 82-9408 


Retail trade — Wisconsin — Statistics. 
1977 census of retail trade, 82-9409 


Retail trade — Wyoming — Statistics. 
1977 census of retail trade, 82-12768 


Reticulum cell sarcoma. 
Histopathology of histiocytic sarcoma in 
a colony of Sprague-Dawley rats : 

report /, 82-3631 


Retired military personnel — Legal status, 
laws, etc. — United States. 
Navy guide for retired personnel and 
their families, 82-3211 


Retired military personnel — United States. 
Retirement guide., 82-9907 


Retirement. 
Pre-retirement planning—it makes a dif- 
ference, 82-10475, 82-10476 
Your retirement : a financial planning 
guide /, 82-4298 


Retirement — Bibliography — Catalogs. 
Retirement., 82-10421 





Revenue sharing Law and legislation U.S. 


Retirement — United States. 
The early retirement myth : why men 
retire before age 62 : a report /, 82- 
6744 


Retirement, Mandatory — United States. 
Report of the National Institute on Aging 
Panel on the Experienced Pilots 
Study., 82-1843 


Retirement age — United States. 
The early retirement myth : why men 
retire before age 62 : a report /, 82- 
6744 


Social security oversight : hearing before 
the Special Committee on Aging, 
United States Senate, Ninety-seventh 
Congress, first session ... Washington, 
D.C., 82-2590 


Voluntary early retirements in the civil 
service too often misused : report to 
the Congress /, 82-469 


Voluntary early retirements in the civil 
service too often misused : summary : 
report to the Congress /, 82-470 


Retirement income. 
Pre-retirement planning—it makes a dif- 
ference, 82-10475, 82-10476 


Retirement income — United States. 

The future of retirement savings in 
America : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, May 1, 1981., 82-12065 


Income & resources of the aged, 1978., 
82-5671 


Income of the population, 55 and over, 
1978 /, 82-13772 


Restructuring the civil service retirement 
system : analysis of options to control 
costs and maintain retirement income 
security /, 82-15142 


1981 federal income tax legislation : how 
it affects older Americans and those 
planning for retirement (a summary of 
the provisions in the Economic Recov- 
ery Tax Act of 1981) : an information 
paper /, 82-2588 


Reusable space vehicles. 
Columbia’s second mission-STS-2 : the 
first flight of a “used” spacecraft., 82- 
2088 


A free people capable of great deeds : the 
story of STS-1, the first space shuttle 
mission., 82-6128 


Mass loss of a TEOS-coated, reinforced 
carbon-carbon composite subjected to a 
simulated shuttle entry environment /, 
82-2064 

Space shuttle economics, 
11117 


Space shuttle operations : hearings before 
the Subcommittee on Science, Tech- 


82-11116, 82- 
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nology, and Space cf the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
seventh Congress, first session, on 
space operations, December 9, 1981., 
82-15067 


Reusable space vehicles — Design and 


construction. 

Cyclic tests of P-bulb end-seal designs for 
a shuttle-type wing-elevon cove mem- 
brane seal /, 82-718 


Preliminary vibration, acoustic, and 
shock design and test criteria for com- 
ponents on the lightweight external 
tank (LWT) /, 82-756 


Reusable space vehicles — Environmental 
aspects — Congresses. 
Proceedings of Shuttle Environmental 
Effects Program Review /, 82-6132 


Reusable space vehicles — Experiments. 
Dynamic stability derivatives of space 
shuttle orbiter from wind-tunnel and 
approach and landing flight tests /, 
82-11152 


Reusable space vehicles — Testing. 
Release mechanism for releasing and reat- 
taching experiments on the space shut- 
tle /, 82-750 


Revegetation. 
A portable irrigation system for remote 
sites /, 82-12498 


Revegetation — Texas — Galveston Bay. 
Shoreline plant establishment and use of a 
wave-stilling device /, 82-3183 


Revenue — United States — Periodicals. 
An analysis of the President’s budgetary 
proposals for fiscal year ..., 82-12303 


Revenue — United States — States — 
Statistics — Periodicals. 
State government tax collections in 
82-9272 


Revenue sharing — Law and legislation — 

United States. 

Hearing on H.R. 2990, to amend the min- 
eral leasing ... before the Military In- 
stallations and Facilities Subcommittee 
of the Committee on Armed Services, 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 16, 
1981., 82-1020 


Hearing on H.R. 3711, to provide for the 
sharing of timber ... before the Military 
Installations and Facilities Subcommit- 
tee of the Committee on Armed Serv- 
ices, House of Representatives, Ninety- 
seventh Congress, first session, July 15, 
1981., 82-1022 

Local government fiscal assistance 
amendments of 1980 : message from 
the president of the United States 
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transmitting a draft of proposed legisla- 
tion to authorize an extension and 
amendment of the revenue sharing pro- 
gram to provide general purpose fiscal 
assistance to local governments, and 
for other purposes., 82-14591 


Revenue sharing — United States. 
Higher education finance issues in a 
period of transition /, 82-13776 
Revenue sharing facts for local govern- 
ments., 82-832 


Revenue sharing — United States — 
Bibliography — Catalogs. 
82-1772 


Revenue sharing., 


Revesz, Laszlo. 
Laszlo Revesz : 
H.R. 1352)., 


report (to accompany 
82-6574 


Revolutions — El Salvador. 
Communist interference in El Salvador : 
February 23, 1981., 82-14272 


Reward Mine (Ariz.) 
Reward mine and associated sites : his- 
torical archeology on the Papago Res- 
ervation /, 82-14017 


Rewards (Prizes, etc.) — United States. 
Recognizing export expansion achieve- 
ments with the president’s E and E 
Star awards., 82-3128 


Reynolds number. 

Aerodynamic characteristics at low 
Reynolds numbers of several heat-ex- 
changer configurations for wind-tunnel 
use /, 82-2061, 82-3780 

Effects of large-scale intermittency of 


turbulence on scalar spectra at high 
wave numbers /, 82-12815 


Reynolds number — Congresses. 
High Reynolds number research,, 82- 
6137 


RFE/RL, inc. 

International shortwave broadcasting and 
direct broadcast satellites : Voice of 
America, Radio Free Europe/Radio 
Liberty, Radio Marti : twentieth report 
/, 82-6598 


Rhea County (Tenn.) — Maps. 
Important farmland in Rhea County, 
Tennessee /. 82-12609 


Rheology — Mathematical models. 
Traction drive performance prediction 
for the Johnson and Tevaarwerk trac- 
tion model /, 82-3795 


Rheumatism — United States. 
Physician requirements, 1990, for rheu- 
matology /, 82-5754 


Rheumatoid arthritis — United States. 
Rheumatoid arthritis : a nursing clinical 
conference /, 82-10508 
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Rhode Island — Census, 1980. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 41. Rhode Island., 82-12736 


Rhode Island —- Industries — Periodicals. 
County business patterns, Rhode Island., 
82-12709 


Rhode Island -— Manufactures — 


Statistics. 
1977 census of manufactures, 82-9179 


Rhode Island — Population — Statistics. 
1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 

Part 41. Rhode Island., 82-12736 


Ribonucleic acid — Abstracts. 
Selected abstracts on transfer factor and 
immune RNA /, 82-5730 


Rice — United States — Statistics — 
Periodicals. 
Rice outlook & situation 
82-4460, 82-12640 


Rice trade — Japan. 
Japan’s rice policy /, 82-100 


/, 82-4459, 


Rice trade — Statistics — Periodicals. 
Rice outlook & situation /, 82-4459, 
82-4460, 82-12640 


Richards, James R., 1933- 

Nomination of James R. Richards : hear- 
ing before the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
on nomination of James R. Richards to 
be inspector general of the Department 
of Energy, July 29, 1981., 82-4252 


Right of way — United States. 
Using rights-of-way for recreation /, 82- 
14034 


Rings, Steel — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5365. Rings, shims, 
& spacers, 82-1430, 82-1431 


Rio Grande National Forest (Colo.) — Maps. 
Rio Grande National Forest, Colorado : 
forest visitors map /, 82-12419 


Riot helmets — Testing. 

NIJ standard for ballistic helmets : a vol- 
untary national standard promulgated 
by the National Institute of Justice., 
82-10996 


Risers (Founding) 
Selective withdrawal riser for Sutton 
Dam, West Virginia : hydraulic model 
investigation /, 82-1464 


Risk. 
Methodology development for risk as- 


sessment of fuel processing /, 82- 
11972 
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Risk — Evaluation. 
Index of risk exposure and risk accept- 
ance criteria /, 82-14972 


Risk assessment methodology develop- 
ment for waste isolation in geologic 
media : technical review of documents 
NUREG/CR-0394, NUREG/CR-0424, 
and NUREG/CR-0458 /, 82-11980 


Risk — United States. 

Genetic screening and the handling of 
high-risk groups in the workplace : 
hearings before the Subcommittee on 
Investigations and Oversight of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
October 14, 15, 1981., 82-15199 


The Risk Analysis Research and Demon- 
stration Act of 1981 : hearing before 
the Subcommittee on Science, Re- 
search and Technology of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, September 
24, 1981., 82-15202 


Risk management — United States. 
Risk assessment, acceptability and man- 
agement, proceedings of a seminar : 
report /, 82-12250 


Risks management — United States. 

Societal risks of energy systems : hearing 
before the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, June 18, 1981., 82-12251 


Rivers — Florida. 
Drainage areas of selected surface-water 
sites in Florida, 82-13984 


Rivers — Green River (Wyo.-Utah) — 
Recreational use. 
River management plan for the Green 
River in Desolation and Gray Canyons 
/, 82-1983 


Rivers — Kansas. 
Kansas stream and river fishery resource 
evaluation /, 82-1976 


Rivers — Saint Lawrence River watershed. 
Headwater locations of U.S. streams tri- 
butary to the St. Lawrence River basin 
between western Ohio and eastern 
New York, excluding Lake Champlain 
basin /, 82-10791 


Rivets and riveting — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5320. Rivets, 82- 
4853 


*RNA — immunology — abstracts 
Selected abstracts on transfer factor and 
immune RNA /, 82-5730 
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Road construction — Contracts and 
specifications — United States. 
Standard specifications for construction 
of roads and bridges on federal high- 
way projects., 82-2231 


Road construction — Environmental aspects 
— Pennsylvania — Blockhouse Creek. 
The effects of highway construction on 

sediment discharge into Blockhouse 
Creek and Steam Valley Run, Pennsyl- 
vania /, 82-584 


Road construction — Environmental aspects 
— Pennsylvania — Steam Valley Run. 
The effects of highway construction on 

sediment discharge into Blockhouse 
Creek and Steam Valley Run, Pennsy]- 
vania /, 82-584 


Road construction — Florida — Suwannee 
County — Maps. 
Suwanee County, Florida, soil interpre- 
tive map of limitation for local roads 
and streets /, 82-2822 


Road construction — United States. 
Assessment of road carpet for control of 
fugitive emissions from unpaved roads 
/, 82-13605 
Bonding manual /, 82-11438 


Guidelines for use of fabrics in construc- 
tion and maintenance of low-volume 
roads /, 82-6329 


Temporary barriers used in construction 
zones /, 82-6319 


Value engineering for highways 
book and training course /, 


: text- 
82-6298 


Road construction — United States — 
Bibliography — Catalogs. 
Highway construction, safety, and traf- 
fic., 82-504 


Road construction — United States — 
Quality control. 
Practical application of statistical quality 
control in highway construction for en- 
gineers and technicians /, 82-6296 


Road construction — United States — 
Safety measures. 

Alternative sign sequences for 

zones on rural highways /, 


work 
82-11444 


Road construction — United States — 
Safety measures — Evaluation. 
Evaluation of highway safety projects : 

summary., 82-6292 


Road construction industry — United States 
— Management. 
“Demonstration training project — mi- 
nority highway business managers” /, 
82-2230 


Road drainage — United States — Design 
and construction. 
Highway subdrainage design /, 82- 
14366 








Road machinery — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 3800. Construction, 
mining, excavating, and highway main- 
tenance equipment, 82-12945 


Road markings. 
Delineation conference 
mary /, 82-2241 


: executive sum- 


Road markings — Maintenance and repair. 
Reflective marker paint stripe skipper in- 


struments : summary report /, 82- 
3890 


Road materials — United States — 
Evaluation — Periodicals. 
AASHTO-FHWA special product evalu- 

ation list: SPEL., 82-14362 
Special product evaluation list, 
SPEL, 82-14362 


82-14362 


Road-rail vehicles — Design and 
construction. 
Improved passenger equipment evalua- 
tion program : technology review /, 
82-14388 


Road-rail vehicles — Safety appliances. 
Improved passenger equipment evalua- 
tion program : technology review /, 
82-14388 


Road-rail vehicles — Technological 
innovations. 
Improved passenger equipment evalua- 
tion program : technology review /, 
82-14388 


Roads — Appalachian region — Finance. 
Effects of federal transportation funding 
policies and structures : appendix D, 
the Appalachian development highway 
system /, 82-3857 


| Roads — Base courses. 


Investigation of construction concepts for 
pavements across soft ground /, 82- 
5006 


Structural evaluation of open-graded 
bases for highway pavements /, 82- 
9810 


Roads — Connecticut — Snow and ice 
control — Congresses. 

Proceedings of the Workshop on the 
ConnDOT Brine Deicing System: 
Hartford, Connecticut, March 11-12, 
1980 : a project in cooperation with the 
U.S. Department of Transportation, 
Federal Highway Administration, Im- 
plementation Division /, 82-6331 


Roads — Contracts and specifications — 
United States. 
Demonstration project 42 : highway qual- 
ity assurance : process control and ac- 
ceptance plans., 82-11458 
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Roads Southern States Finance. 


Roads — Design. 
Assessment of road carpet for control of 
fugitive emissions from unpaved roads 

/, %2-13605 


Traffic engineering for better roads., 
9745 


82- 


Roads — Economic aspects — United States. 
Highway engineering economy : a work- 
book /, 82-11434 


Roads — Economic aspects — United States 
— Data processing. 
Performance investment analysis process : 
user’s guide., 82-6302 


Roads — Environmental aspects — Colorado 

— Delta County. 

Final environmental impact statement : 
Hotchkiss to Paonia Dam, Delta and 
Gunnison Counties, Colorado /, 82- 
852 


Roads — Environmental aspects — Colorado 

— Gunnison County. 

Final environmental impact statement : 
Hotchkiss to Paonia Dam, Delta and 
Gunnison Counties, Colorado /, 82- 
852 


Roads — Environmental aspects — Colorado 
— Summit County. 
Final environmental impact statement for 
project I 70-2(24), Wheeler Junction to 
Frisco Summit County /, 82-11454 


Roads — Environmental aspects — Rhode 

Island — Providence. 

Northeast corridor improvement project, 
final environmental impact statement, 
4(f) statement, Providence, Rhode 
Island railraod and highway improve- 
ments., 82-3901 


Roads — Environmental aspects — United 
States. 
Highways and wetlands /, 82-11457 


Roads — Florida — Miami. 

Effect of bus priority systems operation 
on performance of traffic signal control 
equipment on NW 7th Avenue : report 
8 /, 82-2300 


Roads — Maine — Maintenance and repair. 

First field trials with sulfur-extended-as- 

phalt (SEA) binders in Maine : design 
and construction report /, 82-2245 


Roads — Southern States — Finance. 

Multi-modal transportation feasibility 
study of the Brunswick, Georgia to 
Kansas City, Missouri route : a report 
from the Secretary of Transportation 
to the United States Congress in re- 
sponse to section 142, Public Law 94- 
280, the Federal-Aid Highway Act of 
1976., 82-2219 
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Roads U.S. Accessories. 


Roads — United States — Accessories. 
The informational load of highway guide 
signs., 82-14364 


Roads — United States — Accessories — 
Evaluation — Periodicals. 
AASHTO-FHWA special product evalu- 

ation list: SPEL., 82-14362 
Special product evaluation list, 
SPEL, 82-14362 


82-14362 


Roads — United States — Crash cushions. 
A Short course on guide for selecting, 
locating and designing traffic barriers / 
, 82-6305 


Roads — United States — Design. 
Constituents of highway runoff /, 82- 
6328 


Design of urban streets : a training course 
/, 82-6291 


Improving the traffic operations and 
safety of ramps and speed change lanes 
: a review of state design practices /, 
82-851 


National highway inventory and perform- 
ance summary from the 1976 National 
highway inventory and performance 
study., 82-6293 


Performance-investment analysis process : 
technical report., 82-3881 


A Short course on guide for selecting, 
locating and designing traffic barriers / 
, 82-6305 


Roads — United States — Embankments. 
Movement and stability of cuts and fills / 
82-14353 


Roads — United States — Finance. 

Effects of federal transportation funding 
policies and structures : appendix B, 
highway matching requirements and 
funding levels : a preliminary model of 
state response /, 82-2207 

Effects of federal transportation funding 
policies and structures : appendix C, 
Statistical analysis of the impact of fed- 
eral highway aid on state allocative de- 
cisions /, 82-3856 


Effects of federal transportation funding 


policies and structures : appendix E, 
analysis of state highway projects by 
federal aid system and type of work /, 
82-3858 


Effects of federal transportation funding 
policies and structures : overview /, 
82-3854 


Federal Aid Highway Act of 1981 : hear- 
ings before the Subcommittee on 
Transportation of the Committee on 
Environment and Public Works, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 841 ... S. 
1024 ...., 82-15183 
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Federal-aid Highway Improvement Act 
of 1981 : report together with addition- 
al views (to accompany S. 1024)., 82- 
4029 


Roads — United States — Finance — Data 

processing. 

Highway investment analysis package., 
82-14370 

Highway performance monitoring system 
: field manual for the continuing ana- 
lytical and statistical data base., 82- 
14354 


Roads — United States — Finance — 

Periodicals. 

Highway trust fund ... annual report : 
communication from the Fiscal Assist- 
ant Secretary of the Treasury transmit- 
ting the annual report on the financial 
condition and results of the operations 
of the highway trust fund, pursuant to 
section 209(e)(1) of the Highway Reve- 
nue Act of 1956, as amended., 82- 
14626 


Roads — United States — Guard fences. 
Safety assessment of Denver Type I and 
Standard Type II Barricades via full 
scale tests : executive summary /, 82- 
6309 


A Short course on guide for selecting, 
locating and designing traffic barriers / 
, 82-6305 


Temporary barriers used in construction 
zones /, 82-6319 


Roads — United States — Guard fences — 
Testing. 
Safety effectiveness evaluation of traffic 
barrier systems., 82-6288 


Roads — United States — Interchanges and 
intersections. 
Improving the traffic operations and 
safety of ramps and speed change lanes 
: a review of state design practices /, 
82-851 


Stop, yield, and no control at intersec- 
tions /, 82-11447 


Roads — United States — Lighting — 

Break-away supports. 

Accident analysis : breakaway and non- 
breakaway poles including sign and 
light standards along highways /, 82- 
894 


Roads — United States — Location. 
A Short course on guide for selecting, 
locating and designing traffic barriers / 
, 82-6305 


Roads — United States — Maintenance and 
repair. 
Guidelines for use of fabrics in construc- 
tion and maintenance of low-volume 
roads /, 82-6329 
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Value engineering study of pavement 
joint repair /, 82-2242 


Roads — United States — Maintenance and 
repair — Inspection. 
FHWA maintenance 

82-6266 


review manual., 


Roads — United States — Periodicals. 

The status of the nation’s highways, con- 
ditions and performance : report of the 
Secretary of Transportation to the 
United States Congress, pursuant to 
section 3, Public Law 89-139., 82- 
15187 


Roads — United States — Riding qualities. 
Demonstration project 42 : highway qual- 
ity assurance : process control and ac- 
ceptance plans., 82-11458 


Roads — United States — Safety measures. 
Highway safety engineering studies pro- 
cedural guide /, 82-2232 
Safety assessment of Denver Type I and 
Standard Type II Barricades via full 
scale tests : executive summary /, 82- 
6309 


Safety effectiveness evaluation of traffic 
barrier systems., 82-6288 


Temporary barriers used in construction 
zones /, 82-6319 


Roads — United States — Shoulders. 
Pavement and shoulders notebook., 82- 
14350 


Roads — United States — Snow and ice 
control, 
Investigation of the basic forces involved 
in the adhesion of ice to highway sur- 
faces /, 82-6275 


Snow and ice removal from pavement 
using stored earth energy /, 82-14367 


Roads — United States — Statistics — 
Periodicals. 
Highway statistics /, 82-11440 


Roads — United States — Subgrades. 
Expansive soils in highway subgrades : 
summary /, 82-14368 


Feasibility of a grade severity rating 
system /, 82-6308 


Roads, Concrete — Joints. 
Value engineering study of pavement 
joint repair /, 82-2242 


Roadside improvement — United States. 
Highway beautification program reassess- 
ment methodology for cataloging 
comments., 82-11432 


Roadside rest areas — United States. 
Student workbook for training course on 
water supply and wastewater treatment 
and disposal systems for safety rest 
areas /, 82-6304 





January — June 1982 


Roberts, Thomas M. 

Nominations of Nunzio J. Palladino and 
Thomas M. Roberts : hearings before 
the Committee on Environment and 
Public Works, United States Senate, 
Ninety-seventh Congress, first session 
on the nomimation of Nunizo J. Palla- 
dino to be a chairman of the Nuclear 
Regulatory Commission and Thomas 
M. Roberts to be a member of the Nu- 
clear Regulatory Commission, June 17 
and July 21, 1981., 82-12240 


Robots, Industrial. 
Marking parts to aid robot vision /, 82- 
11156 


Rochester (N.Y.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Rochester, 
New York, annual summary with com- 
parative data., 82-9524 


Rock Creek Park (Washington, D.C.) — 
Maps. 
Rock Creek Park /, 82-3723 


Rock mechanics. 
Block motion from detonations of buried 
near-surface explosive arrays /, 82- 
3182 


Geologic factors in predicting coal mine 
roof-rock stability in the upper Kittan- 
ning coalbed, Somerset County, Pa. /, 
82-5889 


Geotechnical properties of oil shale re- 
torted by the PARAHO and TOSCO 
processes /, 82-1457 


Rock slopes — United States. 

Rock slope engineering planning, 
design, construction and maintenance 
of rock slopes for highways and rail- 
ways., 82-11437 


Rockets, Sounding. 
Development of a real-time rocketsonde 
and a real-time radiosonde computer 
program /, 82-9842 


Rockets (Aeronautics) — Fuel tanks. 
Preliminary vibration, acoustic, and 
shock design and test criteria for com- 
ponents on the lightweight external 
tank (LWT) /, 82-3800 


Rockets (Aeronautics) — Launching. 
Mini-RPV launch system conceptual 
study /, 82-211 


Rockets (Aeronautics) — Maintenance and 
repair — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 4921, 4923, 4925, 
4927. Torpedo maintenance, depth 
charges and underwater mines, ammu- 
nition maintenance and rocket mainte- 
nance checkout specialized equipment, 
82-4836, 82-4837 








Rocks. 

Rational design of tunnel supports : an 
interactive graphics based analysis of 
the support requirements of excava- 
tions in jointed rock masses /, 82-164 


Rocks — Classification. 
Tunnel design by rock mass classifica- 
tions /, 82-4989 


Rocks, Carbonate. 
Extracting uranium from carbonaceous 
ores /, 82-5892 


Rocks, Igneous. 

Tertiary volcanic rocks and uranium in 
the Thomas Range and northern Drum 
Mountains, Juab County, Utah /, 82- 
13957 


Rocks, Metamorphic. 

Inventory of clay-rich bedrock and meta- 
morphic derivatives in eastern Nevada, 
excluding the Nevada Test Site /, 82- 
10802 


Rocks, Sedimentary. 

Inventory of clay-rich bedrock and meta- 
morphic derivatives in eastern Nevada, 
excluding the Nevada Test Site /, 82- 
10802 


Rockwall County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Rockwall County, Texas /, 
82-4445 


Rocky Mountain National Park (Colo.) — 
Maps. 
Bear Lake development concept plan : 
Rocky Mountain National Park, Colo- 
rado /, 82-14007 


Rodenticides — Environmental aspects — 

United States. 

Federal Insecticide, Fungicide, and Ro- 
denticide Act : hearings before the 
Subcommittee on Department Oper- 
ations, Research, and Foreign Agricul- 
ture of the Committee on Agriculture, 
House of Representatives, Ninety-sev- 
enth Congress, first session., 82-12079 


Rodents as laboratory animals — Catalogs. 
NIH rodents : 1980 catalogue : strains 
and stocks of laboratory rodents pro- 
vided by the NIH genetic resource /, 
82-1829 


Roger Mills County (Okla.) — Maps. 

Roger Mills County, Oklahoma, soil in- 
terpretive map, soil potential for sur- 
face irrigation, soil potential rating /, 
82-4454 


Rogue River (Or.) — Maps. 
The wild and scenic Rogue River /, 82- 
20 
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Roofs. 


Roller bearings — Lubrication. 
Prevention of roller bearing-initiated bur- 
noffs in railroad freight car journals /, 
82-6356 


Roller bearings — Lubrication — Testing. 
Operating characteristics of a high-speed, 
jet-lubricated 35-millimeter-bore _ ball 
bearing with a single-outer-land guided 
cage /, 82-2107 


Rolling (Aerodynamics) 
Lateral rollover protection concepts /, 
82-195 


Rolling-mills — Statistics. 
1977 census of manufactures, 82-9210 


Romania — Commerce — United States. 

Most favored nation status for Romania, 
Hungary and China : hearing before 
the Subcommittee on International 
Trade of the Committee on Finance, 
United States Senate, Ninety-seventh 
Congress, first session, July 27, 1981., 
82-2634 


Romania — Politics and government — 
1944- 
US-Romanian relations /, 82-2160 


Romania — Relations — United States. 
US-Romanian relations /, 82-2160 


Roof drainage. 


Roof drainage downspouts., 


Roofing — Quality control. 
Built-up roof construction quality control 
/, 82-3188 


82-252 


Roofing — Testing. 
Moisture detection in roofing by nondes- 
tructive means a state-of-the art 
survey /, 82-3086 


Roofing repair materials for Korean relo- 
catable buildings— test and evaluation 
/, 82-5054 


Roofing, Bituminous. 
Asphalt roofing manufacturing industry : 
background information for proposed 
standards /, 82-13672 


Roofing, Bituminous — Standards. 
Standards of performance for new sta- 
tionary sources : asphalt processing and 
asphalt roofing manufacture : enforce- 
ment aspects statement and reports 
impact analysis., 82-1680 


Roofing industry — Vocational guidance — 
United States. 
Roofer : a trade worth learning through 
apprenticeship., 82-2045 


Roofs. 

An evaluation of polyvinyl chloride 
(PVC) single-ply membrane roofing 
systems /, 82-13160 
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Roofs Maintenance and repair. 


Roofs — Maintenance and repair. 
Roofing repair materials for Korean relo- 
catable buildings— test and evaluation 
/, 82-5054 


Roofs — Moisture. 
Moisture detection in roofing by nondes- 
tructive means a state-of-the art 
survey /, 82-3086 


Roof moisture survey : ten State of New 
Hampshire buildings /, 82-9817 


A study of climatic effects on roof sys- 
tems at Cape Hatteras, North Carolina 
/, 82-13161 


Roofs — Snow and ice control. 
Icing on structures /, 82-9818 


Roosevelt, Franklin D. (Franklin Delano), 
1882-1945 — Monuments, etc. 
The Franklin Delano Roosevelt Memori- 
al : report (to accompany S.J. Res. 
95)., 82-11776 


Roosevelt National Forest (Colo.) 

Arapaho and Roosevelt National Forest 
land and resource management plan : 
summary of the draft environmental 
impact statement and the forest plan., 
82-12548 


The Arapaho and Roosevelt National 
Forests : land and resource manage- 
ment plan /, 82-12547, 82-12549 


Roosevelt National Forests, Colo. 
The Arapaho and Roosevelt National 
Forests : land and resource manage- 
ment plan /, 82-12547, 82-12549 


Roots (Botany) 
The Influence of ectotropic mycorrhizal 
fungi on the resistance of pine roots to 
pathogenic infections., 82-12432 


Rope. 
Rope, knots and climbing /, 


Rope — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 4000. Rope, cable, 
chain and fittings, 82-4819, 82-12946 


82-14011 


Roser, Herman E. 

Nominations of Russell D. Hale, Herman 
E. Roser, George A. Sawyer, and 
Edward J. Philbin : hearing before the 
Committee on Armed Services, United 
States Senate, Ninety-seventh Con- 
gress, first session, on nominations of 
Russell D. Hale, of Virginia, to be an 
assistant secretary of the Air Force, 
Herman E. Roser, of New Mexico, to 
be an assistant secretary of energy (de- 
fense programs), George A. Sawyer, of 
New Jersey, to be assistant secretary of 
the Navy, Edward J. Philbin, of Cali- 
fornia, to be duputy assistant secretary 
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of defense for reserve affairs, June 11, 
1981., 82-1024 


Rostow, Eugene Victor, 1913- 

Nomination of Eugene V. Rostow : hear- 
ings before the Committee on Foreign 
Relations, United States Senate, 
Ninety-seventh Congress, first session, 
on nomination of Eugene V. Rostow, 
to be director, Arms Control and 
Disarmament Agency (ACDA), June 
22 and 23, 1981., 82-2657 


Roswell (N.M.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Roswell, New 
Mexico, annual summary with com- 
parative data., 82-9523 


Roswell region (N.M.) 
Oil and gas leasing in the Roswell Dis- 
trict, BLM : final environmental assess- 

ment /, 82-642 


Rotary converters — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 6125. Converters, 
electrical rotating, 82-12971 


Rotors. 
Engine rotor dynamics, synchronous and 
nonsynchronous whirl control /, 82- 

215 


Rotors — Bearings. 
Evaluation of new materials for rotor hub 
journal bearings /, 82-1504 


Rotors — Dynamics. 
Model 540 rotor blade crack propagation 
investigation /, 82-1515 


Performance of two-stage fan with larger 
dampers on first-stage rotor /, 82- 
2098 


Rotors — Dynamics — Mathematical 
models. 
Direct intregration of transient rotor dy- 
namics /, 82-3799 


Rotors — Dynamics — Testing. 
Performance of two-stage fan with a first- 
state rotor redesigned to account for 
the presence of a part-span damper /, 
82-14233 


Rotors — Testing. 

Theoretical prediction of nonlinear prop- 
agation effects on noise signatures gen- 
erated by subconic or supersonic pro- 
peller - or rotor-blade tips /, 82-11153 


Rotors (Helicopters) 
Aeroelastically conformable rotor mission 
analysis /, 82-218 


A computerized balancing technique for 
supercritical helicopter shafting /, 82- 
204 


Design, development, and flight demon- 
stration of the loads and stability char- 
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acteristics of a bearingless main rotor /, 
82-1492 


Flight test evaluation of a nonlinear hub 
spring on a UH-1H helicopter /, 82- 
13188 

Flight test evaluation of the high inertia 
rotor system /, 82-222 


Helicopter main rotor blade ballistic 
damage tolerance /, 82-220 


Vibratory ice protection for helicopter 
rotor blades /, 82-3196 


Rotors (Helicopters) — Accidents. 
Hazards of rotating propeller and heli- 
copter rotor blades., 82-6398 


Rotors (Helicopters) — Aerodynamics. 
Bearingless tail rotor loads and stability /, 
82-5076 


Effect of primary rotor parameters on 
flapping dynamics /, 82-739 

Evaluation of pylon focusing for reduced 
helicopter vibration /, 82-219 


Helicopter flow field analysis /, 82-217 


Wind tunnel tests of large and small scale 
rotor hubs and pylons /, 82-13187 


Rotors (Helicopters) — Design and 
construction. 

Heavy lift helicopter—advanced technol- 
Ogy component program—hub and 
upper controls /, 82-1497 

Heavy lift helicopter—advanced technol- 
Ogy component program—rotor blade 
/, 82-1498 

HLH rotor blade manufacturing technol- 
ogy development report /, 82-205 

MM&T fiber-reinforced plastic helicopter 


tail rotor assembly (pultruded spar) /, 
82-3209 


OH-58 composite main rotor blade pre- 
liminary design investigation /, 82-207 

On the nonlinear deformation geometry 
of Euler-Bernoulli beams /, 82-6156 


Rotors (Helicopters) — Materials. 
Evaluation of new materials for rotor hub 
journal bearings /, 82-1504 


Rotors (Helicopters) — Testing. 
Effect of primary rotor parameters on 
flapping dynamics /, 82-739 
Helicopter survivability model : comput- 


er programs documentation /, 82- 
1509 


Model 540 rotor blade crack propagation 
investigation /, 82-1515 


Wind tunnel evaluation of aeroelastically 
conformable rotors /, 82-1496 


Rotors (Helicopters) — Testing — 
Evaluation. 
Flight test evaluation of the high inertia 
rotor system /, 82-222 





January — June 1982 


Rowny, Edward L., 1917- 

Nomination of Edward L. Rowny : hear- 
ings before the Committee on Foreign 
Relations, United States Senate, 
Ninety-seventh Congress, first session, 
on the nomination of Edward L. 
Rowny, of Virginia, to be U.S. special 
representative for arms control and 
disarmament negotiations with the rank 
of ambassador, July 9, and 10, 1981., 
82-4238 


Rubber industry workers — United States — 
Statistics. 


Occupational employment : rubber foot- 
wear, reclaimed rubber, and other fab- 
ricated rubber products industry, June 
1971., 82-11047 


Rubella — Diagnosis — Laboratory 
manuals, 
Serodiagnosis of toxoplasmosis, rubella, 
cytomegalic inclusion disease, herpes 
simplex., 82-1874 


Rug and carpet industry — United States — 
Employees — Statistics. 
Occupational employment : floor conver- 
ing mills industry, April 1971 /, 82- 
2039 


Runoff. 
Characterization of coal pile drainage /, 
82-13585 
Oxygen-consuming organics in nonpoint 
source runoff /, 82-5296 


Planning study to model and monitor 
coal pile run-off /, 82-5292 


Runoff — Addresses, essays, lectures. 
Microbiology of the aquatic environment 
/, 82-1917 


Runoff — Arkansas River watershed — 

Mathematical models. 

Rainfall-runoff modeling and preliminary 
regional flood characteristics of small 
rural watersheds in the Arkansas River 
basin in Colorado /, 82-3680 


Runoff — Colorado. 
Rainfall-runoff data from small water- 
sheds in Colorado, October 1974 
through September 1977 /, 82-1941 


Runoff — Colorado — Mathematical 
models. 

Rainfall-runoff modeling and preliminary 
regional flood characteristics of small 
rural watersheds in the Arkansas River 
basin in Colorado /, 82-3680 


Runoff — Environmental aspects — United 
States. 
Assessment of surface runoff from iron 
and steel mills /, 82-10127 


Runoff — Florida — Dade County. 
Stormwater-runoff data for a multifamily 
residential area, Dade County, Florida 
/, 82-10821 





Runoff — Mathematical models. 

Impact of rainstorm and runoff modeling 
on predicted consequences of atmo- 
speric releases from nuclear reactor ac- 
cidents /, 82-14912 


Runoff — Montana. 
Annual peak discharges from small drain- 
age areas in Montana through Septem- 
ber 1979 /, 82-10838 


Runoff — New Jersey — Willingboro. 
Effects of storm runoff on water quality 
in the Mill Creek drainage basin, Will- 

ingboro, New Jersey /, 82-1934 


Runoff — Texas — Mathematical models. 
Application of a rainfall-runoff model in 
estimating flood peaks for selected 
small natural drainage basins in Texas / 
, 82-5826 


Runoff — United States. 
Constituents of highway runoff /, 82- 
6328 


Runoff — United States — Measurement. 
Runoff nonitoring [i.e. monitoring] : qual- 
ity and quantity test methods., 82- 
14371 


Rural aged — Services for — United States 
Improving services for the rural elderly : 
summary report and recommendations 
of the National Strategy Conference on 
Improving Service Delivery to the 
Rural Elderly, Des Moines, Iowa, Jan- 
uary 28-February 2, 1979., 82-9139 


Rural development — North Dakota — 

Mercer County. 

Proceedings of the Workshop on Manag- 
ing Growth in Mercer County, North 
Dakota, Bismarck, North Dakota, De- 
cember I and 2, 1977 /, 82-5185 


Rural development — United States. 

Rural enterprise zone development 
hearing before the Subcommittee on 
Conservation, Credit, and Rural Devel- 
opment of the Committee on Agricul- 
ture, House of Representatives, Ninety- 
seventh Congress, first session, on H.R. 
4576, November 17, 1981., 82-15010 


Rural development — United States — 
Bibliography — Catalogs. 
Housing, urban and rural development., 
82-5639 


Rural electrification. 
Guide for uprating REA transmission 
structures for higher operating vol- 

tages., 82-12616 


Rural electrification — Costa Rica. 
The Product is progress : Rural Electrifi- 
cation in Costa Rica /, 82-3835 
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Saccharin toxicology. 


Rural electrification — United States. 

Financing rural electric generating facili- 
ties : a large and growing activity : 
report to the Congress /, 82-1724, 
82-1725 

Rural _ telecc ications : hearing 
before the Subcommittee on Communi- 
cations of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on rural tele- 
communications, June 22, 1981., 82- 
2607 





Rural health services — South Dakota. 
Report on nurse physician assistant pro- 
gram evaluation in South Dakota /, 
82-10650 


Rural health services — United States. 

Rural health care : hearing before the 
Subcommittee on Health of the Com- 
mittee on Finance, United States 
Senate, Ninty-seventh Congress, first 
session, June 20, 1981., 82-4229 


Rural poor — Thailand. 

Government development assistance for 
Thailand’s rural poor : a social impact 
assessment of the provincial program : 
a report prepared under USDA con- 
tract no. 53-319R-9-138 for the Office 
of Rural Development and Administra- 
tion, Bureau of Development Support, 
USAID/Washington and USAID/ 
Thailand /, 82-11342 


Rural Telephone Bank — Periodicals. 
Annual Rural Telephone Bank report /, 
82-9090 


Russo, Sang Sun, 1952- 
Sang Sun Russo : report (to accompany 
S. 1143)., 82-4038 
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Sabine National Forest (Tex.) — Maps. 
Sabine National Forest (Tenaha and Yel- 
lowpine Ranger Districts) Texas /, 
82-4338 


Sablefish. 
Sablefish of the northeastern Pacific 
Ocean and Bering Sea /, 82-9564 


Saccharin. 
Saccharin: technical assessment of risks 
and benefits : report no. 1 /, 82-6075 


Saccharin — Law and legislation — United 
States. 
Act Entitled the “Saccharin Study and 
Labeling Act Amendment of 1981”, 
82-3603 


Saccharin — toxicology. 
Saccharin: technical assessment of risks 
and benefits : report no. 1 /, 82-6075 
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Sacramento (Calif.) — Maps. 
Pacific coast ecological inventory, Sacra- 
mento, California /, 82-10920 


Sacramento River (Calif.) — Maps. 
Sacramento River aerial atlas : Collins- 
ville to Shasta Dam, California /, 82- 
9828 


Safety education. 

Project burn prevention, final report : the 
effects of an experimental public educa- 
tion program on knowledge, attitudes, 
and burn injury rates, 1975-1980 /, 
82-11855 


Safety education — Arizona — Phoenix. 
An analysis of drinker diagnosis, referral 
and rehabilitation activity : section two 
analytic study VI /, 82-11616 


Safety education, Industrial — Handbooks, 
manuals, etc. 
Control of the occupational environment 
: instructor’s manual /, 82-1872 


Safety goggles. 
The optical properties of smoke-protec- 
tive devices /, 82-6450 


Safety hats. 
Laboratory evaluation of RACAL “air- 
stream” helmet., 82-703 


Safety regulations — United States — 
Bibliography — Catalogs. 
Accidents and accident prevention., 82- 
5614 


Saint Clair River (Mich. and Ont.) 
Improved St. Clair River dynamics flow 
models and comparison analysis /, 82- 
3102 


Saint Croix County (Wis.) — Maps. 
Important farmlands, St. Croix County, 
Wisconsin /, 82-4446 


Saint Francis National Forest, (Ark.) — 
History — 20th century. 
For the trees : an illustrated history of 
the Ozark-St. Francis Natonal Forests, 
1908-1978 /, 82-2759 


Saint Helens, Mount (Wash.) — Eruption, 

1980. 

Draft environmental impact statement : 
Mount St. Helens land management 
plan : Cowlitz, Lewis, and Skamania 
Counties, Washington., 82-12537 

Emergency assessment of Mount St. 
Helens post-eruption flood hazards, 
Toutle and Cowlitz rivers, Washington 
/, 82-1919 

Mount St. Helens., 82-12399 


The 1980 eruptions of Mount St. Helens, 
Washington /, 82-13958 


Saint Helens, 1980. Eruption of Mount St. 
Helens. 


Mount St. Helens., 82-12399 
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Saint Joe National Forest (Idaho) — Maps. 
Idaho Panhandle national forests (Kan- 
iksu, Coeur d’Alene and St. Joe Na- 
tional Forests) Washington, Idaho and 
Montana : forest travel plan /, 82- 
1149 


Saint Lucia — Description and travel. 
Background notes, St. Lucia /, 82-11293 


Saint Mary’s River (Ont. and Mich.) 
An Investigation of ice clogged channels 
in the St. Marys River /, 82-2294 


Salem (Or.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Salem, 
Oregon, annual summary with com- 
parative data., 82-9545 


Salem region (Or.) 

Westside Salem sustained yield units ten- 
year timber management plan : Depart- 
ment of the Interior draft environmen- 
tal impact statement /, 82-578 


Saline water conversion — Analysis — 
ts. 
Evaluation of calcium sensors in fresh- 
and saltwater /, 82-13588 


Saline water conversion — United States — 
Handbooks, manuals, etc. 
Desalting handbook for planners /, 82- 
13940 


Saline waters — United States. 

Salinity control in Colorado River basin : 
hearing before the Subcommittee on 
Department Operations, Research, and 
Foreign Agriculture of the Committee, 
House of Representatives, Ninety-sev- 
enth Congress, first session, June 10, 
1981., 82-1011 


Salinity. 

Mayport-Mill Cove model study. Report 
1. Hydraulic, salinity, and shoaling ver- 
ification : hydraulic model investigation 
/, 82-9801 


Mobile Bay model study. Report 2. Ef- 
fects of enlarged navigation channel on 
tides, currents, salinities, and dye dis- 
persion, Mobile Bay, Alabama : hy- 
draulic model investigation /, 82-9800 


Salinity — Colorado River. 

Saline water use and disposal opportuni- 
ties : special report : Colorado River 
water quality improvement program /, 
82-1960 

Source areas of salinity and trends of salt 
loads in streamflow in the upper Colo- 
rado River, Texas /, 82-10837 


Salinity — Mathematical models. 

Savannah Harbor investigation and model 
study. Volume IV. Reanalysis of fresh- 
water control plan : numerical model 
study /, 82-13130 
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Salinity — Mexico, Gulf of. 

NODC inventory of XBT data along 
transects in U.S. Atlantic and Gulf 
Coastal Waters from NMFS/MARAD 
Ship of Opportunity Program for 1979 
/, 82-9517, 82-12842 


Salinity — North Atlantic Ocean. 

NODC inventory of XBT data along 
transects in U.S. Atlantic and Gulf 
Coastal Waters from NMFS/MARAD 
Ship of Opportunity Program for 1979 
/, 82-9517, 82-12842 


Salinity — Pecos River watershed (N.M. and 
Tex.) 
Experimental salinity alleviation at 
Malaga Bend of the Pecos River, Eddy 
County, New Mexico /, 82-3677 


Salmon. 

Preferred and observed conditions for 
sockeye salmon in Ozette Lake and its 
tributaries, Clallam County, Washing- 
ton /, 82-1927 


Salmon National Forest (Idaho) — Maps. 
Salmon National Forest (Cobalt, North 
Fork, Leadore and Salmon Ranger 
Districts) Idaho-Montana : forest visi- 
tors map /, 82-2769 


Salt. 
Optical transparency of inexpensive salt 
solutions for construction of density- 
gradient ponds /, 82-322 


An organic rankine cycle coupled to a 
solar pond by direct-contact heat ex- 
change : selection of a working fluid /, 
82-325 


Salt — Physiological effect. 
Sodium in food and high blood pressure : 
report /, 82-1106 


Salt — Statistics — Periodicals. 
Preprint from the ... Bureau of Mines 
Minerals yearbook. Salt., 82-616 


Salt, 82-616 


Salt deposits — Michigan. 
Hydrologic environment of the Silurian 
salt deposits in parts of Michigan, 
Ohio, and New York /, 82-10774 


Salt deposits — New York. 
Hydrologic environment of the Silurian 
salt deposits in parts of Michigan, 
Ohio, and New York /, 82-10774 


Salt deposits — Ohio. 

Hydrologic environment of the Silurian 
salt deposits in parts of Michigan, 
Ohio, and New York /, 82-10774 

The Silurian salt deposits in eastern Lake, 
northwestern Ashtabula, and northeas- 
tern Geauga Counties, Ohio /, 82- 
10792 
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Salt domes — Gulf States. 
Synthesis of the Texoma/Capline chemi- 
cal and biological survey results, June 
1978-May 1979 /, 82-3114 


Salt domes — Louisiana — New Iberia. 

The Jefferson Island Mine inundation : 
report of mine inundation, Jefferson 
Island Mine, Diamond Crystal Salt 
Company, New Iberia, Iberia Parish, 
Louisiana, November 20, 1980 /, 82- 
14144 


Salt domes — Texas. 

Geohydrology of the Keechi, Mount 
Sylvan, Oakwood, and Palestine salt 
domes in the northeast Texas salt-dome 
basin, 82-13982 


Water-quality data for aquifers, streams, 
and lakes in the vicinity of Keechi, 
Mount Sylvan, Oakwood, and Palestine 
salt domes, northeast Texas salt-dome 
basin, 82-13981 


Salts. 

Feasibility of recovering useful salts from 
irrigation wastewater concentrates pro- 
duced by power plant cooling /, 82- 
13639 


Saltwater encroachment — Mathematical 
models 


Savannah Harbor investigation and model 
study. Volume IV. Reanalysis of fresh- 
water control plan : numerical model 
study /, 82-13130 


Saltwater encroachment — United States. 

Salinity control in Colorado River basin : 
hearing before the Subcommittee on 
Department Operations, Research, and 
Foreign Agriculture of the Committee, 
House of Representatives, Ninety-sev- 
enth Congress, first session, June 10, 
1981., 82-1011 


Saltwater fishing — United States — 
Statistics — Periodicals. 
Marine recreational fishery _ statistics 
survey. Atlantic and Gulf coasts., 82- 
9561 


San Antonio (Tex.) — City planning. 
The model cities program in perspective : 
the San Antonio, Texas, experience /, 
82-12099 


San Diego (Calif.) — Maps. 
Pacific coast ecological inventory, San 
Diego, California /, 82-10911 


San Diego Gas & Electric Company. 
APS/SDG&E interconnection project: 
supplement to the draft environmental 
document /, 82-14024 


San Francisco Bay region (Calif.) — Maps. 
Pacific coast ecological inventory, San 
Francisco, California /, 82-10919 
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San Francisco (Calif.) — Description. 
USA, San Francisco, northern California, 
and northern Nevada., 82-1378 


San Isabel National Forest (Colo.) — Maps. 
San Isabel National Forest, Colorado, 
1972 /, 82-9102 


San Juan County (N.M.). 
Draft environmental assessment for coal 
preference right leasing, New Mexico / 
, 82-655 


San Juan National Historic Site (San Juan, 

P.R.) 

San Juan National Historic Site, San 
Juan, Puerto Rico, design for preven- 
tion of wave-induced erosion : hydrau- 
lic model investigation /, 82-5000 


San Juan (P.R.) — Climate — Statistics — 
Periodicals. 
Local climatological data. San Juan, 
Puerto Rico, annual summary with 
comparative data., 82-12874 


San Juan (P.R.) — Harbor. 

San Juan National Historic Site, San 
Juan, Puerto Rico, design for preven- 
tion of wave-induced erosion : hydrau- 
lic model investigation /, 82-5000 


San Marino — Description and travel. 
Background notes, San Marino /, 82- 
3818 


San Patricio County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, San Patricio County, Texas 
/, 82-9135 


Sanctions (Law) — United States. 
Criminal justice research solicitation : 
crime control theory : research on ef- 
fects of criminal sanctions /, 82-10985 


Sand. 

Comparison between the strengths of un- 
disturbed and reconstituted sands from 
Niigata, Japan /, 82-5007 

Data collection methods for sand inven- 
tory-type surveys /, 82-13143 

Effect of shear stress on dynamic bulk 
modulus of sand /, 82-5011 


Gyratory shear apparatus : design, testing 
procedures, and test results on un- 
drained sand /, 82-5010 

Investigation of beach sand trafficability 
enhancement using sand-grid confine- 


ment and membrane reinforcement 
concepts /, 82-166, 82-9799 


Sand — Indiana. 
Sand resources of southeastern Lake 
Michigan /, 82-13136 


Sand — Michigan. 
Sand resources of southeastern Lake 
Michigan /, 82-13136 
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Sand resources on the inner continental 


shelf of the Cape May region, New 
Jersey /, 82-1471 


Sand — Statistics — Periodicals. 
Preprint from the ... Bureau of Mines 
Minerals yearbook. Sand and gravel., 
82-3707 


Sand and gravel, 


Sand — Testing. 
Cyclic strength of undisturbed sands from 
Niigata, Japan /, 82-5008 
Fabric analysis of undisturbed sands from 
Niigata, Japan /, 82-5009 


Sand, Foundry. 
Bentonite-bonded rammed olivine and 
zircon molds for titanium casting /, 
82-5897 


82-3707 


Sand and gravel industry — United States — 
Accidents — Statistics — Periodicals. 
Injury experience in sand and gravel 

mining /, 82-701, 82-3768 


Sand and gravel industry — United States — 
Statistics. 
1977 census of mineral industries, 82- 
9281 


Sanderson, Hun Sik, 1951- 
Hun Sik Sanderson : report (to accompa- 
ny S. 278)., 82-4035 


Sandhill crane — Habitat. 
The Platte River ecology study : special 
research report., 82-1978 


Sanitary engineering — Handbooks, 
manuals, etc. 
Utilitiesman 1 & C., 82-9867 

Sanitary engineering, Low temperature. 
Particle size variation effects on landfilled 

solid waste : cold climate studies /, 
82-5297 


Sanitary landfills. 
Characteristics, control, and treatment of 
leachate at military installations /, 82- 
13172 


Landfill and surface impoundment per- 
formance evaluation manual /, 82- 
3379 


Particle size variation effects on iandfilled 
solid waste : cold climate studies /, 
82-5297 


Sanitary landfills — Environmental aspects 
— California — Contra Costa County. 
Final environmental statement : West 

Contra Costa sanitary landfill project 
regulatory permit application, Contra 
Costa County, California : application 
by Richmond Sanitary Service, Rich- 
mond, California., 82-13175 
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Sanitary landfills — Kentucky. 
Pilot field studies of FGD waste disposal 
at Louisville Gas and Electric /, 82- 
10216 


Sanitary landfills — Puerto Rico. 
Municipal solid waste disposal in estu- 
aries and coastal marchlands /, 82- 
5303 


Sanitary landfills — United States. 

Hazardous waste matters : a case study of 
landfill sites : hearing before the Sub- 
committee on Oversight and Investiga- 
tions of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
June 9, 1981., 82-6810 

Municipal solid waste disposal in estu- 
aries and coastal marchlands /, 82- 
5303 

Sanitary landfill design and operation /, 
82-13543 

Simplified sanitary landfill design / by 
G.L. Gerdes, B.A. Donahue., 82- 
13165 


Sanitation. 
Installation veterinary food inspection— 
the commissary, 82-3168, 82-3169 


Sanitation — Bibliography — Catalogs. 
Sanitation and sewage., 82-5576 


Sanitation — Equipment and supplies — 
Catalogs. 


Consolidated federal supply catalog iden- 
tification list. FSC 4500. Plumbing, 
heating, and sanitation equipment, 82- 


4825, 82-4826 


Sanitation workers — In-service training — 
United States. 
Basic mathematical computations for the 
sanitarian., 82-1870 


Santa Claus — Juvenile literature. 
Santa Claus comes to the reservation : a 
Crow story /, 82-13522 


Santa Maria (Calif.) — Climate — Statistics 
— Periodicals. 
Local climatological data. Santa Maria, 
California, annual summary with com- 
parative data., 82-4657 


Santa Rosa (Calif.) — Maps. 
Pacific coast ecological inventory, Santa 
Rosa, California /, 82-10921 
Pacific coast ecological inventory, Santa 
Rosa Island, California /, 82-10914 


Sarcoma — Abstracts. 

Current cancer research on bone and car- 
tilage tumors and soft-tissue sarcomas., 
82-10519 

Current cancer research on bone, carti- 
lage, and soft tissue tumors., 82-10564 
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*Sarcoma — directories 
Current cancer research on bone and car- 
tilage tumors and soft-tissue sarcomas., 
82-10519 


*Sarcoma — in infancy & childhood — 


Congresses. 

Sarcomas of soft tissue and bone in child- 
hood : proceedings of a symposium 
held in Orlando, Florida, January 25- 
27, 1979 /, 82-1833 


*Sarcoma, Osteogenic — 

Sarcomas of soft tissue and bone in child- 
hood : proceedings of a symposium 
held in Orlando, Florida, January 25- 
27, 1979 /, 82-1833 


Sardjono, Erlanda, 1948- 
Doctor Herman Sardjono and his wife, 
Erlanda Sardjono : report (to accompa- 
ny S. 340)., 82-4044 


Sardjono, Herman, 1946- 
Doctor Herman Sardjono and his wife, 
Erlanda Sardjono : report (to accompa- 
ny S. 340)., 82-4044 


Satellite solar power stations. 
Analysis of a phase-locked loop to sup- 
press interference from a. satellite 
power satellite /, 82-4701 


Analysis of interference caused by the 
solar power satellite to satellite earth 
terminals /, 82-4702 


Analysis of interference from the solar 
power satellite to general electronics 
systems /, 82-4703 


Determinants of a strategy for interna- 
tional participation in an SPS program 
/, 82-13289 

Preliminary materials assessment for the 
Satellite Power System (SPS) /, 82- 
13277 


Solar power satellites, 82-1001 


Satellite solar power stations — 
Bibliography. 
A bibliography for the Satellite Power 
System (SPS) Concept Development 
and Evaluation Program /, 82-13284 


Satellite solar power stations — Congresses. 
The final proceedings of the Solar Power 
Satellite Program Review, April 22-25, 
1980, Lincoln, Nebraska /, 82-13244 


Satellite solar power stations — Design and 
construction. 
Satellite power systems (SPS) concept 
definition study (exhibit D) /, 82-734 


Satellite power systems (SPS) concept 
definition study (exhibit D) : solid-state 
amplifier investigation /, 82-735 


Satellite solar power stations — 
Environmental aspects. 
Comparative assessment of environmental 
welfare issues associated with the satel- 
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lite power system (SPS) and alternative 
technologies /, 82-13280 

Health and safety : preliminary compara- 
tive assessment of the Satellite Power 
System (SPS) and other energy alterna- 
tives /, 82-13279 


Satellite solar power stations — 

Environmental aspects — 

Workshop on the Radiation Environment 
of the Satellite Power System (SPS), 
Lawrence Berkeley Laboratory, Berke- 
ley, California, September 15, 1978 /, 
82-9935 


Satellites. 
Space shuttle economics, 
11117 


Use of environmental satellite data for 
input to energy balance snowmelt 
models., 82-9566 


82-11116, 82- 


Sato, Frank, 1929- 

Confirmation hearings on Robert P. 
Nimmo and Frank S. Sato nominations 
: hearing before the Committee on Vet- 
erans’ Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
on the nomination of Robert P. Nimmo 
to be administrator of veterans’ affairs 
and the nomination of Frank S. Sato to 
be inspector general, July 9, 1981., 
82-2732 


Saturn (Planet) — Exploration — 
Congresses. 
The Saturn system /, 82-6130 


Saturn probes — Congresses. 
The Saturn system /, 82-6130 


Saudi Arabia — Air defenses. 
The Proposed AWACS/F-15 enhance- 
ment sale to Saudi Arabia: a staff 
report/, 82-2649 


Saudi Arabia — Air defenses, Military. 
Air defense equipment for Saudi Arabia / 
, 82-2131 


Saudi Arabia — Foreign relations — United 
States — Addresses, essays, lectures. 
Dangerous illusions and the real choices 

on AWACS : October 5, 1981 /, 82- 
11257 


Sault Sainte Marie (Mich.) — Harbor. 

Final supplement to the operation & 
maintenance environmental impact 
statement for the federal facilities at 
Sault Ste. Marie, Michigan, addressing 
limited season extension of operation /, 
82-13176 


Savannah (Ga.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Savannah, 
Georgia, annual summary with com- 
parative data., 82-4659 
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Savannah (Ga.) — Harbor — Mathematical 
models. 


Savannah Harbor investigation and model 
study. Volume IV. Reanalysis of fresh- 
water control plan : numerical model 
study /, 82-13130 


Saving and investment — United States. 

Impact of estate and gift taxation on capi- 
tal formation : hearings before the Sub- 
committee on Tax, Access to Equity 
Capital, and Business Opportunities of 
the Committee on Small Business, 
House of Representatives, Ninety-sev- 
enth Congress, first session, Washing- 
ton, D.C., June 16 and 17, 1981., 82- 
2715 


Public policy and capital formation : a 
study /, 82-1714 

Savings and investment incentives : hear- 
ings before the Subcommittee on Sav- 
ings, Pensions, and Investment Polich 
of the Committee on Finance, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 75, S. 141, S. 
142, S. 145, S. 155, S. 330, S. 457, S. 
492, S. 819, and S. 936, May 4, 1981., 
82-2636 


Savings accounts — Law and legislation — 

United States. 

Description of tax bills (S. 12, S. 24, and 
S. 243) relating to incentives to save 
for retirement, education, or housing : 
scheduled for a hearing before the Sub- 
committee on Savings, Pensions, and 
Investment Policy of the Committee on 
Finance on February 24, 1981 /, 82- 
4281 


Savings accounts — United States. 

The future of retirement savings in 
America : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, May 1, 1981., 82-12065 


Withholding on interest and dividend 
income options, alternatives, and 
effect on savings incentives., 82-4287 


Savings-banks — United States. 

FDIC and FSLIC procedures for han- 
dling financial institution failures and 
speculation : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, July 16, 1981., 82-15128 


FSLICsafety /, 82-3498 


Sawflies. 
The introduced pine sawfly, a defoliator 
of white pine new to North Carolina /, 
82-12502 
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Simulated sawing of squares 
improve wood utilization /, 


: a tool to 
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Sawmills — United States — Statistics. 
1977 census of manufactures, 82-9197 


Sawtooth National Recreation Area (Idaho) 
— Maps. 

Sawtooth National Recreation Area /, 
82-1154 


Sawyer, Danford L., 1939- 

Nomination of Danford L. Sawyer, Jr., 
to be public printer : hearing before the 
Committee on Rules and Administra- 
tion, United States Senate, Ninety-sev- 
enth Congress, first session, on the 
nomination of Danford L. Sawyer, Jr., 
of Florida, to be public printer, vice 
John J. Boyle, resigned, July 13, 1981., 
82-1101 


Sawyer, George A. 

Nominations of Russell D. Hale, Herman 
E. Roser, George A. Sawyer, and 
Edward J. Philbin : hearing before the 
Committee on Armed Services, United 
States Senate, Ninety-seventh Con- 
gress, first session, on nominations of 
Russell D. Hale, of Virginia, to be an 
assistant secretary of the Air Force, 
Herman E. Roser, of New Mexico, to 
be an assistant secretary of energy (de- 
fense programs), George A. Sawyer, of 
New Jersey, to be assistant secretary of 
the Navy, Edward J. Philbin, of Cali- 
fornia, to be duputy assistant secretary 
of defense for reserve affairs, June 11, 
1981., 82-1024 


Scab Creek (Wyo.) 
Wilderness suitability report, Scab Creek 
/, 82-575 


Scaffolding — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5400. Prefabricated 
structures and scaffolding, 82-4859 


Scalar field theory. 
Effects of large-scale intermittency of 
turbulence on scalar spectra at high 
wave numbers /, 82-12815 


Scales (Weighing instruments) 
Selection, installation and maintenance of 
commercial livestock scales., 82-12652 


Specifications, tolerances and other tech- 
nical requirements for livestock, poul- 
try & monorail scales., 82-12649 


Scales (Weighing instruments) — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 6670. Scales and 
balances, 82-12987, 82-12988 


Scales (Weighing instruments) — Testing. 
Instructions for testing livestock and 
animal scales., 82-12648 


Instructions for testing monorail scales., 
82-12653 
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Scanning systems. 
A parametric study of aliasing error for a 
narrow field of view scanning radiome- 
ter /, 82-6114 


Scarboro, W. Proctor, 1916- 

Nominations of Ralph Ball, of Kansas, 
and W. Proctor Scarboro, of North 
Carolina, to be members of the Federal 
Farm Credit Board, Farm Credit Ad- 
ministration : hearing before the Com- 
mittee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
seventh Congress, first. session, Decem- 
ber 9, 1981., 82-12084 


(N.Y.) — Maps. 
Geohydrology of the valley-fill aquifer in 
the Schenectady area, Schenectady 
County, New York /, 82-10850 


Scholarships — United States. 
The Fulbright Program., 82-1996 


Scholarships — United States — Periodicals. 

Selected list of postsecondary education 

opportunities for minorities and 
women., 82-13509 


School administrators — United States — 
Directories. 

Education directory. State education 
agency Officials, 82-10040 
State education agency officials, 
10040 


82- 


School attendance — High school — United 
States. 

Planning for declining enrollment in 

single high school districts /, 82- 
13517 


School attendance — United States. 
Planning for declining enrollment in 
single high school districts /, 82- 
13517 


School budgets — Pennsylvania. 

Impact of federal budget cuts on Pennsyl- 
vanhia schools : hearing before a sub- 
committee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-seventh Congress, first session, 
special hearing, Departments of Labor, 
Health and Human Services, and Edu- 
cation., 82-15028 


School budgets — United States. 
Managing your school’s energy dollar : 
keeping your schoolhouse out of the 
red., 82-13488 


School buildings — Portugal. 
Economic assistance, school construction 
: agreement between the United States 
of America and Portugal, signed at 
Lisbon September 30, 1977., 82-11320 


Treaties, etc. United States, 1977 Sept. 
30, 82-11320 
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School buildings — United States. 
Labor and material requirements for ele- 
mentary and secondary school con- 
struction., 82-3747 


Support document for proposed rule on 
friable asbestos-containing materials in 
school buildings : health effects and 
magnitude of exposure., 82-3401 


School buildings — United States — 
Bibliography — Catalogs. 
School administration, 

equipment., 82-5611 


buildings and 


— United States — 

Maintenance and repair. 

The attorney general’s asbsetos liability 
report to the Congress : pursuant to 
section 8(b) of the Asbestos School 
Hazard Detection and Control Act of 
1980 /, 82-2611 


School buses. 

Improved visibility for school buses 
during adverse weather /, 82-4012, 
82-14569 


Statistical evaluation of the effectiveness 
of federal motor vehicle safety stand- 
ard 222 : school bus seating and crash 
protection : report no. 6 of 7 /, 82- 
3999 


The use of school buses for public trans- 
portation /, 82-2221 


School buses — Accidents. 

Highway accident report : tractor-semi- 
trailer/schoolbus collision and over- 
turn, Rustburg, Virginia, March 8, 
1977., 82-11422 


School buses — Safety appliances. 
Improved visibility for school 
during adverse weather 
report /, 82-11653 


Signal lighting system requirements for 
emergency, school bus and service ve- 
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buses 
summary 


School children — Dental care. 
The .2% solution, 82-10604 


School children — Food — United States. 

Efforts to improve school lunch pro- 
grams : are they paying off? : report to 
the Congress /, 82-1728 

Oversight hearings on meal pattern 
changes in the school lunch program : 
hearings before the Subcommittee on 
Elementary, Secondary, and Vocation- 
al Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, hearings held in Washing- 
ton, D.C., on September 17 and 18, 
1981., 82-15076 


Retaining nutritional goals in the school 
lunch program : report (to accompany 
S. Res. 218)., 82-11773 
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USDA human nutrition service reorgani- 
zation : hearing before the Subcommit- 
tee on Department Operations, Re- 
search, and Foreign Agriculture and 
the Subcommittee on Domestic Mar- 
keting, Consumer Relations, and Nutri- 
tion of the Committee on Agriculture, 
House of Representatives, Ninety-sev- 
enth Congress, first session, September 
17, 1981., 82-12075 


School children — Food — United States — 
Bibliography — Catalogs. 
School lunches., 82-10404 


School children — Health and hygiene — 
Juvenile films. 
“It’s elementary” 

82-1823 


for healthy people, 


School children — Illinois — Chicago. 
Forest experiences of fifth-grade Chicago 
public school students /, 82-1164 


School children — Transportation — 
Congresses. 

Conference on Child Passenger Protec- 

tion /, 82-6507 


School children — Transportation — Law 
and legislation — United States. 

The 14th Amendment and school busing : 
hearings before the Subcommittee on 
the Constitution of the Committee on 
the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on the 14th Amendment and school 
busing, May 14 and June 3, 1981., 82- 
12217 


School community relations. 
Comprehensive School/Community 
Health Education Project /, 82-10653 


School employees — United States — 
Juvenile literature. 
Helpers /, 82-13520 


School facilities — Extended use — United 
States. 

Planning for declining enrollment in 

single high school districts /, 82- 
13517 


School integration — Research — United 
States — Periodicals. 
Grants for research on desegregation., 
82-5236 


School integration — United States. 

School desegregation : hearings before 
the Subcommittee on Civil and Consti- 
tutional Rights of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on school desegregation, Sep- 
tember 17, 21, 23, October 7, 14, 19, 
21, 29, November 4 and 19, 1981., 82- 
15155 


School desegregation : report of the Sub- 
committee on Civil and Constitutional 
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Rights of the Committee on the Judici- 
ary, House of Representatives, together 
with supplemental views, Ninety-sev- 
enth Congress, second session., 82- 
15152 


With all deliberate speed, 1954-1977, 82- 
3138 


School management and organization — Law 
and legislation — United States. 
Elementary and Secondary Education 

Consolidation Act of 1981 : hearings 
before the Subcommittee on Education, 
Arts, and Humanities of the Committee 
on Labor and Human Resources, 
United States Senate, first session, on 
S. 1103 ... May 7 and 8, 1981., 82- 
2677 


Elementary and Secondary Education 
Consolidation Act of 1981 : joint hear- 
ing before the Subcommittee on Ele- 
mentary, Secondary, and Vocational 
Education and the Subcommittee on 
Select Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on H.R. 3645 ... hearing 
held in Washington, D.C. on May 28, 
1981., 82-2615 


School management and organization — 
United States — Bibliography — Catalogs. 
School administration, buildings and 

equipment., 82-5611 


School plant management — United States. 
Managing your school’s energy dollar : 
keeping your schoolhouse out of the 
red., 82-13488 


Schools — United States — Energy 
conservation. 
Managing your school’s energy dollar : 
keeping your schoolhouse out of the 
red., 82-13488 


*Schools, Medical — United States. 
AAMC longitudinal study of medical 
school graduates of 1960 /, 82-10639 


Schultz, Gladys Belleville, 1964- 
Gladys Belleville Schultz : report (to ac- 
company H.R. 1785)., 82-4052 


Science — Information services — 
Bibliography. 
Annotated bibliography, 1973-1977, Divi- 
sion of Science Information., 82-14245 


Science — International cooperation. 
Science and technolog cooperation 
memorandum of understanding be- 
tween the United States of America 
and the Commission of the Cartagena 
Agreement : signed at Washington No- 
vember 21, 1979., 82-2178 


Treaties, etc. United States, 1979 Nov. 
21, 82-2178 
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Science — Research grants — United States 
— Periodicals. 
Federal funds for research and develop- 
ment., 82-6177 


Science — Study and teaching — United 

States. 

Guide for the preparation of proposals 
for faculty development projects in 
energy education - 1982 : summer and 
academic year workshops for high 
school and elementary school teachers., 
82-13285 


Science — Teacher training. 

Guide for preparation of proposals, and 
project, and award management : pre- 
college teacher development in science 
program : for the continuing education 
of middle and secondary school teach- 
ers (grade 5-12) of mathematics and the 
natural and social sciences., 82-14246 


Science — United States — Bibliography — 
Catalogs. 
Publications of the National Science 
Foundation., 82-11177 


Science — United States — Experiments — 
Bibliography — Catalogs. 
Science experiments and projects., 82- 
5618 


Science — United States — Periodicals. 
The goals of the Committee on Com- 
merce, Science, and Transportation for 
the ... session of the ... Congress., 82- 
15057 


*Science — United States — statistics. 
Academic science, scientists and engi- 
neers /, 82-6178 


Science and ethics. 
Science, technology & human values., 
82-2113 


Science and law — Periodicals. 
Report on the activities of the Committee 
on Commerce, Science, and Transpor- 
tation., 82-6551 


Science and state — China. 

Science, technology, and energy develop- 
ment in Japan and China : report of a 
congressional study mission to the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session., 
82-4272 


Science and state — Egypt. 

Scientific cooperation, science and tech- 
nology : agreement between the United 
States of America and Egypt, signed at 
Cairo January 11, 1981., 82-11337 

Treaties, etc. United States, 1981 Jan. 11, 
82-11337 





Science and state — Japan. 

Science, technology, and energy develop- 
ment in Japan and China : report of a 
congressional study mission to the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session., 
82-4272 


Science and state — Panama. 

Scientific cooperation : agreement be- 
tween the United States of America 
and Panama, effected by exchange of 
notes signed at Washington September 
7, 1977., 82-11324 


Treaties, etc. United States, 1977 Sept. 7, 
82-11324 


Science and state — United States. 
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Scientific cooperation : agreement be- 
tween the United States of America 
and Panama, effected by exchange of 
notes signed at Washington September 
7, 1977., 82-11324 


Scientific cooperation, science and tech- 
nology : agreement between the United 
States of America and Egypt, signed at 
Cairo January 11, 1981., 82-11337 


Treaties, etc. United States, 1977 Sept. 7, 
82-11324 


Treaties, etc. United States, 1981 Jan. 11, 
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Science and state — United States — 

Periodicals. 

Science and technology., 82-2116 
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Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 6630, 6635, 6636, 
6640. Chemical analysis instruments, 
physical properties and testing equip- 
ment, 82-12984 


Scientific apparatus and instruments — 
France. 
Laboratory 
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instruments, France., 82- 


Scientific apparatus and instruments — 

Malaysia. 

Market research summary : the market 
for scientific and industrial analytical 
instruments in Malaysia, May 29 - June 
2, 1978., 82-3126 


Scientific apparatus and instruments industry 
— United States — Employees — 
Statistics. 

Occupational employment : engineering 
and scientific instruments industry, 
June 1971 /, 82-5983 


Scientists — Employment — United States. 
Science and engineering employment : 
1970-80 : special report /, 82-14242 
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Scientists — Employment — United States 
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neers /, 82-6178 


Scientists — In-service training — United 
States — Periodicals. 
Associate training programs in the medi- 
cal and biological sciences at the Na- 
tional Institutes of Health. 82-10506 


Scientists — Salaries, pensions, etc. — 

United States. 

Comparison of compensation paid scien- 
tists and engineers in research and de- 
velopment : DOE national survey of 
compensation, 1980 data., 82-9971 


Scientists — Statistics. 
Academic scientists and engineers in- 
crease 3% in 1978 /, 82-2115 


Scientists — Training of — United States. 
An Information guide : university/DOE 
laboratory cooperative program for 
professional manpower development, 
faculty and student research participa- 
tion, other assistance., 82-3356 


Scientists — United States — Periodicals. 
National patterns of science and technol- 
ogy resources., 82-760 


Scintillation counters. 
A gas scintillation proportional counter 
for measuring plutonium in humans and 
the environment /, 82-4133 


Scintillators. 
Effect of neutron-induced background ra- 


diations on thin imaging scintillators /, 
82-6674 


Scottsbluff (Neb.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Scottsbluff, 
Nebraska, annual summary with com- 
parative data., 82-4668 


Scour (Hydraulic engineering) 
Erosion control of scour during construc- 
tion. Report 1. Present design and con- 
struction practice /, 82-9803 


Scour and fill (Geomorphology) 

Erosion control of scour during construc- 
tion. Report 3. Experimental meas- 
urements of refraction, diffraction, and 
current patterns near jetties /, 82-9804 
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Process for recovering chromium and 
other metals from superalloy scrap /, 
82-5884 
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Pyrometallurgical recovery of chromium 
from scrap metals : laboratory studies / 
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Scrap metals — Statistics — Periodicals. 
Iron and steel scrap, 82-610 
Preprint from the ... Bureau of Mines 
Minerals yearbook. Iron and_ steel 
scrap., 82-610 


Screens. 
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tification list. FSC 5335, 5340. Metal 
screening miscellaneous hardware, 
82-4856, 82-4876 


Screws — Catalogs. 
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tification list. FSC 5305. Screws, 82- 

4845, 82-4846 


Scrubber (Chemical technology) 
Advanced concepts, SO.removal process 
improvements /, 82-13572 


Development of droplet sizing for the 
evaluation of scrubbing systems /, 82- 
13611 


EPA alkali scrubbing test facility 
vanced program, 
report /, 82-13633 


In-stack plume opacity from electrostatic 
precipitator/scrubber system at Har- 
rington unit 1 /, 82-10144 

Kinetics of sulfur dioxide oxidation in 
aqueous solution /, 82-10138 

Lime FGD systems data book /, 82- 
10065 

Mobile bed flux force/condensation 
scrubbers /, 82-13593 

Physical prop«rties and leach testing of 


solidified/stabilized flue gas cleaning 
wastes., 82-10215 


: ad- 
fourth progress 


Scrubber (Chemical technology) — Design. 
Design guidelines for an optimum scrub- 
ber system /, 82-13578 


Scrubber (Chemical technology) — Economic 


aspects. 

Economics of disposal of lime/limestone 
scrubbing wastes : surface mine dispos- 
al and Dravo landfill processes /, 82- 
13636 


Scrubber (Chemical technology) — Testing. 
Ceilcote ionizing wet scrubber evaluation 
/, 82-3380 
EPA alkali scrubbing test facility : ad- 
vanced program, final report (October 
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Scuba diving. 
Attempts to correct swimming errors /, 
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Swimming accuracy and consistency of 
scuba divers under conditions of low 
visibility /, 82-5110 


Sculley, Jay Raymond, 1940- 

Nominations of James R. Ambrose, to be 
under secretary of the army, and Jay 
Raymond Sculley, to be assistant secre- 
tary of the army : hearing before the 
Committee on Armed Services, United 
States Senate, Ninety-seventh Con- 
gress, first session on nomimations of 
James R. Ambrose, of North Carolina, 
to be under secretary of the army, Jay 
Raymond Sculley, of Virginia, to be 
assistant secretary of the army, October 
6, 1981., 82-12096, 82-15037 


Sea birds — Atlantic Coast (U.S.) — 

Atlases. 

Atlas of gull and tern colonies : North 
Carolina to Key West, Florida (includ- 
ing pelicans, cormorants and skimmers) 
/, 82-5922 


Sea food. 
Florida seafare, 


Sea food — Florida. 
Florida seafare, 


82-9513, 82-9514 


82-9513, 82-9514 


Sea level — North Pacific Ocean. 
Geodetic leveling and the sea level slope 
along the California coast /, 82-3107 


Sea-water corrosion. 
Corrosion control of pilings in seawater, 
Buzzards Bay /, 82-1487 


Sealing (Technology) 
Comparison of analysis and experiment 
for self-acting seals for liquid-oxygen 
turbopumps /, 82-740 


Consolidated federal supply catalog iden- 
tification list. FSC 5365. Rings, shims, 
& spacers, 82-1430, 82-1431 


Potential health effects of video display 
terminals and radio frequency heaters 
and sealers : hearings before the Sub- 
committee on Investigations and Over- 
sight of the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, May 12, 13, 1981., 82- 
2704 


Search and rescue operations — Indiana — 

Michigan City. 

Special investigation report : search and 
rescue procedures and arming of emer- 
gency locator transmitter : aircraft ac- 
cident near Michigan City, Indiana, 
December 7, 1980., 82-14336 
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Search theory. 
An evaluation of visual search behavior 
on a cathode ray tube utilizing the 
window technique /, 82-9750 


Searches and seizures — United States. 
Stress and duress detection for NRC-li- 
censed facilities : a constitutional and 
regulatory analysis /, 82-14888 
Vehicle access and control planning doc- 
ument /, 82-4111 


Vehicle access and _ search 
manual /, 82-4112 


training 


Seasonal labor — United States. 
Migrant and seasonal farmworker pro- 
grams., 82-14140 


Secondary recovery of oil. 

Conference on Microbiological Processes 
Useful in Enhanced Oil Recovery : 
final report, August 29,—September 1, 
1979, San Diego, California /, 82- 
5189 


Secondhand trade — United States. 

Federal Trade Commission used car rule 
: hearing before the Subcommittee for 
Consumers of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on S. Con. Res. 
33 ... October 30, 1981., 82-15063 


Securities — United States. 

The Role of regional broker-dealers in 
the capital formation process : under- 
writing, market-making, and securities 
research activities, phase II report., 
82-1137] 


Securities activities of depository institu- 
tions : hearings before the Subcommit- 
tee on Securities of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-seventh 
Congress, Second session, on S. 1720 ... 
February 4, 9, 10, and 12, 1982., 82- 
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The securities industry : economic impli- 
cations for the future : hearings before 
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nance of the Committee on Energy and 
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Ninety-seventh Congress, first session, 
June 17 and 18, 1981., 82-2626 
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United States of America, treasury notes 
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United States of America, treasury notes 
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United States of America, treasury notes 
of May 31, 1983, series R-1983., 82- 
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United States of America, treasury notes 
of November 15, 1984, series L-1984., 
82-11378 


United States of America, treasury notes 
of November 15, 1984, series M-1984., 
82-14301 


United States of America, treasury notes 
of November 15, 1986, series E-1986., 
82-6248 


United States of America, treasury notes 
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82-14295 


United States of America, treasury notes 
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82-14302 
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United States of America, 14 1/2 % 
treasury notes of May 15, 1991, series 
A-1991., 82-11379 


Securities — United States — Bibliography 
Catalogs. 


Securities and investments., 82-5645 


Securities, Tax-exempt — United States. 
Background information for hearings on 
tax-exempt “small issue” industrial rev- 

enue bonds /, 82-1121 , 


Report on tax-exempt “small issue” indus- 
trial revenue bonds /, 82-1123 


Security, International. 

International security policy : hearings 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety-sev- 
enth Congress, first session, July 27, 
1981., 82-2653 


The management of security assistance., 
82-1421 


Review of administration initiatives on 
strategic, theater, and conventional 
arms control : briefing of the Subcom- 
mittee on International Security and 
Scientific Affairs of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, November 20, 1981., 82-12164 

Strategic weapons proposals : hearings 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety-sev- 
enth Congress, first session, on the for- 
eign policy and arms control implica- 
tions of President Reagan’s strategic 
weapons proposals., 82-6837 


Security, International — Bibliography — 
Catalogs. 


Disarmament and arms control., 82-5572 


Security Assistance Program. 
The roles and functions of overseas Secu- 
rity Assistance Offices need to be clari- 

fied : report /, 82-5494 


Security classification (Government 
documents) — United States. 

Oversight of the government’s security 
classification program, some improve- 
ment still needed : report to the Con- 
gress: summary /, 82-13737 


Security systems — Mathematical models. 
Vital area analysis using SETS /, 82- 
4154 


Security systems — United States. 

Defense needs better system for assuring 
adequate security at reasonable cost on 
U.S. bases : report to the Congress /, 
82-5514 


Defense needs better system for assuring 
adequate security at reasonable cost on 


U.S. Bases 
summary /, 


: report to the Congress : 
82-5515 
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Important farmlands, Sedgwick Co., 
Kansas., 82-93 


Sediment, Suspended — Texas. 
Sediment yields for selected streams in 
Texas /, 82-10755 


Sediment control — New Mexico. 
Hydraulic sediment model study for pro- 
posed Blanco Diversion Dam modifica- 
tion /, 82-5850 


Sediment-trap efficiency of Tortugas 
Arroyo near Las Cruces, New Mexico, 
water years 1963-1974 7, 82-10744 


Sediment control — United States. 

Pacific Southwest Inter-Agency Commit- 
tee : report of the Water Management 
Subcommittee on factors affecting sedi- 
ment yield in the Pacific Southwest 
area and selection and evaluation of 
measures for reduction of erosion and 
sediment yield., 82-14993 


Sediment transport. 
Erosion control of scour during construc- 
tion. Report 1. Present design and con- 
struction practice /, 82-9803 


Erosion control of scour during construc- 
tion. Report 3. Experimental meas- 
urements of refraction, diffraction, and 
current patterns near jetties /, 82-9804 


A method for estimating long-term ero- 
sion rates from a long-term rise in 
water level /, 82-13137 


Stream dynamics : an overview for land 
managers /, 82-12528 


Weir sand-bypassing systems /, 82-5029 


Sediment transport — Alaska — Fairbanks 
region. 
Sediment transport in the Tanana River 
in the vicinity of Fairbanks, Alaska, 
1977-78 /, 82-13972 


Sediment transport — Measurement. 
A guide for estimating longshore trans- 
port rate using four SPM methods /, 
82-13144 


Sediment transport — New York (State) 
Sediment and radionuclide transport in 
rivers : field sampling program Cattar- 
augus and Buttermilk Creeks, New 
York /, 82-14815 


Sediment and radionuclide transport in 
rivers : phase I, field sampling program 
during mean flow Cattaraugus and But- 
termilk Creeks, New York /, 82-4128 
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Sediment transport by irrigation return 
flows on the Yakima Indian Reserva- 
tion, Washington 1975 and 1976 irriga- 
tion seasons /, 82-10782 
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Sediment transport by irrigation return 
flows in the lower Yakima River basin, 
Washington, 1975 and 1976 irrigation 
seasons /, 82-10781 


Sediment transport — Wisconsin — 

Pheasant Branch. 

Channel erosion and sediment transport 
in Pheasant Branch basin near Middle- 
ton, Wisconsin : a preliminary report /, 
82-13973 


Sediment transport — Wyoming — East 
Fork River. 
Field data describing the movement and 
storage of sediment in the East Fork 
River, Wyoming., 82-5839 


Sedimentation and deposition. 

The effects of highway construction on 
sediment discharge into Blockhouse 
Creek and Steam Valley Run, Pennsyl- 
vania /, 82-584 


Measurement of aerosol deposition rates 
in turbulent flows /, 82-14916 


Relation of sediment yield to climatic and 
physical characteristics in the Missouri 
River Basin /, 82-13959 


Sedimentation and deposition — Wyoming 
— East Fork River. 
Field data describing the movement and 
storage of sediment in the East Fork 
River, Wyoming., 82-5839 


Sediments (Geology) 
Methodology for design of fine-grained 
dredged material containment areas for 
solids retention /, 82-4982 


Sand resources on the inner continental 
shelf of the Cape May region, New 
Jersey /, 82-1471 


Sediments (Geology) — Congresses. 
Environmental chemistry and cycling 
processes : proceedings of a symposium 
held at Augusta, Georgia, April 28- 
May 1, 1976 /, 82-5183 


Sediments (Geology) — Virginia — Virginia 
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Beach erosion and accretion at Virginia 
Beach, Virginia and vicinity /, 82- 
1469 


Seedlings — Storage. 
Lifting date affects black walnut planting 
stock quality /, 82-12452 


Seeds — United States — Statistics. 
Seed crops : final estimates, by state, 
1974-78 : acreage, yield, production, 
price, value., 82-12326 


Centrifugal model analysis of coal waste 
embankment stability /, 82-165 
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Documentation and analysis of Rock 
Island underseepage data /, 82-4990 


Geohydrologic setting of and seepage 
from a water-supply canal, Indianapo- 
lis, Marion County, Indiana /, 82- 
3676 


Segregation in education — Research — 
United States — Periodicals. 
Grants for research on desegregation., 
82-5236 


Segregation in education — United States. 

School desegregation : hearings before 
the Subcommittee on Civil and Consti- 
tutional Rights of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on school desegregation, Sep- 
tember 17, 21, 23, October 7, 14, 19, 
21, 29, November 4 and 19, 1981., 82- 
15155 


School desegregation : report of the Sub- 
committee on Civil and Constitutional 
Rights of the Committee on the Judici- 
ary, House of Representatives, together 
with supplemental views, Ninety-sev- 
enth Congress, second session., 82- 
15152 


Seismic prospecting — Handbooks, manuals, 
etc. 


Guidelines for selecting seismic detectors 
for high resolution applications /, 82- 
5899 


Seismic reflection method. 
Sand resources of southeastern Lake 
Michigan /, 82-13136 


Seismic refraction method. 
Surficial geophysical data for two cross- 
valley lines in the middle Eagle River 
valley, Alaska /, 82-1955 


Seismic waves. 
Canadian seismic agreement annual 
report June 1979 - June 1980 /, 82- 
11975 


Seismic waves — Southern States. 
A regional crustal velocity model for the 
Southeastern United States /, 82- 
12017 


Seismolgy — Minnesota. 
Seismicity and tectonic relationships for 
Upper Great Lakes Precambrian Shield 
Province : Final Report /, 82-14935 


Seismological research. 
Numerical study of attenuation of high 
frequency Lg-waves in the New 
Madrid seismic region /, 82-594 
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Brittle deformation of the Manhattan 
Prong /, 82-2569 
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New Madrid seismotectonic study : activ- 
ities during fiscal year 1980 /, 82-6696 
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New England seismotectonic study : ac- 
tivities during fiscal year 1979 /, 82- 
12014 


Seismological research — New York. 
Brittle deformation of the Manhattan 
Prong /, 82-2569 


research — Research grants — 

United States. 

Research on societal response to earth- 
quakes and others natural hazards and 
disasters program announcement., 
82-2114 


Seismological research — Texas. 
A Seismicity and seismotectonic study of 
the Kermit seismic zone, Texas /, 82- 
593 


Seismological stations. 
Numerical study of attenuation of high 
frequency Lg-waves in the New 
Madrid seismic region /, 82-594 


Seismology. 
Interim report on systematic errors in nu- 
clear power plants : seismic safety mar- 
gins research program /, 82-4159 


Seismology — Abstracts. 
Seismic engineering program 
July-September 1976 /, 82-1910 
Seismic engineering program report, Oc- 
tober-December 1976 /, 82-1911 


report, 


Seismology — Alaska. 

Alaskan Outer Continental Shelf Seismol- 
ogy and Earthquake Engineering 
Workshop : March 26-29, 1979, Boul- 
der, Colorado /, 82-9492 


Seismology — Canada. 

Seismicity, recurrence rates, and regiona- 
lization of the northeastern United 
States and adjacent southeastern 
Canada /, 82-2575 


Seismology — Canada — Observations. 
Canadian seismic agreement annual 
report June 1979 - June 1980 /, 82- 
11975 


Seismology — Iowa. 
Regional tectonics and seismicity of 
southwestern Iowa : annual report, 
May 1, 1978-April 30, 1979 /, 82-6639 


Seismology — Mathematical models. 
Empirical analyses of near-source ground 
motion /, 82-2563 
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Seismology — Nebraska. 
Regional tectonics and seismicity of east- 
ern Nebraska : annual report, July 1979 
- June 1980 /, 82-4178 


Regional tectonics and seismicity of east- 
ern Nebraska : annual report, June 1, 
1978-May 30, 1979 /, 82-6653 


Seismology — Northeastern States. 
Seismicity, recurrence rates, and regiona- 
lization of the northeastern United 
States and adjacent southeastern 
Canada /, 82-2575 


Seismology — Observations. 
Numerical study of attenuation of high 
frequency Lg-waves in the New 
Madrid seismic region /, 82-594 


Seismology — Oklahoma. 
Seismicity and tectonic relationships of 
the Nemaha Uplift in Oklahoma : part 
III /, 82-14929 


Seismology — Texas — Observations. 
A Seismicity and seismotectonic study of 
the Kermit seismic zone, Texas /, 82- 
593 


Seismology — United States. 
An analysis of earthquake intensities with 
respect to attenuation, magnitude, and 
rate of recurrence /, 82-11991 


The correlation of response spectral am- 
plitudes with seismic intensity /, 82- 
14915 


An integrated geophysical and geological 
study of the tectonic framework of the 
38th parallel lineament in the vicinity 
of its intersection with the extension of 
the New Madrid fault zone : annual 
progress report-fiscal year 1979 /, 82- 
2485 


Seismology — United States — Abstracts. 
Seismic engineering program report, 
July-September 1976 /, 82-1910 
Seismic engineering program report, Oc- 
tober-December 1976 /, 82-1911 


Seismology — United States — Data 
processing. 

Ranking of sources of uncertainty in the 
SSMRP seismic methodology chain : 
seismic safety margins research pro- 
gram /, 82-2561 


Seismology — United States — 
Observations. 
Empirical analyses of near-source ground 
motion /, 82-2563 


Seismology — Virginia. 
Central Virginia regional seismic network 
: crustal velocity structure in central 
and southwestern Virginia /, 82-2496 


Seismometers. 
Evaluation of the seismic system for lo- 
cating trapped miners /, 82-5881 





Service industries Connecticut Statistics. 


Seismometers — Handbooks, manuals, etc. 
Guidelines for selecting seismic detectors 
for high resolution applications /, 82- 
5899 


Seismometry. 
Canadian seismic agreement annual 
report June 1979 - June 1980 /, 82- 
11975 


Realistic seismic design margins of 
pumps, valves, and piping /, 82-995 

Reevaluation of Modified Mercalli Inten- 
sity Scale for earthquakes using dis- 
tance as determinant /, 82-1381 


Seismometry — Ohio. 

Geophysical investigations of the Anna, 
Ohio earthquake zone : annual progress 
report July 1978 - July 1979 /, 82- 
4130 


Seldovia (Alaska) — Maps. 
Hydrogeology of the Seldovia area, 
Alaska /, 82-5835 


Self-determination, National — Periodicals. 
Status of the world’s nations., 82-6217 


Self-employed — United States. 
More than a dream : being your own 
boss /, 82-3759 


Semiconductor industry — Laser use in. 
SERI laser scanner system /, 82-321 


Semiconductors. 
The capabilities and limitations of auger 
sputter profiling for studies of semicon- 
ductors /, 82-4606 


Semiconductors — Plasma effects. 
Photoconductive control of microwaves 
/, 82-1529 


Seminar on Innovation and Productivity: a 
Human Perspective (1981 : Washington, 
D.C.) 

The human factor in innovation and pro- 
ductivity hearings (including the 
record of a seminar sponsored by the 
American Association for the Ad- 
vancement of Science on July 28, 1981) 
before the Subcommittee on Science, 
Research, and Technology of the Com- 
mittee on Science and Technology, 
U.S. House of Representatives, Ninety- 
seventh Congress, first session, Septem- 
ber 9, 10, 11, 15, 16, 17, 1981., 82- 
15198 


Semismology — United States — 

Observatories. 

A probabilistic evaluation of earthquake 
detection and location capability for Il- 
linois, Indiana, Kentucky, Ohio, and 
West Virginia /, 82-2538 


Senegal, acountry profile /, 82-826 
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Senegal — Description and travel. 
Background notes, Senegal., 82-14270 


Sensory-motor integration. 
Sensory mechanism modeling /, 82-286, 
82-1555 


Sentences (Criminal procedure) — United 

States. 

Prosecutorial discretion and federal sen- 
tencing reform /, 82-5966 

The sentencing options of federal district 
judges /, 82-3740 

Sentencing practices and alternatives in 
narcotics cases : hearing before the 
Select Committee on Narcotics Abuse 
and Control, House of Representatives, 
Ninety-seventh Congress, first session, 
June 4, 1981., 82-2689 


Separation (Technology) 

Criticality experiments with subcritical 
clusters of 2.35 Wt% and 4.31 Wt% 
235U enriched UO,rods in water with 
steel reflecting walls /, 82-11990 


Separation (Technology) — Testing. 
Improved low-cost inorganic organic sep- 
arators for rechargeable silver-zinc bat- 
teries /, 82-2100 


Separators (Machines) 
Particulate sampling and support : final 
report /, 82-13552 


Septic tanks — Florida — Suwannee County 
— Maps. 
Suwanee County, Florida, soil interpre- 
tive map of limitation for septic tank 
absorption fields /, 82-2823 


Septoria musiva — Identification. 
How to identify and control septoria leaf 
spot and canker of poplar., 82-4378 


Serology — Technique. 
Serodiagnosis of toxoplasmosis, rubella, 
cytomegalic inclusion disease, herpes 

simplex., 82-1874 


Serum diagnosis — Laboratory manuals, 
Serodiagnosis of toxoplasmosis, rubella, 
cytomegalic inclusion disease, herpes 
simplex., 82-1874 


Service industries — Alabama — Statistics. 
1977 census of service industries, 82- 
9442 


Service industries — Colorado — Statistics. 
1977 census of service industries, 82- 
9443 


Service industries — Connecticut — 
Statistics. 
1977 census of service industries, 
9444 


82- 
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Service industries Florida Statistics. 


Service industries — Florida — Statistics. 
1977 census of service industries, 82- 
9445 


Service industries — Illinois — Statistics. 
1977 census of service industries, 82- 
12788 


Service industries — Indiana — Statistics. 
1977 census of service industries, 82- 
12789 


Service industries — lowa — Statistics. 
1977 census of service industries, 82- 
9446 


Service industries — Kansas — Statistics. 
1977 census of service industries, 82- 
9447 


Service industries — Kentucky — Statistics. 
1977 census of service industries, 82- 
9448 


Service industries — Law and legislation — 

United States. 

Service Industries Development Act : 
hearings before the Committee on Busi- 
ness, Trade, and Tourism of the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-seventh Congress, first session, 
on §S. 1233 ... October 20 and 21, 1981., 
82-15065 


Service industries — Louisiana — Statistics. 
1977 census of service industries, 82- 
9449 


Service industries — Maine — Statistics. 
1977 census of service industries, 
9450 


82- 


Service industries — Maryland — Statistics. 
1977 census of service industries, 82- 
9451 


Service industries — Massachusetts — 
Statistics. 
1977 census of service industries, 
9452 


82- 


Service industries — Michigan — Statistics. 
1977 census of service industries, 82- 
9453 


Service industries — Minnesota — Statistics. 
1977 census of service industries, 82- 
9454 


Service industries — Mississippi — 
Statistics. 
1977 census of service industries, 
9455 


82- 


Service industries — Missouri — Statistics. 
1977 census of service industries, 82- 
9456 


Service industries — Montana — Statistics. 
1977 census of service industries, 82- 
9457 
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Service industries — Nebraska — Statistics. 
1977 census of service industries, 82- 
9458 


Service industries — Nevada — Statistics. 
1977 census of service industries, 
9459 


82- 


Service industries — New Hampshire — 
Statistics. 
1977 census of service industries, 
9460 


Service industries — New Jersey — 
Statistics. 
1977 census of service industries, 
9461 


82- 


82- 


Service industries — New York (State) — 
Statistics. 
1977 census of service industries, 
12790 


82- 


Service industries — North Carolina — 
Statistics. 
1977 census of service industries, 
9462 


Service industries — North Dakota — 
Statistics. 
1977 census of service industries, 
12791 


Service industries — Ohio — Statistics. 
1977 census of service industries, 
12792 


82- 


Service industries — Oklahoma — Statistics. 
1977 census of service industries, 82- 
9463 


Service industries — Oregon — Statistics. 
1977 census of service industries, 
12793 


82- 


Service industries — Pennsylvania — 
Statistics. 
1977 census of service industries, 


Service industries — Rhode Island — 
Statistics. 
1977 census of service industries, 
9465 


Service industries — South Carolina — 
Statistics. 
1977 census of service industries, 
9466 


Service industries — South Dakota — 
Statistics. 
1977 census of service industries, 
9467 


82- 


Service industries — Tennessee — Statistics. 
1977 census of service industries, 82- 
9468 


Service industries — Texas — Statistics. 
1977 census of service industries, 
9469 


82- 
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Service industries — United States. 

OMB Circular A-76—contracting-out in 
VA facilities : hearing before the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, October 20, 1981., 
82-12283 


Service industries — United States — 
Electric equipment — Statistics. 
1977 census of manufactures, 82-9223 


Service industries — United States — 
Equipment and supplies — Statistics. 
1977 census of manufactures, 82-9223 


Service industries — United States — 
Equipment and supplies Catalogs. 
Consolidated federal supply catalog iden- 

tification list. FSC 3500. Service and 
trade equipment, 82-4817 


Service industries — United States — 
Statistical services. 


Statistics on service industries., 82-4604 


Service industries — United States — 
Statistics. 
1977 census of service industries, 
9475, 82-9476, 82-9478 


1977 census of service industries. Volume 
I. Subject statistics., 82-1361 


1977 census of service industries. Volume 
II. Geographic area statistics. Part 4. 
Other service industries., 82-115, 82- 
3076, 82-3077, 82-3078 


82- 


Service industries — Utah — Statistics. 
1977 census of service industries, 
9470 


82- 


Service industries — Vermont — Statistics. 
1977 census of service industries, 82- 
9471 


Service industries — Virginia — Statistics. 
1977 census of service industries, 82- 
12794 


Service industries — Washington (State) — 
Statistics. 
1977 census of service industries, 
9472 


82- 


Service industries — West Virginia — 
Statistics. 
1977 census of service industries, 
9473 


82- 


Service industries — Wisconsin — Statistics. 
1977 census of service industries, 82- 
9474 


Servomechanisms. 
The design, fabrication, and test of an 
electrofluidic servovalve /, 82-196 


Investigation of a low-cost servoactuator 
for HYSAS /, 82-9846 
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SESAME Project. 
A subsynoptic-scale kinectic energy study 
of the Red River Valley tornado out- 
break (AVE-SESAME I) /, 82-14221 


Set theory. 
Identification of fuzzy sets with a class of 
canonically induced random sets and 
some applications /, 82-3258 


*Sewage 

Environmental monitoring of a 
wastewater treatment plant /, 82- 
10132 


Sewage — Analysis — Mathematical 
methods. 
Thermal analysis of the Manning S-4000 
portable wastewater sampler /, 82- 
5301 


Sewage — Bibliography — Catalogs. 
Sanitation and sewage., 82-5576 


Sewage — Environmental aspects. 
Evaluation of lime precipitation for treat- 
ing boiler tube cleaning wastes /, 82- 
13641 


Thermal analysis of the Manning S-4000 
portable wastewater sampler /, 82- 
5301 


Sewage — Environmental aspects — 
Arkansas — Bull Shoals Lake region. 
Final environmental impact statement for 

Lakeview, Arkansas wastewater treat- 
ment facilities., 82-10172 


Sewage — Environmental aspects — Bull 
Shoals Lake region (Ark. and Mo.) 
Draft environmental impact statement for 
Lakeview, Arkansas wastewater treat- 
ment facilities /, 82-10197 


Sewage — Environmental aspects — 
California — Los Angeles region. 
Final EIS/EIR Las Virgenes-Triunfo, 
Malibu-Topanga area wide facilities 
plan /, 82-5270 


Sewage — Environmental aspects — 
California — San Francisco Bay region. 
South Bay Dischargers Authority treated 

wastewater disposal program : draft en- 
vironmental impact report and environ- 
mental impact statement /, 82-10208 


South Bay Dischargers Authority treated 
wastewater disposal program : : sum- 
mary, draft environmental impact 
report and environmental impact state- 
ment /, 82-13663 


Sewage — Environmental aspects — 
California — Santa Cruz region. 
Santa Cruz areawide wastewater facilities 
plan /, 82-10205 





Sewage Environmental aspects Michigan Oakland County. 


Sewage — Environmental aspects — 
Colorado — Boulder. 
Boulder, Colorado, wastewater treatment 
facilities : final environmental impact 
statement /, 82-10166 


Sewage — Environmental aspects — 
Connecticut — North Branford. 
Local wastewater management program, 
North Branford, Connecticut /, 82- 
10201 


Sewage — Environmental aspects — 
Housatonic River (Mass. and Conn.) 
Public comments and responses to com- 

ments : an appendix to the water qual- 
ity management plan for the upper 
Housatonic River : final plan/environ- 
mental impact statement /, 82-10184 


Draft environmental impact statement for 
proposed sewerage facilities in the 
Marion County Lake Improvement 
District, Marion County, Kansas /, 
82-10199 


Sewage — Environmental aspects — Kansas 

— Marion County Lake. 

Final environmental impact statement for 
proposed sewerage facilities in the 
Marion County Lake Improvement 
District /, 82-10174 


Sewage — Environmental aspects — Maine. 
Draft environmental impact statement on 
the proposed areawide waste treatment 
management plan for the southern 
Maine planning area /, 82-10198 


Sewage — Environmental aspects — Maine 

— Androscoggin County. 

Draft environmental impact assessment 
on the draft 208 waste treatment man- 
agement plan for the Androscoggin 
Valley Regional Planning Commission 
/, %2-10064 


Final environmental impact statement on 
the final 208 waste treatment manage- 
ment plan for the Androscoggin Valley 
Region! Planning Commission /, 82- 
13658 


Sewage — Environmental aspects — Maine 

— Oxford County. 

Draft environmental impact assessment 
on the draft 208 waste treatment man- 
agement plan for the Androscoggin 
Valley Regional Planning Commission 
/, 82-10064 


Final environmental impact statement on 
the final 208 waste treatment manage- 
ment plan for the Androscoggin Valley 
Region! Planning Commission /, 82- 
13658 
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Recommended wastewater collection and 
treatment facilities, | Scarborough, 
Maine /, 82-10180 


Draft environmental impact statement on 
analysis of sludge disposal alternatives 
for South Paris, Maine /, 82-10165, 
82-10207 


Sludge disposal alternatives, South Paris, 
Maine., 82-5276 


Sewage — Environmental aspects — 
Maryland — Worcester County. 
North Central Ocean Basin, Worcester 
County, Maryland : draft environmen- 
tal impact statement : summary., 82- 
10203 


Sewage — Environmental aspects — 

Massachusetts. 

Draft environmental impact assessment 
on the proposed 208 water quality 
management plan for the Southeastern 
Regional Planning and Economic De- 
velopment District coastal drainage 
areas /, 82-13662, 82-13664 


Sewage — Environmental aspects — 
Massachusetts — Boston metropolitan 
area, 

Executive summary, draft environmental 
impact statement on the upgrading of 
the Boston metropolitan area sewage 
system /, 82-10189 


Sewage — Environmental aspects — 

Massachusetts — Cape Cod. 

Draft environmental impact statement 
and proposed 208 water quality man- 
agement plan for Cape Cod /, 82- 
13661 


Environmental impact statement and 208 
water quality management plan for 
Cape Cod /, 82-13659 


Sewage — Environmental aspects — 
Massachusetts — Yarmouth. 
Wastewater collection and treatment 
facilities, Yarmouth, Barnstable 
County, Massachusetts /, 82-10186 


Sewage — Environmental aspects — 

Michigan — Detroit region. 

Detroit water pollution control system : 
segmented facilities plan, proposed by 
Detroit Water and Sewerage Depart- 
ment /, 82-10191 


Sewage — Environmental aspects — 
Michigan — Oakland County. 
Huron Valley wastewater control system 
facilities plan, Wayne and Oakland 
Counties, Michigan /, 82-10196 
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Sewage — Environmental aspects — 
Michigan — Wayne County. 
Huron Valley wastewater control system 
facilities plan, Wayne and Oakland 
Counties, Michigan /, 82-10196 


Sewage — Environmental aspects — 

Missouri — Meramec River. 

Draft environmental impact statement for 
the proposed Lower Meramec River 
basin wastewater treatment facilities, 
St. Louis, Missouri /, 82-10200 


Sewage — Environmental aspects — 

Nebraska — Scotts Bluff County. 

Final environmental impact statement for 
the proposed expansion of existing 
wastewater treatment facilities at 
Scottsbluff, Gering, and Terrytown, 
Scotts Bluff County, Nebraska /, 82- 
10185 


Sewage — Environmental aspects — North 
Carolina — Guilford County. 
Greensboro-Guilford County, North 

Carolina 201 wastewater treatment 
system /, 82-10170, 82-10195 


Sewage — Environmental aspects — North 
Carolina — Wake County. 
Crabtree Creek, Wake County, North 
Carolina, interceptor sewer /, 82-5269 


Sewage — Environmental aspects — Ohio — 

Columbus metropolitan area. 

Wastewater treatment facilities for the 
metropolitan area, Columbus, Ohio : 
draft environmental impact statement / 
, 82-10190 


Sewage — Environmental aspects — Oregon 
— Portland. 
Sewage sludge disposal for the City of 
Portland, Oregon : draft environmental 
impact statement /, 82-3389 


Sewage sludge disposal for the City of 
Portland, Oregon : final environmental 
impact statement /, 82-10177 


Sewage — Environmental aspects — Ramapo 

River watershed (N.Y. and N.J.) 

Final environmental impact statement on 
wastewater treatment facilities con- 
struction grants for the Ramapo River 
basin, New York /, 82-10178 


Sewage — Environmental aspects — Tahoe, 

Lake, region (Calif. and Nev.) 

Technical appendices : draft environmen- 
tal impact statement : South Tahoe 
Public Utilities District and Douglas 
County Sewer Improvement District 
No. 1, proposed wastewater treatment 
facilities /, 82-5285 


Sewage — Environmental aspects — Texas 
— San Antonio region. 
Draft environmental impact statement for 
San Antonio, Texas wastewater treat- 
ment system /, 82-10204 
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Final environmental impact statement for 
wastewater treatment facilities, San 
Antonio, Texas /, 82-10179 


Sewage — Environmental aspects — United 
States. 
Billions could be saved through waivers 
for coastal wastewater treatment plants 
: report to the Congress /, 82-10344 


Billions could be saved through waivers 
for coastal wastewater treatment plants 
: report to the Congress : summary /, 
82-10345 

Environmental 
wastewater 
10132 


Generation and attenuation of leachate 
from fluidized-bed combustion solid 
wastes : first year progress report /, 
82-10160 


monitoring of a 
treatment plant /, 82- 


Sewage — Environmental aspects — Virginia 
— Henrico County. 
Henrico County, Virginia wastewater 
treatment facilities : final environmental 
impact statement /, 82-10171 


Sewage — Environmental aspects — 
Washington (State) — Snohomish County. 
Final environmental impact statement for 

wastewater treatment facilities : city of 
Lynnwood & Alderwood Water Dis- 
trict, Snohomish County, Washington / 
, 82-13660 


Sewage — Environmental aspects — 
Washington (State) — Spokane. 
City of Spokane combined sewer over- 
flow abatement project : draft environ- 
mental impact statement /, 82-5286 


City of Spokane, Washington combined 
sewer overflow abatement project /, 
82-10181 


Sewage — Japan — Congresses. 
Proceedings, Fourth United States/Japan 
Conference on Sewage Treatment 
Technology : Cincinnati, Ohio, Octo- 
ber 23-24, 1975 and Washington, D.C., 
October 28-29, 1975 /, 82-10073 


Sewage — Microbiology. 

Evaluation of the health risks associated 
with the treatment and disposal of mu- 
nicipal wastewater and sludge /, 82- 
5300 


Sewage — Purification. 
Tertiary treatment of wastewater using a 
rotating biological contactor system /, 
82-5058 


Sewage — Purification — Handbooks, 
manuals, etc. 
Domestic wastewater 
4879 


treatment., 82- 
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Sewage — Purification — Japan — 

Congresses. 

Proceedings, Seventh United States/ 
Japan Conference on Sewage Treat- 
ment Technology : May 19-21, 1980, 
Tokyo, Japan /, 82-10074 


Sewage — Purification — United ‘States — 

Congresses. 

Proceedings, Seventh United States/ 
Japan Conference on Sewage Treat- 
ment Technology : May 19-21, 1980, 
Tokyo, Japan /, 82-10074 


Sewage — United States — Congresses. 
Proceedings, Fourth United States/Japan 
Conference on Sewage Treatment 
Technology : Cincinnati, Ohio, Octo- 
ber 23-24, 1975 and Washington, D.C., 

October 28-29, 1975 /, 82-10073 


Sewage disposal — New York Bight (N.J. 
and N.Y.) 
Final environmental impact statement on 
the ocean dumping of sewage sludge in 
the New York Bight /, 82-5273 


Sewage disposal — Oregon — Portland. 
Sewage sludge disposal for the City of 
Portland, Oregon : final environmental 
impact statement /, 82-10177 


Sewage disposal — United States. 
Aquaculture systems for wastewater 
treatment : seminar proceedings and 
engineering assessment., 82-1679 


Billions could be saved through waivers 
for coastal wastewater treatment plants 
: report to the Congress /, 82-10344 


Billions could be saved through waivers 
for coastal wastewater treatment plants 
: report to the Congress : summary /, 
82-10345 


Student workbook for training course on 
water supply and wastewater treatment 
and disposal systems for safety rest 
areas /, 82-6304 


Sewage disposal, Rural — United States — 

Case studies. 

Management of on-site and small commu- 
nity wastewater systems : management 
practices documentation, general dis- 
cussion and case study summaries /, 
82-10077 


Sewage disposal in rivers, lakes, etc. — 

Indiana. 

A one-dimensional . steady-state, dis- 
solved-oxygen model and waste-load 
assimilation study for Little Lick and 
Big Lick Creeks, Blackford and Dela- 
ware Counties, Indiana /, 82-5830 


Sewage disposal in the ground — 
Environmental aspects. 
Evaluation of the health risks associated 
with the treatment and disposal of mu- 
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nicipal wastewater and sludge /, 82- 
5300 


Sewage disposal in the ocean — 


Santa Cruz areawide wastewater facilities 
plan /, 82-10205 


Sewage disposal in the ocean — New York 

(N.Y.) 

Environmental effects of sewage sludge 
disposal : hearing before the Subcom- 
mittee on Natural Resources, Agricul- 
ture Research, and Environment of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
May 27, 1981., 82-4274 


Sewage disposal plants — California — San 

Francisco Bay region. 

South Bay Dischargers Authority treated 
wastewater disposal program : draft en- 
vironmental impact report and environ- 
mental impact statement /, 82-10208 


South Bay Dischargers Authority treated 
wastewater disposal program : : sum- 
mary, draft environmental impact 
report and environmental impact state- 
ment /, 82-13663 


Sewage disposal plants — Employees — 

Diseases and hygiene. 

Evaluation of the health risks associated 
with the treatment and disposal of mu- 
nicipal wastewater and sludge /, 82- 
5300 


Sewage disposal plants — Environmental 
aspects — California. 
Draft EIS/EIR Las Virgenes-Triunfo 
Malibu-Topanga Area Wide Facilities 
Plan /, 82-5280 


Sewage disposal plants — Environmental 
aspects — California — San Diego 
metropolitan area. 

San Diego metropolitan facilities plan : 
wastewater treatment, reclamation and 
disposal, 1975-2000 /, 82-5284 


Sewage disposal plants — Environmental 
aspects — Colorado — Boulder. 
Boulder, Colorado, wastewater treatment 
facilities : final environmental impact 
statement /, 82-10166 


Sewage disposal plants — Environmental 
aspects — Kansas — Olathe. 

Draft environmental impact statement for 
wastewater treatment facilities, City of 
Olathe, Johnson County, Kansas /, 
82-3390 


Sewage disposal plants — Environmental 
aspects — Louisiana — Terrebonne 
Parish. 

Draft environmental impact statement for 
Houma-Terrebonne regional sewerage 
facilities /, 82-10209 





Sewerage Environmental aspects Michigan Detroit metropolitan area. 


Sewage disposal plants — Environmental 
aspects — Maryland — Worcester 
County. 

North-central ocean basin regional 
wastewater treatment facility, Worces- 
ter County, Maryland : draft environ- 
mental impact statement., 82-10202 


Sewage disposal plants — Environmental 
aspects — Michigan — Detroit 
metropolitan area. 

Detroit water pollution control system : 
segmented facilities plan proposed by 
Detroit Water and Sewerage Depart- 
ment /, 82-10167 


Sewage disposal plants — Environmental 
aspects — Washington (State) — Kitsap 
County. 

Sinclair Inlet sewerage facilities plan : 
draft environmental impact statement / 
» 82-10206 


Sinclair Inlet wastewater facilities project 


: final environmental impact statement 
/, 82-3387 


Sewage disposal plants — Equipment and 
supplies — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 4600. Water purifi- 
cation and sewage treatment, 82-4827 


Sewage disposal plants — Kansas — Olathe 

— Planning. 

Draft environmental impact statement for 
wastewater treatment facilities, City of 
Olathe, Johnson County, Kansas /, 
82-3390 


Sewage disposal plants — Massachusetts — 

Boston metropolitan area. 

Executive summary, draft environmental 
impact statement on the upgrading of 
the Boston metropolitan area sewage 
system /, 82-10189 


Sewage disposal plants — Michigan — 
Detroit region. 


Detroit water pollution control system : 


segmented facilities plan, proposed by 
Detroit Water and Sewerage Depart- 
ment /, 82-10191 


Sewage disposal plants — Nebraska — 

Scotts Bluff County. 

Final environmental impact statement for 
the proposed expansion of existing 
wastewater treatment facilities at 
Scottsbluff, Gering, and Terrytown, 
Scotts Bluff County, Nebraska /, 82- 
10185 


Sewage disposal plants — Tahoe, Lake, 
region (Calif. and Nev.) 

Technical appendices : draft environmen- 
tal impact statement : South Tahoe 
Public Utilities District and Douglas 
County Sewer Improvement District 
No. 1, proposed wastewater treatment 
facilities /, 82-5285 


Do not order from index; see indicated entry 








Sewage disposal plants — United States. 
Environmental monitoring of a 
wastewater treatment plant /, 82- 
10132 


Municipal wastewater treatment con- 
struction grants program : hearings 
before the Subcommittee on Environ- 
mental Pollution of the Committee on 
Environment and Pubiic Works, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 975 ... and 
S. 1274 ...., 82-2694 


Tertiary treatment of wastewater using a 
rotating biological contactor system /, 
82-5058 


Sewage disposal plants — Virginia — York 
County. 
York River wastewater treatment facility, 
York County, Virginia., 82-1674 


Sewage irrigation — Environmental aspects 
— California — Los Angeles region. 
Final EIS/EIR Las Virgenes-Triunfo, 
Malibu-Topanga area wide facilities 
plan /, 82-5270 


Sewage sludge. 
Executive strategy plan for beneficial 
uses program  cesium-137 sewage 
sludge irradiation., 82-9981 


Investigation of effects of background 
water on upwelled reflectance spectra 
and techniques for analysis of dilute 
primary-treated sewage sludge /, 82- 
742 


Sludge disposal alternatives, South Paris, 
Maine., 82-5276 


Sewage sludge — Environmental aspects — 
Maine — South Paris. 
Draft environmental impact statement on 
analysis of sludge disposal alternatives 
for South Paris, Maine /, 82-10165, 
82-10207 


Sewage sludge — New York (N.Y.) 

Environmental effects of sewage sludge 
disposal : hearing before the Subcom- 
mittee on Natural Resources, Agricul- 
ture Research, and Environment of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
May 27, 1981., 82-4274 


Sewerage — Environmental aspects — 
Louisiana — Terrebonne Parish. 
Draft environmental impact statement for 
Houma-Terrebonne regional sewerage 
facilities /, 82-10209 


Sewerage — Environmental aspects — 
Michigan — Detroit metropolitan area. 
Detroit water pollution control system : 

segmented facilities plan proposed by 
Detroit Water and Sewerage Depart- 
ment /, 82-10167 
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Sewerage — Florida. 
Characteristics of four urbanized basins in 
south Florida /, 82-10799 
Sewerage, Rural — Colorado. 
Effects of mountain home developments 


on surface water quality : a case study 
/, 82-12500 


Sewerage, Rural — United States. 
Management of on-site and small commu- 
nity wastewater systems : management 
practices documentation, general dis- 
cussion and case study summaries /, 
82-10077 


Small wastewater systems : alternative 
systems for small communities and 
rural areas., 82-10229 


Sewerage disposal plants — United States. 
Small wastewater systems : alternative 
systems for small communities and 
rural areas., 82-10229 


Sewers, Concrete. 
15 Mile Road/Edison Corridor sewer 
tunnel failure study, Detroit area, 
Michigan /, 82-4991 


Sewing-machines — Maintenance and repair. 
The US Army Ordnance Center and 
School apprenticeship program for the 
trade of sewing machine repairer., 82- 
4904 


Sex crimes — United States. 

Exploitation of children : hearing before 
the Subcommittee on Juvenile Justice 
of the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on problems of 
the exploited children, November 5, 
1981., 82-15164 


Sex discrimination in employment — United 
States. 
Sex discrimination in the workplace, 1981 
: hearings before the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-seventh Con- 
gress, first session, on examination on 
issues affecting women in our nation’s 
labor force, January 28 and April 21, 
1981., 82-1086 


Sex instruction for youth. 

Birth control info for teens : can you 
picture birth control for teens?, 82- 
3635 

Birth control info for teens : have you 
solved the body puzzle?, 82-3636 

Birth control info for teens : you’d be 
amazed at how many teens say “no”., 
82-3638 
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Chapel activities specialist. 82-13087 


Sextons — United States. 
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Sexual harassment : a report on the 
sexual harassment of students /, 82- 
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Sexual harassment of women — United 

States. 

Sex discrimination in the workplace, 1981 
: hearings before the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-seventh Con- 
gress, first session, on examination on 
issues affecting women in our nation’s 
labor force, January 28 and April 21, 
1981., 82-1086 


Shale — Environmental aspects. 
Toxic effect of shale tar water /, 82- 
5221 


Shale — Virginia — Big Stone Gap region. 
Stratigraphy of the Chattanooga Shale 
(Upper Devonian and Lower Mississip- 
pian) in vicinity of Big Stone Gap, 
Wise County, Virginia /, 82-580 


Shale oils — Marketing. 
Market assessment for shale oil /, 82- 
13274 


Shale oils — Toxicology. 
Toxic effect of shale tar water /, 82- 
§221 


Toxicological characteristics of generator 
shale tar and sanitary-hygienic work 
conditions during its use /, 82-9977 


Shark River (Fla.) 

An application of LANDSAT multispec- 
tral imagery for the classification of 
hydrobiological systems : Shark River 
Slough, Everglades National Park, 
Florida /, 82-3725 


Shawnee National Forest (Ill.) — Maps. 
Shawnee sportsman’s map /, 82-4358, 
82-4359, 82-4360 


Shear (Mechanics). 
Effect of shear stress on dynamic bulk 
modulus of sand /, 82-5011 


A shear stabilized cylindrically symmet- 
ric mirror plasma /, 82-9887 


Shear (Mechanics) — Mathematical models. 
Mathematical modeling of damage in uni- 
directional composites /, 82-14219 


Shear, Harold E., 1918- 

Nomination—Maritime Administration : 
hearing before the Committee on Com- 
merce, Science and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on nomimation 
of Adm. Harold E. Shear, to be admin- 
istrator, Maritime Administration, Sep- 
tember 25, 1981., 82-6777 


Shear strength of soils. 
Centrifugal model analysis of coal waste 
embankment stability /, 82-165 
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Comparison between the strengths of un- 
disturbed and reconstituted sands from 
Niigatr, Japan /, 82-5007 
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using the concept of “reference strain” 
/, 82-163 


In situ and laboratory determinations of 
shear and Young’s moduli for the 
Portsmouth, Ohio, gaseous diffusion 
add-on site /, 82-5027 


Shear strength of soils — Testing. 
Development of experimental concepts 
for investigating the strength behavior 
of fine-grained cohesive soil in the spa- 
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Effects of back-pressure saturation tech- 
niques on results of R triaxial compres- 
sion tests /, 82-9809 


Gyratory shear apparatus : design, testing 
procedures, and test results on un- 
drained sand /, 82-5010 


State of the art of undisturbed sampling 
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Structural evaluation of open-graded 
bases for highway pavements /, 82- 
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Sheep. 
Effects of sheep grazing on a riparian- 
stream environment /, 82-12480 


Sheep — Diseases. 
Biology and control of insect and related 
pests of sheep /, 82-5306 


Sheep — United States — Statistics — 
Periodicals. 
Sheep, lambs, and goats, final estimates 
for ..., 82-12323 
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The US Army Transportation School ap- 
prenticeship program for the trade of 
sheet metal worker (aircraft)., 82-4897 


Shell Oil Company. 
Draft environmental impact statement for 
Willow Bend chemical complex near 
Edgard, Louisiana /, 82-5288 


Shellfish. 


Florida seafare, 82-9513, 82-9514 


Shellfish fisheries — Research — United 

States. 

American Shrimp Industry Development 
Act : hearings before the Subcommit- 
tee on Fisheries and Wildlife Conserva- 
tion and the Environment of the Com- 
mittee on Merchant Marine and Fisher- 
ies, House of Representatives, Ninety- 
seventh Congress, first session, on H.R. 
4041 ... July 17, 1981—Washington, 
D.C., October 29, 1981—Tampa Fla., 
October 30, 1981—New Orleans, La., 
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Shells (Engineering) 

An analysis of the free vibration of a 
shallow spherical membrane shell /, 
82-3278 


The buckling analysis of imperfection 
sensitive shell structures / Johann 
Arbocz and Charles D. Babcock, Jr., 
82-6117 


Sheltered workshops — United States. 
Stronger federal efforts needed for pro- 
viding employment opportunities and 
enforcing labor standards in sheltered 
workshops : report to the Honorable 
Barry M. Goldwater, Jr., House of 
Representatives /, 82-5489 


Sherman County (Or.) — Maps. 
Important farmlands, Sherman County, 
Oregon /, 82-94 


Shielding (Electricity) — Congresses. 
Federal Aviation Administration-Florida 
Institute of Technology Workshop on 
Grounding and Lightning : March 6-8, 
1979. Melbourne, Florida /, 82-14469 


Federal Aviation Administration-Florida 
Institute of Technology Workshop on 
Grounding and Lightning : March 6-8 
1979, Melbourne, Florida, Supplement 
1A /, 82-14470 


Shielding (Heat) 
Performance of a Haynes 188 metallic 


standoff thermal protection system at 
Mach 7 /, 82-6165 


Shift systems — United States — 
Bibliography. 
Aviation medicine translations : anno- 
tated bibliography of recently translat- 
ed material : X /, 82-3930 


Shigellosis. 
Shigella in food Shigella en alimentos., 
82-1846 


Shingles. 

Exterior weathering durability of some 
leach-resistant fire-retardant treatments 
for wood shingles : a five-year report / 
, 82-26 


Ship-building — Law and legislation — 

United States. 

Full committee consideration of H.R. 
4448 ... H.R. 4624 ... H.R. 4625 ... H.R. 
3464 ... H.R. 4792 ... H.R. 4543 ... H.R. 
4591 ... H.R. 3502 ... /, 82-12094 


Hearing no. H.R. 3464, to amend title 10 
.. before the Seapower and Strategic 
and Critical Materials Subcommittee of 
the Committee on Armed Services, 
House of Representatives, Ninety-sev- 
enth Congress, first session, September 
24, 1981., 82-6762 


Prohibition of construction of United 
States naval vessels in foreign ship- 
yards : report together with dissenting 
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views (to accompany H.R. 3464) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 82-4075 


— United States. 

SSN—688—class submarine procurement 
: hearing before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-seventh Con- 
gress, first session : special hearing, 
congressional and nondepartmental 
witnesses, Department of Defense— 
Navy., 82-15029 


Ship-building workers — Training of — 

United States. 

Semi-annual reports required by Sea- 
power Subcommittee from various de- 
partments concerning the shipyard im- 
provements program and the training 
of workers for shipyard employment /, 
82-1016 


Ship-building workers — United States — 
Statistics. 
Occupational employment : ship and boat 
building and repairing industry, June 
1971 /, 82-2013 
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Marine accident report : sinking of the 
M/V Holoholo in the Pacific Ocean 
near the Hawaiian Islands, December 
1978., 82-11414 


A simulator study of deepwater port shi- 


phandling and navigation problems in 
poor visibility /, 82-885 


Ship models — Testing. 
Structural tests of SL-7 ship model/, 82- 
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Shipment of goods. 


It’s your move., 82-3143 


A shipper’s guide to energy conservation 
/, 82-13315 

Transportation and packaging manual for 
contract administration services., 82- 
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Shipment of goods — Bibliography — 
Catalogs. 
Shipping and transportation., 


Shippers’ guides — United States. 
A shipper’s guide to energy conservation 
/, 82-13315 
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Shipping — United States. 
Fire safety of LPG in marine transporta- 
tion /, 82-13266 


Shipping — United States — Bibliography 
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Ships, shipping, and shipbuilding., 82- 
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A study of ocean rate disparities /, 82- 
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/, 82-883 
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Equipment lists : items approved, certi- 
fied or accepted under marine inspec- 
tion and navigation laws., 82-11574 


Ships — Equipment and supplies — 
Catalogs. 


Consolidated federal supply catalog iden- 
tification list. FSC 2000 Ship and 
marine equipment, 82-12934 


Ships — Fires and fire prevention. 

Marine accident report : explosion and 
fire on board the SS Chevron Hawaii 
with damages to barges and to the 
Deer Park Shell Oil Company termi- 
nal, Houston ship channel, September 
1, 1979.,  82-11417 


Marine accident report : fire on board the 
Italian passenger ship Angelina Lauro, 
Charlotte Amalie Harbor, St. Thomas, 
U.S. Virgin Islands, March 30, 1979., 
82-11415 


Marine accident report : M/T Elias: ex- 
plosion and fire at the Atlantic Rich- 
field Company, Fort Mifflin Terminal, 
Delaware River, Pennsylvania, April 9, 
1974., 82-11412 


NRL processor-aided fire 
system /, 82-3247 


detection 


Ships — Hydraulic equipment — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 1900. Ships, small 


craft, pontoons, and floating docks, 
82-4793 


Ships — Hydrodynamic impact. 
Investigation of springing responses on 
the Great Lakes ore carrier, M/V 
Stewart J. Cort : final report /, 82- 
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Evaluation of SDRC damping analysis /, 
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Superstructure icing in Alaskan waters /, 
82-9567 


Ships — Maintenance and repair. 
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of structural details., 82-12025 
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Specifications — United States. 
Standard repair specifications for Altair 
(3)-way liquid fuel shut-off valve in- 
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stalled on Pratt & Whitney FT4A-2 
and 6 gas turbines for 378 foot 
WHEC’s /, 82-14497 


Ships — Maneuverability. 
Adaptive path control of surface ships in 
restricted waters : final report /, 82- 
6475 


The prediction of river tow maneuvering 
performance : final report /, 82-6474 


Ships — Maneuverability — Evaluation. 
Report to the president on an evaluation 
of devices and techniques to improve 
maneuvering and stopping abilities of 
large tank vessels /, 82-6477 


Ships — Safety measures. 
Commercial vessel safety economic costs 
/, 82-883 


Ships — Safety regulations — United States. 
Commercial vessel safety economic bene- 
fits : appendix A, estimation procedures 
for benefits of marine safety regulations 

/, 82-11576 


Commercial vessel safety economic costs 
: appendix A, estimation procedures for 
costs and costs impacts of marine 
safety regulations /, 82-11575 


A simulator study of deepwater port shi- 
phandling and navigation problems in 
poor visibility /, 82-885 


Ships — Supply and demand. 
Cutter plan : FY 1981-1990 /, 82-3947 


Ships — United States — Bibliography — 
Catalogs. 
Ships, shipping, and shipbuilding., 82- 
10418 


Ships — United States — Cargo. 

Cargo preference laws as they relate to 
Public Law 480 : hearing before the 
Subcommittee on Foreign Agricultural 
Policy of the Committee on Agricul- 
ture, Nutrition, and Forestry, United 
States Senate, Ninety-seventh Con- 
gress, first session, Friday, July 10, 
1981., 82-4199 


Ships — United States — Inspection. 
Drydock extension : a 1980 underwater 
technology survey for extension of 
time between drydockings /, 82-11577 


Ships — United States — Maintenance and 
repair 


Standard repair specification for Pratt & 
Whitney FT 4A-2 and 6 gas turbine 
engine (gas generator unit) for 378 foot 
WHEC’s /, 82-14498 

Standard repair specifications for GM 
series 53 diesel marine propulsion unit, 
model no. 5062-3000 and 5062-7000 and 
Borg Warner Velvet drive model 73C 
marine gear for 44 foot motor life boat 
/, 82-14496 
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Nondestructive inspection of longitudinal 
stiffener butt welds in commercial ves- 
sels, 82-12026 


Ships — Welding — Testing. 
Investigation of steels for improved wel- 
dability in ship construction : phase 1., 
82-12029 


Ships, Iron and steel. 

Guide for interpretation of nondestruc- 
tive tests of ordinary-, medium-, and 
high-strength, low-alloy steel weld- 
ments in ship hull structures : final 
technical report on project SR-197 /, 
82-2581 


Ship’s stores and Navy exchanges (United 
States Navy) 
Ship’s serviceman 3 & 2. Module 2. Ac- 
counting procedures and returns /, 
82-9868 


Shipwrecks — Louisiana. 

Marine accident report : Brazilian bulk 
carrier M/V Frotaleste collision with 
Portuguese freighter M/V Cunene, 
lower Mississippi River near Bonnet 
Carre Point, Louisiana, January 22, 
1980 /, 82-3876 


Marine accident report : collision of Pan- 
amanian bulk carrier M/V Seadaniel 
with German containership M/V Test- 
bank, Mississippi River gulf outlet near 
Shell Beach, Louisiana, July 22, 1980., 
82-11418 


Shipwrecks — Louisiana — New Orleans. 
Marine accident report : collision of U.S. 
Mississippi River steamer Natchez and 
U.S. tankship SS Exxon Baltimore, 
New Orleans, Louisiana, March 29, 
1980 /, 82-3873 


Shipwrecks — Massachusetts — Ann, Cape. 
Marine accident report : sinking of the 
M/V Chester A. Poling near Cape 
Ann, Massachusetts, January 10, 1977., 
82-11413 


Shipwrecks — Mississippi River. 

Marine accident report : Brazilian bulk 
carrier M/V Frotaleste collision with 
Portuguese freighter M/V Cunene, 
lower Mississippi River near Bonnet 
Carre Point, Louisiana, January 22, 
1980 /, 82-3876 


Marine accident report : collision of Li- 
berian tankship M/V Pina and the tow- 
boat MR. Pete and its tow mile 99.3, 
lower Mississippi River, December 19, 
1979., 82-11416 


Marine accident report : collision of U.S. 
Mississippi River steamer Natchez and 
U.S. tankship SS Exxon Baltimore, 
New Orleans, Louisiana, March 29, 
1980 /, 82-3873 
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Marine accident report : Liberian chemi- 
cal tankship M/V Coastal Transport 
collision with U.S. offshore supply 
vessel M/V Sallee P., lower Mississippi 
River near Venice, Louisiana, Novem- 
ber 24, 1980., 82-11420 


Marine casualty report : SS Frosta (Nor- 
wegian), M/V George Prince, collision 
in the Mississippi River on 20 October 
1976 with loss of life., 82-11410 
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Marine accident report : sinking of the 
M/V Holoholo in the Pacific Ocean 
near the Hawaiian Islands, December 
1978., 82-11414 
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Marine casualty report : SS Edgar M. 
Queeny, S/T Corinthos, collision at 
Marcus Hook, Pennsylvania on 31 Jan- 
uary 1975 with loss of life /, 82-11411 
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Marine accident report : explosion and 
fire on board the SS Chevron Hawaii 
with damages to barges and to the 
Deer Park Shell Oil Company termi- 
nal, Houston ship channel, September 
1, 1979., 82-11417 


Shipwrecks — Virgin Islands of the United 
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Marine accident report : fire on board the 
Italian passenger ship Angelina Lauro, 
Charlotte Amalie Harbor, St. Thomas, 
U.S. Virgin Islands, March 30, 1979., 
82-11415 


Shipyards — United States. 

Semi-annual reports required by Sea- 
power Subcommittee from various de- 
partments concerning the shipyard im- 
provements program and the training 
of workers for shipyard employment /, 
82-1016 


SSN-688-class submarine procurement : 
hearing before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-seventh Con- 
gress, first session : special hearing, 
congressional and nondepartmental 
witness, Department of Defense— 
Navy., 82-12090 
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Shock and vibration environments for a 
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Shock waves — Mathematical models. 
Charts for determing potential minimum 
sonic-boom overpressures for superson- 
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Shoemakers — United States — Statistics. 
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footwear industry, May 1971., 82- 
14110 


Shooting — California — Cleveland National 
Forest. 
Shooting opportunities in the Cleveland 
National Forest., 82-4314 


Shooting, Military — Study and teaching — 
United States. 
An experimental investigation of the mili- 
tary police firearms qualification course 
/, 82-1447 


Shore-lines — Great Lakes. 
Predicting adjustments in shore and off- 
shore sand profiles on the Great Lakes 
/, 82-13146 


Shore-lines — Michigan — Holland — 
Mathematical models. 
A numerical model for predicting shore- 
line changes /, 82-1473 


Shore-lines — Texas — Galveston Bay. 
Shoreline plant establishment and use of a 
wave-stilling device /, 82-3183 


Shore protection. 
Practical riprap design /, 82-5019 


Shore protection — California — San 
Francisco Bay. 
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San Francisco Bay, California /, 82- 
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Shore protection — Great Lakes. 
Midsummer fun : beach restoration on 
the lower Great Lakes /, 82-4972 


Shore protection — Michigan — Grand 
Marais 


Draft detailed project report on shore 
damages at Grand Marais Harbor, 
Michigan., 82-9789 


Shore protection — Rhode Island. 
State of Rhode Island coastal manage- 
ment program and final environmental 

impact statement /, 82-4645 


Shore protection — United States. 

Low cost shore protection : a report on 
the Shoreline Erosion Control Demon- 
stration Program (Section 54 Program) 
/, 82-9792 


Short take-off and landing aircraft. 
Flight-test evaluation of STOL control 
and flight director concepts in a 
powered-lift aircraft flying curved de- 
celerating approaches /, 82-2106 


Shoshone National Forest (Wyo.) 

Oil and gas exploration and leasing 
within the Washakie Wilderness : draft 
environmental impact statement., 82- 
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Oil and gas exploration and leasing 
within the Washakie Wilderness : sum- 
mary of the draft environmental impact 
statement., 82-12540 
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Shoshone National Forest, Wyoming /, 
82-12420 


Shoshonean Indians. 

Proposed recreational lease of Wildhorse 
Reservoir lands to Shoshone-Paiute 
Indian Tribes of the Duck Valley Res- 
ervation /, 82-571 


Shreveport (La.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Shreveport, 
Louisiana, annual summary with com- 
parative data., 82-4663 


Shrimp fisheries — Law and legislation — 

United States. 

American Shrimp Industry Development 
Act : hearings before the Subcommit- 
tee on Fisheries and Wildlife Conserva- 
tion and the Environment of the Com- 
mittee on Merchant Marine and Fisher- 
ies, House of Representatives, Ninety- 
seventh Congress, first session, on H.R. 
4041 ... July 17, 1981—Washington, 
D.C., October 29, 1981—Tampa Fla., 
October 30, 1981—New Orleans, La., 
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Shrubs. 
Average biomass of four northwest 
shrubs by fuel size class and crown 
cover /, 82-12487 
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Some important native shrubs of the 
West., 82-12435 


Shrubs — West (U.S.) 
Some important native shrubs of the 
West., 82-12435 


Shrubs — West (U.S.) — Identification. 
Some important native shrubs of the 
West., 82-12435 


Shuman, Charles Wilson, 1935- 

Nominations of Harold V. Hunter, to be 
administrator of the Rural Electrifica- 
tion Administration, and Charles 
Wilson Shuman, to be administrator of 
the Farmers Home Administration : 
hearing before the Committee on Agri- 
culture, Nutrition, and Forestry, 
United States Senate, Ninety-seventh 
Congress, first session, Wednesday, 
July 29, 1981., 82-2595 


Sick leave — United States. 
A guide to evaluating your firm’s injury 
and illness experience, 1975 : services 
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Sickle cell anemia. 
Assessment of factors possibly contribut- 
ing to the susceptibility of sickle trait 
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erythrocytes to mild hypoxia : I, design 
considerations and research protocol /, 
82-2276 


Side-looking radar — Testing. 
Collision avoidance radar braking sys- 
tems investigation-phase III study : 
technical report /, 82-901 


Signal generators. 
Use of radionavigational land test stations 
and signal generators., 82-6426 


Signal lights. 
The ability of color defectives to judge 
signal lights at sea /, 82-5108 


Signal processing. 

NIJ standard for continous signal-con- 
trolled selective signaling : a voluntary 
national standard promulgated by the 
National Institute of Justice., 82-14068 


Signal processing — Digital techniques. 
Role of the sectionalized Fourier trans- 
form in high-speed coherence process- 
ing /, 82-1541 


Signals and signaling, Automobile. 
Signal lighting system requirements for 
emergency, school bus and service ve- 
hicles /, 82-3968 
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Application of fiber-optics to the AN/ 
BSQ-5 buoy system /, 82-3291 
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The necessity for high frequency hearing 
in passive sonar listening /, 82-5105 
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Readability of self-illuminated signs in a 
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Siletz Indians — Reservations. 

Act to Enable the Secretary of the Interi- 
or to Erect Permanent Improvements 
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Silicon, 82-617 
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ment of PCB coolants in railway indus- 
try /, 82-6362 


Silver — Prices — United States. 
Silver prices and the adequacy of federal 
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Civil agencies should save millions by re- 
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wastes : report to the Congress /, 82- 
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wastes : report to the Congress : sum- 
mary /, 82-13749 


Silver — Statistics — Periodicals. 
Preprint from the ... Bureau of Mines 
Minerals yearbook. Silver., 82-3708 


Silver, 82-3708 


Silver — United States. 

Joint agency reports on silver markets : 
hearing before the Subcommittee on 
Conservation, Credit, and Rural Devel- 
opment of the Committee on Agricul- 
ture, House of Representatives, Ninety- 
seventh Congress, first session, October 
1, 1981., 82-12071 


Silversmiths — United States — Statistics. 
Occupational employment : jewelry, sil- 
verware, and plated ware industry, 
April 1971 /, 82-2016 


Silverwork — United States — Statistics. 
1977 census of manufactures, 82-9228 


Similarity (Physics) 
Linear stability of self-similar flow. 1. 
Isothermal cylindrical implosion and 
expansion /, 82-3276 


Simonson, Frieda. 
Mrs. Frieda Simonson : report (to accom- 
pany H.R. 1608)., 82-6572 


Simulation methods. 

Closed loop models for analyzing engi- 
neering requirements for simulators /, 
82-6103 

Evaluating the validation of a Monte 
Carlo simulation of binary time series / 
, 82-3261 

Tactical engagement simulation training : 
a method for learning the realities of 
combat /, 82-4944 


Sinai Peninsula (Egypt) 
Multinational force and observers for 


Sinai : report (to accompany S.J. Res. 
100)., 82-11769 


Page I-1152 





— Manufactures. 
Machine tools, Singapore., 82-3131 
Singular perturbations (Mathematics) 

A rapid perturbation procedure for deter- 
mining nonlinear flow solutions : appli- 
cation to transonic turbomachinery 
flows /, 82-2078, 82-6125 


Sipsey Wilderness (Ala.) — Maps. 
Sipsey Wilderness, William B. Bankhead 
National Forest, Alabama /, 82-4339 


Sirens (Signaling devices) 
Emergency vehicle warning systems /, 
82-1364 


Sirens. (Signaling devices) — Standards — 

United States. 

NIJ standard for emergency vehicle 
sirens : a voluntary national standard 
promulgated by the National Institute 
of Justice., 82-11001 


Siskiyou National Forest (Or. and Calif.) — 


Maps. 
Siskiyou National Forest, Oregon and 
California /, 82-2771 


Sitka spruce. 
Bending strength of large Alaskan Sitka 
spruce and western hemlock log bridge 
stringers., 82-12442 


Strength of log bridge stringers after sev- 
eral year’s use in southeast Alaska /, 
82-9108 


Six Rivers National Forest (Calif.) 
Regeneration of Douglas-fir cutblocks on 
the Six Rivers National Forest in 
northwestern California /, 82-12462 


Skin — Cancer — Abstracts. 

Current cancer research on etiology, epi- 
demiology, and biology of melanomas 
and other skin cancers /, 82-5702, 
82-5719 


Current cancer research on preclinical 
and clinical studies on diagnosis, prog- 
nosis, therapy, and immunology of 
melanomas and other skin cancers., 
82-5727, 82-10533 


Skin — Diseases. 
Occupational dermatoses, 


Skin diving. 
Attempts to correct swimming errors /, 
82-5112 


82-1873 


*Skin Neoplasms — abstracts 
Current cancer research on preclinical 
and clinical studies on diagnosis, prog- 
nosis, therapy, and immunology of 
melanomas and other skin cancers., 
82-5727 


*Skin Neoplasms — directories 
Current cancer research on etiology, epi- 
demiology, and biology of melanomas 
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and other skin cancers /, 82-5702, 
82-5719 


Sky Lark (Ship) 
Restoration of coastwise trading privi- 
leges to the vessel “Sky Lark” : report 
(to accompany H.R. 3126) (including 
cost estimate of the Congressional 
Budget Office)., 82-6579 


lights. 
Skylight illumination., 


82-5091 


Slag. 
Evaluation of synthetic fluorspar in BOF 
slags /, 82-5872 


Slag — Statistics — Periodicals. 
Preprint from the ... Bureau of Mines 
Minerals yearbook. Slag-iron and steel., 
82-618 


Slag-iron and steel, 82-618 


Slaughtering and slaughter-houses — United 

States. 

Improving sanitation and federal inspec- 
tion at slaughter plants : how to get 
better results for the inspection dollar : 
report to the Congress /, 82-454 


Slaughtering and slaughter-houses — United 

States — Inspection. 

Improving sanitation and federal inspec- 
tion at slaughter plants: how to get 
better results for the inspection dollar : 
report to the Congress : /, 82-10351 


Slaughtering and slaughter-houses — United 

States — Sanitation. 

Improving sanitation and federal inspec- 
tion at slaughter plants: how to get 
better results for the inspection dollar : 
report to the Congress : /, 82-10351 


Sleeping Bear Dunes National Lakeshore 
(Mich.) — Maps. 
Sleeping Bear Dunes National Lake- 
shore., 82-637 


Slopes (Physical geography). 
Traffic slope tests of military inventory 
items and their effectiveness in riverine 

egress tests /, 82-5018 


Sloshing (Hy 
Evaluation of liquid dynamic loads in 
slack LNG cargo tanks., 82-12028 


Sluices. 
Hydraulic sediment model study for pro- 
posed Blanco Diversion Dam modifica- 
tion /, 82-5850 


Slurry — Congresses. 

Proceedings from the Symposium on 
Design & Construction of Slurry Walls 
as as [sic] Part of Permanent Struc- 
tures., 82-6330 
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Slurry — Dewatering. 
Fine coal refuse slurry dewatering /, 
82-5893 


Small business — Bibliography — Catalogs. 
Small business., 82-3575 


Small business — Finance. 
Most borrowers of economic opportunity 
loans have not succeeded in business : 
report to the Congress /, 82-5459 


Most borrowers of economic opportunity 
loans have not succeeded in business : 
report to the Congress : summary /, 
82-5460 


Small business — Government policy — 

United States — Congresses. 

First meeting of the Committee on Small 
Business, United States Senate, with 
members of the committee’s National 
Advisory Council., 82-12267 


Small business — Law and legislation — 

United States. 

H.R. 4326—Small Business Innovation 
Act of 1981 : hearing before the Sub- 
committee on Hospitals and Health 
Care of the Committee on Veterans’ 
Affairs, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion, January 27, 1982., 82-15222 


Section 8(a) pilot program extensions : 
report together with additional views 
(to accompany H.R. 4500) (including 
cost estimate of the Congressional 
Budget Office)., 82-11812 


Small Business Innovation Reserved Act 
of 1981 : a report together additional 
views (to accompany S. 881)., 82- 
2366 


Small business — Law and legislation — 

United States — Periodicals. 

Review of the committee’s activities in 
the ... session of the ... Congress : 
report of the Committee on Small Busi- 
ness, United States Senate., 


Small business — Taxation — Statistics — 
Periodicals. 


Sole proprietorship returns, 82-14307 


Statistics of income. Sole proprietorship 
returns., 82-14307 


Small business — Taxation — United States. 
Proposed administration tax cuts and 
their effect on small business : hearings 
before the subcommittee on Tax, 
Access to Equity Capital, and Business 
Opportunities of the Committee on 
Small Business, House of Representa- 
tives, Ninety-seventh Congress, first 
session, Washington, D.C., March 25, 

26, and April 2, 1981., 82-4278 


Small business — United States. 
Business loans from the SBA., 
82-11363 


82-11362, 
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Conglomerate mergers—their effects on 
small business and local communities : 
report of the Committee on Small Busi- 
ness, House of Representatives, Ninety- 
sixth Congress, second session., 82- 
909 


Conrail changes and their impact on 
small business : hearings before the 
Subcommittee on Antitrust and Re- 
straint of Trade Activities Affecting 
Small Business of the Committee on 
Small Business, House of Representa- 
tives, Ninety-seventh Congress; first 
session, Washington, D.C., June 9 and 
11, 1981., 82-1110 


The effects which ERISA and MPPRA 
have had on the competitiveness of 
small business : hearing before the Sub- 
committee on Productivity and Com- 
petition of the Committee on Small 
Business, United States Senate, Ninety- 
seventh Congress, first session, on the 
effects which ERISA and MPPRA 
have had on the competitiveness of 
small business, Seattle, Wash.—August 
14, 1981., 82-4279 


EPA proposed rulemaking on chloro- 
fluorocarbons (CFCs) and its impact on 
small business : hearing before the Sub- 
committee on Antitrust and Restraint 
of Trade Activities Affecting Small 
Business of the Committee on Small 
Business, House of Representatives, 
Ninety-seventh Congress, first session, 
Washington, D.C., July 15, 1981., 82- 
4276 


Facts about small business and the U.S. 
Small Business Administration., 82- 
11367 


Government competition with small busi- 
ness : hearings before the Subcommit- 
tee on Advocacy and the Future of 
Small Business of the Committee on 
Small Business, United States Senate, 
Ninety-seventh Congress, first session, 
on government competition with small 
business, Washington, D.C.—June 24, 
1981, Los Angeles, Calif—August 27, 
1981, Washington, D.C.—November 4, 
1981., 82-12266 


Handbook for small business : a survey of 
small business programs of the federal 
government /, 82-923 


Hey, we’re in business, 82-14308 


High interest rates and their impact on 
small business : hearings before the 
Subcommittee on Antitrust and Re- 
straint of Trade Activities Affecting 
Small Business of the Committee on 
Small Business, House of Representa- 
tives, Ninety-seventh Congress, first 
session, Cincinnati, Ohio, October 3, 
Youngstown, Ohio, October 5, and 
Omaha, Nebr., October 8, 1981., 82- 
15207 
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Impact of the Reagan economic program 
on small business : hearing before the 
Subcommittee on General Oversight of 
the Committee on Small Business, 
House of Representatives, Ninety-sev- 
enth Congress, first session, Washing- 
ton, D.C. May 19, 1981., 82-4277 

Impact on Small Business Administra- 
tion’s section 8(a) program of federal 
ADP and other high technology pro- 
curements : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, April 7 and 29, 1981., 82-6845 


Interest rates and business credit needs : 
hearings before the Committee on 
Small Business, United States Senate, 
Ninety-seventh Congress, first session, 
on interest rates and business credit 
needs ...., 82-15211 


Job creation and the revitalization of 
small business : a report of the Com- 
mittee on Small Business, House of 
Representatives, Ninety-seventh Con- 
gress, second session., 82-14656 


More than a dream : being your own 
boss /, 82-3759 


Problems of small, 
firms., 82-14243 


The Regulatory Flexibility Act : better 
federal treatment for small entities., 
82-11366 


SBA guaranteed loan policies : hearing 
before the Subcommittee on General 
Oversight of the Committee on Small 
Business, House of Representatives, 
Ninety-seventh Congress, first session, 
Washington, D.C., July 30, 1981., 82- 
15212 


SBA’s pilot programs to improve guaran- 
ty loan procedures need further devel- 
opment : report to the Congress /, 
82-5464 


SBA’s pilot programs to improve guaran- 
ty loan procedures need further devel- 
opment : report to the Congress : sum- 
mary /, 82-5465 


Small and minority business in the decade 
of the 80’s : hearings before the Com- 
mittee on Small Business, House of 
Representatives, Ninety-seventh Con- 
gress, first session., 82-12263 


Small business and the federal procure- 
ment system : hearings before the Sub- 
committee on General Oversight of the 
Committee on Small Business, House 
of Representatives, Ninety-seventh 
Congress, first session, Washington, 
D.C., June 18, 23, and 25, 1981., 82- 
6903 


Small, high technology firms, inventors, 
and innovation : hearings before the 
Subcommittee on Investigations and 


high-technology 
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Oversight of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, July 21, 22, 1981., 82- 
6902 


Small business — United States — 


Congresses. 

The White House Conference on Small 
Business : the event, the results, the 
continuing process., 82-11369 


Small business — United States — Data 
processing — Congresses. 

Statistics of income and related adminis- 
trative record research selected 
papers given at the 1981 annual meet- 
ing of the American Statistical Associ- 
ation in Detroit, Michigan August 10- 
13, 1981 /, 82-11382 


Small business — United States — Finance. 
Access to capital by small business : hear- 
ing before the Subcommittee on Tele- 
communications, Consumer Protection, 
and Finance of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, July 17, 1981., 82-12146 


A handbook of small business finance /, 
82-2199 


Impact of high interest rates on small 
business capitol formation : hearing 
before the Subcommittee on Tax, 
Access to Equity Capital, and Business 
Opportunities of the Committee on 
Small Business, House of Representa- 
tives, Ninety-seventh Congress, first 
session, Washington, D.C., October 15, 
1981., 82-15208 


Job creation and the revitalization of 
small business : hearings before the 
Subcommittee on Tax, Access to 
Equity Capital, and Business Opportu- 
nities of the Committee on Small Busi- 
ness, House of Representatives, Ninety- 
seventh Congress, first session, Wash- 
ington, D.C., September 15, 22, and 
October 14, 1981., 82-15206 


More than a dream : raising the money /, 
82-3760 


Pollution control financing for small busi- 
nesses : hearing before the Subcommit- 
tee on Energy, Environment, and 
Safety Issues Affecting Small Business 
of the Committee on Small Business, 
House of Representatives, Ninety-sev- 
enth Congress, first session, Washing- 
ton, D.C., November 4, 1981., 82- 
12265 


Problems with Small Business Adminis- 
tration, finanical assistance to fran- 
chises : hearings before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-seventh Congress, first session, 
May 19 and 20, 1981., 82-1065 
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Small Business Administration’s direct 
loan programs : hearing before the 
Committee on Small Business, United 
States Senate, Ninety-seventh Con- 
gress, first session, on Small Business 
Administration’s direct loan programs, 
October 27, 1981., 82-12269 


Small, high technology firms, inventors, 
and innovation : hearings before the 
Subcommittee on Investigations and 
Oversight of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, July 21, 22, 1981., 82- 
6902 


Trade association meetings hearings 
before the Committee on Small Busi- 
ness, House of Representatives, Ninety- 
seventh Congress, first session, Wash- 
ington, D.C., February 23 and Septem- 
ber 16, 1981., 82-15209 


Small business — United States — Finance 
First meeting of the Committee on Small 
Business, United States Senate, with 
members of the committee’s National 
Advisory Council., 82-12267 


Small business — United States — 
Management. 
Management assistance., 82-11365 
Managing for profits /, 82-11364 
More than a dream : 
business /, 82-6061 


Starting and managing a small service 
business /, 82-2200 


running your own 


Small business — United States — 

Periodicals. 

Annual report of the Select Committee 
on Small Business, United States 
Senate for the ... Congress ... session., 
82-14605 


Summary of activities : a report of the 
Committee on Small Business, House 
of Representatives, Congress, together 
with additional views., 82-912 


Small business research — United States — 
Abstracts — Periodicals. 
Selected abstracts of completed research 
studies /, 82-14287 


Small Business Week. 
U.S. Small Business Week, May 10-16, 
1981: 1980’s the small business decade., 
82-11368 


Small claims courts — United States. 

Consumers tell it to the Judge 

claims courts and consumer 
plaints., 82-14049 


Smelting furnaces. 
Behavior of arsenic in a static bed during 
roasting of copper smelter feed /, 82- 
5855 


: small 
com- 
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Copper recovery from primary smelter 
dusts /, 82-5868 


Smith, Kenneth L., 1935- 

Nomination of Kenneth L. Smith : hear- 
ing before the Select Committee on 
Indian Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
on the nomination of Kenneth L. Smith 
to be assistant secretary of the interior 
for Indian affairs, April 28, 1981, 
Washington, D.C., 82-1071 


Smith, Maruko Kubota. 
Mrs. Maruko Kubota Smith : report (to 
accompany H.R. 3478)., 82-4065 


Smithsonian Institution — Bibliography — 
Catalogs. 
Smithsonian Institution popular publica- 
tions., 82-1788 


Smithsonian Institution — Periodicals. 
Smithsonian opportunities for research 
and study in history, art, science., 82- 
14288 


Smithsonian Institution — Yearbooks. 
Smithsonian year : annual report of the 
Smithsonian Institution., 82-3838 


Smoke — Optical properties. 
The optical properties of smoke-protec- 
tive devices /, 82-6450 


Smoke screens — Handbooks, manuals, etc. 
Chemical Smoke Generator Company 
(TOE 3-267)., 82-13097 


Smoking — Abstracts — Periodicals. 
Bibliography on smoking and health /, 
82-10488 


Smoking — Periodicals. 


Changing cigarette, 82-1871, 82-3653 


The health consequences of smoking : a 
report of the Surgeon General., 82- 
1871, 82-3653 


Smoking — Research — Directories. 
Directory of on-going research in smok- 
ing and health, 82-5676 


Directory, on-going research in smoking 
and health /, 82-5676 


On-going research in smoking and health, 
82-5676 


Smoking — United States — Bibliography 
— Catalogs. 
Smoking., 82-3528 

Smolenskaia oblast (R.S.F.S.R.) — Politics 
and government — Sources — Microform 
catalogs. 

Guide to the records of the Smolensk 
Oblast of the All-Union Communist 
Party of the Soviet Union, 1917-41., 
82-517 
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Snake River Birds of Prey Natural Area 
(Idaho) — Maps. 
Snake River Birds of Prey Natural Area 
/, 82-3733 


SNAP (Computer program language) 

SNAP 1.1 : a revised program and user’s 
manual for the FHWA level 1 highway 
traffic noise prediction computer pro- 
gram., 82-11460 


Snow. 
Effects of timber cutting and revegetation 
on snow accumulation and melt in 
north Idaho /, 82-9111 


Snow — Measurement. 
Microwave remote sensing of snowpacks 
/, 82-14201 


Reconnaissance snow surveys of the Na- 
tional Petroleum Reserve in Alaska, 
April 1977 and April-May 1978 /, 82- 
10824 


Snow — Remote sensing. 


Microwave remote sensing of snowpacks 
/, 82-14201 


Snow removal. 
Snow and ice removal from pavement 
using stored earth energy /, 82-14367 


Snow surveys. 
Use of environmental satellite data for 
input to energy balance snowmelt 
models., 82-9566 


Snow surveys — Alaska. 

Reconnaissance snow surveys of the Na- 
tional Petroleum Reserve in Alaska, 
April 1977 and April-May 1978 /, 82- 
10824 


Social behavior in animals. 
Social biology of the Polistine wasp Mis- 
chocyttarus labiatus : survival in a Co- 
lombian rain forest /, 82-6227 


Social legislation — United States — 

Periodicals. 

Legislative review activity : report of the 
Committee on Finance, United States 
Senate pursuant to paragraph 8 of rule 
XXVI of the standing rules of the 
Senate., 82-14613 


Social problems. 

Primary intervention in societal problems 
: the role of the family, 1981 : hearing 
before the Subcommittee on Aging, 
Family and Human Services of the 
Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on ex- 
amination on the issue of primary inter- 
vention in addressing societal problems, 
focusing on the causes of the problems 
and efforts to alleviate conditions 
which result in the social ills confront- 
ing this nation, September 17, 1981., 
82-6871 





Social psychology. 
The effects of multidimensionality on the 
predictive and construct validity of the 
LPC scale /, 82-9766 


Social security — Bibliography. 

Four decades of international social secu- 
rity research : a bibliography of studies 
by the Social Security Administration, 
1937-80., 82-543 


Social security — Europe. 
Social security in Europe : the impact of 
an aging population : an information 
paper /, 82-6737 


Social security — Law and legislation — 

United States. 

Elimination of minimum social security 
benefit under Public Law 97-35 : hear- 
ing before the Subcommittee on Social 
Security of the Committee on Ways 
and Means, House of Representatives, 
Ninety-seventh Congress, first session, 
September 10, 1981., 82-2739 


H.R. 8076, disability insurance amend- 
ments of 1977 : bill text and explana- 
tory material /, 82-1120 


Social security — Law and legislation — 
United States — Digests. 


The OHA law reporter., 82-3611 


Social security — Law and legislation — 
United States — Periodicals. 
Legislative history of tities I-XX of the 
Social security act /, 82-10471 


Legislative history titles I-XX of the 
Social security act, 82-10471 


Social security — Oklahoma. 

Financing social security : an Oklahoma 
perspective : hearing before the Sub- 
committee on Retirement Income and 
Employment of the Select Committee 
on Aging, House of Representatives, 
Ninety-seventh Congress, first session, 
June 29, 1981, Claremore, Okla., 82- 
1007 


Social security — United States. 

An analysis of the development and ra- 
tionales of the United States income 
security system 1776-1980 : an analysis 
/, %82-12064 


Background material on social security 
coverage of governmental employees 
and employees of nonprofit organiza- 
tions /, 82-15226 


Elimination of social security minimum 
benefit hearing before the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, July 31, 1981., 82-12066 

Impact of administration’s social security 
proposals on the elderly hearing 
before the Select Committee on Aging, 
House of Representatives, Ninety-sev- 
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enth Congress, first session, May 21, 
1981., 82-4194 


Investment of the social security trust 
funds : hearing before the Subcommit- 
tee on Social Security of the Commit- 
tee on Ways and Means, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, October 16, 1981., 82- 
15231 


Occupational disease compensation and 
social security : hearing before the Sub- 
committee on Labor Standards of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enty Congress, first session, hearing 
held in Washington, D.C., on October 
6, 1981., 82-12128 


Report of the President’s Commission on 
Pension Policy : hearing before the 
Subcommittee on Savings, Pensions, 
and Investment Policy of the Commit- 
tee on Finance, United States Senate, 
Ninety-seventh Congress, first session, 
May 15, 1981., 82-12159 


A report to the president and Congress of 
the United States from the National 
Commission on Social Security as re- 
quired by section 361 of Public Law 
95-216, the social security amendments 
of 1977., 82-12030 


Revising social security benefit formula 
which favors short-term workers could 
save billions : summary : report to the 
Congress /, 82-477 


Social security reform, effect on work 
and income after age 65 : hearing 
before the Special Committee on 
Aging, United States Senate, Ninety- 
seventh Congress, first session, Rogers, 
Ark., May 18, 1981., 82-4191 


Social security trust fund investments : 
policies and practices /, 82-1125 


Volume providers of medical examina- 
tions for social security disability 
cases., 82-2733 


Volume providers of medical examina- 
tions for the social security disability 
program : hearing before the Subcom- 
mittee on Social Security and Subcom- 
mittee on Oversight of the Committee 
on Ways and Means, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, September 18, 1981., 82- 
6919 


A woman’s guide to social security., 
5673 
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Social security — United States — 
Bibliography — Catalogs. 
Social security., 82-1783 


Social security — United States — 


Congresses. 
Proceedings, 20th National Workshop on 
Welfare Research and Statistics : Madi- 
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son, Wisconsin, July 27-30, 1980., 
542 


Social security — United States — Cost-of- 
living adjustments. 

Social security oversight : hearing before 
the Special Committee on Aging, 
United States Senate, Ninety-seventh 
Congress, first session ... Washington, 
D.C., 82-2590 


Social security — United States — Finance. 
Financing social security : an Oklahoma 
perspective : hearing before the Sub- 
committee on Retirement Income and 
Employment of the Select Committee 
on Aging, House of Representatives, 
Ninety-seventh Congress, first session, 
June 29, 1981, Claremore, Okla., 82- 
1007 


Social security financing recommenda- 
tions : hearing before the Subcommit- 
tee on Social Security of the Commit- 
tee on Ways and Means, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, on the administration’s 
social security financing recommenda- 
tions, May 28, 1981., 82-1127 


Social security oversight : hearing before 
the Special Committee on Aging, 
United States Senate, Ninety-seventh 
Congress, first session ... Washington, 
D.C., 82-2590 


The social security system : averting the 
crisis : hearing before the Special Com- 
mittee on Aging, United States Senate, 
Ninety-seventh Congress, first session, 
Evanston, Ill., August 10, 1981., 82- 
12060 


Staff data and materials related to social 
security financing /, 82-4230 
Summary of testimony on President Rea- 


gan’s social security financing package 
/, 82-1122 


82- 


Social security — United States — Indexes. 
Index for Social security bulletin annual 
Statistical supplement /, 82-10473 


Social security — United States — 
Periodicals. 
Annual report to the Congress on title 
XX of the Social Security Act /, 82- 
13922 


Social security — United States — Statistics 
— Periodicals. 
Social security bulletin. Annual statistical 
supplement., 82-10474 


Social security beneficiaries — United States 
— Statistics. 
Social security area population projec- 
tions, 1981 /, 82-3608 


Sociai security courts — United States. 
Social security appeals and case review 
process : hearings before the Subcom- 
mittee on Social Security of the Com- 
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mittee on Ways and Means, House of 
Representatives, Ninety-seventh Con- 
gress, first session, October 23 and 28, 
1981., 82-12301 


Social security hearings and appeals : 


pending problems and proposed solu- 
tions /, 82-2734 


Social security taxes — United States. 
Revising social security benefit formula 
which favors short-term workers could 
save billions : summary : report to the 
Congress /, 82-477 


Social service — Costs. 
Cost analysis for social service agency 
transportation providers /, 82-6479 


Social service — Information services — 
United States. 
Planning and implementing social service 
information systems : a guide for man- 
agement and users /, 82-1820 


Social service — Scholarships, fellowships, 
etc. — United States — Periodicals. 
Mental health trainee stipends in social 

work /, 82-10663 


Social service — United States. 

Fighting poverty : private initiatives and 
public assistance : hearing before the 
Subcommittee on Aging, Family, and 
Human Services of the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-seventh Con- 
gress, first session, on oversight on 
ways to fight poverty and to examine 
ways to help determine the future di- 
rection of social programs in our coun- 
try, August 25, 1981, Montgomery, 
Ala., 82-6876 


Managing human services with less : new 
strategies for local leaders /, 82-1821 


Social service — United States — Costs. 
Cost analysis for social service agency 
transportation providers /, 82-6285 


Social service — United States — Finance. 
Rate setting in the human services : a 
guide for administrators /, 82-1819 


Social service — United States — Finance 
— Periodicals. 
Annual report to the Congress on 
XX of the Social Security Act /, 
13922 


title 
82- 


Social service — United States — 
Periodicals. 
Annual report to the Congress on 
XX of the Social Security Act /, 
13922 
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Social service — United States — States — 
Statistics — Periodicals. 
Technical notes /, 82-10468 
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Social work with children — United States. 
Major issues in juvenile justice informa- 
tion and training : services to children 
in juvenile courts : the judicial-execu- 
tive controversy /, 82-665 


Social work with youth — United States. 
Major issues in juvenile justice informa- 
tion and training : services to children 
in juvenile courts : the judicial-execu- 
tive controversy /, 82-665 


*Socioeconomic Factors. 
Effects of the 1974-75 recession on health 
care for the disadvantaged., 82-10644 


*Sociometric Technics. 
A Typological approach to doing social 
area analysis /, 82-10666 


Socorro County (N.M.) — Maps. 
Off-road vehicle designation map for the 
Stallion and Ladron Planning Units., 
82-5931 


Soda water bottles — United States — 
Juvenile literature. 
My name is pop : a Crow story /, 82- 
13521 


Sodium carbondate industry — 
Environmental aspects — United States. 
Sodium carbonate industry : background 

information for proposed standards /, 
82-13682 


Sodium compounds. 
Sodium oxide aerosol study : NSPP runs 
101-105, data record report /, 82-6924 


Sodium compounds — Experiments. 

Sodium oxide and uranium oxide aerosol 
experiments : NSPP tests 106-108 and 
tests 240-207, data record report /, 
82-2542 


Sodium cooled reactors. 
Simulation of sodium pumps for nuclear 
power plants /, 82-6703 


Sodium flouride — Therapeutic use. 
The .2% solution, 82-10604 


Soft drink industry — United States — 
Employees — Statistics. 
Occupational employment : beverage in- 
dustries, May 1971 /, 82-5978 


*Soft Tissue Neoplasms — Congresses. 
Sarcomas of soft tissue and bone in child- 
hood : proceedings of a symposium 
held in Orlando, Florida, January 25- 
27, 1979 /, 82-1833 


*Soft Tissue Neoplasms — directories 
Current cancer research on bone and car- 
tilage tumors and soft-tissue sarcomas., 
82-10519 
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Soil air. 
The Role of organic soils in the world 
carbon cycle : problem analysis and re- 
search needs /, 82-9938 


Soil conservation — Iowa. 

Soil conservation : hearing before the 
Subcommittee on Soil and Water Con- 
servation of the Committee on Agricul- 
ture, Nutrition, and Forestry, United 
States Senate, Ninety-seventh Con- 
gress, Congress, first session, August 
31, 1981—Burlington, Iowa., 82-6756 


Soil conservation — Law and legislation — 
United States. 
Statutory authorities for the activities of 
the Soil Conservation Service /, 82- 
10 


Soil conservation — Texas — Galveston 
Bay. 
Shoreline plant establishment and use of a 
wave-stilling device /, 82-3183 


Soil conservation — United States. 

Administration’s recommendations for a 
comprehensive Soil and Water Conser- 
vation Act program : hearing before 
the Committee on Agriculture, Nutri- 
tion, and Forestry, United States 
Senate, Ninety-seventh Congress, first 
session, October 28, 1981., 82-15016 


A guide for predicting sheet and rill ero- 
sion on forest land /, 82-9105 


Pacific Southwest Inter-Agency Commit- 
tee : report of the Water Management 
Subcommittee on factors affecting sedi- 
ment yield in the Pacific Southwest 
area and selection and evaluation of 
measures for reduction of erosion and 
sediment yield., 82-14993 


Review of Soil and Water Resources 
Conservation Act of 1977 : hearing 
before the Subcommittee on Conserva- 
tion, Credit, and Rural Development of 
the Committee on Agriculture, House 
of Representatives, Ninety-seventh 
Congress, first session, October 28, 
1981., 82-12073 


Soil conservation : hearing before the 
Subcommittee on Soil and Water Con- 
servation of the Committee on Agricul- 
ture, Nutrition, and Forestry, United 
States Senate, Ninety-seventh Con- 
gress, Congress, first session, August 
31, 1981—Burlington, Iowa., 82-6756 


Soil conservation — Vocational guidance. 
Challenging careers in soil conservation., 
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Soil consolidation test. 
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Predicting potential heave and heave 
with time in swelling foundation soils / 
, 82-9807 
Soil erosion — Economic aspects — United 
States. 
Silvicultural activities and non-point pol- 
lution abatement : a cost-effectiveness 
analysis procedure /, 82-12403 


Soil erosion — Idaho. 
Soil disturbance caused by clearcutting 
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batholith /, 82-12479 


Soil erosion — United States. 
A guide for predicting sheet and rill ero- 
sion on forest land /, 82-9105 


Soil erosion — West Virginia. 
Soil-water relations of shallow forested 
soils during flash floods in West Vir- 
ginia /, 82-2784 


Soil liquefaction. 

Comparison between the strengths of un- 
disturbed and reconstituted sands from 
Niigata, Japan /, 82-5007 

Liquefaction potential of dams and foun- 
dations. Report 7. Geotechnical earth- 
quake engineering, state of the art, 
1980 /, 82-9814 


Soil liquefaction — Data processing. 
APOLLO : soil liquefaction : computer 
analysis of structures to resist earth- 
quake effects., 82-5086 


CUMLIQ : evaluation of liquefaction po- 
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to resist earthquake effects., 82-5085 


Soil liquefaction — Guatemala. 
Earthquake-induced liquefaction near 
Lake Amatitlan, Guatemala /, 82- 
4148 


Soil liquefaction — Japan — Izu Islands. 
Visit to Japan to observe damage which 
occurred during the near Izu Oshima 
earthquakes, January 14 and 15, 1978 /, 
82-5016 


Soil management — Bibliography — 
Catalogs. 
Soil and soil management., 
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Comparison between the strengths of un- 
disturbed and reconstituted sands from 
Niigata, Japan /, 82-5007 
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Applications of the finite element method 
in geotechnical engineering : proceed- 
ings of the symposium held at Vicks- 
burg, Mississippi, 1-4 May 1972 /, 82- 
4970 
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Soil mechanics — Data 
Soil-structure interaction methods /, 82- 
2540, 82-11984 


Soil mechanics — Florida — Suwannee 
County — Maps. 
Suwanee County, Florida, soil interpre- 
tive map of limitation for local roads 
and streets /, 82-2822 


Soil mechanics — Instruments. 
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drained sand /, 82-5010 


Soil mechanics — Mathematical models. 
Analysis of steerability of tracked vehi- 
cles : theoretical predictions versus 
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Soil mechanics — United States. 
Wave equation analysis of pile driving : 
WEAP program /, 82-11455 


Soil micro-organisms — New Mexico. 
Microbial populations in undisturbed soils 
and coal mine spoils in semi-arid condi- 
tions /, 82-12497 


Soil moisture. 
Water requirements of honeylocust 
(Glenditsia triacanthos f. inermis) in the 
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Energy measurement in the standard pen- 
etration test /, 82-9485 


Feasibility study of an earth melting pen- 


etrator system for geoprospecting 
tunnel right-of-ways /, 82-5012 


Soil permeability. 

Permeability of covers over low-level ra- 
dioactive-waste burial trenches, West 
Valley, Cattaraugus County, New 
York /, 82-5807 


Soil permeability — North Carolina. 
Effect of agricultural land development 
on drainage waters in the North Caro- 
lina Tidewater Region /, 82-5294 


Soil science — Congresses. 

Environmental chemistry and cycling 
processes : proceedings of a symposium 
held at Augusta, Georgia, April 28- 
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Soil stabilization. 
Lime stabilization on Friant-Kern Canal / 
, 82-1962 


Use of lime in levee restoration /, 82- 
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Fabric analysis of undisturbed sands from 
Niigata, Japan /, 82-5009 
Ranking of sources of uncertainty in the 
SSMRP seismic methodology chain : 
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seismic safety margins research pro- 
gram /, 82-2561 


Soil structure — Data processing. 
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er analysis of structures to resist earth- 
quake effects., 82-1524 


Soil-structure interaction methods /, 82- 
11984 


Soil surveys 
Developers & builders : soil surveys can 
help you., 82-4293 


Soil-surveys — Alabama — Lee County. 
Soil survey of Lee County, Alabama., 
82-54 


Soil-surveys — Alabama — Tuscaloosa 
County. 
Soil survey of Tuscaloosa County, Ala- 
bama., 82-65 


Soil-surveys — Alaska — Umnak Island. 
Soils and range sites of the Umnak-Una- 
laska area, Alaska., 82-4386 


Soil-surveys — Alaska — Unalaska Island. 
Soils and range sites of the Umnak-Una- 
laska area, Alaska., 82-4386 


Soil-surveys — Arkansas — White County. 
Soil survey of White County, Arkansas., 
82-12601 


Soil-surveys — Florida — Martin County. 
Soil survey of Martin County area, Flor- 
ida., 82-57 


Soil-surveys — Georgia — Columbia 
County. 
Soil survey of Columbia, McDuffie, and 
Warren Counties, Georgia., 82-45 


Soil-surveys — Georgia — McDuffie 
Coun 


Soil survey of Columbia, McDuffie, and 
Warren Counties, Georgia., 82-45 


Soil-surveys — Georgia — Rabun County. 
Soil survey of Rabun and Towns Coun- 
ties, Georgia., 82-62 


Soil-surveys — Georgia — Towns County. 
Soil survey of Rabun and Towns Coun- 
ties, Georgia., 82-62 


Soil-surveys — Georgia — Warren County. 
Soil survey of Columbia, McDuffie, and 
Warren Counties, Georgia., 82-45 


Soil-surveys — Indiana — Dearborn County. 
Soil survey of Dearborn and Ohio Coun- 
ties, Indiana., 82-46 


Soil-surveys — Indiana — La Porte County. 
Soil survey of La Porte County, Indiana., 
82-12579 


Soil-surveys — Indiana — Ohio County. 
Soil survey of Dearborn and Ohio Coun- 
ties, Indiana., 82-46 
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Soil survey of Clinton County, Iowa., 
82-44 


Soil-surveys — Kansas. 
Soil survey laboratory data and descrip- 
tions for some soils of Kansas., 82- 
12604 


Soil-surveys — Kentucky — Laurel County. 
Soil survey of Laurel and Rockcastle 
counties, Kentucky., 82-12581 


Soil-surveys — Kentucky — Rockcastle 
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Soil survey of Laurel and Rockcastle 
counties, Kentucky., 82-12581 


Soil-surveys — Massachusetts — Essex 
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Soil survey of Essex County, Massachu- 
setts, northern part., 82-48 


Soil-surveys — Mississippi — Neshoba 
County. 
Soil survey of Neshoba County, Missis- 
sippi., 82-59 


Soil-surveys — Nebraska — Clay County. 
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82-43 
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Soil survey of Stanton County, Nebras- 
ka., 82-12597 
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Soil survey of San Miguel County area, 
New Mexico., 82-63 
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Soil survey of Auglaize County, Ohio., 
82-12562 


Soil-surveys — Oklahoma — McIntosh 
County. 
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ma., 82-12586 


Soil-surveys — Pennsylvania — Juniata 
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ties, Pennsylvania., 82-52 


Soil-surveys — Pennsylvania — Mifflin 
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Soil survey of Juniata and Mifflin Coun- 
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Soil survey Edgefield County, South 
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Soil-surveys — South Dakota — Charles 
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Soil survey of Charles Mix County, 
South Dakota., 82-12569 
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Soil-surveys — Washington — Douglas 
County. 
Soil survey of Douglas County, Washing- 
ton., 82-12572 
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Soil-surveys — Wyoming — Fremont 
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82-54 
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Soil survey of Tuscaloosa County, Ala- 
bama., 82-65 


Soils — Alaska — Maps. 
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laska area, Alaska., 82-4386 
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Soils — Arizona — Graham County — 
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Soil survey of Gila-Duncan area, Arizona 
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ties, 82-4400 





January — June 1982 
Soils — Arizona — Greenlee County — 


Soil survey of Gila-Duncan area, Arizona 
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Maps. 
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82-4390 


Soils — Arkansas — Lonoke County — 
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Maps. 
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82-12601 
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Soil and soil management., 82-505, 82- 
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Maps. 
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Soils — California — Imperial County — 
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Soil survey of Imperial County, Califor- 
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southeastern part., 82-12577 
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Colorado., 82-4396 
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Soils — Colorado — Maps. 
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necticut., 82-12602 


Soils — Florida — Martin County — Maps. 
Soil survey of Martin County area, Flor- 
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Soil survey of Columbia, McDuffie, and 
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Soils — Georgia — McDuffie County — 
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Soils — Georgia — Towns County — Maps. 
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ties, Georgia., 82-62 
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Soils — Idaho — Bonneville County — 
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Soil survey of Putnam County, Indiana., 
82-9128 


Soils — Indiana — Steuben County — 
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12589 
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82-66 
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Soils — Louisiana — Franklin Parish — 
Maps. 
Soil survey of Franklin Parish, Louisi- 
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laska area, Alaska., 82-4386 


Soils — Maps — Alaska — Unalaska Island. 
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laska area, Alaska., 82-4386 
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Soil survey of Monroe County, Michi- 
gan., 82-12590 
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Maps. 
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Soil survey of Neshoba County, Missis- 
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— Maps. 

Soil survey of Cape Girardeau, Mississip- 
pi, and Scott Counties, Missouri., 82- 
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Maps. 
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Maps. 
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General soil map, Madison County, New 
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session, July 22, 1981., 82-2646 


Soviet Union — Foreign relations — Near 
East — Addresses, essays, lectures. 
Meeting the challenge in Southwest Asia 

: February 1, 1980 /, 82-11213 


Soviet Union — Foreign relations — United 
States — Addresses, essays, lectures. 
Peaceful progress in developing nations : 

May 24, 1981 /, 82-11234 
U.S.-Soviet relations : an overview : Oc- 
tober 16, 1979., 82-6201 


Soviet Union — Maps. 
Soviet Union., 82-14257 


Soviet Union — Military policy. 
Soviet perceptions of war and peace /, 
82-4781 


Soviet Union — Officials and employees — 
Directories. 
Directory of Soviet officials : national or- 
ganizations a reference aid., 82- 
11198 


Soviet Union — Officials and employees — 
Registers. 
Directory of Soviet officials : national or- 
ganizations a reference aid. 82- 
11198 


Soviet Union — Relations — United States. 
US-USSR exchanges /, 82-2162 
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Sows. 


Sows. 
Care of the sow during farrowing and 
lactation /, 82-12384 


Guidelines for choosing replacement fe- 
males /, 82-12376 


Soybean. 

Frequencies of nodulation response al- 
leles, Rjeand Rj., in soybean plant in- 
troduction and breeding lines /, 82- 
12345 


Space cabin atmosphere. 

Development of experimental concepts 
for investigating the strength behavior 
of fine-grained cohesive soil in the spa- 
celab/space shuttle zero-G_ environ- 
ment /, 82-6118 


Space environment — Research. 
Solar X-ray measurements from SMS-1, 
SMS-2, and GOES-1 : information for 
data users /, 82-1382 


*Space flight. 
NASA’s biomedical research program /, 
82-6092 


Space flight — Congresses. 

14th Aerospace Mechanisms Symposium: 
Proceedings of a symposium sponsored 
by National Aeronautics and Space 
Administration, the California Institute 
of Technology, and Lockheed Missiles 
and Space Company Inc.,and held at 
NASA Langley Research Center, 
Hampton, Virginia., 82-2090 

15th Aerospace Mechanisms Symposium., 
82-6176 


Space flight — Physiological effect. 
NASA’s biomedical research program /, 
82-6092 


Space flight — Psychological aspects. 
NASA’s biomedical research program /, 
82-6092 


Space frame structures. 

Large Space Systems/Low-Thrust Pro- 
pulsion Technology : an Industry-Gov- 
ernment information exchange., 82- 
3787 


Load concentration due to missing mem- 
bers in planar faces of a large space 
truss /, 82-6147 


Space medicine — Research — United 
States. 
NASA’s biomedical research program /, 
82-6092 


Space oblique Mercator projection 
(Cartography) 
Space oblique mercator projection math- 
ematical development /, 82-581 


Space probes — Testing. 
Viking Mars mission support investiga- 
tions in the Langley Transonic Dynam- 
ics Tunnel /, 82-6082 
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Space sciences — United States. 

Future space programs, 1981 : hearings 
before the Subcommittee on Space Sci- 
ence and Applications of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, September, 
21, 22, 23, 1981., 82-12258 


Space ships. 

Future space programs, 1981 : hearings 
before the Subcommittee on Space Sci- 
ence and Applications of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, September, 
21, 22, 23, 1981., 82-12258 


Space Shuttle Program (U 
Space shuttle pe cara 
11117 


Space Shuttle Program., 


” spits, 82- 


82-2094 


Space stations. 
Orbiting quarantine facility : 
report /, 82-14163 


the antaeus 


Space suits. 

Feasibility study of a self-contained envi- 
ronmental control unit / M. J. McGoff, 
J.W. Maustellar ; prepared for U.S. 
Department of Transportation, United 
States Coast Guard, Office of Research 
and Development., 82-6470 


Space vehicles. 

NASA must reconsider operations pric- 
ing policy to compensate for cost 
growth on the space transportation 
system : report to the Congress /, 82- 
13742 


Performance of a Haynes 188 metallic 
standoff thermal protection system at 
Mach 7 /, 82-6165 


Space vehicles — Attitude control systems 
— Congresses. 

Spacecraft charging technology, 1980., 
82-14225 


Space vehicles — Attitude control a 
— Design 
Development and design of three moni- 
toring instruments for spacecraft charg- 
ing /, 82-14234 


Space vehicles — Batteries — Congresses. 
The 1980 Goddard Space Flight Center 
Battery Workshop : a workshop held 
at Goddard Space Flight Center, 
Greenbelt, Maryland, November 18-20, 
1980., 82-6136 


Space vehicles — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 1800. Space vehi- 
cles, 82-4792 


Space vehicles — Control systems. 
The microwave radiometer spacecraft : a 
design study /, 82-14238 
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Subject Index 


Space vehicles — Control systems — Design. 
Development and design of three moni- 
toring instruments for spacecraft charg- 

ing /, 82-14234 


Space vehicles — Cost of operation. 

Space shuttle operations : hearings before 
the Subcommittee on Science, Tech- 
nology, and Space of the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
seventh Congress, first session, on 
space operations, December 9, 1981., 
82-15067 


Space vehicles — Design and construction — 
Congresses 


14th Aerospace Mechanisms Symposium: 
Proceedings of a symposium sponsored 
by National Aeronautics and Space 
Administration, the California Institute 
of Technology, and Lockheed Missiles 
and Space Company Inc.,and held at 
NASA Langley Research Center, 
Hampton, Virginia., 82-2090 

15th Aerospace Mechanisms Symposium., 
82-6176 


Space vehicles — Design and contruction. 
The microwave radiometer spacecraft : a 
design study /, 82-14238 


Space vehicles — Electronic equipment — 
Design. 
Development and design of three moni- 
toring instruments for spacecraft charg- 
ing /, 82-14234 


Space vehicles — Equipment and supplies — 
Environmental testing. 
Viking Mars mission support investiga- 
tions in the Langley Transonic Dynam- 
ics Tunnel /, 82-6082 


Space vehicles — Equipment and supplies — 
Maintenance and repair — Catalogs. 
Consolidated federal supply catalog iden- 

tification list. FSC 4931, 4933, 4935, 
4940, 4960. Fire control, weapons, 
guided missile, miscellaneous and space 
vehicle maintenance repair specialized 
equipment, 82-4838, 82-9640 


Space vehicles — Propulsion systems. 

Large Space Systems/Low-Thrust Pro- 
pulsion Technology : an Industry-Gov- 
ernment information exchange., 82- 
3787 


Space vehicles — Testing — Congresses. 
Spacecraft dynamics as related to labora- 
tory experiments in space _ 82-11120 


Space vehicles — Testing — Handbooks, 
manuals, etc. 

Flammability, odor, and offgassing re- 
quirements and test procedures for ma- 
terials in environments that support 
combustion., 82-2069 





January — June 1982 


Spanish Americans in the United States — 
Employment. 
Federal women’s program : 
82-11390 


Spanish 
speaking program., 


Spanish mackerel. 

Results of a king mackerel (Scombero- 
morus cavalla) and Atlantic Spanish 
mackerel (Scomberomorus maculatus) 
migration study : 1975-79 /, 82-9502 


Spartanburg County (S.C.) — Maps. 
Important farmlands map, Spartanburg 
County, South Carolina /, 82-1212 


Special prosecutors — United States. 

Special prosecutor provisions of Ethics in 
Government Act of 1978 : hearings 
before the Subcommittee on Oversight 
of Government Management of the 
Committee on Governmental Affairs, 
United States Senate, Ninety-seventh 
Congress, first session, May 20 and 22, 
1981., 82-1067 


Special Supplemental Food Program for 
Women, Infants, and Children (U.S.) 
How WIC helps : eating for you & your 
baby., 82-12359 


Specifications. 
Power sytem communications : guide 
specification for power line carrier 
system., 82-12619 


Specifications — Bibliography — Catalogs. 
Where can you obtain—government 
specifications, Federal standards, draw- 
ings, and the indexes which list these 
specifications?, 82-10419 


Spectral synthesis (Mathematics) 
Spectral estimates of band-limited signals 
/, 82-3244 


Spectrometer. 
Optical extinction predictions from meas- 
urements on the open sea /, 82-3222 


Spectrophotometer. 

Modification of a commercial atomic ab- 
sorption spectrophotometer for cold- 
vapor determination of mercury /, 
82-5887 


Spectrum, Solar. 
Solar flare spectroscopic diagnostics for 
wavelengths less than 2000 angstroms / 
82-3241 


Spectrum analysis. 
Maximum entropy wavenumber analysis 
/, 82-3238 


Minimum-cross-entropy spectral analysis 
of multiple signals /, 82-9895 
Nonlinear spectral analysis and adaptive 


array superresolution techniques /, 
82-3248 





Speech perception. 

Effects of high-frequency cue reduction 
on the comprehension of distorted 
speech /, 82-5109 


Listening to compressed speech : the ef- 
fects of instructions, experience, and 
preference /, 82-9772 


Multiplicative effects on sentence com- 
prehension for combined acoustic dis- 
tortions /, 82-5107 


Speech processing systems. 
Display and speech devices for simulator 
instructor/operator station applications 
/, 82-261 


Multirate processor (MRP) for digital 
voice communications /, 82-1534 


Speed limits — North Carolina. 

An examination of the effects of the low- 
ered maximum speed limit and fuel 
shortages in North Carolina /, 82- 
11626 


Speed limits — Texas — Arlington. 

Mobile ORBIS III speed enforcement 
demonstration project in Arlington, 
Texas : program evaluation /, 82- 
11631 


Speed limits — United States. 
Energy resource documentation in sup- 
port of 55 MPH /, 82-3853 


Enforcement of the national maximum 
speed limit : enforcement practices and 
procedures /, 82-11648 


Evaluation of speed monitoring systems / 
, 82-6297 


How to mobilize voluntary organizations 
in support of 55 /, 82-6518 


The Life-saving benefits of the 55 mph 
national speed limit : report of the 
NHTSA/FHWA task force /, 82- 
11627 


National maximum speed limit (NMSL) 
enforcement practices and procedures : 
phase II /, 82-14562 


Police enforcement procedures for unsafe 
driving actions /, 82-11638 


Speed enforcement/patrol configurations 
for the National Maximum Speed Limit 
(NMSL) : administrator’s guide /, 82- 
4016 


Speed limits — United States — 
Bibliography. 
Restraint system/speed limit public infor- 
mation materials : number 1. Supple- 
ment 1/, 82-11641 


Speed limits — United States — Congresses. 

National maximum speed limit and high- 

way safety program regional work- 
shops /, 82-14561 


Do not order from index; see indicated entry 





Spillways Design and construction. 


Spent reactor fuels. 
Fission product release from simulated 
LWR fuel /, 82-11896 


Military plutonium from commerical 
spent nuclear fuel : oversight hearing 
before the Subcommittee on Oversight 
and Investigations of the Committtee 
on Interior and Insular Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session, on proposals to 
obtain plutonium from commerical 
spent nuclear fuel for U.S. nuclear 
weapons, hearings held in Washington, 
D.C., October 1, 1981., 82-12209 

Physical protection of shipments of irra- 
diated reactor fuel : interim guidance., 
82-14721 


Preparation of working calibration and 
test materials : mixed oxide /, 82- 
14754 


Spent reactor fuels — Transporation. 
Impact tests on inclined stainless steel fins 
/, 82-2463 


Spent reactor fuels — United States. 
Draft-generic environmental impact state- 
ment on handling and storage of spent 
light water power reactor fuel : execu- 
tive summary and text., 82-2435 


Spent reactor fuels — United States — 
Storage. 
Dry storage of spent nuclear fuel : a pre- 
liminary survey of existing technology 
and experience /, 82-4138 


Methods for evaluating the leak tightness 
of spent fuel container closures /, 82- 
4143 


Spillways. 
Model study of Harry S. Truman Spill- 
way, Osage River, Missouri : hydraulic 
model investigation /, 82-5001 


Outlet works for Cerrillos Dam, Cerrillos 
River, and Portugues Dam, Portugues 
River, Puerto Rico : hydraulic model 
investigation /, 82-1462 


Prototype gate vibration tests, Barkley 
Dam, Cumberland River, Kentucky /, 
82-4996 


Spillway modifications for Chief Joseph 
Dam, Columbia River, Washington : 
hydraulic model investigation /, 82- 
161 


Typical Tennessee-Tombigbee canal sec- 
tion spillways, Spillways A and B : hy- 
draulic model investigation /, 82-171 


Spillways — Design and construction. 
Model studies of the Sugar Pine Dam 
energy dissipator /, 82-5854 
Pacific Southwest Inter-Agency Commit- 
tee : report of the Hydrology Subcom- 
mittee : summary of hydrologic criteria 
for dams., 82-14992 
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Spillways Design and construction. 


T or C baffled apron spillway /, 82- 
5853 


Spin (Aerodynamics) 
Rotary balance data for a single-engine 
trainer design for an angle-of-attack 
range of 8 to 90/, 82-726 


A spin-recovery parachute system for 
light general-aviation airplanes /, 82- 
6083 


Spin (Aerodynamics) — Mathematical 
models. 

Rotary balance data for a typical single- 
engine general aviation design for an 
angle-of-attack range 8 to 90 /, 82- 
11091, 82-14165 


Spinal cord — Wounds and injuries. 
The national head and spinal cord injury 
survey., 82-5745 


Spine — Radiography. 
Pre-employment low back X rays : an 
overview /, 82-10617 


Spiny lobsters — Florida. 

Management recommendations for juve- 
nile spiny lobsters, Panulirus argus in 
Biscayne National Monument, Florida 
/, %2-10909 


Spline theory — Data processing. 
Modal interpolation program, 
(INTERP)., 82-6094 


L 215 


Image sampling and interpolation /, 82- 
9875 


Sporting goods industry — United States — 
Employees — Statistics. 
Occupational employment toys and 
sporting goods industry, June 1971 /, 
82-2035 


Sporting goods industry — United States — 
Statistics. 


1977 census of manufactures, 82-9229 


Sports — Safety measures. 
Fundamentals of safety in Army sports 
and recreation., 82-9724 


*Sports Medicine 
Exercise and your heart., 


Spotted owl. 

Draft environmental impact statement for 
standards and guidelines Pacific 
Northwest regional plan Oregon, 
Washington and portions of California 
and Idaho., 82-4382 


Spotting (Cleaning) 
Removing stains from fabrics., 


Spray drying. 
Preliminary economic analysis of a lime 
spray dryer FDG system /, 82-13640 
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Spray painting. 
An evaluation of engineering control 
technology for spray painting /, 82- 
555 


Spray painting — Safety measures. 
Safety precautions for use of airless spray 
equipment., 82-3294 


Spraying and dusting in agriculture. 
Man is responsible to the earth, 82- 
10163 


Spraying and dusting residues in agriculture. 
The Biologic and economic assessment of 
toxaphene : a report of the toxaphene 
assessment team to the rebuttable pre- 
sumption against registration of toxa- 
phene /, 82-12349 


Spraying equipment. 
Moellman spray chamber : versatile re- 
search tool for laboratory bioassays /, 
82-12491 


Springfield Armory National Historic Site 

(Springfield, Mass.) 

Historic structure report, historical data 
and historical base map, Springfield 
Armory National Historic Site, Massa- 
chusetts /, 82-14015 


Springs. 
Cavities in trees around spring seeps in 
the maple-beech-birch forest type /, 
82-2788 


Springs — New Mexico — Mimbres River 
watershed. 
Hydrologic maps and data in the 
Mimbres basin, New Mexico /, 82- 
1906 


Sprinkler irrigation — Oklahoma — 

Beckham County — Maps. 

Beckham County, Oklahoma, soil inter- 
pretive map, soil potential for sprinkler 
irrigation, soil potential rating /, 82- 
2818 


Sprinkler irrigation — Oklahoma — Carter 
County — Maps. 
Carter County, Oklahoma, soil interpre- 
tive map, soil potential for sprinkler ir- 
rigation /, 82-2819 


Sprinkler irrigation — Oklahoma — 

Cimarron County — Maps. 

Cimarron County, Oklahoma, soil inter- 
pretive map, soil potential for sprinkler 
irrigation, soil potential rating /, 82- 
1220 


Sprockets — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 3020. Gears, pulleys, 
sprockets, and transmission chain, 82- 
4809 
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Spruce — Arizona — Geographical 
distribution. 
A classification of spruce-fir and mixed 
conifer habitat types of Arizona and 
New Mexico /, 82-12465 


Spruce — New Mexico — Geographical 
distribution. 
A classification of spruce-fir and mixed 
conifer habitat types of Arizona and 
New Mexico /, 82-12465 


Spruce budworm — Diseases and pests — 
Alaska. 
The spruce budworm : a pest of Alaska 
white spruce., 82-1171 


Spruce budworm — United States. 
Spruce budworm in the eastern United 
States /, 82-2775 


Spruce Knob-Seneca Rocks National 
Recreation Area (W. VA.) — Maps. 
Spruce Knob-Seneca Rocks National 

Recreation Area, Monongahela Nation- 
al Forest /, 82-1155 


Sputtering (Physics) 
The capabilities and limitations of auger 
sputter profiling for studies of semicon- 
ductors /, 82-4606 


Improved adherence of sputtered titan- 
ium carbide coatings on nickel- and ti- 
tanium-base alloys /, 82-743 


Sputtering (Physics) — Congresses. 
Proceedings of the Workshop of Sputter- 
ing Cause By Plasma (Neutral Beam) 
Surface Interaction, Argonne National 
Laboratory, July 9-10, 1979 /, 82- 
9932 


Squids — Atlantic Coast (U.S.) 

Dorsal mantle length-total weight rela- 
tionships of squids Loligo pealei and 
Illex illecebrosus from the Atlantic 
coast of the United States /, 82-12819 


Squirrels — Kansas. 
Habitat management 
Kansas., 82-12560 


for squirrels in 


Sri Lanka — Imprints — Periodicals. 
Accessions list, Sri Lanka /, 82-6068, 
82-6069 


Sri Lanka — Population — Statistics. 
Asia, Sri Lanka : selected statistical data 
by sex., 82-11341 


Stability of airplanes. 

A comparison of the V/STOL handling 
qualities of the VAK-191B with re- 
quirements of AGARD report 577 and 
MIL-F-83300 /, 82-6143 


Effect of Reynolds number on stability 
characteristics of a cruciform wing- 
body at supersonic speeds /, 82-6160 





January — June 1982 


A Study of the application of singular 
perturbation theory /, 82-14169 

A throat-bypass stability-bleed system 
using relief valves to increase the tran- 
sient stability of a mixed-compression 
inlet /, 82-3793 

Ultimate boundedness stability and con- 
trollability of hereditary systems /, 
82-11088 


Stability of airplanes — Data 
Equation modifying program, 
(EQMOD)., 82-6097 


L219 


Stability of airplanes — Mathematical 
models. 


The theory and practice of estimating the 
accuracy of dynamic flight-determined 
coefficients, 82-11167 


Stability of airplanes — Testing. 
Light airplane crash tests at three pitch 
angles /, 82-6141 


Similitude requirements and scaling rela- 
tionships as applied to model testing /, 
82-11127 


Stability of airplanes, Longitudinal. 
Theoretical and experimental investiga- 
tion of ground-induced effects for a 
low-aspect-ratio highly swept arrow- 

wing configuration /, 82-6145 


Stability of helicopters. 
Advanced fluidic temperature studies /, 
82-3201 


Description of the VTOL approach and 
landing technology (VALT) Ch-47 re- 
search system /, 82-14228 


Design, development, and flight demon- 
stration of the loads and stability char- 
acteristics of a bearingless main rotor /, 
82-1492 


Investigation of a low-cost servoactuator 
for HYSAS /, 82-9846 


Lateral rollover protection concepts /, 
82-195 


Predesign of the second generation com- 
prehensive helicopter analysis system /, 
82-1505, 82-1506 


Review of airworthiness standards for 
certification of helicopters for instru- 
ment flight rules (IFR) operation /, 
82-11545 


Stability of helicopters — Testing. 
Kinematic properties of the helicopter in 
coordinated turns /, 82-6164 


Stability of ships. 

Classification of intact stability standards 
for dynamically supported craft / pre- 
pared for U.S. Department of Transpo- 
tation, United States Coast Guard, 
Office of Research and Development., 
82-6476 





State governments Officials and employees Training of. 


Stability of space vehicles — Experiments. 
Dynamic stability derivatives of space 
shuttle orbiter from wind-tunnel and 


approach and landing flight tests /, — 


82-11152 


Staffs (Sticks, canes, etc.) 
Considerations relative to the use of 
canes by blind travelers in air carrier 
aircraft cabins /, 82-3925 


Stalling (Aerodynamics) 
Rotary balance data for a single-engine 
trainer design for an angle-of-attack 
range of 8 to 90/, 82-726 


Standardization — United States. 
The Marketplace, 82-12812 


Standardization — United States — 
Handbooks, manuals, etc. 
Defense standarization and specificiation 
program policies, procedures and 
instructions., 82-4784 


Standards, Military — United States. 
Human engineering design criteria for 
military systems, equipment and facili- 
ties., 82-9637 


Standing Indian Trail (N.C.) — Maps. 
Standing Indian Area Trails map, Nanta- 
hala National Forest., 82-1146 


Staphylococcal disease. 
Staphylococci in food Estafilococos en 
alimentos., 82-1847 


Starch industry — United States. 
Source category survey : starch manufac- 
turing industry /, 82-5324 


Starch industy — Environmental aspects — 
United States. 
Source category survey : starch manufac- 
turing industry /, 82-5324 


Stark County (N.D.) — Maps. 
Important farmlands, Stark County, 
North Dakota /, 82-1213 


Starvation. 


Can we end world hunger?, 82-9140 


State aid to education — United States. 

An examination of the fow of Title I and 
state compensatory aid and their effect 
on equalization in four states, Florida, 
New Jersey, New York and Texas /, 
82-13781 


State aid to education — United States — 
Con 3 
State and federal pressures for equity and 
efficiency in education financing /, 
82-13785 


State aid to higher education — United 
States — 
Financing community colleges : an exam- 
ination of the state and local roles /, 
82-13775 
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State aid to private schools — United States. 
Oversight on private schools : hearings 
before the Subcommittee on Elemen- 
tary, Secondary, and Vocational Edu- 
cation of the Committee on Education 
and Labor, House of Representatives, 
Ninety-seventh Congress, first session, 
hearings held in Washington, D.C., on 
May 13, 14, September 16, 22, and 23, 
1981., 82-6793 


State boards of education — Directories 
Education directory. State education 
agency Officials, 82-10040 

State education agency officials, 82- 
10040 


State departments of education — 

Congresses. 

The 80's: how will public education re- 
spond? : a report of the Council of 
Chief State School Officers’ 10th 
annual summer institute, July 25- 
August 2, 1979, Jeffersonvivile, Ver- 
mont., 82-13477 


State departments of education — 
Directories. 

Education directory. State education 
agency officials., 82-10040 
State education agency officials, 
10040 


82- 


State governments. 

State and Local Government Cost Esti- 
mate Act of 1981 : report (to accompa- 
ny H.R. 1465) (including cost estimate 
of the Congressional Budget Office)., 
82-14647 


State governments — Officials and 
employees — Bibliography — Catalogs. 
Census of governments., 82-1782 


State governments — Officials and 
employees — Collective bargaining. 

Public management’s internal organiza- 
tional response to the demands of col- 
lective bargaining in the twelve mid- 
western states /, 82-11020 


State governments — Officials and 
employees — Directories. 
Coordination directory of state and feder- 
al agency water and land resources of- 
ficials, 82-14711 


State governments — Officials and 
employees — Salaries, allowances, etc. — 
Periodicals. 


State salary survey., 82-14248 


State governments — Officials and 
employees — Training of. 
IPA projects for improved state & local 
management /, 82-14247 
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State governments U.S. 


State governments — United States. 


State and local economic development , 


strategy : a “supply side” perspective : 
a staff study /, 82-4215 


State governments — United States — 
Officials and employees — Travel 
regulations. 

Description of tax bills relating to certain 
business expenses of state legislators 
(H.R. 365, H.R. 858, H.R. 2067, and 
H.R. 2605) : scheduled for a hearing by 
the Subcommittee on Select Revenue 
Measures of the Committee on Ways 
and Means, House of Representatives, 
on June 23, 1981 /, 82-2727 


State governments — United States — 
Personnel management — Bibliography — 
Periodicals. 

Personnel management in state and local 
governments /, 82-11182 


State Justice Institute (U.S.) 


Federal Courts Improvement Act of | ~ 


1981—S. 21 and State Justice Institute 
Act of 1981—S. 537 : hearing before 


the Subcommittee on Courts of the 
Committee on the Judiciary, United 
Ninety-seventh Con- 
and S. 


States Senate, 
gress, first session, on S. 21 ... 
537 ... May 18, 1981., 82-4259 


*State Medicine — United States. 
Implementing the End-Stage Renal Dis- 
ease Program of Medicare., 82-5777 


State trees. 


State trees and arbor days., 82-12406 


State universities and colleges — Law and 
legislation — United States. 

1890 land-grant colleges facilities : hear- 
ing before the Subcommittee on De- 
partment Operations, Research, and 
Foreign Agriculture of the Committee 


on Agriculture, House of Representa- | 


tives, Ninety-seventh Congress, first 
session on H.R. 1309, June 4, 1981. 
82-12077 


Statehood (American politics) 
Statehood initative : hearing and markup 
before the Committee on the District 
of Columbia, House of Representatives, 


Ninety-seventy Congress, first session, | 
March 4, 1981., 


on H. Con. Res. 75 ... 
82-4213 


Statutes — United States — States. 


A Compilation of state sunset statutes” 


with background information on state 
sunset laws : a staff report /, 82-12248 


Steam. 

Steam explosion triggering phenomena : 
stainless steel and Corium-E simulants 
studied with a floodable arc melting 
apparatus /, 82-11886 
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pressure, 
& «Molten-core/water contact . analysis for 
fuel melt accidents /, 82-4106, 


Steam-boiter inspection. 

“Eddy-current inspection for steam gener- 
ator tubing program annual progress 
report for period ending December 31, 
1978°/, 82-14846 

Eddy-current inspection for steam-gener- 
ator tubing program quarterly progress 
report for period ending June 30, 1978 
/, $82-11911 


Steam-boiler inspection — Cost effectiveness. 

Some aspects of cost/benefit analysis for 

in-service inspection of PWR steam 
generators /, 82-976 


Steam-boiler inspection — United States. 
Eddy-current inspection for steam gener- 
* ator tubing ag gram : quarterly prog- 
ress report for period. ending June 30, 
1980 /, « 82-11995 


Eddy-current inspection for steam gener- 
ator tubing program quarterly progress 
>Teport fer ‘period ending March 31, 
1980 /, 82-2550, 82-14758, 82- 
14875, 82-14979 


Modes of circulation in an inverted u- 
tube array with condensation /, 82- 
11983 


Steam-boilers — Environmental aspects. 
Reference guideline for industrial boiler 
manufacturers to control pollution with 
combustion modification., » 82-10082 


Steam-boiiers — Environmental aspects — 
United States. 
Electrostatic precipitator costs for large 
coal-fired steam generators /, 82- 
10056 


Fabric <filter costs for large coal-fired 
system generators /, 82-10053 


Steam-boilers — Inspection. 
Eddy-current inspection for steam-gener- 


, ator tubing program quarterly progress | 


’ report for period ending September 30, 
‘1978 /, 82-14810 

Summary of tube integrity operating ex- 
perience with once-through steam gen- 
erators /, 82-11871 


Steam boilers — Pipe lines — Inspection 
Statistical analysis of steam generator in- 
spection plans and eddy current testing 
/, 82-11954 . 


‘Steam-boilers — Safety measures. 
Eddy-eurrent: inspection for steam-gener- 
ator tubing program quarterly progress 
report for period ending June 30, 1978 
/, 82-11911 


Investigation of the influence of simulat- 
ed steam generator tube ruptures 
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during loss-of-coolant experiments in 
the semiscale mod-1 system /, 82- 
14762 


Radiological assessment of steam gener- 
ator removal and replacement : update 
and revision /, 82-14937 


Summary of tube integrity operating ex- 
perience with once-through steam gen- 
erators /, 82-11871 


Steam-boilers — United States. 
Population and characteristics of industri- 
al/commercial boilers in the U.S. /, 
82-10150 


Steam-engines — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 2820, 2825, 2830. 
Steam engines, steam turbines, and 
water turbines, 82-1436 


Steam generating heavy water reactors. 

A study of droplet hydrodynamics im- 
portant in LOCA reflood : quarterly 
progress report, January 1 - March 31, 
1978 /, 82-2465 


Steam generating heavy water reactors — 
Safety measures — Testing. 
Concurrent steam/water flow in a hori- 
zontal channel /, 82-12018 


Steam-heating — Regulators. 
Temperature setback guide for steam ra- 
diation/convection system., 82-237 


Steam-pipes — Testing. 

Eddy-current inspection for steam gener- 
ator tubing program annual progress 
report for period ending December 31, 
1979 /, 82-2533 


Steam-pipes — Testing — Periodicals. 
Eddy-current inspection for steam gener- 
ator tubing program annual progress 
report for period ending .. /, 82- 
14986 


Steam power-plants — Cooling. 

Assessment of corrosion products from 
once-through cooling systems with me- 
chanical antifouling devices /, 82- 
13637 


Steam power-plants — Electric equipment — 

Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 4400. Furnance, 
steam plant, and drying equipment; and 
nuclear reactors, 82-4824 


Steam power-plants — Environmental 
aspects. 
Waste and water management for con- 
ventional coal combustion assessment 
report, 1979 /, 82-357 





January — June 1982 


Steam power-plants — Environmental 
aspects — United States. 

Electric utility steam generating units : 
background information for proposed 
particulate matter emission standards /, 
82-10192 


Electric utility steam generating units : 
background information for proposed 
SOzemission standards /, 82-5278, 
82-5279 


Steam power-plants — Tennessee. 
Chlorine minimization/optimization for 
condenser biofouling control : (phases I 
and II) /, 82-13623 


Steam power-plants — Tennessee — Costs. 
Final cost of Cumberland Steam Plant, 
units 1 and 2 /, 82-12042 


Steam power-plants — United States. 
ORTURB : a digital computer code to 
determine the dynamic response of the 
Fort St. Vrain reactor steam turbines /, 
82-4161 


Steam power-plants — United States — 
Costs — Periodicals. 
Steam-electric plant construction cost and 
annual production expenses /, 82- 
13436 


Steam power-plants — United States — 
Waste disposal. 
Economic analysis for the proposed revi- 
sion of steam-electric utility industry 
effluent limitations guidelines, 82-355 


Steam-turbines. 
Advanced two-phase flow instrumenta- 
tion program quarterly progress report 
for April-June 1979 /, 82-4132 
ORTURB : a digital computer code to 
determine the dynamic response of the 


Fort St. Vrain reactor steam turbines /, 
82-4161 


Steam-turbines — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 2820, 2825, 2830. 
Steam engines, steam turbines, and 
water turbines, 82-1436 


Steam-turbines — Data processing. 
Simplified damage assessment of nuclear 
power plants subjected to turbine frag- 
ments /, 82-958 


Steamboat lines — United States — 
Directories. 
Ship your cargo on U.S. flag ships : it 
makes sense and saves dollars : consid- 
ef these reasons., 82-4619 


Steel — Brittleness. 
Fatigue crack growth of A508 steel in 
high-temperature, pressurized reactor 
grade water /, 82-1549 





Steel — Ductility. 
Notch ductility degradation of low alloy 
steels with low-to-intermediate neutron 
fluence exposures /, 82-3252 


Steel — Fatigue. 
Fatigue crack growth of A508 steel in 
high-temperature, pressurized reactor 
grade water /, 82-1549 


Fractographic and microstructural analy- 
sis of stress corrosion cracking of A533 
Grade B Class 1 plate and A508 Class 
2 forging in pressurized reactor-grade 
water at 93C /, 82-9884 

The NRL-EPRI research program 
(RP886-2) evaluation and prediction of 
neutron embrittlement in reactor pres- 
sure vessel materials : annual progress 
report for CY 1977 /, 82-3275 


The NRL-ERPI research program 
(RP886-2), evaluation and prediction of 
neutron embrittlement in reactor pres- 
sure vessel materials : annual progress 
report for CY 1978 /, 82-3245 


Organizational scheme for corrosion-fa- 
tigue crack propagation data /, 82- 
9877 


A review of fatigue crack growth of 
pressure vessel and piping steels in 
high-temperature, pressurized reactor- 
grade water /, 82-980 


Structural integrity of water reactor pres- 
sure boundary components : quarterly 
progress report, January-March 1980 /, 
82-3288 


Structural integrity of water reactor pres- 
sure boundary components : quarterly 
progress report, October-December 
1979 /, 82-11953 


A summary of recent investigations of 
compact specimen geometry effects on 
Ji-R curve of high-strength steels /, 
82-4162 


Steel — Fatigue — Testing. 
Fractographic and microstructural analy- 
sis of fatigue specimens of A302 grade 
B steel tested in air at room tempera- 
ture /, 82-3285 


Steel — Fracture. 
Application of static and dynamic crack 
arrest theory to thermal shock experi- 
ment TSE-4 /, 82-14848 


Application of the key curve method to 
determining J-R curves for A 533 B 
steel /, 82-11956 


Critical experiments, measurements, and 
analyses to establish a crack-arrest 
methodology for nuclear pressure 
vessel steels /, 82-14963 


Critical experiments, measurements, and 
analyses to establish a crack-arrest 
methodology for nuclear-pressure- 
vessel steels : progress report January- 
March 1980 /, 82-11971 
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Steel Fracture Testing. 


Ductile fracture toughness of heavy sec- 
tion pressure vessel steel plate : a speci- 
men-size study of ASTM A 533 steels 
/, 82-11926 


Fractographic and microstructural analy- 
sis of stress corrosion cracking of A533 
Grade B Class 1 plate and A508 Class 
2 forging in pressurized reactor-grade 
water at 93C /, 82-9884 

Half-bead (temper) repair welding for 
heavy-section steel technology pro- 
gram vessels /, 82-14744 


Heavy-section steel technology program 
quarterly progress report for April- 
June 1978 /, 82-11899 

Heavy-section steel technology program 
quarterly progress report for January- 
March 1980 /, 82-2524, 82-14741 


Heavy-section steel technology program 
quarterly progress report for July-Sep- 
tember 1980 /, 82-2546, 82-14900 


Heavy-section steel technology program 
quarterly progress report for October- 
December 1979 /, 82-6651 


Heavy-section steel technology program 
quaterly progress report for April-June 
1979 /, 82-14883 


Heavy-section technology program quar- 
terly progress report for January- 
March 1979 /, 82-14861 


More precise investigations of the me- 
chanical characteristics, in the heat af- 
fected zone, of welded seams on thick- 
walled forged pieces of fine-grained 
construction steel 22 NiMoCr 37 /, 
82-6720 


Repair weld induced residual stresses in 
thick-walled steel pressure vessels /, 
82-14738 


Tensile properties of irradiated and unir- 
radiated welds of A533 steel plate and 
A508 forgings /, 82-11940 


Toughness characterization and criteria 
for steel in critical applications /, 82- 
3219 


Steel — Fracture — Periodicals. 
Heavy-section steel technology program 
quarterly progress report for ... /, 82- 
14973, 82-14985 


Steel — Fracture — Testing. 

Flaw preparations for HSST program 
vessel fracture mechanics testing : me- 
chanical-cyclic pumping and electron- 
beam weld-hydrogen-charge cracking 
schemes /, 82-969 


Fractographic: and microstructural analy- 
sis of fatigue specimens of A302 grade 
B steel tested in air at room tempera- 
ture /, 82-3285 
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Steel Heat treatment. 


Steel — Heat treatment. 

Survey of postirradiation heat treatment 
aS a means to mitigate radiation em- 
brittlement of reactor vessel steels /, 
82-3233 


Steel — Heat treatment — Testing. 
Investigation of steels for improved wel- 
dability in ship construction : phase 1., 
82-12029 


Steel — Metallurgy — Oxygen processes. 
Evaluation of synthetic fluorspar in BOF 
slags /, 82-5872 


Steel — Statistics — Periodicals. 
Preprint from the ... Bureau of Mines 
Minerals yearbook. Slag-iron and steel., 
82-618 


Slag-iron and steel, 82-618 


Steel — Stress corrosion. 
Fatigue crack growth of A508 steel in 
high-temperature, pressurized reactor 
grade water /, 82-1549 


Organizational scheme for corrosion-fa- 
tigue crack propagation data /, 82- 
9877 


Two finite element techniques for com- 
puting mode I stress intensity factors in 
two- or three-dimensional problems /, 
82-2529 


Steel — Stress corrosion — Measurement. 
Residual stress measurements in structural 
steels /, 82-11448 


Steel — Testing. 

Fractographic and microstructural analy- 
sis of stress corrosion cracking of A533 
Grade B Class i plate and A508 Class 
2 forging in pressurized reactor-grade 
water at 93C /, 82-9884 


Static and dynamic J-R curve testing of 
A533B steel using the key curve analy- 
sis technique /, 82-6716 


Sustained molten steel/concrete interac- 
tions tests : a preliminary report on the 
feasibility of experimental techniques /, 
82-14759 


Toughness characterization and criteria 
for steel in critical applications /, 82- 
3219 


Steel — Welding. 

Determination of the effect of current 
and travel speed of gas metal-arc weld- 
ing on the mechanical properties of 
A36, A516, and A514 steels /, 82- 
1486 


Steel, Effect of radiation on. 

Fatigue and fracture resistance of stain- 
less steel weld deposits after elevated- 
temperature irradiation /, 82-3266 

Fatigue crack growth of A508 steel in 
high-temperature, pressurized reactor 
grade water /, 82-1549 
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Heavy-section steel technology program 
quarterly progress report for Appril- 
June 1978 /, 82-11899 

Notch ductility degradation of low alloy 
steels with low-to-intermediate neutron 
fluence exposures /, 82-3252 


The NRL-EPRI research program 
(RP886-2) evaluation and prediction of 
neutron embrittlement in reactor pres- 
sure vessel materials : annual progress 
report for CY 1977 /, 82-3275 


The NRL-ERPI research program 
(RP886-2), evaluation and prediction of 
neutron embrittlement in reactor pres- 
sure vessel materials : annual progress 
report for CY 1978 /, 82-3245 


Structural integrity of water reactor pres- 
sure boundary components : quarterly 
progress report, January-March 1980 /, 
82-3288 


Structural integrity of water reactor pres- 
sure boundary components : quarterly 
progress report, October-December 
1979 /, 82-11953 


Survey of postirradiation heat treatment 
as a means to mitigate radiation em- 
brittlement of reactor vessel steels /, 
82-3233 


Steel, Stainless. 

Stainless steel and alloy tool steel : report 
to the president on investigation no. 
TA-203-5 under section 203 of the 
Trade act of 1974., 82-14313 


Steel, Stainless — Fatigue. 
Cold leg integrity evaluation /, 82-973 


Deformation microstructure developed 
during fatigue crack propagation in 
Type 316 stainless steel at 593C /, 82- 
9893 


Effect of neutron irradiation on fatigue 
crack propagation in Type 316 stainless 
steel at 649C /, 82-3281 


Neutron irradiation effects on fatigue 
crack propagation in Type 316 stainless 
steels at 649C /, 82-9892 


Steel, Structural — Industry and trade — 
United States — Employees — Statistics. 
Occupational employment fabricated 

structural metals products industry, 
June 1971 /, 82-2030 


Steel, Structural — Testing. 
Residual stress measurements in structural 
steels /, 82-11448 


Steel industry and trade — Environmental 
aspects — United States. 

An Act to Amend the Clean Air Act to 
Provide Compliance Date Extensions 
for Steelmaking Facilities on a Case- 
by-Case Basis to Facilitate Moderniza- 
tion., 82-1809 


Assessment of surface runoff from iron 
and steel mills /, 82-10127 
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Electric arc furnaces in ferrous foundries 
: background information for proposed 
standards /, 82-13679 


Steel Industry Compliance Extension Act 
of 1981, 82-1809 


The use and fate of laubricants, oils, 
greases, and hydraulic fluids in the iron 
and steel industry /, 82-10123 


Steel industry and trade — United States. 
Stainless steel and alloy tool steel : report 
to the president on investigation no. 
TA-203-5 under section 203 of the 
Trade act of 1974., 82-14313 


Steel industry and trade — Waste disposal. 
Environmental and resource conservation 
considerations of steel in dustry solid 
waste /, 82-13551 


Steel piling — Corrosion. 
Corrosion control of pilings in seawater, 
Buzzards Bay /, 82-1487 


Steel-works — United States — Statistics. 
1977 census of manufactures, 82-9210 


Steelhead (Fish) 

A Study to assess status of smoltification 
and fitness for ocean survival of chi- 
nook and coho salmon and steelhead /, 
82-12880 


A Study to define the migration charac- 
teristics of chinook and coho salmon 
and steelhead in the Columbia River 
estuary : annual report - 1979 /, 82- 
9550 


Sterrett, Malcolm McCurdy Burdett, 1942- 

Nominations—Interstate Commerce 
Commission : hearing before the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-seventh Congress, first session, 
on nominations of Malcolm M.B. Ster- 
rett and Frederic N. Andre, to be 
members, Interstate Commerce Com- 
mission, October 7, 1981., 82-6776 


Steuben County (N.Y.) — Maps. 
Important farmlands, Steuben County, 
New York /, 82-4447 


Stevedores — Legal status, laws, etc. — 

United States. 

Longshoremen’s and Harbor Workers’ 
Compensation Act Amendments of 
1981 : hearings before the Subcommit- 
tee on Labor of the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-seventh 
Congress,first session, on S. 1182 ... 
June 16, 17, 23, and October 5, 1981., 
82-6872 


Stewart J. Cort (Ship) 
Investigation of springing responses on 
the Great Lakes ore carrier, M/V 





January — June 1982 


Stewart J. Cort : final report /, 82- 
2293 


Stewart, Walter Joseph. 

Tributes to Walter J. Stewart, secretary 
for minority, upon the occasion of his 
retirement, delivered on the floor of 
the United States Senate., 82-11760, 
82-11761 


Stilling basins. 

Lake Chicot pumping plant outlet struc- 
ture, Arkansas : hydraulic model inves- 
tigation /, 82-173 

Outlet works for Cerrillos Dam, Cerrillos 
River, and Portugues Dam, Portugues 
River, Puerto Rico : hydraulic model 
investigation /, 82-1462 

Spillway modifications for Chief Joseph 
Dam, Columbia River, Washington : 
hydraulic model investigation /, 82- 
161 


Typical Tennessee-Tombigbee canal sec- 
tion spillways, Spillways A and B : hy- 
draulic model investigation /, 82-171 


Stirling engines — Congresses. 
Highway Vehicle Systems Contractors 
Coordination Meeting, October 23, 24, 
25, 1979, Dearborn, Mich. : seven- 
teenth summary report /, 82-3346 


Stock-exchange — United States. 

The Role of regional broker-dealers in 
the capital formation process : under- 
writing, market-making, and securities 
research activities, phase II report., 
82-11371 


Stocks — United States. 

Initial public offerings of common stock : 
the role of the regional broker-dealers 
in the capital formation process, phase 
I., 82-3837 


Stone — Statistics — Periodicals. 
Preprint from the ... Bureau of Mines 
Minerals yearbook. Stone., 82-3709 


Stone, 82-3709 


Stone industry and trade — United States — 
Accidents — Statistics — Periodicals. 
Injury experience in stone mining., 

699, 82-3766 


82- 


Stone industry and trade — United States — 
Statistics. 


1977 census of manufactures, 82-9208 


1977 census of mineral industries, 
9280 


82- 


Stopping power (Nuclear physics) 
Impact of SIMMER-II model uncertain- 
ties on predicted postassembly dynam- 
ics /, 82-2490 


Storage and moving trade — United States. 
Household Goods Transportation Act : 
hearing before the Subcommittee on 





Strategic 


Surface Transportation of the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, 
Ninety-seventh Congress, first session, 
on oversight of the Household Goods 
Transportation Act, October 20, 1981., 
82-12117 


Interstate Commerce Commission notice., 
82-1995 


Storage batteries. 


Batteries for energy storage., 82-5201 


Rapid charging of lead-acid batteries for 
electric vehicle propulsion and solar 
electric storage /, 82-324 


Storage batteries — Recycling. 
Electrolytic method for recovery of lead 
from scrap batteries /, 82-5900 


Stores or stock-room keeping. 
Storekeeper 3 & 2 /, 82-9866 


Storm sewers — United States — 
Congresses. 


Urban stormwater and combined sewer 
overflow impact on receiving water 
bodies : proceedings of the national 
conference, Orlando, Florida Novem- 
ber 26-28, 1979 /, 82-13561 


Storm surges — Erie, Lake. 
Comparison and verification of dynamical 
and statistical Lake Erie storm surge 
forecasts /, 82-9506 


Storm surges — Mathematical models. 
Evaluation of numerical storm surge 
models /, 82-3181 


Storms — California. 
A subjective assessment of model initial 


conditions using satellite imagery /, 
82-4644 


Stoves, Wood. 

Creosote accumulation as a function of 
moisture content, wood species, and 
fire intensity in an airtight stove, and 
chimney fire experiments /, 82-13338 

Health effects of residential wood com- 


bustion : survey of knowledge and re- 
search., 82-9943 


Strain gauges — Testing. 

Results of the first five “data years” of 
extreme stress scratch-gauge data col- 
lected aboard Sea-Land’s SL-7’s /, 
82-12023 


Strains and stresses. 

Analytical and experimental studies of a 
beam with a geometric nonlinearity /, 
82-14921 

Effect of shear stress on dynamic bulk 
modulus of sand /, 82-5011 

Effects of static tensile load on the ther- 
mal expansion of Gr/PI composite ma- 
terial /, 82-6174 
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Arms Limitation Talks Terminology. 


Evaluation of sample disturbance on soils 
using the concept of “reference strain” 
/, 82-163 

Evolution of allowable stresses in shear 
for lumber /, 82-12511 


Examination of service and stress data of 
three ships for development of hull 
girder load criteria /, 82-14994 


An improved numerical method for 
counterformal contact stress problems 
/, 82-6358 


Improving the distribution and reducing 
the magnitude of pavement damage /, 
82-6312 


Light airplane crash tests at three pitch 
angles /, 82-6141 


Light airplane crash tests at three rolls 
angles /, 82-6139 


Predicted strain in austenitic stainless 
steels under transient stress /, 82- 
14889 


Puncture of shielded radioactive material 
shipping containers /, 82-14878 


Rail-wheel geometry associated with con- 
tact stress analysis /, 82-3893 


Static and dynamic J-R curve testing of 
A533B steel using the key curve analy- 
sis technique /, 82-6716 


Stress indices and flexibility factors for 
nozzles in pressure vessels and piping / 
, 82-14850 


Stress indices for girth welded joints, in- 
cluding radial weld shrinkage, mis- 
match, and tapered-wall transitions /, 
82-2461 


User’s manual for program COUNTACT 
(COUNTerformal contACT _ stress 
problems) /, 82-2251 


Strains and Stresses — Experiments. 
Vibration characteristics of walls and a 
plate glass window representative of 
those of a wood-frame house /, 82- 
11128 


Strains and stresses — Mathematical models. 
Mathematical modeling of damage in uni- 
directional composites /, 82-14219 
Two finite element techniques for com- 
puting mode I stress intensity factors in 


two- or three-dimensional problems /, 
82-2529 


Strains and stresses — Testing. 
Interpreting dynamic surface deflections 
in the granular base layer of the pave- 

ment structure., 82-6324 


Strategic Arms Limitation Talks — 
Terminology. 
SALT II : glossary of terms /, 82-9141 
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Strategic materials Government policy U.S. 


Strategic materials — Government policy — 

United States. 

National Materials and Minerals Policy, 
Research, and Development Act of 
1980 : hearing before the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-seventh 
Congress, first session, July 28, 1981., 
82-12253 


Strategic materials — Law and legislation — 

Netherlands. 

Defense, storage of materials : agreement 
between the United States of America 
and the Netherlands, effected by ex- 
change of notes signed at The Hague 
January 15, 1981., 82-11340 


Treaties, etc. United States, 1981 Jan. 15, 
82-11340 


Strategic materials — Law and legislation — 

United States. 

Defense, storage of materials : agreement 
between the United States of America 
and the Netherlands, effected by ex- 
change of notes signed at The Hague 
January 15, 1981., 82-11340 

Treaties, etc. United States, 1981 Jan. 15, 
82-11340 


Strategic materials — Periodicals. 
Stockpile report to the Congress., 82- 
10296, 82-10463 


Strategic materials — United States. 
Cobalt project /, 82-10263 


Defense Production Act and the domes- 
tic production of cobalt hearing 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventh Con- 
gress, first session, to consider some to 
the issues involved in the use of the 
Defense Production Act and its specif- 
ic authorities to stimulate domestic pro- 
duction of cobalt, October 26, 1981., 
82-15047 


Guayule project /, 82-10270 


Strategic materials — United States — 

Congresses. 

Innovation in the basic materials indus- 
tries : proceedings of the sixth annual 
Engineering Foundation Conference on 
Materials Policy, 1980 : report to the 
Committee on Science and Technol- | 


ogy, U.S. House of Representatives, 
82-1103 


Strategic materials — United States — 

Transportation. 

Defense sealift capability 
before the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on the capability of our 
merchant marine to supply our military 
and naval forces in the event of hostil- 
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hearings | 


ities overseas, and to carry imported 
strategic materials to keep American 
industry going, June 3, July 9, 1981., 
82-4261 


Strategy. 
Countervailing strategy demands revision 
of strategic force acquisitions plans : 
report to the Congress/, 82-13741 


Strategy and tactics /, 82-5072 
Stratosphere. 


Electrical conductivity measurements in 
the stratosphere using balloon-borne 
blunt probes /, 82-13183 


Space Shuttle Program., 82-2094 


Spatial-frequency response of the limb in- 
frared monitor of the stratosphere /, 
82-6144 


Stratospheric aerosol modification by su- 
personic transport operations with cli- 
mate implications /, 82-755 


Stratospheric composition balloon-borne 
experiment 23-26 September 1975 ./, 
82-13179 


Stratosphere — United States. 

High altitude pollution program strato- 
spheric measurement system laboratory 
performance capability report chemical 
conversion techniques /, 82-14445 


Stratospheric circulation — United States. 
On the applicability of two- and one-di- 
mensional parameterizations of atmos- 
pheric tracer transports to prognostic 
photochemical models of the strato- 
sphere /, 82-6441 


A study of stratosphere-to-troposphere 
transfer using radioactive tracer data in 
a one-dimensional parameterization /, 
82-6440 


Stream channelization — United States. 
Methods for assessment of stream-related 
hazards to highways and bridges /, 
82-6326 


Stream channel degradation and aggrada- 
tion : analysis of impacts to highway 
crossings /, 82-11443 


| Stream ecology. 


Effects of sheep grazing on a riparian- 
stream environment /, 82-12480 


| Stream fauna — Washington (State) — 
Ninety-seventy Congress, first session / | 


Clark County. 

Benthic invertebrates, periphyton, and 
bottom material and their trace-metal 
concentrations in Salmon Creek basin, 
Clark County, Washington /, 82- 
10807 


Stream flora — Washington (State) — Clark 
County. 
Benthic invertebrates, periphyton, and 
bottom material and their trace-metal 
concentrations in Salmon Creek basin, 
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Clark County, 
10807 


Washington /, 82- 


Stream-gaging stations — Alaska. 
Index of streamflow and water-quality re- 
cords to September 30, 1978, south- 
central Alaska, 82-13977 


Index of streamflow and water-quality re- 
cords to September 30, 1978, southeast 
Alaska, 82-13978 


Stream measurements. 

Application of hydraulic and hydrologic 
data in urban stormwater management : 
interpretation of flood insurance study 
information to aid in urban stormwater 
management decisions /, 82-10768 


Stream dynamics : an overview for land 
managers /, 82-12528 


Stream measurements — California — 
Yearbooks. 
Water resources data for California., 
5814, 82-5815, 


82- 
82-13960, 82-13961 


Stream measurements — Colorado — 
Northglenn. 
Hydrologic data from Upper Grange 
Hall Creek basin : Northglenn, Adams 
County, Colorado /, 82-1944 


Stream measurements — Colorado — Yampa 
River. 
Evaluation of four instream flow method- 
ologies used on the Yampa and White 
Rivers, Colorado /, 82-1993 


Stream measurements — Colorado — 
Yearbooks. 
U.S.G.S. water resources data for Colo- 
rado, 82-5816 


Water resources data for Colorado., 
5816 


82- 


Stream measurements — Delaware — 
Yearbooks. 
Water resources data for Maryland and 
Delaware /, 82-5819 


Stream measurements — Florida — 
Yearbooks. 
U.S.G.S. water resources data for Flor- 
ida, 82-5817 
Water resources data for Florida., 
5817 


82- 


Stream measurements — Hawaii — 
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1977 /, 82-5840 


Streamflow characteristics of the Yellow- 
stone River Basin, Montana, through 
1976 /, 82-1930 


Stream measurements — Montana — 

Redwater River. 

Measurements of discharge, gain or loss 
in flow, and chemical quality of the 
Poplar and Redwater Rivers, northeas- 
tern Montana, October 24-25, 1979 /, 
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the upper Wisconsin River basin, Wis- 
consin /, 82-1946 


Stream measurements — Yellowstone River. 
Aquatic studies of the Yellowstone River 
/, 82-5848 


Stream measurements — Yellowstone River 
watershed. 
Streamflow characteristics of the Yellow- 
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Street-railroads — Massachusetts — Boston 
— Noise. 
Massachusetts Bay Transportation Au- 
thority blue line vehicle evaluation : 
final report /, 82-859 


Streets — Environmental aspects — United 
States. 
Improving the residential street environ- 
ment /, 82-6327 


Stress (Physiology) 

Experimental attempts to evoke a differ- 
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coal industry., 82-14114 


Strikes and lockouts — United States — 
Statistics — Periodicals. 
Analysis of work stoppages /, 82-14091 
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deep Anna S Mine on the hydrology of 
Babb Creek, Tioga County, Pennsylva- 
nia /, 82-5806 


Strip mining — Environmental aspects — 
United States. 
A handbook for small surface coal mine 
operators /, 82-1891 


Implementation of the Surface Mining 
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national music assessment /, 82-10045 
Writing achievement, 1969-79 : results 
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Unauthorized reception on subscription 
television : hearing before the Subcom- 
mittee on Telecc ications, Con- 
sumer Protection, and Finance of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H.R. 
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checks : report to the Congress /, 82- 
478 


SSI can make the difference, 82-13770 


Surface chemistry. 
Experimental sea slicks in the MARSEN 
(Maritime Remote Sensing) exercise /, 
82-3267 


Surface preparation. 


Surface preparation for coatings., 82-244 


Surface-to-air missiles. 
Antiair warfare., 82-3297 


Surfaces (Physics) 
Electromagnetic scattering patterns from 
sinusoidal surfaces /, 82-1532 


Surfaces (Technology) 
Improved adherence of sputtered titan- 
ium carbide coatings on nickel- and ti- 
tanium-base alloys /, 82-743 
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Mass loss of a TEOS-coated, reinforced 
carbon-carbon composite subjected to a 
simulated shuttle entry environment /, 
82-2064 


Surgery — Massachusetts — Fees. 
The Effect of a mandatory second opin- 
ion program on medicaid surgery rates 
: an analysis of the Massachusetts con- 
sultation program for elective surgery 
/, 82-10682 


Surgery, Elective — Massachusetts 
The Effect of a mandatory second opin- 
ion program on medicaid surgery rates 
: an analysis of the Massachusetts con- 
sultation program for elective surgery 
/, 82-10682 


Surgery, Elective — United States. 

Eight years’ experience with a second 
opinion elective surgery program : uti- 
lization and economic analyses /, 82- 
5772 


*Surgery, Operative. 

Eight years’ experience with a second 
opinion elective surgery program : uti- 
lization and economic analyses /, 82- 
5772 


Electrohydraulic 
6546 


Electrohydraulic nephrolithotripsy, 
6545 


cystolithotripsy, 82- 


82- 


Surplus agricultural commodities sy ited 
States. oi) 
Agricultural commodities : agreement be- 

tween the United States of America 
and Sierra Leone, amending the agree- 
ment of August 8, 1980 effected by ex- 
change notes signed at Freetown Sep- 


tember 29, 1980., 82-11297 


Agricultural commodities, agreement be- 
tween the United States of America 
_and Indonesia, signed at Jakarta De- 
cember 2, 1980 with agreed minutes 
signed at Jakarta December 3, 1980., 
82-11334 


Agricutural commodities : agreement be- 
tween the United States of America 
and Somalia, signed at Mogadishu Jan- 
uary 12, 1981., 82-11336 

Treaties, etc. United States, 1980 Aug. 8., 
82-11297 


Treaties, etc. United States, 1980 Dec. 3, 
82-11334 


Treaties, etc. United States, 1981 Jan. 12, 
82-11336 


Surplus agricultural commodities — United 
States — Economic aspects. 
Lessons to be learned from offsetting the 
impact of the Soviet grain sales suspen- 
sion: report /, 82-10348 
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Surplus agricultural commodities, American Egypt. 


Surplus agricultural commodities, American 
— Egypt. 


Agricultural commodities : agreement be- 
tween the United States of America 
and Egypt, signed at Cairo December 
14, 1980 with agreed minutes signed at 
Cairo December 10, 1980., 82-11333 

Treaties, etc. United States, 1980 Dec. 10, 
82-11333 


Surplus government property — United 
States. 
Federal surplus personal property for 
public airport purposes., 82-6413 
Personal property management, utiliza- 
tion, and disposal handbook /, 82- 
11569 


Surplus government property, American. 

Delays in disposing of former communi- 
cation sites in Alaska : millions in prop- 
erty lost, public safety jeopardized : 
report to the Secretary of the Air 
Force /, 82-10396 

How to acquire federal real property : a 
guide for the public’s use /, 82-10428 


Surveillance radar. 
Passive infrared surveillance /, 82-5128 


Surveillance radar — Handbooks, manuals, 
etc. 

Field artillery radar crew member., 82- 

13040 


Surveillance radar — Maintenance and 
repair — Handbooks, manuals, etc. 
Combat area surveillance radar repairer., 

82-13089 


Trainer’s guide : MOS 26C : combat area 
surveillance radar repairer., 82-9690 


Surveying. 
Overlaps, hiatuses, and junior/senior sur- 
veys, 82-10957 


Survey records investigation, 82-10958 


Surveying — Bibliography — Catalogs. 
Surveying and mapping., 82-3553 


Surveying — Instruments — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 6675. Drafting, sur- 
veying, and mapping instruments, 82- 
12989, 82-12990 


Surveying — Texas. 
Report of survey for McDonald Observa- 
tory, Harvard Radio Astronomy Sta- 
tion, and vicinity /, 82-3108 


Surveying — United States. 
Comparative readability of enroute low 
altitude charts with and without terrain 
depiction /, 82-2272 


Surveys — Plotting. 
Overlaps, hiatuses, and junior/senior sur- 
veys, 82-10957 
Survey records investigation, 82-10958 
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Survival (after airplane accidents, 
shipwrecks, etc.) 
Aviation life support systems manual., 
82-14485 


Survival (after airplane accidents, 
shipwrecks, etc.) — Handbooks, manuals, 


etc. 
Search and rescue : survival., 82-5141 


Survival and emergency equipment. 
Airport crash/fire/rescue (CFR) service 
cost and benefit analysis /, 82-11479 


Shipboard training and maintenance for 
merchant vessel survival equipment /, 
82-2296 


Survivors’ benefits — United States. 

Veterans’ disability compensation and 
survivors’ benefits amendments of 1981 
: hearings before the Committee on 
Veterans’ Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 112, S. 415, S. 416, S. 779, S. 911, 
S. 915, S. 917, S. 1297, S. 1315, and S. 
1317 and related bills, June 11, 1981., 
82-12293 


Survivors’ benefits — United States — 
Handbooks, manuals, etc. 
A guide for the survivors of deceased 
Army members., 82-13108 


Survivors’ benefits — United States — 

Periodicals. 

Annual report : communication from the 
Board of Trustees, Federal Old-age 
and Survivors Insurance and Disability 
Insurance Trust Fund transmitting the 
annual report of the Board, pursuant to 
section 201(c) of the Social Security 
Act /, 82-14630 


Annual report of the Board of Trustees 
of the Federal Old-age and Survivors 
Insurance and Disability Insurance 
Trust Funds : communication from the 
Board of Trustees, Federal Old-age 
and Survivors Insurance and Disability 
Insurance Trust Fund transmitting the 
annual report of the Board, pursuant to 
section 201(c) of the Social Security 
Act, as amended., 82-14593 


Susquehanna River Basin Commission. 
Federal-Interstate Compact Commissions 
: Useful mechanisms for planning and 
managing river basin operations 
report to the Congress /, 82-5467, 
82-5468 


Sutton Lake (W. Va.) 
Selective withdrawal riser for Sutton 
Dam, West Virginia : hydraulic model 
investigation /, 82-1464 


Suwanee County (Fla.) — Maps. 
Suwanee County, Florida, soil interpre- 
tive map of limitation for dwellings 
without basements /, 82-2821 
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Suwanee County, Florida, soil interpre- 
tive map of soil drainage and water 
table depths /, 82-1221 


Suwannee County (Fla.) — Maps. 
Suwanee County, Florida, soil interpre- 
tive map of limitation for local roads 
and streets /, 82-2822 


Suwanee County, Florida, soil interpre- 
tive map of limitation for septic tank 
absorption fields /, 82-2823 

Suwannee County, Florida, soil interpre- 


tive map of important farmlands /, 
82-4448 


Swain, Frank S. 

Nomination of Frank S. Swain, to be 
chief counsel for advocacy of the 
Small Business Administration : hearing 
defore the Committee on Small Busi- 
ness, United States Senate, Ninety-sev- 
enth Congress, first session, on nomina- 
tion of Frank S. Swain, to be chief 
counsel for advocacy of the Small 
Business Administration, Thursday, 
July 30, 1981., 82-1111 


Swamp ecology — North Carolina. 
Ecological studies of one channelized and 
two unchannelized wooded coastal 
swamp streams in North Carolina /, 
82-5915 


Swelling soils. 
Overview for design of foundations on 
expansive soils /, 82-5017 
Predicting potential heave and heave 


with time in swelling foundation soils / 
82-9807 


Swimming — Safety measures. 
Water safety /, 82-4974 


Swine. 
Guidelines for choosing replacement fe- 
males /, 82-12376 
Pork production systems with business 
analyses : selecting the “right” system 
/, %2-12390 


Swine — Diseases. 

Guidelines for the development of a 
swine herd health calendar /, 82- 
12377 

Internal parasites of swine : natural histo- 
ry and control /, 82-12378 

Transmissible gastroenteritis (TGE) /, 
82-12379 


Swine — Feeding and feeds. 
Principles of balancing a ration /, 82- 
12387 


Swine rations /, 82-12388 
Swine — Growth. 


Baby pig management : birth to weaning 
/, 82-12383 





January — June 1982 


Swine — Housing. 
The environment in swine housing /, 
82-12380 


Space requirements for swine /, 
12381 


Swine farrowing units /, 
Swine — Marketing. 


Choosing a slaughter hog market /, 
12385 


Optimal weight to market slaughter hogs 
/, 82-12386 


82- 


82-12382 


82- 


Swine — United States — Diseases. 

Pseudorabies control and eradication in 
swine : hearing before the Subcommit- 
tee on Livestock, Dairy, and Poultry 
of the Committee on Agriculture, 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 28, 
1981., 82-6746 


Swine — United States — Statistics — 
Periodicals. 
Hogs and pigs, final estimates for ..., 
12321 


82- 


Swisher County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Swisher County, Texas /, 
82-4449 


Synchronization. 
A Comparison of intercontinental clock 
synchronization by VLBI and the NTS 
satellite /, 82-3257 


Initial design for NTS time transfer re- 
ceiver /, 82-3242 


Synchros — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5990. Synchros and 
resolvers, 82-12963, 82-12964 


Synoptic meteorology. 

The development of convective instabil- 
ity, wind shear, and vertical motion in 
relation to convective activity and syn- 
optic systems in AVE IV /, 82-14213 


A preliminary assessment of the accuracy 
of selected meteorological parameters 
determined from Nimbus 6 satellite 
profile data /, 82-2075 


Synthesis gas. 
Effects of additives on methanation activ- 
ity of Raney nickel catalysts /, 82- 
5860 


Synthetic fuels. 
Environmental analysis of synthetic liquid 
fuels /, 82-3354 


Synthetic fuels — Environmental aspects. 
Pollutants from synthetic fuels produc- 
tion : environmental evaluation of coal 
gasification screening tests /, 82-13626 





Congresses. 

Proceedings of the Symposium on Poten- 
tial Health and Environmental Effects 
of Synthetic Fossil Fuel Technologies, 
September 25-28, 1978 : first annual 
Oak Ridge National Laboratory Life 
Sciences Symposium /, 82-5186 


Synthetic fuels — United States. 

Environmentally based siting assessment 
for synthetic liquid fuels facilities : 
draft final report /, 82-3332 

Environmentally based siting assessment 
for synthetic liquid fuels facilities 
worksheet : draft final report /, 82- 
13270 


Pollutants from synthetic fuels produc- 
tion : coal gasification screening test 
results /, 82-13624 


R, D&D proposal guidelines : alternative 
fuels, fuel additives and related devices 
for highway vehicles /, 82-5202 


Synthetic fuels development : hearing 
before the Subcommittee on Energy 
and Development and Applications and 
the Subcommittee on Investigations 
and Oversight of the Committee on 
Science and Technlogy, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 27, 1981., 82- 
6896 


Technology assessment report for indus- 
trial boiler applications : synthetic fuels 
/, 82-13614 


Synthetic fuels — United States — 

Congresses. 

Proceedings of the First Conference on 
Advanced Materials for Alternative 
Fuel Capable Directly Fired Heat En- 
gines, 31 July-3 August, 1979, Maine 
Maritime Academy, Castine, Maine /, 
82-3345 


Synthetic Fuels Corporation (U.S.) 

SFC oversight : goals of the Reagan 
board of directors : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, September 17, 1981., 
82-12196 


Synthetic Fuels Corporation (U.S.) — 

Officials and employees. 

Schroeder, Wilkins, Thompson, and 
Monks nominations : hearing before the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session on the 
nominations of Victor A. Schroeder, C. 
Howard Wilkins, Victor Montgomery 
Thompson, Jr., and Robert A.G. 
Monks to be members of the Board of 
directors, U.S. Synthetic Fuels Corpo- 
ration, September 10, 1981., 82-12137 
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System analysis. 


Synthetic fuels industry — Environmental 
aspects — United States. 

Environmentally based siting assessment 
for synthetic liquid fuels facilities 
worksheet : draft final report /, 82- 
13270 


Pollutants from synthetic fuels produc- 
tion : sampling and analysis methods 
for coal gasification /, 82-13625 


Synthetic fuels industry — South Africa. 
SASOL, South Africa’s oil from coal 
story : background for environmental 
assessment /, 82-13541 


Synthetic fuels industry — Soviet Union. 
United States versus Soviet synthetic 
fuels technology assessment /, 82- 
6766 


Synthetic fuels industry — United States. 
Environmentally based siting assessment 
for synthetic liquid fuels facilities : 
draft final report /, 82-3332 
United States versus Soviet synthetic 


fuels technology assessment /, 82- 
6766 


Synthetic training devices. 

Avionics maintenance training : relative 
effectiveness of 6883 simulator and 
actual equipment : test and evaluation 
plan /, 82-5159 


Maintenance training simulators at Air 


Force technical training centers : pres- 
ent and potential use /, 82-283 


Simulators for mariner training and li- 
censing : phase | : role of simulators in 
the mariner training and licensing proc- 
ess : CAORF technical report, simula- 
tion experiment /, 82-6471 

Use of the occupational knowledge test 


to assign extra credit in selection of air 
traffic controllers /, 82-2269 


Syphilis — United States. 
Proposed standard for non-treponemal 
tests for syphilis, 82-10622 


*Syphilis Serodiagnosis — standards. 
Proposed standard for non-treponemal 
tests for syphilis., 82-10622 


Syracuse (N.Y.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Syracuse, New 
York, annual summary with compara- 
tive data., 82-4681 


Syria — Population — Statistics. 
Near East, Syria : selected statistical data 
by sex., 82-11358 


System analysis. 

Computational methods for analyzing the 
transmission characteristics of a Beta 
Particle magnetic analysis system /, 
82-3779 
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System analysis. 


A methodology for assessing systems ma- 
terials requirements /, 82-13278 


Systems design. 
Performance parameters for digital and 
analog service modes /, 82-4697 


Systems engineering. 
Interim report on systematic errors in nu- 
clear power plants : seismic safety mar- 
gins research program /, 82-4159 


T 


T cells — Laboratory manuals. 
Quantitation and functional assay of T 
and B cells., 82-5763 


Tacan. 

Specification : VOR/VORTAC equip- 
ment replacement and facility modern- 
ization /, 82-873 


Taconite. 
Benefication of a hematitic taconite by 
reduction roasting, magnetic separa- 
tion, and flotation /, 82-5886 


Monitoring taconite process streams with 
thermal neutron capture-gamma ray 
analysis /, 82-5857 


Tactics. 
A computer graphic-based aid for analyz- 
ing tactical sightings of enemy forces /, 
82-9753 


Strategy and tactics /, 82-5072 


Tactics — Congresses. 
International Symposium on Military Op- 
erations in Built-Up Areas : report /, 
82-3164 


Tactics — Data processing. 
Selective feedback as a training aid to on- 
line tactical data inputting /, 82-1449 


Tactics — Study and teaching — United 
States. 


Tactical operations handbook., 82-9666 


Tahoe, Lake, region (Calif. and Nev.) — 
Maps. 
Lake Tahoe Basin Management Unit, 
California and Nevada /, 82-2772 


Tailings (Metallurgy) 
Diffusion and exhalation of radon from 
uranium tailings /, 82-4134 


Factor of safety charts for estimating the 
stability of saturated and unsaturated 
tailings pond embankments /, 82-5878 


Methods for assessing background levels 
of radiation and radioactive materials 
in the environment around uranium 
mills /, 82-966 


Uranium ore residues : potential hazards 
and disposition : hearings before the 
Procurement and Military Nuclear Sys- 
tems Subcommittee of the Committee 
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on Armed Services, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, June 24 and 25, 1981., 
82-1018 


Talladega County (Ala.) — Maps. 
Soil interpretive map of important farm- 
lands, Talladega County, Alabama /, 
82-1214 


Talladega National Forest (Ala.) — Maps. 
Pinhoti Trail map, Talladega National 
Forest, Alabama., 82-9100 


Tallahassee (Fla.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Tallahassee, 
Florida, annual summary with com- 
parative data., 82-4658 


Tama County (Iowa) — Race relations. 
Race relations in Tama County : a report 
/, 82-143 


Tank-cars — Evaluation. 
Selected topics in railroad tank car safety 
research /, 82-11470 


Tank-cars — Safety measures. 
Selected topics in railroad tank car safety 
research /, 82-11470 


Tank gunnery. 
Training transfer from mini-tank range to 
tank main gun firing /, 82-9752 


Tankers. 

Report to the president on an evaluation 
of devices and techniques to improve 
maneuvering and stopping abilities of 
large tank vessels /, 82-6477 


Tankers — Accidents. 

Marine accident report : grounding of the 
U.S. tankship S.S. Concho, Constable 
Hook, Reach of Kill Van Kull, Upper 
New York Harbor, January 19, 1981., 
82-11419 


Marine accident report : M/T Elias ex- 
plosion and fire at the Atlantic Rich- 
field Company, Fort Mifflin Terminal, 
Delaware River, Pennsylvania, April 9, 
1974., 82-11412 


Tanks (Military science) 
Training transfer from mini-tank range to 
tank main gun firing /, 82-9752 


Tanks (Military science) — Handbooks, 
manuals, etc. 
Student guide : armor officer basic course 
: tank platoon leader., 82-4877 


Tanks (Military science) — Maintenance and 
repair — Handbooks, manuals, etc. 
MOS 45N : M60A1/A3 turret mechanic., 
82-13054 


MOS 63N : M60A1/43 : tank system me- 
chanic., 82-13060 
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Tanks (Military science) — Turrets — 
Maintenance and repair — Handbooks, 
manuals, etc. 

MOS 45K : tank turret repairer., 82- 
13053 


Tanning — Waste disposal. 
Innovative destruction of complex indus- 
try wastes : auto oxidation of tannery 
beamhouse wastewater /, 82-5302 


Tanzania — Description and travel. 
Background notes, Tanzania /, 82-6218 


Taps and dies — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5136. Taps, dies, 

and collets, 82-4843 


Tar — Environmental aspects. 
Toxic effect of shale tar water /, 82- 
5221 


Tar — Toxicology. 
Toxic effect of shale tar water /, 82- 
5221 


Target-practice. 
Firearms /, 82-13998 


Targets (Shooting) — Identification. 
Effective training for target identification 
under degraded conditions /, 82-9764 


Targhee National Forest (Idaho and Wyo.) 
A Briefing guide, 2 : for planning on the 
Targhee National Forest., 82-12426 


Protection of the John Sack Cabin : 
report (to accompany S. 764)., 82- 
2361 


Tariff — Law and legislation. 
General Agreement on Tariffs and Trade 
: agreement between the United States 
of America and other governments : 
done at Geneva April 12, 1979., 82- 
796 


General Agreement on Tariffs and Trade 
: bovine meat : arrangement between 
the United States of America and other 
governments : done at Geneva April 
12, 1979., 82-2173 


General Agreement on Tariffs and Trade 
: eleventh proces-verbal extending the 
declaration of November 12, 1959, on 
provisional accession of Tunisia to the 
general agreement : done at Geneva 
November 11, 1977., 82-2171 


General Agreement on Tariffs and Trade 
: Geneva (1979) protocol, and annexed 
schedules of tariff concessions, to the 
agreement of October 30, 1947 : done 
at Geneva June 30, 1979., 82-794 


General Agreement on Tariffs and Trade 
: import licensing procedures : agree- 
ment between the United States of 
America and other governments : done 
at Geneva April 12, 1979., 82-2174 





January — June 1982 


General Agreement on Tariffs and Trade 
: international dairy arrangement : be- 
tween the United States of America 
and other governments done at 
Geneva April 12, 1979., 82-793 


General Agreement on Tariffs and Trade 
: interpretation and application of arti- 
cles VI, XVI, and XXIII : agreement 
between the United States of America 
and other governments done at 
Geneva April 12, 1979., 82-791 


General Agreement on Tariffs and Trade 
: second proces-verbal extending the 
declaration of August 9, 1973, on pro- 
visional accession of the Philippines to 
the General Agreement done at 
Genvea November 11, 1977., 82-2170 


General Agreement on Tariffs and Trade 
: technical barriers to trade : agreement 
between the United States of America 
and other governments done at Geneva 
April 12, 1979., 82-790 


General Agreement on Tariffs and Trade 
: trade in civil aircraft : agreement be- 
tween the United States of America 
and other governments done at Geneva 
April 12, 1979., 82-792 

Multilateral trade negotiations /, 82- 
2158 


Trade, Tokyo round in the multilateral 
trade negotitions : agreement between 
the United States of America and the 
Polish People’s Republic, effected by 
exchange of letters signed at Geneva 
February 28, 1979 with related letters 
signed at Washington June 27, and Oc- 
tober 20, 1980., 82-11307 


Trade, Tokyo round of multilateral trade 
negotiations, chemicals : agreement be- 
tween the United States of America 
and Switzerland, effected by exchange 
of letters signed at Geneva and Wash- 
ington December 18 and 21, 1979., 
82-11310 


Trade, Tokyo round of the multilateral 
trade negotiations : agreement between 
the United States of America and the 
the Commission of the Cartagena 
Agreement : signed at Lima December 
14, 1979 with related note dated at 
Lima April 14, 1980., 82-2185, 82- 
11300, 82-11308, 82-14276 


Trade, Tokyo round of the multilateral 
trade negotiations : agricultural prod- 
ucts : agreement between the United 
States of America and the European 
communities done at Geneva April 12, 
1979 with related letter signed at 
Washington October 28, 1980., 82- 
6224 


Trade, Tokyo round of the multilateral 
trade negotiations : agricultural prod- 
ucts exports : arrangement between the 
United States of America and Austria : 
dated April 12 and October 17, 1979 





with related letters signed at Washing- 
ton January 30 and April 14, 1980., 
82-2183 


Trade, Tokyo round of the multilateral 
trade negotiations : cheese and other 
agricultural products : agreement ‘be- 
tween the United States of America 
and Sweden done at Geneva June 13 
and July 5 and 10, 1979 with related 
letters signed at Washington January 
30 and February 19, 1980., 82-3833 


Trade, Tokyo round of the multilateral 
trade negotiations : cheeses : agreement 
between the United States of America 
and Canada : dated at Geneva June 15, 
1979 with related letters signed at 
Washington February 4 and March 20, 
1980., 82-2186, 82-2191, 82-2193 


Trade, Tokyo round of the multilateral 
trade negotiations : chemical conces- 
sion : agreement between the United 
States of America and the European 
communities signed at Brussels Decem- 
ber 27, 1979., 82-2189 


Trade, Tokyo round of the multilateral 
trade negotiations : hide exports and 
other trade matters : agreement be- 
tween the United States of America 
and Argentina signed Washington 
August 10, 1979., 82-2182 


Trade, Tokyo round of the multilateral 
trade negotiations : import restrictions : 
agreement between the United States 
of America and Finland : effected by 
letter signed at Geneva April 12, 1979 
with related letter signed at Washing- 
ton January 30, 1980., 82-2192 


Trade, Tokyo round of the multilateral 
trade negotiations : memorandum of 
understanding between the United 
States of America and Canada : signed 
at Washington September 17 and 21, 
1979 memorandum of understanding 
signed at Washington October 9, 1979., 
82-2184, 82-11301, 82-11305 


Trade, Tokyo round of the multilateral 
trade negotiations : motor vehicle tax : 
agreement between the United States 
of America and Austria : done at 
Geneva April 11, 1979 with related 
letter signed at Washington January 30, 
and April 14, 1980., 82-2181 


Trade, Tokyo round of the multilateral 
trade negotiations table grapes 
agreement between the United States 
of America and the European commu- 
nities : effected by letter signed at 
Brussels July 27, 1979 with related 
letter signed at Washington October 
28, 1980., 82-2188 


Trade, Tokyo round of the multilateral 
trade negotiations : tariff matters 
agreement between the United States 
of America and the Hungarian People’s 
Republic signed at Budapest November 
18, 1978 with related letters and related 
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Tariff Law and legislation. 


agreement done at Budapest June 13, 
1979 and May 30, 1980 and amending 
agreement effected by exchange of let- 
ters signed at Budapest September 4, 
and 18, 1980., 82-3832 


Trade, Tokyo round of the multilateral 
trade negotiations, agricultural and 
wool products : agreement between the 
United States of America and Japan, 
effected by exchange of letters dated at 
Geneva July 11, 1979., 82-11303 


Trade, Tokyo round of the multilateral 
trade negotiations, alcoholic beverages 
: agreement between the United States 
of America and Finland, effected by 
letters signed at Geneva and Washing- 
ton April 12 and December 4, 1979, 
with related letter signed at Washing- 
ton January 30, 1980., 82-11298 


Trade, Tokyo round of the multilateral 
trade negotiations, beef : agreement be- 
tween the United States of America 
and Switzerland, done at Geneva and 
Berne July 10, 1979 with related letter 
signed at Washington November 19, 
1980., 82-14275 


Trade, Tokyo round of the multilateral 
trade negotiations, cheeses : agreement 
between the United States of America 
and Switzerland, done at Geneva and 
Berne April 12, 1979 with related letter 
signed at Washington November 19, 
1980., 82-11309 


Trade, Tokyo round of the multilateral 
trade negotiations, non-tariff matters : 
agreement between the United States 
of America and the Hungarian People’s 
Republic, effected by exchange of let- 
ters signed at Geneva August 31 and 
December 27, 1978 and January 10, 
1979 with related letters signed at Bu- 
dapest May 30, 1980., 82-11299 


Trade, Tokyo round of the multilateral 
trade negotiations, peas and beans : 
agreement between the United States 
of America and Japan, effected by ex- 
change of letters dated at Geneva July 
11, 1979., 82-11302 


Trade, Tokyo round of the multilateral 
trade negotiations, turkey rolls : agree- 
ment between the United States of 
America and Norway, effected by 
letter signed at Geneva June 28, 1979 
with related letter signed at Washing- 
ton January 30, 1980., 82-11304 


Trade, Tokyo round of the multilateral 
trade negotitions : agreement between 
the United States of America and the 
Socialist Republic of Romania, effected 
by letters signed at Bucharest and 
Washington March 2 and November 8, 
1979 with related letters signed at Bu- 
charest September 30, 1980., 82-11306 


Treaties, etc. United States, 1978 Aug. 
31, 82-11299 
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Tariff Law and legislation. 


Treaties, etc. United States, 1978 Feb. 28, 
82-11307 


Treaties, etc. United States, 1978 Nov. 
18., 82-3832 


Treaties, etc. United States, 1979 Apr. 2, 
82-11305 


Treaties, etc. United States, 1979 Apr 11., 
82-2181 


Treaties, etc. United States, 1979 Apr. 
12., 82-2183, 82-2191, 82-2192, 
82-6224, 82-11298, 82-11309, 82- 
14275 


Treaties, etc. United States, 1979 Aug. 
10, 82-2182 

Treaties, etc. United States, 1979 Dec. 
14., 82-2185 


Treaties, etc. United States, 1979 Dec. 18, 
82-11310 


Treaties, etc. United States, 1979 Dec. 27, 
82-2189 


Treaties, etc. United States, 1979 July 11, 
82-11302, 82-11303 


Treaties, etc. United States, 1979 July 27., 
82-2188 


Treaties, etc. United States, 1979 June 12, 
82-11308 


Treaties, etc. United States, 1979 June 
13., 82-3833 


Treaties, etc. United States, 
15., 82-2186 


Treaties, etc. United States, 1979 June 28, 
82-11304 


Treaties, etc. United States, 1979 Mar. 2, 
82-11306 


Treaties, etc. United States, 1979 Mar. 24, 
82-11301 


Treaties, etc. United States, 1979 May 16, 
82-11300 


Treaties, etc. United States, 1979 May 
17., 82-2193 


Treaties, etc. United States, 1979 May 21, 
82-14276 


Treaties, etc. United States, 1979 Sept. 
17., 82-2184 


1979 June 


Tariff — Law and legislation — Dominican 

Republic. 

Trade, Tokyo round of the multilateral 
trade negotiations : agreement between 
the United States of America and the 
Dominican Republic : effected by ex- 
change of letters signed at Santo Do- 
mingo December 21, 1979 and January 
2, 1980., 82-2187 


Treaties, etc. United States, 1979 Dec. 21, 
82-2187 


Tariff — Law and legislation — Europe. 
Trade, Tokyo round of the mulilateral 
trade negotitions, beer containers and 
beer : agreement between the United 
States of America and the European 
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Communities, signed October 31, 1979 
with related letter signed at Washing- 
ton October 28, 1980., 82-14274 


Treaties, etc. United States, 1979 Oct. 31, 
82-14274 


Tariff — Law and legislation — United 

States. 

Trade, Tokyo round of the mulilateral 
trade negotitions, beer containers and 
beer : agreement between the United 
States of America and the European 
Communities, signed October 31, 1979 
with related letter signed at Washing- 
ton October 28, 1980., 82-14274 


Trade, Tokyo round of the multilateral 
trade negotiations : agreement between 
the United States of America and the 
Dominican Republic : effected by ex- 
change of letters signed at Santo Do- 
mingo December 21, 1979 and January 
2, 1980., 82-2187 


Treaties, etc. United States, 1979 Dec. 21, 
82-2187 


Treaties, etc. United States, 1979 Oct. 31, 
82-14274 


Tariff — Law and legislation — United 

States — Cases. 

Cases decided in United States Court of 
Customs and Patent Appeals : customs 
cases adjudged in the Court of Cus- 
toms and Patent Appeals /, 82-14077 


Tariff — Law and legislation — United 
States — History. 
History of the Tariff schedules of the 
United States annotated /, 82-1997 


Tariff — Law and legislation — United 
States — Periodicals. 
Tariff Act of 1930. Title I, 
82-3851 


Tariff schedules of the United States an- 
notated /, 82-3738, 82-3851 


Tariff — United States. 

Certain tariff and trade bills : hearings 
before the Subcommittee on Trade of 
the Committee on Ways and Means, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on certain 
tariff and trade bills to provide duty- 
free entry, duty increase, duty reduc- 
tion, temporary suspensions of duty, 
quantitative restrictions and other bills, 
May 5 and June 15, 1981., 82-2738 


82-3738, 


Tariff — United States — Bibliography — 
Catalogs. 


Foreign trade and tariff., 82-5569 


Tariff — United States — Terminology and 
classification. 
Assurance needed that import classifica- 
tions are accurate : report to the Con- 


gress /, 82-1745 
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Assurance needed that import classifica- 
tions are accurate : summary : report to 
the Congress /, 82-1746 


Tariff on automobiles — Austria. 

Trade, Tokyo round of the multilateral 
trade negotiations : motor vehicle tax : 
agreement between the United States 
of America and Austria : done at 
Geneva April 11, 1979 with related 
letter signed at Washington January 30, 
and April 14, 1980., 82-2181 


Treaties, etc. United States, 1979 Apr 11., 
82-2181 


Tariff on farm produce — Austria. 

Trade, Tokyo round of the multilateral 
trade negotiations : agricultural prod- 
ucts exports : arrangement between the 
United States of America and Austria : 
dated April 12 and October 17, 1979 
with related letters signed at Washing- 
ton January 30 and April 14, 1980., 
82-2183 


Treaties, etc. United States, 1979 Apr. 
12., 82-2183 


Tariff on farm produce — Europe. 

Trade, Tokyo round of the multilateral 
trade negotiations : agricultural prod- 
ucts : agreement between the United 
States of America and the European 
communities done at Geneva April 12, 
1979 with related letter signed at 
Washington October 28, 1980., 82- 
6224 


Treaties, etc. United States, 1979 Apr 12., 
82-6224 


Tariff on farm produce — Iceland. 

Trade, Tokyo round of the multilateral 
trade negotiations : agreement between 
the United States of America and Ice- 
land, effected by exchange of letters 
signed at Washington May 16 and 25, 
June 12, September 18, and October 
15, 1979 with related letter signed at 
Washington January 30, 1980., 82- 
11300 


Treaties, etc. United States, 1979 May 16, 
82-11300 


Tariff on farm produce — Japan. 

Trade, Tokyo round of the multilateral 
trade negotiations, agricultural and 
wool products : agreement between the 
United States of America and Japan, 
effected by exchange of letters dated at 
Geneva July 11, 1979., 82-11303 


Trade, Tokyo round of the multilateral 
trade negotiations, peas and beans : 
agreement between the United States 
of America and Japan, effected by ex- 
change of letters dated at Geneva July 
11, 1979., 82-11302 


Treaties, etc. United States, 1979 July 11, 
82-11302, 82-11303 





January — June 1982 


Tariff on farm produce — Portugal. 

Trade, Tokyo round of the multilateral 
trade negotiations : agreement between 
the United States of America and Por- 
tugal, effected by exchange of letters 
signed at Washington June 12 and 18 
and November 5 and 7, 1979 with re- 
lated letters signed at Washington Feb- 
ruary 4 and 12, 1980., 82-11308 

Treaties, etc. United States, 1979 June 12, 
82-11308 


Tariff on farm produce — United States. 

Trade, Tokyo round of the multilateral 
trade negotiations : agreement between 
the United States of America and Ice- 
land, effected by exchange of letters 
signed at Washington May 16 and 25, 
June 12, September 18, and October 
15, 1979 with related letter signed at 
Washington January 30, 1980., 82- 
11300, 82-11308 


Trade, Tokyo round of the multilateral 
trade negotiations : agricultural prod- 
ucts : agreement between the United 
States of America and the European 
communities done at Geneva April 12, 
1979 with related letter signed at 
Washington October 28, 1980., 82- 
6224 


Trade, Tokyo round of the multilateral 
trade negotiations : agricultural prod- 
ucts exports : arrangement between the 
United States of America and Austria : 
dated April 12 and October 17, 1979 
with related letters signed at Washing- 
ton January 30 and April 14, 1980., 
82-2183 


Trade, Tokyo round of the multilateral 
trade negotiations, agricultural and 
wool products : agreement between the 
United States of America and Japan, 
effected by exchange of letters dated at 
Geneva July 11, 1979., 82-11303 


Trade, Tokyo round of the multilateral 
trade negotiations, peas and beans : 
agreement between the United States 
of America and Japan, effected by ex- 
change of letters dated at Geneva July 
11, 1979., 82-11302 


Treaties, etc. United States, 1979 Apr. 
12., 82-2183, 82-6224 

Treaties, etc. United States, 1979 July 11, 
82-11302, 82-11303 

Treaties, etc. United States, 1979 June 12, 
82-11308 


Treaties, etc. United States, 1979 May 16, 
82-11300 


Tariff on farm produce. produce. 
Report on agricultural concessions in the 
multilateral trade negotiations., 82- 
1222 


Tariff on hides — Argentina. 
Trade, Tokyo round of the multilateral 
trade negotiations : hide exports and 





other trade matters : agreement be- 
tween the United States of America 
and Argentina signed Washington 
August 10, 1979., 82-2182 

Treaties, etc. United States, 1979 Aug. 
10, 82-2182 


Tariff on hides — United States. 

Trade, Tokyo round of the multilateral 
trade negotiations : hide exports and 
other trade matters : agreement be- 
tween the United States of America 
and Argentina signed Washington 
August 10, 1979., 82-2182 


Treaties, etc. United States, 1979 Aug. 
10, 82-2182 


Tariff on textile fabrics — Europe. 

Trade, Tokyo round of the multilateral 
trade negotiations : silk : agreement be- 
tween the United States of America 
and the European communities signed 
January 2, 1980., 82-2190 


Treaties, etc. United States, 1980 Jan. 2, 
82-2190 


Tariff on textile fabrics — United States. 
Trade, Tokyo round of the multilateral 
trade negotiations : silk : agreement be- 
tween the United States of America 
and the European communities signed 
January 2, 1980., 82-2190 


Treaties, etc. United States, 1980 Jan. 2, 
82-2190 


Tariff on wool — Japan. 

Trade, Tokyo round of the multilateral 
trade negotiations, agricultural and 
wool products : agreement between the 
United States of America and Japan, 
effected by exchange of letters dated at 
Geneva July 11, 1979., 82-11303 


Treaties, etc. United States, 1979 July 11, 
82-11303 


Tariff on wool — United States. 

Trade, Tokyo round of the multilateral 
trade negotiations, agricultural and 
wool products : agreement between the 
United States of America and Japan, 
effected by exchange of letters dated at 
Geneva July 11, 1979., 82-11303 


Treaties, etc. United States, 1979 July 11, 
82-11303 


Tax administration and procedure — United 

States. 

Description of S. 732 and present law 
relating to disclosure of tax returns and 
return information for purposes of 
nontax criminal law enforcement 
listed for a hearing before the Subcom- 
mittee on Oversight of the Internal 
Revenue Service of the Committee on 
Finance on November 9, 1981 /, 82- 
6906 


Taxpayer bill of rights : hearing before 
the Subcommittee on Oversight of the 
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Internal Revenue Service of the Com- 
mittee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 850, June 2, 1981., 82- 
4226 


What IRS can do to collect more delin- 
quent taxes. : report to the Congress /, 
82-3510 


Tax administration and procedure — United 
States — Periodicals. 
Cumulative bulletin, 82-3842 


Internal revenue cumulative bulletin., 
82-3842 


Tax and expenditure limitations — United 
States. 
Background paper on reducing the Fed- 
eral budget : strategies and examples /, 
82-13743 


Tax Expenditure Limitation and Control 
Act of 1981 (S.193) : hearing before the 
Committee on the Budget, United 
States Senate, Ninety-seventh Con- 
gress, first session, November 24, 1981., 
82-12108 


Tax collection — United States. 
What IRS can do to collect more delin- 
quent taxes. : report to the Congress /, 
82-3510 


Tax credits — United States. 

Description of tax bills (S. 230, S. 450, S. 
644, S. 978, and S. 1039) : scheduled 
for a hearing before the Subcommittee 
on Taxation and Debt Management of 
the Committee on Finance on May 22, 
1981 /, 82-2724 


Description of tax bills (S. 352, S. 483, S. 
502, and S. 565) : scheduled for a hear- 
ing before the Subcommittee on Tax- 
ation and Debt Management of the 
Committee on Finance on March 16, 
1981 /, 82-2721 


Energy credits for individuals., 82-6257 


Rural enterprise zone development 
hearing before the Subcommittee on 
Conservation, Credit, and Rural Devel- 
opment of the Committee on Agricul- 
ture, House of Representatives, Ninety- 
seventh Congress, first session, on H.R. 
4576, November 17, 1981., 82-15010 


Tuition tax credits : hearings before the 
Subcommittee on Taxation and Debt 
Management of the Committee on Fi- 
nance, United States Senate, Ninety- 
seventh Congress, first session., 82- 
6826 


Urban enterprise zones : hearings before 
the Subcommittee on Savings, Pen- 
sions, and Investment Policy of the 
Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 1310 ... July 13 and 16, 
1981., 82-2638 
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1981-82 miscellaneous tax bills VI : hear- 
ing before the Subcommittee on Tax- 
ation and Debt Management of the 
Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 230, S. 450, S. 644, S. 978 
and S. 1039, May 22, 1981., 82-4231 


Tax credits — United States — Periodicals. 

The operation and effect of the interna- 

tional boycott provisions of the Inter- 

nal Revenue Code ... annual report., 
82-3840 


Protecting older Americans against over- 
payment of income taxes /, 82-15003 


Tax evasion — United States. 
Fictitious tax deposit claims plague IRS : 
report to the Congress /, 82-1743 


Fictitious tax deposit claims plague IRS : 
summary : report to the Congress /, 
82-1744 


Illegal tax protesters threaten tax system : 
report /, 82-13728 


Streamlining legal review of criminal tax 
cases would strengthen enforcement of 
federal tax laws : report to the Joint 
Committee on Taxation, Congress of 
the United States /, 82-13723 


Tax expenditures — United States. 

H.R. 4882, to amend the Congressional 
Budget Act of 1974 : hearings before 
the Committee on Rules, House of 
Representatives, Nirety-seventh Con- 
gress, first session, on a bill to include 
tax expenditure ceilings in the congres- 
sional budget resolutions, December 9 
and 10, 1981., 82-15194 


Tax expenditures : a primer., 82-3504 


Tax havens. 
Estimates of levels of tax haven use : a 
study to quantify the use of tax havens 
for a report submitted by Richard A. 
Gordon on tax havens and their use by 
United States taxpayers, an overview /, 
82-11377 


Tax havens and their use by United 
States taxpayers : an overview : a 
report to the Commissioner of Internal 
Revenue, the Assistant Attorney Gen- 
eral (Tax Division) and the Assistant 
Secretary of the Treasury (Tax Policy) 
/, 82-2203 


Tax protests and appea's — United States. 
Illegal tax protesters threaten tax system : 
report /, 82-13728 


Payment of attorneys’ fees in tax litiga- 
tion : hearing before the Subcommittee 
on Select Revenue Measures of the 
Committee on Ways and Means, House 


of Representatives, Ninety-seventh 
Congress, fisrt session, September 28, 
1981., 82-12300 


Recovery of attorney’s fees in tax cases : 
hearing before the Subcommittee on 
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Oversight of the Internal Revenue 
Service of the Committee on Finance, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 752 and S. 
1673, October 19, 1981., 82-15098 


Taxpayer bill of rights : hearing before 
the Subcommittee on Oversight of the 
Internal Revenue Service of the Com- 
mittee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 850, June 2, 1981., 82- 
4226 


Tax returns — United States. 

Description of S. 732 and present law 
relating to disclosure of tax returns and 
return information for purposes of 
nontax criminal law enforcement 
listed for a hearing before the Subcom- 
mittee on Oversight of the Internal 
Revenue Service of the Committee on 
Finance on November 9, 1981 /, 82- 
6906 


Tax revenue estimating — United States. 
Baseline budget projections : fiscal years 
1982-1986 /, 82-1132 


Tax shelters — United States. 
The effects of tax policy on American 
agriculture /, 82-12375 


Taxation — Forms — Periodicals. 
Package X., 82-3841, 82-14304 


Taxation — Law and legislation — United 

States. 

Balancing the budget : hearing before the 
Subcommittee on the Constitution of 
the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on S.J. Res. 58, 
Phoenix, Ariz., May 29, 1981., 82- 
6861 


Comparative summary of H.R. 4242 : 
Tax Incentive Act of 1981 as reported 
by the Ways and Means Committee 
and as proposed to be modified by the 
Conable-Hance and Udall substitutes /, 
82-1113 


Description of tax bills (S. 12, S. 24, and 
S. 243) relating to incentives to save 
for retirement, education, or housing : 
scheduled for a hearing before the Sub- 
committee on Savings, Pensions, and 
Investment Policy of the Committee on 
Finance on February 24, 1981 /, 82- 
4281 


Description of tax bills (S. 31, S. 239 and 
S. 452) : scheduled for a hearing before 
the Subcommittee on Taxation and 
Debt Management of the Committee 
on Finance on February 23, 1981 /, 
82-2720 


Description of tax bills (S. 169, S. 532, S. 
791, S. 721, S. 979, and S. 1382) : 
scheduled for a hearing before the Sub- 
committee on Taxation and Debt Man- 
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agement of the Committee on Finance 
on June 26, 1981 /, 82-2725 


Description of tax bills (S. 230, S. 450, S. 
644, S. 978, and S. 1039) : scheduled 
for a hearing before the Subcommittee 
on Taxation and Debt Management of 
the Committee on Finance on May 22, 
1981 /, 82-2724 


Description of tax bills (S. 352, S. 483, S. 
502, and S. 565) : scheduled for a hear- 
ing before the Subcommittee on Tax- 
ation and Debt Management of the 
Committee on Finance on March 16, 
1981 /, 82-2721 


Description of tax bills (S. 388, S. 446, S. 
464, S. 476, S. 499, S. 500, and S. 501) : 
scheduled for a hearing before the Sub- 
committee on Taxation and Debt Man- 
agement of the Committee on Finance 
on March 30, 1981 /, 82-2722 


Description of tax bills (S. 639, S. 702, 
and S. 738) : scheduled for a hearing 
before the Subcommittee on Taxation 
and Debt Management of the Commit- 
tee on Finance on May 8, 1981 /, 82- 
2723 


Dingell-Johnson—Pittman-Robertson 
Acts : hearings before the Subcommit- 
tee on Fisheries and Wildlife Conserva- 
tion and the Environment of the Com- 
mittee on Merchant Marine and Fisher- 
ies, House of Representatives, Ninety- 
seventh Congress, first session, on Din- 
gell-Johnson Act amendments—H.R. 
2250, July 8, 1981 : Pittman-Robertson 
Act amendments—H.R. 3429, July 30, 
1981., 82-15177 


Economic Recovery Tax Act of 1981, 
82-3601 


Economic Recovery Tax Act of 1981 
[An Act to Amend the Internal Reve- 
nue Code of 1954 to Encourage Eco- 
nomic Growth Through Reduction of 
the Tax Rates for Individual Taxpay- 
ers, Acceleration of Capital Cost Re- 
covery of Investment in Plant, Equip- 
ment, and Real Property, and Incen- 
tives for Savings, and for Other Pur- 
poses., 82-3601 


General explanation of the Economic Re- 
covery Tax Act of 1981 : (H.R. 4242, 
97th Congress, Public Law 97-34) /, 
82-15214 


Legislative proposals relating to section 
280A and other minor tax bills : hear- 
ing before the Subcommittee on Select 
Revenue Measures of the Committee 
on Ways and Means, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, October 19, 1981., 82- 
15229 


Miscellaneous energy tax bills : hearing 
before the Subcommittee on Energy 
and Agricultural Taxation of the Com- 
mittee on Finance, United States 





January — June 1982 


Senate, Ninety-seventh Congress, first 
session, on S. 307, S. 448, S. 498, and 
S. 725, June 8, 1981., 82-2633 


Proposed depreciation and investment tax 
credit revisions /, 82-2718 


A Report of the Subcommittee on Select 
Revenue Measures of the Committee 
on Ways and Means, U.S. House of 
Representatives section-by-section 
summary, analysis, and justification of 
H.R. 4961 ...., 82-6915 


Savings and investment incentives : hear- 
ings before the Subcommittee on Sav- 
ings, Pensions, and Investment Polich 
of the Committee on Finance, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 75, S. 141, S. 
142, S. 145, S. 155, S. 330, S. 457, S. 
492, S. 819, and S. 936, May 4, 1981., 
82-2636 


Summary of H.R. 4717 as passed by the 
Senate /, 82-12272 


Summary of the Tax Incentive Act of 
1981, H.R. 4242, as ordered reported 
by the Committee on Ways and Means 
/, 82-1124 


1981-82 miscellaneous tax bills VI : hear- 
ing before the Subcommittee on Tax- 
ation and Debt Management of the 
Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 230, S. 450, S. 644, S. 978 
and S. 1039, May 22, 1981., 82-4231 


1981-82 miscellaneous tax bills, VII : 
hearing before the Subcommittee on 
Taxation and Debt Management of the 
Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 169, S. 532, S. 721, S. 
791, S. 979, and S. 1382, June 26, 1981., 
82-2637 


1981-82 miscellaneous tax bills, VIII : 
hearing before the Subcommittee on 
Taxation and Debt Management of the 
Committee on Finance, United States 
Senate, Ninety-seveuth Congress, first 
session, on S. 531, S. 805, S. 1214, S. 
1304, S. 1320, and S. 1369, July 24, 
1981., 82-4232 


1981-82 miscellaneous tax bills IX : hear- 
ing before the Subcommittee on Tax- 
ation and Debt Management of the 
Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 578, S. 768, S. 1276, S. 
1472, September 25, 1981., 82-12160 


1981-82 miscellaneous tax bills, X : hear- 
ing before the Subcommittee on Tax- 
ation and Debt Management of the 
Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 425, S. 608, S. 1348, S. 
1479, S. 1580, and S. 1656, October 16, 
1981., 82-12161 


1981-82 miscellaneous tax bills, XI : hear- 
ing before the Subcommittee on Tax- 





ation and Debt Management of the 
Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, S. 1035, S. 1595, and S. 1745, 
October 30, 1981., 82-15105 


1981-1982 miscellaneous tax bills, XII : 
hearing before the Subcommittee on 
Taxation and Debt Management of the 
Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 1081. S. 1594, S. 1749, 
and S. 1764, November 6, 1981., 82- 
15106 


Taxation — Law and legislation — United 
States — Cases. 
Reports of the United States Tax Court / 
, 82-668, 82-669, 82-14080 


Reports of the United States Tax Court 
(1975), 82-668, 82-669, 82-14080 


United States Tax Court reports, 82- 
668, 82-669, 82-14080 


Taxation — Law and legislation — United 
States — Periodicals. 


Cumulative bulletin, 82-3842 


Internal revenue cumulative bulletin., 


82-3842 


Legislative review activity : report of the 
Committee on Finance, United States 
Senate pursuant to paragraph 8 of rule 
XXVI of the standing rules of the 
Senate., 82-14613 


Report on legislative review activity 
during the ... Congress of the Commit- 
tee on Ways and Means., 82-915 


Taxation — Rates and tables — Periodicals. 
Package X., 82-3841, 82-14304 


Taxation — United States. 

H.R. 4882, to amend the Congressional 
Budget Act of 1974 : hearings before 
the Committee on Rules, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on a bill to include 
tax expenditure ceilings in the congres- 
sional budget resolutions, December 9 
and 10, 1981., 82-15194 


Streamlining legal review of criminal tax 
cases would strengthen enforcement of 
federal tax laws : report to the Joint 
Committee on Taxation, Congress of 
the United States /, 82-13723 


Summary of testimony on administration 
tax proposals before the Committee on 
Ways and Means /, 82-6907 


Tax aspects of the president’s economic 
program : hearings before the Commit- 
tee on Ways and Means, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session., 82-2735 

Tax policy and productivity in the 1980's 
: hearing before the Subcommittee on 
Trade, Productivity, and Economic 
Growth of the Joint Economic Com- 
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Taxation, Double Denmark Treaties. 


mittee, Congress of the United States, 
Ninety-seventh Congress, first session, 
June 17, 1981., 82-4216 


Tax reduction proposals : hearings before 
the Committee on Finance, United 
States Senate, Ninety-seventh Con- 
gress, first session., 82-6825 


Taxation — United States — Bibliography 
— Catalogs. 
Internal Revenue cumulative bulletins., 
82-1774 


Taxation — United States — Public opinion 
— Periodicals. 
Changing public attitudes on govern- 
ments and taxes., 82-11831 


Taxation — United States — States — 
Statistics — Periodicals. 
State government tax collections in 
82-9272 


Taxation, Double — Argentina — Treaties. 
Explanation of proposed income tax 
treaty (and proposed protocol) between 
the United States and the Argentine 
Republic /, 82-12275 


Tax convention with the Republic of Ar- 
gentina, with related protocol : mes- 
sage from the president of the United 
States, transmitting the convention be- 
tween the government of the United 
States of America and the government 
of the Republic of Argentina for the 
avoidance of double taxation and the 
prevention of fiscal evasion with re- 
spect to taxes on income and capital, 
together with a related protocol, signed 
at Buenos Aires on May 7, 1981., 82- 
11765 


Taxation, Double — Bangladesh — Treaties. 

Explanation of proposed income tax 

treaty between the United States and 

the People’s Republic of Bangladesh /, 
82-15215 


Tax convention with the People’s Repub- 
lic of Bangladesh : message from the 
president of the United States transmit- 
ting the convention between the gov- 
ernment of the United States of Amer- 
ica and the government of the People’s 
Republic of Bangladesh for the avoid- 
ance of double taxation and the preven- 
tion of fiscal evasion with respect to 
taxes on income, together with a relat- 
ed exchange of notes, signed at Dacca 
on October 6, 1980., 82-11740 


Taxation, Double — Canada — Treaties. 
Explanation of proposed income tax 
treaty between the United States and 
Canada /, 82-2719 


Taxation, Double — Denmark — Treaties. 
Tax convention with the Kingdom of 
Denmark : message from the president 
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Taxation, Double Denmark Treaties. Subject Index 
of the United States, transmitting the 
convention between the government of 
the United States of America and the 
government of the Kingdom of Den- 
mark for the avoidance of double tax- 
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ed exchange of notes, signed at Dacca 
on October 6, 1980., 82-11740 


Tax convention with the Republic of Ar- 
gentina, with related protocol : mes- 
sage from the president of the United 
States, transmitting the convention be- 
tween the government of ‘he United 
States of America and the government 
of the Republic of Argentina for the 
avoidance of double taxation and the 
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82-12271 


Description of tax bills (S. 388, S. 446, S. 
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study to quantify the use of tax havens 
for a report submitted by Richard A. 
Gordon on tax havens and their use by 
United States taxpayers, an overview /, 
82-11377 


Miscellaneous energy tax bills : hearing 
before the Subcommittee on Energy 
and Agricultural Taxation of the Com- 
mittee on Finance, United States 
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Teague, Ninety-seventh Congress, first 
session., 82-11790 


Technical assistance — United States. 


Development cooperation programs /, 
82-11021 


Technical assistance, American — Belize. 
The Peace Corps in Belize., 82-12683 
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Care of the Committee on Veterans’ 
Affairs, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion, January 27, 1982., 82-15222 
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issues., 82-2583 
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issues, summary., 82-4185 
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applications : report for the Subcom- 
mittee on Science, Research, and Tech- 
nology of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session /, 82-1104 
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views (to accompany S. 881)., 82- 
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Subcommittee on Investigations and 
Oversight of the Committee on Science 
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sentatives, Ninety-seventh Congress, 
first session, October 6, 7, 1981., 82- 
12257 


Technology — Abstracts. 

Appropriate technology information for 
developing countries selected ab- 
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House of Representatives, Ninety-sev- 
enth Congress, first session, April 29, 
and July 22, 1981., 82-6817 

User needs and concerns in telecommuni- 
cations marketplace : hearings before 
the Subcommittee on Telecommunica- 
tions, Consumer Protection, and Fi- 
nance of the Committee on Energy and 
Commerce, House of Representatives, 
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to deal with a changing domestic tele- 
communications industry : report to 
the Congress /, 82-1729 


Policy for use of telec« ications data 
transfer standards /, 82-863 


Status of competition and deregulation in 
the telecc ications industry : hear- 
ings before the Subcommittee on Tele- 
communications, Consumer Protection, 
and Finance of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, May 20, 27, and 28, 1981., 
82-2624 


Telecc ications Competition and 
Deregulation Act of 1981 : hearings 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 898 ... June 2, 
11, 15, 16, and 19, 1981., 82-6775 











Telecommunication policy — United States 
— Addresses, essays, lectures. 
International communication policy : Oc- 

tober 6, 1980., 82-11223 


Telecommunication systems. 

Diversity of information : hearings before 
the Subcommittee on Telecommunica- 
tions, Consumer Protection, and Fi- 
nance of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
September 15, and 23, 1981., 82-12148 


Federal Communications Commission 
oversight : hearings before a Subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, September 16 and 22, 1981., 
82-6842 


Security communications systems for nu- 
clear fixed site facilities /, 82-2466 


User needs and concerns in telecommuni- 
cations marketplace : hearings before 
the Subcommittee on Telecommunica- 
tions, Consumer Protection, and Fi- 
nance of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
June 23, 24, August 18, 19, and Sep- 
tember 11, 1981., 82-15083 


Telecommunication systems — Evaluation. 
Performance parameters for digital and 
analog service modes /, 82-4697 


Telecommunication systems — Statistics — 
Periodicals. 
Major data processing and telecommuni- 
cations acquisition plans of federal ex- 
ecutive agencies., 82-11194 
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Telegraph — Apparatus and supplies — 
Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5805. Telephone and 
telegraph equipment, 82-4861 


Telephone — Apparatus and supplies. 
Depreciation rates for telephone borrow- 
ers., 82-12628 


Force account construction, telephone 
borrowers’ initial systems., 82-12626 


Telephone — Apparatus and supplies — 
Bibliography — Catalogs. 
Current REA telephone bulletins, man- 
uals, specifications, and contracts., 82- 
12630 


Telephone — Apparatus and supplies — 
Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5805. Telephone and 
telegraph equipment, 82-4861 


Telephone — United States. 
911 public education : 
guidelines /, 82-14572 


assessment and 


Telephone — United States — Emergency 
reporting systems. 
The design and costing of 911 systems : a 
technical manual /, 82-14070 


Telephone — United States — Finance — 
Periodicals. 
Annual Rural Telephone Bank report /, 
82-9090 


Telephone — United States — Technological 
innovations. 

Telecc ications in transition : the 
status of competition in the telecommu- 
nications industry : a report /, 82- 
2622 





Telephone lines — Construction. 
Force account construction, telephone 
borrowers’ initial systems., 82-12626 


Telephone lines — Maintenance and repair. 
The US Army Signal School apprentice- 
ship program for the trade of line in- 
staller-repairer., 82-4918 


Telephone operators. 
MOS 36C wire systems installer/operator 
skill levels 3 and 4., 82-13079 


Telephone systems — Maintenance and 
repair. 

The US Army Signal School apprentice- 
ship program for the trade of central 
office telephone installer and repairer., 
82-4900 


Teletype — Maintenance and repair — 
Handbooks, manuals, etc. 
MOS 31J : teletypewriter repairer., 82- 
13073 
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MOS 31J, teletypewriter repairer skill 
levels 1 and 2., 82-13074 


Television — Apparatus and supplies — 


Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 5820. Radio and 
television communication equipment, 
except airborne, 82-4862 

Consolidated federal supply catalog iden- 
tification list. FSC 5821. Radio and 
television communication equipment, 
airborne, 82-4863 


Television — Law and legislation — United 

States. 

A Review of the proceedings of the Fed- 
eral Communications Commission lead- 
ing to the adoption of the Prime Time 
Access Rule, the financial interest rule, 
and the syndication rule : dockets 
12782 and 19622 /, 82-9577 


Television — Social aspects. 
Television as a teacher : 
monograph /, 82-10665 


a research 


Television — Social aspects — United 

States. 

Social/behavioral effects of violence on 
television : hearing before the Subcom- 
mittee on Telecc ications, Con- 
sumer Protection, and Finance of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, October 
21, 1981., 82-15095 





Television — Transmitters and transmission. 
Some mobile VHF measurements in an 
urban environment /, 82-4700 


Television — United States — Psychological 


aspects. 
Social/behavioral effects of violence on 
television : hearing before the Subcom- 


mittee on Telecc ications, Con- 
sumer Protection, and Finance of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, October 
21, 1981., 82-15095 





Television — United States — Receivers and 
reception. 

Unauthorized reception on subscription 
television : hearing before the Subcom- 
mittee on Telecc ications, Con- 
sumer Protection, and Finance of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H.R. 
4717 ... November 17, 1981., 82-15091 


Television — United States — Repairing. 
The US Army Signal School apprentice- 
ship program for the trade of radio and 
television repairer., 82-4911 








Tennessee Valley Authority Appropriations and expenditures Periodicals. 


Television advertising — Marketing. 
The Market for television advertising /, 
82-9579 


Television and children. 
Your child and TV /, 82-13921 


Television and children — United States. 
Television as a teacher : a research 
monograph /, 82-10665 


Television broadcasting — Handbooks, 
manuals, etc. P 
Radio and television handbook., 82-3141 


Television broadcasting — United States. 
The US Army Signal School apprentice- 
ship program for the trade of produc- 
tion coordinator (television and radio 
broadcasting)., 82-4928 


Television in education. 
Television as a teacher 
monograph /, 82-10665 


Television industry. 
FCC jurisdiction to regulate commercial 
television network practices /, 82- 
1415 


: a research 


Television industry — United States. 
An Analysis of the network-affiliate rela- 
tionship in television /, 82-4712 


Television industry workers — United States 
— Statistics. 
Occupational employment : radio and 
television receiving equipment indus- 
try, June 1971., 82-11035 


Television projection. 

High resolution, high brightness color 
television projector : analysis, investi- 
gations, design, performance of baseline 
projector /, 82-257 


Television stations. 


The Market for television advertising /, 
82-9579 


Television stations — United States. 
An Analysis of the network-affiliate rela- 
tionship in television /, 82-4712 


Temperature. 
Asheville’s window on the weather., 
3116 


82- 


Temperature control. 

Continuation of emergency building tem- 
perature restrictions : message from the 
president of the United States transmit- 
ting a proclamation continuing the 
emergency building temperature re- 
strictions originally imposed July 16, 
1979 pursuant to section 201(b) of the 
Energy Policy and Conservation Act 
of 1975., 82-11779 


Energy conservation calculations 
night setback system., 82-234 


for 
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Temperature setback guide for central 
air-handling/reheat system., 82-235 
Temperature setback guide for forced air 

furnance heating system., 82-239 
Temperature setback guide for heating 
and ventilating system., 82-238 
Temperature setback guide for packaged 
heating and cooling system., 82-236 
Temperature setback guide for steam ra- 
diation/convection system., 82-237 


Temporary employment — United States. 

Temporary workers : hearing before the 
Subcommittee on Immigration and Ref- 
ugee Policy of the Committee on the 
Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on a new temporary worker program 
with Mexico, October 22, 1981., 82- 
15163 


Tennessee — Manufactures — Statistics. 
1977 census of manufactures, 82-9180 


Tennessee — Population — Statistics. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 44. Tennessee., 82-9313 


1980 census of population and housing : 
Tennessee, preliminary population and 
housing unit counts., 82-12754 ; 


Tennessee-Tombigbee Waterway. 

Filling and emptying system for Bay 
Springs Lock, Tennessee-Tombigbee 
Waterway, Mississippi hydraulic 
model investigation /, 82-170 


Typical Tennessee-Tombigbee canal sec- 
tion spillways, Spillways A and B : hy- 
draulic model investigation /, 82-171 


Tennessee Valley — Industries — 
Directories. 
Industrial development in the TVA area 
during ... /, 82-14999, 82-15000 


Tennessee Valley — Industries — Statistics 
— Periodicals. 
Industrial development in the TVA area 
during ... /, 82-14999, 82-15000 


Tennessee Valley Authority. 

Tennessee Valley Authority oversight : 
hearings before the Committee on En- 
vironment and Public Works, United 
States Senate, Ninety-seventh Con- 
gress, first session, March 16 and 17, 
1981., 82-1096 


Tennessee Valley Authority — 
Appropriations and expenditures — 
Periodicals. 

Triennial assessment of the Tennessee 
Valley Authority communication 
from the Comptroller General of the 
United States transmitting the triennial 
assessment of the Tennessee Valley 
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Tennessee Valley Authority Appropriations and expenditures Periodicals. 


Authority, pursuant to section 106 of 
the Government Corporation Control 
Act., 82-14601 


Tennessee Valley Authority. Board of 
Directors — Appointments, promotions, 
salaries, etc. 

Nomination of Charles H. Dean, Jr. : 
hearing before the Committee on Envi- 
ronment and Public Works, United 
States Senate, Ninety-seventh Con- 
gress, first session, on the nomination 
of Charles H. Dean, Jr., to be a 
member of the Board of Directors, 
Tennessee Valley Authority, May 14, 
1981., 82-4267 


Tennessee Valley Authority — Officials and 
employees — Pensions — Periodicals. 
Annual report /, 82-12041 


Tennessee Valley Authority — Officials and 
employees — Salaries, allowances, etc. 
Compensation of certain Tennessee 

Valley Authority employees : report 
(to accompany H. Con. Res. 203) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 82-2416 


Tennessee Valley Authority — Officials and 
employees — Transportation. 
Ridesharing versus road building : 

TVA experience., 82-6482 


the 


Tennessee Valley Authority — Periodicals. 

Triennial assessment of the Tennessee 
Valley Authority communication 
from the Comptroller General of the 
United States transmitting the triennial 
assessment of the Tennessee Valley 
Authority, pursuant to section 106 of 
the Government Corporation Control 
Act., 82-14601 


Tennessee Valley Authority — Purchasing. 
TVA’s coal procurement practices, more 
effective management needed : report 
to the Congress /, 82-10358 


Tennessee Valley Authority. Retirement 
System — Periodicals. 
Annual report /, 82-12041 


Terminals (Transportation) — United States. 
Port development : hearings before the 
Subcommittee on Water Resources of 
the Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 16, 17, July 14, 15, 1981., 
82-15189 


Termites — Control. 

The natural resistance of Ghanaian 
woods to Coptotermes formosanus 
Shiraki in a force feeding situation /, 
82-3226 


Terns. 
Atlas of gull and tern colonies : North 
Carolina to Key West, Florida (includ- 
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ing pelicans, cormorants and skimmers) 
/, 82-5922 


Terrazole. 
Registration standard for products con- 
taining the single active ingredient ter- 
razole /, 82-1687 


Territorial waters — Canada. 
Continental shelf boundary 
Greenland., 82-11272 


: Canada- 


Territorial waters — Chile. 
Maritime boundary 
11285 


Straight baselines : Chile., 


Chile-Peru., 82- 


82-11279 


Territorial waters — Colombia. 
Maritime boundaries : Colombia-Panama., 
82-11278 
Maritime boundary 
Rica., 82-11283 


Colombia-Costa 


Territorial waters — Costa Rica. 
Maritime boundary Colombia-Costa 
Rica., 82-11283 


Territorial waters — Cuba. 


Straight baselines : Cuba., 82-11275 


Territorial waters — Ecuador. 
Maritime boundary : Ecuador-Peru., 
11287 


82- 


Territorial waters — Finland. 
Continental shelf boundary 
Sweden., 82-11271 


: Finland- 


Territorial waters — France. 
Territorial sea and continental 
boundaries 
Biscay)., 


shelf 
France-Spain (Bay of 
82-11282 


Territorial waters — Gambia. 
Maritime boundaries : The Gambia-Sen- 
egal., 82-11284 


Territorial waters — Germany (East) 
Maritime boundary : Federal Republic of 
Germany-German Democratic Repub- 
lic., 82-11273 


Territorial waters — Germany (West) 
Maritime boundary : Federal Republic of 
Germany-German Democratic Repub- 
lic., 82-11273 


Territorial waters — Greenland. 
Continental shelf boundary 
Greenland., 82-11272 


: Canada- 


Territorial waters — India. 
Maritime boundaries : 
82-11276 


Maritime boundary : India-Maldives and 
Maldives’ “economic zone”., 82-11277 


India-Sri Lanka., 


Territorial waters — Indonesia. 
Maritime boundaries : Indonesia-Malay- 
sis-Thailand., 82-11280 
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Territorial waters — Italy. 
Continenta! shelf boundary : Italy-Spain., 
82-11289 


Continental shelf boundary : Italy-Tuni- 
sia., 82-11288 


Territorial waters — Japan. 
Continental shelf boundary and joint de- 
velopment zone : Japan-Korea., 82- 
11274 


Territorial waters — Korea (South) 
Continental shelf boundary and joint de- 
velopment zone : Japan-Korea., 82- 
11274 


Straight baselines : Republic of Korea., 
82-11281 


Territorial waters — Malaysia. 
Maritime boundaries : Indonesia-Malay- 
sis-Thailand., 82-11280 


Territorial waters — Maldives. 
Maritime boundary : India-Maldives and 
Maldives’ “economic zone”., 82-11277 


Territorial waters — Panama. 
Maritime boundaries : Colombia-Panama., 
82-11278 


Territorial waters — Peru. 
Maritime boundary : Chile-Peru., 
11285 
Maritime boundary : Ecuador-Peru., 
11287 


82- 


82- 


Territorial waters — Senegal. 
Maritime boundaries : The Gambia-Sen- 
egal., 82-11284 


Territorial waters — Spain. 
Continental shelf boundary : Italy-Spain., 
82-11289 


Territorial sea and continental 
boundaries 
Biscay)., 


shelf 
France-Spain (Bay of 
82-11282 


Territorial waters — Sri Lanka. 
Maritime boundaries : India-Sri Lanka., 
82-11276 


Territorial waters — Sweden. 
Continental shelf boundary 
Sweden., 82-11271 


: Finland- 


Territorial waters — Thailand. 
Maritime boundaries : Indonesia-Malay- 
sis-Thailand., 82-11280 


Territorial waters — Tunisia. 
Continental shelf boundary : Italy-Tuni- 
sia., 82-11288 


Territorial waters — United States. 
Maritime boundary : United States-Ven- 
ezuela., 82-11290 


Territorial waters — Venezuela. 
Maritime boundary : United States-Ven- 
ezuela., 82-11290 





January — June 1982 


Terrorism. 

International terrorism /, 82-2156, 82- 
2157 
Terrorism, 

82-10974 


Terrorism, origins, direction, and support 
: hearing before the Subcommittee on 
Security and Terrorism of the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-seventh Congress, first 
session, on the origins, direction, and 
support of terrorism, April 24, 1981., 
82-1082 


Terrorism, the Turkish experience : hear- 
ing before the Subcommittee on Secu- 
rity and Terrorism of the Committee 
on the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on Turkish experience with terrorism, 
June 25, 1981., 82-6865 


avoidance and survival /, 


Terrorism — Africa. 

Libyan activities : hearing before the 
Subcommittee on African Affairs and 
the Subcommittee on Near Eastern and 
South Asian Affairs of the Committee 
on Foreign Relations, United States 
Senate, Ninety-seventh Congress, first 
session, on Libya’s role in Sub-Saharan 
Africa and the Near East, July 8, 1981., 
82-12174 


Terrorism — History. 

Historical antecedents of Soviet terrorism 
: hearings before the Subcommittee on 
Security and Terrorism of the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-seventh Congress, first 
session, on the historical antecedents of 
Soviet terrorism, June 11 and 12, 1981., 
82-6863 


Terrorism — Near East. 

Libyan activities : hearing before the 
Subcommittee on African Affairs and 
the Subcommittee on Near Eastern and 
South Asian Affairs of the Committee 
on Foreign Relations, United States 
Senate, Ninety-seventh Congress, first 
session, on Libya’s role in Sub-Saharan 
Africa and the Near East, July 8, 1981., 
82-12174 


Terrorism — Soviet Union. 

Historical antecedents of Soviet terrorism 
: hearings before the Subcommittee on 
Security and Terrorism of the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-seventh Congress, first 
session, on the historical antecedents of 
Soviet terrorism, June 11 and 12, 1981., 
82-6863 


Terrorism, the role of Moscow and its 
subcontractors hearing before the 
Subcommittee on Security and Terror- 
ism of the Committee on the Judicuary, 
United States Senate, Ninety-seventh 
Congress, first session, on terrorism, 





the role fo Moscow and its subcontrac- 
tors, June 26, 1981., 82-15159 


Terrorism — Turkey. 

Terrorism, the Turkish experience : hear- 
ing before the Subcommittee on Secu- 
rity and Terrorism of the Committee 
on the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on Turkish experience with terrorism, 
June 25, 1981., 82-6865 


*Testicular Neoplasms — pathology — 
atlases 
Tumors of the ovary and maldeveloped 
gonads /, 82-9590 


Testing laboratories — United States — 
Statistics. 


Census Bureau releases count of research 
| Textile finishing. 


and testing organizations., 82-12796 


Teton Dam (Idaho) 
Teton Dam—Foundation Grout Testing 
Program /, 82-1963 


Teton Indians — Art — Juvenile literature. 
An Introduction to art & other ideas., 
82-3694 


Teton National Forest (Wyo.) — Maps. 
Bridger-Teton National Forest, travel 
plan, Bridger Division (east) /, 82- 
4320 
Bridger-Teton National Forest, 
plan, Teton Division /, 82-4321 
Bridger Wilderness, Bridger-Teton Na- 


tional Forest, Wyoming, 1980 /, 82- 
2763 


travel 


Tetrachloroethylene. 

Perchlorethylene from Belgium, France, 
and Italy : determinations of injury in 
investigations nos. AA1921-194, 
AA1921-195, and AA1921-196 under 
the Antidumping Act, 1921, as amend- 
ed., 82-11386 


Tetrachloroethylene — Environmental 
aspects — United States. 
Perchlorethylene dry cleaners back- 

ground information for proposed stand- 
ards /, 82-13681 


Tetrodes. 
Tetrode field effect transistor, 
82-1616 


82-1615, 


Texas — Description and travel. 
USA, Texas., 82-3092 


Texas — Population — Statistics. 
1980 census of population and housing : 
Texas, preliminary population and 
housing unit counts., 82-3073 


Textile fabrics. 
Guidelines for use of fabrics in construc- 
tion and maintenance of low-volume 
roads /, 82-6329 
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Textile industry Yugoslavia. 


Textile fabrics — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 8300. Textiles, leath- 
er, furs, apparel and shoe findings, tents 
and flags, 82-13010 


Textile fabrics — United States. 
Use of fabrics and other measures for re- 
tarding reflective cracking of asphaltic 
concrete overlays /, 82-14478 


Textile fabrics — United States — Statistics. 
1977 census of manufactures, 82-9196 


Textile fabrics — United States — Statistics 
— Periodicals, 
Current industrial 

Narrow fabrics., 


reports. MA-22G, 
82-12699 


Narrow fabrics, 82-12699 


Hyperfiltration processes for treatment 
and renovation of textile wastewater /, 
82-5259 


Textile industry — Environmental aspects. 
Evaluation of hyperfiltration for separa- 
tion of toxic substances in textile proc- 
ess water /, 82-13554 


Textile industry — Environmental aspects — 
United States. 

Technical and economic evaluation of 

BATEA textile guidelines /, 82-10130 


Textile industry — United States. 

Trade in textiles : agreement between the 
United States of America and the So- 
cialist Federal Republic of Yugoslavia 
amending the agreement of October 26 
and 27, 1978, effected by exchange of 
notes dated at Belgrade July 15 and 
September 12, 1980., 82-11325 


Treaties, etc. Yugoslavia, 1978 Oct. 26., 
82-11325 


Textile industry — United States — 
Employees — Statistics. 
Occupational employment yarn and 
thread mills industry, April 1971 /, 
82-2040 


Textile industry — United States — 
Statistics. 
1977 census of manufactures, 
82-9196 


82-9191, 


Textile industry — United States — 
Statistics — Periodicals. 
Current industrial reports. MA-22G, 
Narrow fabrics., 82-12699 


Narrow fabrics, 82-12699 


Textile industry — Yugoslavia. 

Trade in textiles : agreement between the 
United States of America and the So- 
cialist Federal Republic of Yugoslavia 
amending the agreement of October 26 
and 27, 1978, effected by exchange of 
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Textile industry Yugoslavia. 


notes dated at Belgrade July 15 and 
September 12, 1980., 82-11325 


Treaties, etc. Yugoslavia, 1978 Oct. 26., 
82-11325 


Textile industry and trade. 
Foreign relations affecting U.S. textile/ 
apparel exports., 82-4706 


Textile machinery industry — United States 
— Statistics. 


1977 census of manufactures, 82-12695 


Textile waste. 
Hyperfiltration processes for treatment 
and renovation of textile wastewater /, 
82-5259 


Textile workers — United States — 
Statistics. 
Occupational employment : knitting mills 
industry, April 1971 /, 82-2038 
Occupational employment : miscellaneous 
textile goods industry, April 1971., 
82-14103 


Occupational employment : narrow fabric 
mills industry, April 1971., 82-14107 

Occupational employment weaving 
mills (cotton) industry, April 1971., 
82-14104 

Occupational employment 
mills (synthetics and silk) 
April 1971., 82-14105 


Thailand — Constitutional history. 
The constitutions of Thailand /, 82-712 


weaving 
industry, 


Thailand — Economic policy. 

Government development assistance for 
Thailand’s rural poor : a social impact 
assessment of the provincial program : 
a report prepared under USDA con- 
tract no. 53-319R-9-138 for the Office 
of Rural Development and Administra- 
tion, Bureau of Development Support, 
USAID/Washington and USAID/ 
Thailand /, 82-11342 


Thailand — Population. 
Third evaluation of the Thailand national 
family planning program., 82-2198 


Thailand — Population — Statistics. 
Asia, Thailand : selected statistical data 
by sex., 82-11359 


Thailand — Social conditions. 

Government development assistance for 
Thailand’s rural poor : a social impact 
assessment of the provincial program : 
a report prepared under USDA con- 
tract no. 53-319R-9-138 for the Office 
of Rural Development and Administra- 
tion, Bureau of Development Support, 
USAID/Washington and USAID/ 
Thailand /, 82-11342 


Thalassemia. 
Cooley’s anemia : 
82-3637 
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a medical review /, 





Theft from moter vehicles — United States. 
Vehicle anti-theft security system design 
/, 82-14567 


Theodore Roosevelt Lake (Ariz.) — Maps. 
Roosevelt Lake and Apache Lake, Tonto 
National Forest, Arizona /, 82-1153 


Thermal analysis. 
Numerical thermal mixing in Eulerian 
calculations of coupled thermo/hydro- 
dynamic motions /, 82-2469 


Thermal/hydraulic analysis research pro- 
gram quarterly report July-September 
1980 /, 82-963 

The use of computer-generated color 
graphic images for transient thermal 
analysis /, 82-744 


Thermal analysis — Mathematical models. 
An overview of rod-bundle termal-hy- 
draulic analysis /, 82-990 


Thermal neutrons. 

In situ determination of the chloride con- 
tent of portland cement concrete 
bridge decks / prepared for Federal 
Highway Administration, Offices of 
Research & Development Materials Di- 
vision., 82-2237 


Thermal neutrons — Capture. 
Monitoring taconite process streams with 
thermal neutron capture-gamma ray 
analysis /, 82-5857 


Thermal oil recovery. 
Projections of enhanced oil recovery 
1985-1995 /, 82-13443 


Thermal stresses. 

Investigation and evaluation of cracking 
incidents in piping in pressurized water 
reactors /, 82-2439 

MEGAI6 - computer program for analy- 


sis and extrapolation of stress-rupture 
data /, 82-6168 


Nonlinear effects on composite laminate 
thermal expansion /, 82-6111 


Thermostructural response of advanced 
reactor cell liners /, 82-14813 


Thermocouples — Testing. 

Qualification test results on 1550C and 
2200C 1/16-inch o.d. fuel centerline 
thermocouples for the LOFT program 
/, 82-14882 


Thermodynamics. 
Investigation of air solubility in Jet A 
fuel at high pressures /, 82-736 
Relevance of the second law of thermo- 


dynamics to energy conservation /, 
82-13313 


Thermodynamics — Computer programs. 
An algorithm for determining Debye 
temperatures /, 82-5880 
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Thermodynamics — 

Transactions of the Conference on Ther- 
modynamics Research Requirements 
on Fossil Fuel Processes : final report, 
June 20, 1979, Tulsa, Oklahoma /, 82- 
3350 


Thermodynamics — Data processing. 
Interactive Fortran IV computer pro- 
grams for the thermodynamic and 
transport properties of selected cryo- 

gens (fluids pack) /, 82-12805 


MASFLO, a computer code to calculate 
mass flow rates in the THTF /, 82- 
11949 


Thermodynamics — Mathematical models. 
Numerical thermal mixing in Eulerian 
calculations of coupled thermo/hydro- 
dynamic motions /, 82-2469 


Thermography. 
Geologic application of thermal inertia 
using HCMM data /, 82-6077 


Reliable aerial thermograph for energy 
conservation /, 82-13325 


Thermometers, Resistance. 
Safety evaluation report review of 
resistance temperature detector time re- 
sponse characteristics, 82-11874 


Thermometers and thermometry. 
A comparison of portable aluminum and 
standard wooden thermometer shelters 
/, 82-12476 


Safety evaluation report review of 
resistance temperature detector time re- 
sponse characteristics, 82-11874 


A temperature probe for radio-frequency 
heated material / Ronald R. Bowman., 
82-4615 


An Ultrasonic thermometry system for 
measuring very high temperatures in 
reactor safety experiments /, 82-2526 


Thermometers and thermometry — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 6685. Pressure, tem- 
perature, and humidity measuring and 
controlling instruments, 82-12992 


Thermometers and thermonmetry. 
Refractory metals for ultrasonic thermo- 
metry application /, 82-11905 


Thin films. 

The development of potential thin stand- 
ards for calibration of x-ray fluores- 
cence spectrometry /, 82-13656 

Experimental sea slicks in the MARSEN 


(Maritime Remote Sensing) exercise /, 
82-3267 


Thomas County (Ga.) — Maps. 
Soil interpretive map of important farm- 
lands, Thomas County, Georgia /, 82- 
95 





January — June 1982 


Thorium. 
Estimated radiation doses from thorium 
and daughters contained in thoriated 
welding electrodes /, 82-2488 


Thorium — Metabolism. 
Thorium in human tissues /, 82-4139 


Thorium — Statistics — Periodicals. 
Preprint from the ... Bureau of Mines 
Minerals yearbook. Thorium., 82-622 


Thorium, 82-622 


Threadfin shad. 
Threadfin shad impingement : effect of 


cold stress on a reservoir community /, 
82-11918 


Threadfin shad impingement : effect of 
cold stress : report to the Nuclear Reg- 
ulatory Commission for period October 
1, 1976, to September 30, 1978 /, 82- 
6647 


Three Mile Island Nuclear Power Plant (Pa.) 

Analysis of the Three Mile Island acci- 

dent and alternative sequences /, 82- 
14906 


Final environmental statement related to 
operation of Three Mile Island Nuclear 
Station units 1 and 2, Metropolitan 
Edison Company, Pennsylvania Elec- 
tric Company, Jersey Central Power 
and Light Company, docket nos. 50- 
289 and 50-320., 82-14720 


Financial implications of the accident at 
Three Mile Island : oversight hearings 


before the Subcommittee on Energy 
and the Environment of the Committee 
on Interior and Insular Affairs, House 


of Representatives, Ninety-seventh 
Congress, first session, on financial im- 
plications of the accident at Three Mile 
Island, hearings held in Washington, 
D.C., May 4 and 5, 1981., 82-6850 


Financing the cleanup of the Three Mile 
Island nuclear powerplant : joint hear- 
ing before the Committee on Energy 
and Natural Resources, and the Sub- 
committee on Nuclear Regulation of 
the Committee on Environment and 
Public Works, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 1606 ... October 20, 1981., 82- 
12141 


Reports of the Technical Assessment 
Task Force., 82-6183 


The social and economic effects of the 
accident at Three Mile Island : findings 
to date /, 82-14904 


Three Mile Island Nuclear Power Plant (Pa.) 

— Accidents. 

Greater commitment needed to solve 
continuing problems at Three Mile 
Island : report to the Congress /, 82- 
468 


Threshold (Perception) 
Interstimulus interval as it affects tempo- 
rary threshold shift in serial presenta- 
tions of loud tones /, 82-3924 


Thunderstorm forecasting. 
New severe thunderstorm radar identifi- 
cation techniques and warning criteria : 
a preliminary report /, 82-9504 


Thunderstorms. 
Thunderstorm-environment _ interactions 
determined with three-dimensional tra- 
jectories /, 82-11166 


Thunderstorms — United States. 
Project Severe Environmental Storms 
And Mesoscale Experiment : SESAME 
1979 data user’s guide /, 82-9568 


Thyroid gland — Cancer. 
A Feasibility study of the biological ef- 
fects of fallout on people in Utah, 
Nevada, and Arizona /, 82-5749 


TI Programmable 59 (Calculating-machine) 
TI-59 programmable calculator programs 
for in-stack opacity, venuri scrubbers, 
and electrostatic precipitators /, 82- 
10050 


Tidal currents — New Jersey — 
Mathematical models. 
Numerical simulation of tidal hydrodyna- 
mics, Great Egg Harbor and Corson 
Inlets, New Jersey /, 82-4994 


Tidemarsh ecology. 
Atrazine fate and effects in a salt marsh / 
, 82-13546 


Tides — Alabama. 

Mobile Bay model study. Report 2. Ef- 
fects of enlarged navigation channel on 
tides, currents, salinities, and dye dis- 
persion, Mobile Bay, Alabama : hy- 
draulic model investigation /, 82-9800 


Tides — Alaska. 
Supplemental tidal predictions Anchor- 
age, Nikisha, Seldovia, and Valdez, 
Alaska, 1981 /, 82-4683 


Tides — Alaska — Cook Inlet. 
Cook Inlet circulatory survey 1973-75 /, 
82-9565 





Tides — Mathematical models. 
Gravimetric tidal loading computed from 
| integated Green, 82-1390 


Numerical simulation of the Coos Bay- 
South Slough complex /, 82-1459 


A spatially integrated numerical model of 
inlet hydraulics /, 82-13134 


Tides — New Jersey — Mathematical 
models, 
Numerical simulation of tidal hydrodyna- 
mics, Great Egg Harbor and Corson 
Inlets, New Jersey /, 82-4994 
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Timber U.S. 


Tides — United States. 
Tides and tidal datums in the United 
States /, 82-13133 


Tift County (Ga.) — Maps. 
Soil interpretive map of important farm- 
lands, Tift County, Georgia /, 82- 
9136 


Tillage — New York. 
Conservation tillage : the farmer’s edge in 
today’s economy., 82-4387 


Timber. 
Buying national forest timber., 


Timber — California, Northern. 
Sustained Yield Unit 13, 10-year timber 
management plan : final environmental 
impact statement /, 82-577 


Timber — Grading — Tables. 
Hardwood log grades and lumber grade 
yields for factory lumber logs /, 82- 
4371 


82-4309 


Timber — Montana — Statistics. 
Forest area and timber resource statistics 
for the Bozeman Working Circle, Mon- 
tana, 1976 /, 82-12474 


Timber — New Mexico — Statistics. 

Forest area and timber resource statistics 
for State and private lands in Berna- 
lillo, Sandoval, and Torrance Counties, 
New Mexico, 1978 /, 82-4375 


Timber — Ohio. 
Ohio timber industries : a periodic assess- 
ment of timber output /, 82-2801 


Timber — Oklahoma — Statistics. 
Oklahoma forest industries, 1978 /, 82- 
1168 


Timber — Prices. 

Value for small diameter stumpage affect- 
ed by product prices, processing equip- 
ment, and volume measurement /, 82- 
1166 


Timber — Research — United States. 
Prospectus 1981-1982., 82-12412 


Timber — South Dakota — Statistics. 
Timber resources of western South 
Dakota /, 82-12505 


Timber — United States. 
Age of wood : extending the timber re- 
source., 82-9096 


Hearing on H.R. 3711, to provide for the 
sharing of timber ... before the Military 
Installations and Facilities Subcommit- 
tee of the Committee on Armed Serv- 
ices, House of Representatives, Ninety- 
seventh Congress, first session, July 15, 
1981., 82-1022 
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Timber joints Testing. 


Timber joints — Testing. 
The serpentine end-matched joint : evalu- 
ating strength and stability /, 82-2791 


Time measurements. 
The contribution of Navigation Technol- 
ogy Satellites to the global positioning 
system /, 82-3253 


Tin — Statistics — Periodicals. 
Preprint from the ... Bureau of Mines 
Minerals yearbook. Tin., 82-620 


Tin, 82-620 


Tire industry — Environmental aspects — 
United States. 
Control of volatile organic emissions 
from manufacture of pneumatic rubber 
tires /, 82-10102 


Tire industry workers — United States — 
Statistics. 
Occupational employment tires and 
inner tubes industry, June 1971., 82- 
11037 


Tires, Rubber. 
Control of volatile organic emissions 
from manufacture of pneumatic rubber 
tires /, 82-10102 


Mechanics of pneumatic tires /, 82-2327 


Tires, Rubber — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 2600. Tires and 
tubes, 82-4796 


Tires, Rubber — Defects. 

Motor vehicle safety issues : hearings 
before the Subcommittee on Telecom- 
munications, Consumer Protection, and 
Finance of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on registration of tires and 
public notice of defective tire recall— 
H.R. 1508, June 4, 1981 : status of 
NHTSA’s regulatory review, July 29, 
1981., 82-12149 


Tires, Rubber — Design. 
Tire grading system information., 
11660 


82- 


Tires, Rubber — Environmental aspects. 
Evaluation of particulate emission factors 
for vehicle tire wear /, 82-10244 


Tires, Rubber — Testing. 


Tire treadwear validation /, 82-14320 


Uniform tire quality grading treadwear 
course monitoring-IV /, 82-14564 


Tires, Rubber — Traction. 
Tire grading system information., 82- 
11660 


The Traction generating potential of 
snow tires vs. regular tread tires on ice, 
snow, wet, and dry surfaces /, 82- 
4018 
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Tissue culture — Abstracts. 
Current cancer research on animal, tissue, 
chemical and viral supply sources for 
cancer research., 82-5696, 82-10529 


*Tissue Culture — directories 
Current cancer research on animal, tissue, 
chemical and viral supply sources for 
cancer research., 82-5696, 82-10529 


Titanium — Fatigue. 
HLH drive system /, 82-3198 


Titanium — Industrial applications. 
Service evaluation of aluminum brazed ti- 
tanium (ABTi) /, 82-6122 


Titanium — Statistics — Periodicals. 
Preprint from the ... Bureau of Mines 
Minerals yearbook. Titanium., 82-621 


Titanium, 82-621 


Titanium — Testing. 
Cast titanium compressor casing /, 
221 


82- 


Titanium alloys — Fatigue. 
A micromechanistic interpretation of 
cyclic crack-growth behavior in a beta- 
annealed Ti-6A1-4V alloy /, 82-1528 


Titanium alloys — Heat treatment. 
A micromechanistic interpretation of 
cyclic crack-growth behavior in a beta- 
annealed Ti-6A1-4V alloy /, 82-1528 


Titanium carbide. 
Improved adherence of sputtered titan- 
ium carbide coatings on nickel- and ti- 
tanium-base alloys /, 82-743 


Titanium castings. 
Cast titanium compressor casing /, 82- 
221 


Titanium founding. 
Bentonite-bonded rammed olivine and 
zircon molds for titanium casting /, 
82-5897 


Titanium industry. 

Titanium dioxide from Belgium, France, 
the United Kingdom, and the Federal 
Republic of Germany : determination 
of “a reasonable indication of injury” 
in inquiry no. AA1921-Ing-23 under 
the Antidumping Act of 1921, as 
amended., 82-2205 


Tobacco — Abstracts. 

Selected abstracts on organ-specific car- 
cinogenicity of tobacco products : bio- 
assay, physicochemical analysis, and 
other experimental evidence /, 82- 
10594 


Tobacco — Bibliography — Catalogs. 


Alcohol, tobacco, and firearms., 82-5621 
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Tobacco — Physiological effect — Abstracts 
— Periodicals. 
Bibliography on smoking and health /, 
82-10488 


Tobacco — Physiological effect. — 
Periodicals. 


Changing cigarette, 82-1871, 82-3653 


The health consequences of smoking : a 
report of the Surgeon General., 82- 
1871, 82-3653 


Tobacco — Physiological effect — Research 
— Directories. 
Directory of on-going research in smok- 
ing and health, 82-5676 


Directory, on-going research in smoking 
and health /, 82-5676 


On-going research in smoking and health, 
82-5676 


Tobacco — Toxicology — Abstracts — 
Periodicals. 
Bibliography on smoking and health /, 
82-10488 


Tobacco — Toxicology — Research — 
Directories. 
Directory of on-going research in smok- 
ing and health, 82-5676 


Directory, on-going research in smoking 
and health /, 82-5676 


On-going research in smoking and health, 
82-5676 


Tobacco — Toxicology — United States — 
Statistics. 
Mortality from diseases associated with 
smoking : United States, 1960-77 /, 
82-10637 


Tobacco — United States. 

Limit nonquota tobacco in quota areas : 
hearing before the Subcommittee on 
Tobacco and Peanuts of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on H.R. 3179 and H.R. 3277, 
July 15, 1981., 82-4198 


Tobacco — United States — Statistics — 
Periodicals. 
Annual report on tobacco statistics /, 
82-12331 


Tobacco habit — Abstracts — Periodicals. 
Bibliography on smoking and health /, 
82-10488 


Tobacco industry — United States. 
Certain tobacco : report to the President 
on investigation no. 22-43 under section 
22 of the Agricultural Adjustment Act, 
as amended., 82-660 


Tobacco industry — United States — Costs. 
Flue-cured tobacco production costs /, 
82-2826 
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Tobacco industry — United States — 
Employees — Statistics. 
Occupational employment : tobacco man- 
ufactures industry, April 1971 /, 82- 
2027 


Tobacco industry — United States — 
Statistics. 


1977 census of manufactures, 82-9190 


Tobacco industry — United States — 
Statistics — Periodicals. 
Alcohol, tobacco, and firearms summary 
statistics, 82-3848 


Annual report on tobacco statistics /, 
82-12331 


Toilet preparations — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 8500. Toiletries, 
82-13012 


Toiyabe National Forest (Nev. and Calif.) — 
Maps. 
Off-road vehicle plan, Carson Ranger 
District, Toiyabe National Forest /, 
82-4316 


Toiyabe National Forest, Central Nevada 
Division /, 82-22 


Tokamaks. 

General characteristics and assessment of 
the scientific/technical feasibility of the 
next major device in the tokamak 
fusion program : summary of the U.S. 
contributions to the INTOR workshop 
/, 82-1630 


Stability and heating of a poloidal diver- 
tor tokamak /, 82-1631 


Theory of electron cyclotron resonance 
heating of tokamak plasmas /, 82- 
9880 


Theory of second harmonic electron cy- 
clotron resonance heating of tokamak 
plasma /, 82-9883 


The transient tokamak /, 82-9886 


Tokamaks — Congresses. 

Alternate Fusion Fuels Workshop spon- 
sored by U.S. Department of Energy, 
Germantown, Maryland, January 26- 
27, 1981., 82-13246 


Proceedings of the Workshop on New 
Diagnostics Related to Impurity Re- 
lease Germantown, Maryland, May 31- 
June 1, 1979 /, 82-5188 


Toledo (Ohio) — Climate — Statistics — 
Periodicals, 
Local climatological data. Toledo, Ohio, 
annual summary with comparative 
data., 82-9538 


Tomatoes. 


Growing tomatoes in the home garden /, 
82-1141 





Tomography — Abstracts. 

Selected abstracts on the role of comput- 
ed axial tomography in detection, diag- 
nosis, and therapy of cancer /, 82- 
10595 


Tonga. 
Tonga, a country profile /, 82-828 


Tongass National Forest (Alaska) 
Tongass land management plan : 
mary., 82-9122 


sum- 


Tongass National Forest (Alaska) — Maps. 
Tongass National Forest, Alaska : 1:100 
000-scale series /, 82-12421 


Tongass National Forest, Alaska, 1973 /, 
82-2774 

Tongass National Forest land manage- 
ment plan., 82-2773 


Tool and die makers — United States — 
Statistics. 
Occupational employment : cutlery, hand 
tools, and hardware industry, June 
1971., 82-14109 


Tool-steel. 

Stainless steel and alloy tool steel : report 
to the president on investigation no. 
TA-203-5 under section 203 of the 
Trade act of 1974., 82-14313 


Tools — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5110. Hand tools, 
edged, nonpowered, 82-4839 


Consolidated federal supply catalog iden- 
tification list. FSC 5140, 5180. Tool 
and hardware boxes, 82-4875 


*Tooth diseases —- Etiology — Statistics. 
A Study of relationships between diet 
and dental health, United States, 1971- 
1974 /, 82-10634 


Topographic maps. 
An approach to assessment of relief for- 


mats for hardcopy topographic maps /, 
82-9762 


Factors in design of hardcopy topo- 
graphic maps /, 82-9751 


Topographic maps — Data processing. 
TOPOG, a computerized worldwide ter- 
rain elevation data base generation and 
retrieval system /, 82-9572 


Topographical surveying. 
Comparative readability of enroute low 
altitude charts with and without terrain 
depiction /, 82-2272 


Tornadoe warning systems — United States. 
Ionospheric observation of enhanced con- 
vection-initiated gravity waves during 
tornadic storms /, 82-11112 
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Tourist trade U.S. Congresses. 


Tornadoes. 
Analysis of nuclear facilities for tornado- 
induced flow and reentrainment /, 82- 
4115 


Analytic studies on satellite detection of 
severe, two-cell tornadoes /, 82-11097 


A subsynoptic-scale kinectic energy study 
of the Red River Valley tornado out- 
break (AVE-SESAME I) /, 82-14221 


Summary of AEC-ERDA-NRC support- 
ed research at NSSL 1973-1979 /, 82- 
12822 


Tips for tornado safety., 82-122 


The tornado, an engineering-oriented pre- 
spective (sic) /, 82-12821 


Torpedoes — Maintenance and repair — 

Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 4921, 4923, 4925, 
4927. Torpedo maintenance, depth 
charges and underwater mines, ammu- 
nition maintenance and rocket mainte- 
nance checkout specialized equipment, 
82-4836, 82-4837 


Tosco Corporation. 

Tosco loan guarantee proposal : hearing 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventh Con- 
gress, first session, on Defense Produc- 
tion Act loan guarantees to Tosco Cor- 
poration for Tosco’s part in the colony 
shale oil project in western Colorado, 
October 7, 1981., 82-6772 


Total energy systems (On-site electric power 
production) — United States. 

Societal risks of energy systems : hearing 
before the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, June 18, 1981., 82-12251 


Tourist trade — Law and legislation — 

United States. 

National tourism programs and policies : 
hearing before the Subcommittee on 
Commerce, Transportation, and Tour- 
ism of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 1311 and S. 304 ... February 
18, 1981., 82-6811 


Tourist trade — United States — 
Bibliography — Catalogs. 
Travel and tourism., 82-3573 


Tourist trade — United States — 


Travel, tourism and energy 
report on the National Travel and 


: a final 
Tourism Energy Conference., 82-3352 
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Tourist trade U.S. Statistics. 


Tourist trade — United States — Statistics. 
Recap of international travel to and from 
the United States in 1980., 82-9490 


Tourist trade and state — United States. 

National tourism programs and policies : 
hearing before the Subcommittee on 
Commerce, Transportation, and Tour- 
ism of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 1311 and S. 304 ... February 
18, 1981., 82-6811 


Visa waiver program : hearing before the 
Subcommittee on Business, Trade, and 
Tourism of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on visa waiver 
program, September 22, 1981., 82- 
12115 


Towboats. 
The prediction of river tow maneuvering 
performance : final report /, 82-6474 


Tower, Lilla Burt Cummings, 1928- 
Nomination : hearing before the Commit- 
tee on Labor and Human Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on Lilla Burt 
Cummings Tower, of Texas, to be di- 
rector, Institute of Museum Services, 

December 9, 1981., 82-15170 


Towing — Handbooks, manuals, etc. 
Towing nonself-propelled floating struc- 
tures., 82-3212 


Toxicity testing. 
Interlaboratory comparison : acute testing 
set /, 82-10225 


Toxicity testing — Economic aspects — 

United States. 

Economic impact analysis of proposed 
test rule for dichloromethane 1, 1, 1- 
trichloroethane, and nitobenzene /, 
82-13685 


Toxicology — Information services — 

United States — Congresses. 

Symposium on the Handling of Toxicolo- 
gical Information, May 27-28, 1976, 
Masur Auditorium, Clinical Center, 
National Institutes of Health, Bethesda, 
Maryland /, 82-13791 


Toxicology — Measurement. 
State-of-the-art of structure activity meth- 
ods development /, 82-10210 


Toxicology — United States. 

National toxicology program : hearing 
before the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 15, 
1981., 82-6895 
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Toxicology — United States — 


Bibliography. 
Chemical selection methods : an anno- 
tated bibliography /, 82-3391 


Toxoplasmosis — Diagnosis — Laboratory 
manuals, 


Serodiagnosis of toxoplasmosis, rubella, 
cytomegalic inclusion disease, herpes 
simplex., 82-1874 


Toy industry — United States — Employees 
— Statistics. 
Occupational employment toys and 
sporting goods industry, June 1971 /, 
82-2035 


Toy industry — United States — Statistics. 
1977 census of manufactures, 82-9229 


Trace elements — Analysis. 
Metal particulate emissions from station- 
ary sources., 82-10213 


Trace elements — Measurement. 
Field study to obtain trace element mass 
balances at a coal-fired utility boiler /, 
82-358 


Trace elements in water — United States — 


Abstracts from a Workshop on Processes 
Determining the Input, Behavior and 
Fate of Radionuclides and Trace Ele- 
ments in Continental Shelf Environ- 
ments, March 7-9, 1979, Gaithersburg, 
Maryland /, 82-1622 


Trachea. 
Tracheal organ culture as air pollution 
damage indicator /, 82-10226 


Tracking radar. 
Bearing-only tracking algorithms /, 82- 
3260 
Radar bias error removal algorithm for a 
multiple-site system /, 82-5132 


Track initiation techniques in a dense de- 
tection environment /, 82-1538 


Tracklaying vehicles — Dynamics. 
Analysis of steerability of tracked vehi- 
cles : theoretical predictions versus 
field measurements /, 82-5028 


Tracklaying vehicles — Maintenance and 
repair — Handbooks, manuals, etc. 
Track vehicle mechanic., 82-13063 


Tractor trailer combinations. 
Motor carrier accident 
82-14376 


investigation., 


Tractor trailer combinations — Accidents. 
Highway accident report : Long Trans- 
portation Company, tractor-semitrailer 
collision with multiple vehicles, Valley 
View, Ohio, August 20, 1976., 82- 
11421 


Highway accident report : tractor-semi- 
trailer/schoolbus collision and over- 
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turn, Rustburg, Virginia, March 8, 
1977., 82-11422 


Tractor trailer combinations — Stability. 
The Yaw stability of tractor-semitrailers 
during cornering /, 82-6537 


The Yaw stability of tractor-semitrailers 
during cornering : appendices /, 82- 
6538 

The Yaw stability of tractor-semitrailers 
during cornering : summary /, 82- 
11654 


Tractors — United States — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 2400. Tractors, 82- 
4794 


Trade adjustment assistance — United 
States. 
Changes needed in administering relief to 
industries hurt by overseas competition 
: report to the Congress /, 82-496 


Trade adjustment assistance : hearing 
before the Subcommittee on Interna- 
tional Trade of the Committee on Fi- 
nance, United States Senate, Ninety- 
seventh Congress, first session, Decem- 
ber 7, 1981., 82-15107 


Trade and professional associations — 

United States. 

Trade association meetings : hearings 
before the Committee on Small Busi- 
ness, House of Representatives, Ninety- 
seventh Congress, first session, Wash- 
ington, D.C., February 23 and Septem- 
ber 16, 1981., 82-15209 


Trade-marks — United States — 
Bibliography — Catalogs. 


Patents and trademarks., 82-1767 


Trade-marks — United States — Periodicals. 

Index of patents issued from the United 

States Patent and Trademark Office., 
82-1371, 82-4618 


Trade regulation. 
Foreign relations affecting U.S. textile/ 
apparel exports., 82-4706 


Trade regulation — Hungary. 

Trade, Tokyo round of the multilateral 
trade negotiations, non-tariff matters : 
agreement between the United States 
of America and the Hungarian People’s 
Republic, effected by exchange of let- 
ters signed at Geneva August 31 and 
December 27, 1978 and January 10, 
1979 with related letters signed at Bu- 
dapest May 30, 1980., 82-11299 


Treaties, etc. United States, 1978 Aug. 
31, 82-11299 


Trade regulation — United States. 
The Foreign Trade Antitrust Improve- 
ments Act : hearing before the Com- 
mittee on the Judiciary, United States 
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Senate, Ninety-seventh Congress, first 
session, on S. 795 ... June 17, 1981., 
82-15157 


FTC used motor vehicle rule : report to- 
gether with dissenting, additional, and 
supplemental views (to accompany H. 
Con. Res. 178) (including cost estimate 
of the Congressional Budget Office)., 
82-14654 


Retail Dealers Agreement Act : hearing 
before the Subcommittee on Business, 
Trade , and Tourism of the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
seventh Congress, first session on S. 
1256 ... October 29, 1981., 82-12118 


Trade, Tokyo round of the multilateral 
trade negotiations, non-tariff matters : 
agreement between the United States 
of America and the Hungarian People’s 
Republic, effected by exchange of let- 
ters signed at Geneva August 31 and 
December 27, 1978 and January 10, 
1979 with related letters signed at Bu- 
dapest May 30, 1980., 82-11299 


Treaties, etc. United States, 1978 Aug. 
31, 82-11299 


Trade regulation — United States — Cases. 
Court decisions /, 82-3501, 82-13699 


Trade-unions — Government employees — 
United States. 
A survey of services to unions : provi- 
sions in federal labor agreements /, 
82-4714 


Trade-unions — Government employees — 
United States — Statistics — Periodicals. 
Union recognition in the federal govern- 

ment., 82-11179 


Trade unions — United States. 
Trusteeship requirements 
LMRDA and the CSRA., 


under the 
82-11024 


Trade-unions — United States — Addresses, 
essays, lectures. 

Should the federal government signifi- 
cantly curtail the powers of labor 
unions in the United States? : intercol- 
legiate debate topic, 1981-1982, pursu- 
ant to Public Law 88-246 /, 82-11794 


Trade-unions — United States — 

Bibliography — Catalogs. 

Publications relating to the 1981-82 col- 
lege debate topic : should the federal 
government significantly curtail the 
powers of labor unions in the United 
States?, 82-10415 


Trade-unions — United States — 
Recognition — Statistics — Periodicals. 
Union recognition in the federal govern- 

ment., 82-11179 





Trade-unions — United States — Statistics 
— Periodicals. 
Earnings and other characteristics of or- 
ganized workers /, 82-14089 


Traffic accident investigation. 
Commercial vehicles in collisions involv- 
ing vehicles parked or stopped on 
highway shoulders., 82-11580 


Design for the evaluation of FMVSS 208 
using police bi-level accident investiga- 
tion /, 82-11623 


Executive and tabular summary of air 
bag field experience /, 82-6496 


Highway accident report : East side 
Church of Christ bus skid and overturn 
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tee on Forests, Family Farms, and 
Energy of the Committee on Agricul- 
ture, House of Representatives, Ninety- 
seventh Congress, first session, on H.R. 
3021 and H.R. 3898, June 22, 1981., 
82-12080 


*Transfer Factor — abstracts 
Selected abstracts on transfer factor and 
immune RNA /, 82-5730 


Transfer functions. 
DPMAS utilization vehicle parameter 
identification : technical report /, 82- 
4008 


Transfer of training. 
Army training technology transfer : a 
systems model /, 82-9779 


Transformations (Mathematics). 
The Bruns transformation and a dual set 
up of geodetic observational equations 
/, 82-12820 


Transients (Dynamics) 
Experiment data report for LOFT antici- 
pated transient experiment L6-5 /, 82- 
6669 
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Experiment data report for LOFT antici- 
pated transient experiments L6-1, L6-2, 
and L6-3 /, 82-989 


Fission product release from LWR fuel 
failed during PCM and RIA transients 
/, 82-986 

ORMDIN : a finite element program for 
two-dimensional nonlinear inverse heat 
conduction analysis /, 82-6673 


Transients (Dynamics) — Mathematical 
models. 
An advanced thermohydraulic simulation 
code for pool-type LMFBRs : (SSC-P 
code) /, 82-6675 


Transistors. 
Tetrode field effect transistor, 
82-1616 


82-1615, 


Transmissible gastroenteritis of swine. 
Transmissible gastroenteritis (TGE) /, 
82-12379 


T . 
Feasibility of shipboard laser-attenuation 
measurements with a portable transmis- 
someter /, 82-1533 


Review of concurrent mass emission and 
opacity measurements for coal-burning 
utility and industrial boilers /, 82- 
13642 


Transonic wind tunnel — Congresses. 
High Reynolds number research,, 
6137 


82- 


Transonic wind tunnels — Experiments. 
Estimation of fan pressure ratio require- 
ments and operating performance for 
the national transonic facility /, 82- 
11081 


Transonic wind tunnels — Testing. 
Simulaion of ideal-gas flow by nitrogen 
and other selected gases at cyogenic 
temperatures /, 82-14237 


Transplantation immunology — Abstracts. 
Current cancer research on tumor im- 
munogenetics and related transplanta- 
tion biology., 82-10566 


Transport of sick and wounded. 
Handling and transportation of injured 
aboard ship, 82-1519, 82-1520 


Transport theory. 
Study of the role of transport in fine and 
total suspended particulate air quality / 

, 82-11844 


Transport theory — Mathematical models. 
Matrix methods to analyze long-range 
transport of air pollutants., 82-13263 


Transportation — Accidents. 
Fission product release from simulated 
LWR fuel /, 82-11896 
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Transportation — California — History. 
Cultural resources of the California 
desert, 1776-1880 : historic trails and 
wagon roads /, 82-5941 


Transportation — Colorado — Maps. 
Transportation map, San Luis resource 
area, Canon City District, Colorado /, 
82-10956 


Transportation — Cost control. 
Life-cycle cost procurement procedures 
for advanced-design buses (develop- 
ment and test application) /, 82-14524 


Transportation — Energy conservation. 
Energy in transportation /, 82-6273 


Transportation — Law and legislation — 
United States. 
Interstate Commerce Commission notice., 
82-1995 


Transportation — Law and legislation — 

United States — Periodicals. 

CFR. 49, Transportation, 82-10454, 
10455, 82-10456, 82-10457, 82- 
10458, 82-13765, 82-13766, 82- 
13767 


Code of federal regulations. 49, Transpor- 
tation., 82-10454, 82-10455, 82- 
10456, 82-10457, 82-10458, 82- 
13765, 82-13766, 82-13767 

Report on the activities of the Committee 
on Commerce, Science, and Transpor- 
tation., 82-6551 

Summary of activities /, 82-11736 

Transportation, 82-10454, 82-10455, 
82-10456, 82-10457, 82-10458, 82- 
13765, 82-13766, 82-13767 


82- 


Transportation — New England — 
Statistics. 


1977 census of transportation, 82-9331 


Transportation — Social aspects — United 
States. 
Physical foundations for socio-economic 
modeling for transportation planning /, 
82-14327 


Transportation — United States. 

Multi-modal transportation feasibility 
study of the Brunswick, Georgia to 
Kansas City, Missouri route : a report 
from the Secretary of Transportation 
to the United States Congress in re- 
sponse to section 142, Public Law 94- 
280, the Federal-Aid Highway Act of 
1976., 82-2219 


Transportation /, 82-9628 


Transportation — United States — 
Bibliography — Catalogs. 


Census of transportation., 82-510 


Shipping and transportation., 82-5536 





January — June 1982 


Transportation — United States — Cases. 
Interstate Commerce Commission reports 
: decisions of the Interstate Commerce 
Commission of the United States /, 
82-10969, 82-10970 


Transportation — United States — 
Congresses. 
Fourth National Conference on Rural 
Public Transportation, June 12-15, 
1979., 82-11581 


Transportation — United States — Energy 
conservation. 

Energy conservation in transportation : 
hearing before the Subcommittee on 
Energy Conservation and Power of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, June 24, 
1981., 82-12155 


Freight transportation energy use /, 82- 
6271 


The Joint Industry-Government Volun- 
tary Truck and Bus Fuel Economy 
Program., 82-14318 


State energy conservation activities /, 
82-6336 


Transportation — United States — Energy 
consumption. 
Transportation energy contingency strat- 
egies /, 82-14330 


Transportation — United States — Energy 
consumption — Data processing. 
End use energy consumption data base, 
transportation sector /, 82-1650 


Transportation — United States — Energy 
consumption — Statistics — Periodicals. 
National transportation statistics /, 82- 

14577 


Transportation — United States — 
Equipment and supplies — Statistics. 
1977 census of manufactures, 82-9226 


Transportation — United States — Finance. 
Examining the nation’s immediate and 
long-term surface transportation capital 
needs : hearings before the Subcommit- 
tee on Surface Transportation of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-seventh Congress, first 
session, July 8, 9, 14, 15, 16, and 22, 
1981., 82-15193 


The finanical and productivity problems 
of urban public transportation : hear- 
ings before the Subcommittee on Inves- 
tigations and Oversight of the Commit- 
tee on Public Works and Transporta- 
tion, House of Representatives, Ninety- 
seventh Congress, first session, June 23, 
24, 25, October 21, 1981., 82-15190 








Transportation, Automotive U.S. Freight. 


Transportation — United States — 
Mathematical models. 
The Department of Transportation long- 
range forecast model : final report /, 
82-2211 


Transportation — United States — 
Passenger traffic. 
The use of school buses for public trans- 
portation /, 82-2221 


Transportation — United States — 
Periodicals. 
Annual report /, 82-2206 


The goals of the Committee on Com- 
merce, Science, and Transportation for 
the ... session of the ... Congress., 82- 
15057 


Transportation — United States — Planning. 
Landside transportation at ports : a pre- 
liminary assessment of transportation 
connectivity problems at U.S. ports /, 
82-6261 


Rail transportation requirements for coal 
movement in 1985 /, 82-6269 


Transportation — United States — Rates. 


A Long-term study of produce transpor- | 


tation /, 82-6369 


Transportation — United States — Safety 
measures — Periodicals. 
Annual report to Congress /, 82-846 


Transportation — United States — 
Statistical services. 


Transportation statistics., 82-9352 


Transportation — United States — 
Statistics. 
End use energy consumption data base, 
transportation sector /, 82-1650 


82-9331, 
82-9335, 


1977 census of transportation, 
82-9332, 82-9333, 82-9334, 
82-9336, 82-9338, 82-12762 


Transportation — United States — Statistics 

— Periodicals. 

National transportation statistics /, 
14577 


82- 


Transportation, Automotive — Freight. 
Financial management information pack- 
age /, 82-658 


Transportation, Automotive — Freight — 
Finance. 
Financial management information pack- 
age /, 82-658 


Transportation, Automotive — Law and 
legislation — United States. 

Bus regulatory reform : hearings before 
the Subcommittee on Surface Trans- 
portation of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 3662 and 
H.R. 3663 ... May 28 and June 3, 1981, 
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at Washington, D.C., June 27, 1981, at 
Los Angeles, Calif., 82-12244 


Transportation, Automotive — Law and 
legislation — United States — Cases. 
Interstate Commerce Commission 
ports. Motor carrier cases /, 
14041, 82-14042, 82-14043 

Motor carrier cases, 82-14041, 
14042, 82-14043 


Transportation, Automotive — 
Massachusetts — Boston. 
Enforcement of transportation systems 
management strategies : four case stud- 
ies /, 82-2222 


Transportation, Automotive — Minnesota — 
Minneapolis metropolitan area. 
The Minneapolis ridesharing commuter 
services demonstration., 82-3961 


Transportation, Automotive — Taxation — 

United States. 

1981-82 miscellaneous tax bills V : hear- 
ing before the Subcommittee on Tax- 
ation and Debt Management Generally 
of the Committee on Finance, United 
States States Senate, Ninety-seventh 
Congress, first session, on S. 639 ... S. 
702 ... S. 738 ... May 8, 1981., 82-1058 


Transportation, Automotive — United 
States. 
Corridor parking facilities for carpoolers 
/, 82-3888 


Federally coordinated program of re- 
search and development in highway 
transportation., 82-850, 82-14352 


Transportation, Automotive — United States 
— Bibliography — Catalogs. 
Motor vehicles., 82-10403 


Transportation, Automotive — United States 
— Freight. 
The impact of trucking deregulation on 
small communities : a review of recent 
studies., 82-12308 


Motor carrier regulations, 
Owner-Operator 
657 


Oversight of the Motor Carrier Act of 
1980 : hearings before the Subcommit- 
tee on Surface Transportation of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-seventh Congress, first 
session, May 22 and 23, 1981, at 
Denver, Colo., June 10, 11, and 16, 
1981, at Washington, D.C., 82-15188 

Shock and vibration environments for a 
large shipping container during truck 
transport /, 82-14750 

A Study of trucking service in six small 
communities /, 82-6265 


Interagency 
Conference /, 82- 
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Transportation, Automotive U.S. Freight Energy consumption. 


Transportation, Automotive — United States 
— Freight — Energy consumption. 
The Effect of economic regulation on 
fuel-use efficiency in private trucking 
operations., 82-6259 


Transportation, Automotive — United States 

— Rates. 

Motor Carrier Reform Act of 1980 : 
hearings before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sev- 
enth Congress, first session, on over- 
sight of the Motor Carrier Reform Act 
of 1980, June 18 and July 9, 1981., 82- 
4212 


Transportation, Automotive — United States 
— Statistics — Periodicals. 
Highway statistics /, 82-11440 


Transportation, Military. 

Investigation of beach sand trafficability 
enhancement using sand-grid confine- 
ment and membrane reinforcement 
concepts /, 82-166 


Transportation, Military — Data processing. 

MOVANAID, an interactive aid for anal- 

ysis of movement capabilities /, 82- 
9757 


Transportation, Military — Handbooks, 
manuals, etc. 
Container movement and handling in the 
theater of operations., 82-9698 


Division transportation operations., 
9699 


82- 


Transportation and state — United States. 
Nationwide action plan /, 82-2225 


Transportation system management 
record and a look ahead 
report., 82-11584 


: the 
: summary 


Transportation and state — United States — 
Congresses. 
Fourth National Conference on Rural 
Public Transportation, June 12-15, 
1979., 82-11581 


Transportation consultants — United States 
— Selection and appointment. 
Architectural, engineering and planning 

consultant services for airport grant 
projects., 82-6412 


Transportation engineering — Florida — 
Miami — Costs. 
Economic viability of the NW 
Avenue express bus operation /, 
2301 


Tth 
82- 


Transportation engineering — Study and 
teaching (Continuing education) — United 
States. 

Implementation of transportation engi- 
neering technician certification pro- 
gram :a program /, 82-11483 
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Transportation planning. 
Summary statement of work : study of 
transportation control programs /, 82- 
2424 


Transportation planning — Information 
services — United States. 
Commercial data sources for transporta- 
tion planning /, 82-6478 


Transportation planning — Michigan. 
Michigan small bus program management 
handbook /, 82-14333 


Transportation planning — Northeastern 
States. 
Northeast corridor intercity and commut- 
er rail service coordination study., 82- 
14378 


Transportation planning — Southern States. 

Multi-modal transportation feasibility 
study of the Brunswick, Georgia to 
Kansas City, Missouri route : a report 
from the Secretary of Transportation 
to the United States Congress in re- 
sponse to section 142, Public Law 94- 
280, the Federal-Aid Highway Act of 
1976., 82-2219 


Transportation planning — Tennessee. 
Ridesharing versus road building : 
TVA experience., 82-6482 


the 


Transportation planning — United States. 
AGT guideway and station technology /, 
82-14508 


Characteristics of urban transportation 
demand : appendix /, 82-14507 


The consequences of short-range transit 
improvements : an overview of a re- 
search program /, 82-14503 


Downtown people mover demonstration 
program : impact assessment plan : a 
guide to local evaluations /, 82-14509 


Exhibiting jurisdictions : community pro- 
files and site marketing information /, 
82-14500 


Nationwide action plan /, 82-2225 


Passive vehicle-automated guideway tran- 
sit : documentation of previous work 
and assessment of impact of new tech- 
nology on this concept /, 82-14523 


Physical foundations for socio-economic 
modeling for transportation planning /, 
82-14327 


Review of local alternatives analyses in- 
volving automated guideway transit /, 
82-14522 


Transportation contingency plans for 
future gas shortages will not meet com- 
muter needs : report to the Congress /, 
82-1726 


Transportation contingency plans for 
future gas shortages will not meet com- 
muter needs : summary : report to the 
Congress /, 82-1727 
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Transportation energy contingency strat- 
egies /, 82-14330 

Transportation projections, 
2000 /, 82-14319 

Transportation system management : the 
record and a look ahead : summary 
report., 82-11584 


TSM : an assessment of impacts : interim 
report /, 82-11587 


1985, 1995, 


Transportation planning — United States — 
Case studies. 
Policy options for the transportation-air 
quality process /, 82-14691 


Transuranium elements — Environmental 
aspects — United States. 
Selected topics, transuranium elements in 
the general environment., 8:-10259 


Trapped-particle instabilities. 
Linear stability of self-similar flow. 1. 
Isothermal cylindrical implosion and 
expansion /, 82-3276 


Numerical studies of compressibility ef- 
fects in rotating imploding liquid liners 
/ D.L. Book, and P.J. Turchi., 82- 
3273 


Travel. 


Your trip aboard /, 82-3810 


Travel — Hygienic aspects — Periodicals. 
Health information for international 
travel., 82-3652 


Travel — United States — Bibliography — 
Catalogs. 


Travel and tourism., 82-3573 


Travel costs. 
Proposals for improving the management 
of federal travel : report to the Con- 
gress /, 82-471 


Proposals for improving the management 
of federal travel : summary : report to 
the Congress /, 82-472 


Travel time (Traffic engineering) 
Field testing of a pulse trilateration auto- 
matic vehicle monitoring system in 
Philadelphia /, 82-11595 


Highway travel trends during the 1970's 
/, %82-14346 


Home-to-work trips and travel /, 82- 
2246 


Travelers — United States. 
Sample design for discrete choice analysis 
of travel behavior., 82-2308 


Transit service reliability., 82-3956 


Treaties — Periodicals. 
Treaties, etc., 82-2197, 82-14281 
United States treaties and other interna- 


tional agreements., 82-2197, 82- 
14281 





January — June 1982 


Tree peony. 
Growing peonies /, 82-2758 


Tree planting. 
Lifting date affects black walnut planting 
stock quality /, 82-12452 


Tree planting — Michigan — Charlevoix 
County. 
Red tart cherry site inventory for Charle- 
voix & Emmet Counties, Michigan., 
82-9125 


Tree planting — Michigan — Emmet 
County. 
Red tart cherry site inventory for Charle- 
voix & Emmet Counties, Michigan., 
82-9125 


Tree planting — Southern States — History. 
A Statistical history of tree planting in the 
South, 1925-1979 /, 82-42 


Tree planting — Southern States — 
Statistics. 
A statistical history of tree planting in the 
South, 1925-1979 /, 82-42 


Tree planting — United States — Statistics 
— Periodicals. 
Forest planting, seeding, and _silvical 
treatments in the United States 
report /, 82-12427, 82-12428 


Tree-rings — Congresses. 
Proceedings of the Fire History Work- 
shop, October 20-24, 1980, Tucson, Ar- 
izona /, 82-38 


Trees. 
Multiresource inventories : a technique 
for measuring volumes in standing trees 
/, 82-12468 


Trees of our national forests., 82-12357 


Trees — Bibliography — Catalogs. 
Trees, forest products, and forest man- 
agement., 82-10407 


Trees — Diseases and pests. 
Cavities in trees around spring seeps in 
the maple-beech-birch forest type /, 
82-2788 


The natural resistance of Ghanaian 
woods to Coptotermes formosanus 
Shiraki in a force feeding situation /, 
82-3226 


Trees — Diseases and pests — Alaska. 
Insects and diseases of Alaskan forests /, 
82-9124 


Trees — Diseases and pests — Great Basin 
— Periodicals. 
Forest insect and disease conditions. In- 
termountain  region., 82-12430, 82- 
12431 





Trees — Diseases and pests — Rocky 
Mountains Region — Periodicals. 
Forest insect and disease conditions. In- 
termountain region., 82-12430, 82- 
12431 


Trees — Diseases and pests — Southwest, 
New — Periodicals. 
Forest insect and disease conditions in 
the Southwest., 82-12429 


Trees — Diseases and pests — United 
States. 

Stress triggered tree diseases : 

backs and declines., 82-9106 


Wood anatomy of the neotropical Sapo- 
taceae. XXII. Pradosia /, 82-12444 


the die- 


Trees — Great Lakes region — Growth — 
Data processing. 
GROW : a computer subroutine that 
projects the growth of trees in Lake 
States’ forests /, 82-2783 


Trees — United States — Identification. 
Trees of our national forests., 82-12357 


Trees — Wounds and injuries. 
Cavities in trees around spring seeps in 
the maple-beech-birch forest type /, 
82-2788 


Trees — Wounds and injuries — Data 
processing. 
Coding hazardous tree failures for a data 
management system /, 82-12524 


Trend surface analysis. 
Investigation of advanced prognastic 
analysis techniques /, 82-223 


Trenton (N.J.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Trenton, New 
Jersey, annual summary with compara- 
tive data., 82-4677 


Trials (Misconduct in office) — United 

States. 

Transcript of due process hearing (June 
22, 23, 24, and 25, 1981) in the case of 
the United States of America v. Harri- 
son A. Williams, Jr. et al. in the United 
States District Court for the Eastern 
District of New York, docket no. 80- 
CR-00575 /, 82-4225 


Triangulation. 
Analytical aerial triangulation : 
project., 82-6334 


Bearing-only tracking algorithms /, 82- 
3260 


Georgia 


Tribes and tribal system — Pakistan — 
Maps. 
Pakistan major ethnic groups., 


Tribology. 
Surface temperature and glassy state in- 
vestigations in tribology /, 82-11101, 
82-14206 


82-14256 
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Trucks Accidents. 


Trident (Weapons systems) 

SSN—688—class submarine procurement 
: hearing before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-seventh Con- 
gress, first session : special hearing, 
congressional and nondepartmental 
witnesses, Department of Defense— 
Navy., 82-15029 


Trinidad and Tobago — Description and 
travel. 
Background notes, Trinidad & Tobago., 
82-14271 


Trip length. 
Guide for estimating urban vehicle classi- 
fication and occupancy., 82-2233 


Tropopause. 
Sulfate and nitrate collected by filter 


sampling near the tropopause /, 82- 
11141 


Troposhere. 
Baroclinic instability with variable grav- 
ity : a perturbation analysis /, 82- 

11075 


Troposphere. 
Disproportionation reactions of small in- 
organic radicals in the context of inter- 
mediate complex formation /, 82-6443 


A laser method of observing surface pres- 
sure and pressure-altitude and tempera- 
ture profiles of the troposphere from 
satellites /, 82-9497 


Troup County (Ga.) — Maps. 
Soil interpretive map of important farm- 
lands, Troup County, Georgia /, 82- 
9137 


Truck drivers — Health and hygiene. 
Relationship between truck ride quality 
and drivers’ health : methodology de- 
velopment /, 82-4004 


Truck drivers — Medical examinations. 
Feasibility of certifying (designating) 
medical examiners for interstate com- 

mercial vehicle drivers /, 82-3989 


Truck parking — United States. 
Curbside pickup and delivery operations 
and arterial traffic impacts /, 82-6311 


Trucks, 

Motor carrier accident investigation 
Cardinal Surveys Company and 
McCaulley Independent School dis- 
trict, accident, December 8, 1978, 
Roby, Texas., 82-6339 


Trucks — Accidents. 
Motor carrier accident 
82-11462, 82-11463 


investigation., 
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Trucks contracts and specifications 


Trucks — contracts and specifications — 
United States. 
ICC needs to eliminate improper leasing 
practices by certificated motor carriers 
: report to the Chairman, Committee 
on the Judiciary, United States Senate 
/, 82-10334 


Trucks — Maintenance and repair. 
The US Army Ordnance Center and 
School apprenticeship program for the 
trade of truck mechanic., 82-4902 


Trucks — Maintenance and repair — 
Handbooks, manuals, etc. 
Direct support and general support level 
: 5-ton, 6X6, M39 series trucks (multi- 
fuel)., 82-9673 


Trucks — Motors (Diesel) — Noise control. 
Truck noise IV-H : post-fleet test results 
on heavy duty diesel trucks having re- 
duced noise emissions /, 82-11635 


Trucks — Pennsylvania. 
Motor carrier accident 
82-14375 


investigation., 


Trucks — Riding qualities. 
Relationship between truck ride quality 
and drivers’ health : methodology de- 

velopment /, 82-4004 


Trucks — Safety appliances. 
Safety aspects of using vehicle hazard 
warning lights /, 82-14361 


Trucks — Sizes — Economic aspects — 

United States — Bibliography. 

Assessment of the effects of increased 
truck size and weight limits on shippers 
and states : literature search and review 
: final report /, 82-14321 


Trucks — Tires — Noise — Measurement. 
Effects of load, inflation pressure and tire 
deflation pressure and tire deflection on 
tire noise levels /, 82-14563 


Trucks — United States — Brakes — 
Testing. 
Braking system performance of selected 
1978 model year trucks and multi-pur- 
pose vehicles /, 82-14574 


Trucks — United States — Energy 
conservation. 
Trucker’s guide to fuel savings., 82- 
14324 


Trucks — United States — Fuel 
consumption. 
Final regulatory analysis for model years 
1983-85 light truck fuel economy stand- 
ards., 82-14565 


Preliminary regulatory analysis of light 
truck fuel economy standards, model 
years 1982-85 /, 82-4002 
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US. 


Trucks — United States — Instruments. 
Instrumentation for measuring pavement- 
vehicle interaction /, 82-14360 


Trucks — United States — Motors. 

Diesel organic rankine cycle compound 
engine (bottoming cycle) program : 
program plan /, 82-13300 

Energy use and other comparisons be- 
tween diesel and gasoline pickup trucks 
/, 82-2215 


Trucks — United States — Motors (Diesel) 
Energy use and other comparisons be- 
tween diesel and gasoline pickup trucks 
/, 82-2215 


Trucks — United States — Public opinion. 
Summary of testimony at July 1979 
public meetings on truck size and 
weight limits Chicago, _ Illinois, 
Greensboro, North Carolina, Newark, 
New Jersey, Oakland, California /, 
82-840 


Summary of the open file on truck size 
and weight limits /, 82-841 


Trucks — United States — Testing. 
Instrumentation for measuring pavement- 
vehicle interaction /, 82-14360 


Trucks — United States — Weight. 
Summary of testimony at July 
public meetings on truck size and 
weight limits Chicago, _ Illinois, 
Greensboro, North Carolina, Newark, 
New Jersey, Oakland, California /, 
82-840 


Summary of the open file on truck size 
and weight limits /, 82-841 


1979 


Trucks — Weight — Economic aspects — 

United States — Bibliography. 

Assessment of the effects of increased 
truck size and weight limits on shippers 
and states : literature search and review 
: final report /, 82-14321 


Trucks United States — Fuel consumption. 
Energy use and other comparisons be- 
tween diesel and gasoline pickup trucks 
/, 82-2215 


Trusts and trustees. 
Trusteeship requirements 
LMRDA and the CSRA., 


under the 
82-11024 


Trusts and trustees — United States. 
Social security trust fund investments : 
policies and practices /, 82-1125 


Trusts and trustees — United States — 

Periodicals. 

Airport and airway trust fund ... annual 
report : communication from the Fiscal 
Assistant Secretary of the Treasury, 
transmitting the annual report on the 
financial condition and results of the 
operations of the airport and airway 
trust fund, pursuant to section 208(e)(1) 
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of the Airport and Airway Revenue 
Act of 1970, as amended., 82-14600 


Airport and airway trust fund ... annual 
report (House document), 82-14600 


Annual report : communication from the 
Board of Trustees, Federal Old-age 
and Survivors Insurance and Disability 
Insurance Trust Fund transmitting the 
annual report of the Board, pursuant to 
section 201(c) of the Social Security 
Act /, 82-14630 


Annual report of the Board of Trustees 
of the Federal Old-age and Survivors 
Insurance and Disability Insurance 
Trust Funds : communication from the 
Board of Trustees, Federal Old-age 
and Survivors Insurance and Disability 
Insurance Trust Fund transmitting the 
annual report of the Board, pursuant to 
section 201(c) of the Social Security 
Act, as amended., 82-14593 


Black lung disability trust fund : commu- 
nication from the Fiscal Assistant Sec- 
retary of the Treasury transmitting the 
annual report on the financial condition 
and results of the operations of the 
black lung disability trust fund, pursu- 
ant to section 3(c)(1) of Public Law 95- 
227., 82-14579 


Highway trust fund ... annual report : 
communication from the Fiscal Assist- 
ant Secretary of the Treasury transmit- 
ting the annual report on the financial 
condition and results of the operations 
of the highway trust fund, pursuant to 
section 209(e)(1) of the Highway Reve- 
nue Act of 1956, as amended., 82- 
14626 


Tsunamis. 
Type 16 flood insurance study : Tsunami 
predictions for the west coast of the 
continental United States /, 82-172 


Tuberculosis — Prevention. 
Tuberculosis control for 
countries /, 82-13880 


developing 


Tuberculosis in cattle — United States. 
Bovine tuberculosis eradication : uniform 
methods and rules effective January 2, 
1981., 82-12658 


Tubes — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 4710. Pipe and tube, 
82-12947 


Consolidated federal supply catalog iden- 
tification list. FSC 4720. Hose and 
tubing, flexible, 82-4828, 82-4829 

Consolidated federal supply catalog iden- 
tification list. FSC 4730. Fittings and 


specialities; hose, pipe, and tube., 82- 
4830 
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Tubes — Fluid dynamics. 

Eddy-current inspection for steam gener- 
ator tubing program : quarterly prog- 
ress report for period ending June 30, 
1980 /, 82-11995 6 


Eddy-current inspection for steam gener- 
ator tubing program quarterly progress 
report for period ending March 31, 
1980 /, 82-2550, 82-14758, 82- 
14875, 82-14979 


Modes of circulation in an inverted u- 


tube array with condensation /, 82- 
11983 


Tubes — Inspection. 

Eddy-current inspection for steam gener- 
ator tubing program annual progress 
report for period ending December 31, 
1978 /, 82-14846 


Eddy-current inspection for steam-gener- 
ator tubing program quarterly progress 
report for period ending September 30, 
1978 /, 82-14810 


Tuition tax credits — United States. 

Tuition tax credits : hearings before the 
Subcommittee on Taxation and Debt 
Management of the Committee on Fi- 
nance, United States Senate, Ninety- 
seventh Congress, first session., 82- 
6826 


Tulsa (Okla.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Tulsa, Oklaho- 
ma, annual summary with comparative 
data., 82-9541 


Tumor antigens — Abstracts. 
Current cancer research on tumor-related 
antigens., 82-10559 


Tumor proteins — Abstracts. 

Current cancer research on myeloma pro- 
teins, other paraproteins, myelomas, 
and other monoclonal gammopathies., 
82-5704 


Tumors — Abstracts. 
Current cancer research on animal, tissue, 
chemical and viral supply sources for 
cancer research., 82-5696 


Current cancer research on cell differen- 
tiation, tumor growth, invasion, and 
metastasis., 82-10573 


Current cancer research on _ tumor 
growth : kinetics, differentiation/prolif- 
eration, invasion/metastasis, non- 
immune host-tumor interactions., 82- 
10527 


Selected abstracts on murine mammary 
tumor viruses., 82-10584 


Tumors — Genetic aspects — Abstracts. 
Current cancer research on molecular bi- 
ology of DNA tumor viruses : replica- 
tion and genetics., 82-10541 





Tumors — Immunological aspects — 
Abstracts. 


Current cancer research on tumor im- 
munogenetics and cancer-related trans- 
plantation biology., 82-10521 


Tumors, Radiation-induced — Abstracts. 
Current cancer research on radiation car- 
cinogenesis and related radiobiology., 
82-5687, 82-10554 


Tumors in children. 
Current cancer research on neoplasms of 
the pediatric age group., 82-10526 


Tumors in children — Abstracts. 
Current cancer research on pediatric neo- 
plasms., 82-10571 


Tumors in children — Con: E 
Sarcomas of soft tissue and bone in child- 
hood : proceedings of a symposium 
held in Orlando, Florida, January 25- 
27, 1979 /, 82-1833 


Tuna fisheries — Atlantic Ocean. 

Atlantic bluefin tuna stocks : hearing 
before the National Ocean Policy 
Study of the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 1564 ... De- 
cember 8, 1981., 82-12122 


Tuna fisheries — Pacific coast (United 
States and Canada) — Equipment and 
supplies. 

Fishing methods and equipment of the 
U.S. west coast albacore fleet /, 82- 
4641 


Tuna fishing. 

Fisheries, albacore tuna off the Pacific 
Coasts of the United States and Canada 
interim arrangement between the 
United States of America and Canada, 
effected by exchange of notes dated at 
Washington August 21, 1980. 82- 

11319 


Treaties, etc. United States, 1980 Aug. 
21, 82-11319 


Tuna fishing — Equipment and supplies. 
Fishing methods and equipment of the 
U.S. west coast albacore fleet /, 82- 
4641 


Tungsten — Statistics — Periodicals. 
Preprint from the ... Bureau of Mines 
Minerals yearbook. Tungsten., 82- 
3710 


Tungsten, 82-3710 


Tungsten alloys — Testing. 
Thermal-conductivity measurements of 
tungsten-fiber-reinforced superalloy 
composites using a thermal-conductiv- 
ity comparator /, 82-741 


Tunisia — Description and travel. 
Tunisia, post report /, 82-3822 
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Tunnels U.S. 


Tunisia — Population — Statistics. 
Near East, Tunisia : selected statistical 
data by sex., 82-11360 


Tunnel detection — Handbooks, manuals, 
etc. 


Handbook of geophysical cavity-locating 
techniques with emphasis on electrical 
resistivity /, 82-6333 


Tunnel lining — Congresses. 

Proceedings from the Symposium on 
Design & Construction of Slurry Walls 
as as [sic] Part of Permanent Struc- 
tures., 82-6330 


T 
Feasibility study of an earth melting pen- 
etrator system for geoprospecting 
tunnel right-of-ways /, 82-5012 


Representative ground parameters for 
structural analysis of tunnels /, 82- 
2235 


The transportation of tunnel muck by 
pipeline /, 82-14512 


Tunneling — Congresses. 

Proceedings from the Symposium on 
Design & Construction of Slurry Walls 
as as [sic] Part of Permanent Struc- 
tures., 82-6330 


Proceedings of a Symposium on Site Ex- 
ploration in Soft Ground Using In Situ 
Techniques : held May 1-3, 1978 at Al- 
exandria, Virginia /, 82-11451 

Tunnel instrumentation, benefits and im- 
plementation : proceedings of a confer- 
ence held March 24-25, 1980 at New 
Orleans, Louisiana., 82-11452 


Tunneling — Equipment and supplies. 
Experimental verification of a pneumatic 
transport system for the rapid excava- 
tion of tunnels /, 82-14516 


Tunnels — Design. 
Low-cost bus-tunnels to the central busi- 
ness district /, 82-3952 


Tunnels — Design — Data processing. 
Rational design of tunnel supports : an 
interactive graphics based analysis of 
the support requirements of excava- 
tions in jointed rock masses /, 82-164 


Tunnels — Design and construction. 
Tunnel design by rock mass classifica- 
tions /, 82-4989 


| Tunnels — Michigan — Detroit. 


15 Mile Road/Edison Corridor sewer 
tunnel failure study, Detroit area, 
Michigan /, 82-4991 


Tunnels — United States. 
Representative ground parameters for 
structural analysis of tunnels /, 82- 
2235 
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Tunnels — United States — Design. 
Effects of tunnel and station size on the 
costs and service of subway transit sys- 
tems /, 82-11590 


Tunnels — United States — Design — 
Congresses. 


Tunnel instrumentation, benefits and im- 
plementation : proceedings of a confer- 
ence held March 24-25, 1980 at New 
Orleans, Louisiana., 82-11452 


Tunnels — United States — Location — 


Tunnel instrumentation, benefits and im- 
plementation : proceedings of a confer- 
ence held March 24-25, 1980 at New 
Orleans, Louisiana., 82-11452 


Tunnels — Ventilation. 
Low-cost bus-tunnels to the central busi- 
ness district /, 82-3952 


Turbellaria — North America — 
Identification. 
Freshwater planarians (Turbellaria) of 
North America /, 82-13540 


Turbidity. 
National summary of state water quality 
standards. Turbidity /, 82-10162 


Turbines. 
Turbine tip clearance measurement /, 
82-1499 


Turbines — Aerodynamics. 
Cooled, laminated radial turbine demon- 
stration program /, 82-13193 


Investigation of factors controlling engine 
scheduled overhaul —T53/T55 /, 82- 
9845 


Study of mean-and turbulent velocity 
fields in a large-scale turbine-vane pas- 
sage /, 82-6107 


Turbines — Blades — Defects. 

Observations and comments on the tur- 
bine failure at Yankee Atomic Electric 
Company, Rowe, Massachusetts /, 
82-14962 


Turbines — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 2820, 2825, 2830. 
Steam engines, steam turbines, and 
water turbines, 82-1436 


Consolidated federal supply catalog iden- 
tification list. FSC 2835. Gas turbines 
and jet engines, except aircraft; and 
components, 82-4797 


Turbines — Testing. 
Stress intensity factors in the third-stage 
fan disk of the TF-30 turbine engine /, 
82-3217 


Three-dimensional photoelastic stress 
analysis of the dovetail region of the 
TF-30 turbine engine’s third-stage fan / 
, 82-3228 
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Turboengines — Blades — Testing. 
Performance of two-stage fan having 
low-aspect-ratio, first-stage rotor blad- 
ing /, 82-6142 


Turbogenerators — Environmental aspects. 
Engineering handbook on the atmospher- 
ic environmental guidelines for use in 
wind turbine generator development /, 
82-2097 


Turbomachines — Aerodynamics. 
Aerodynamic performance of 1.38-pres- 
sure-ratio, variable-pitch fan stage /, 
82-2101 


Turbomachines — Blades — Design and 
construction. 

A rapid perturbation procedure for deter- 
mining nonlinear flow solutions : appli- 
cation to transonic turbomachinery 
flows /, 82-2078, 82-6125 


Turbulence. 
Design and experimental results for a 
Natural-Laminar-Flow airfoil for gen- 
eral aviation application /, 82-6173 


The effects of grid turbulence on none- 
quilibrium choked nozzle flow /, 82- 
14981 


Measurement of aerosol deposition rates 
in turbulent flows /, 82-14916 


Turbulence — Mathematical models. 
An improvement in the calculation of 
turbulent friction in smooth concentric 
annuli /, 82-14879 


Turkey. 
Turkey, a country profile /, 82-829 


Turkey — Description and travel. 
A pocket guide to Turkey., 82-12910 


Turkey — Foreign relations — United States 
— Addresses, essays, lectures. 
In support of the U.S. Eastern Mediterra- 
nean policy., 82-11208 


Turkey industry — United States. 

Trade, Tokyo round of the multilateral 
trade negotiations, turkey rolls : agree- 
ment between the United States of 
America and Norway, effected by 
letter signed at Geneva June 28, 1979 
with related letter signed at Washing- 
ton January 30, 1980., 82-11304 

Treaties, etc. United States, 1979 June 28, 
82-11304 


Turkeys — United States — Statistics — 
Periodicals. 


Turkeys, final estimates for ..., 82-12334 


Turner County (Ga.) — Maps. 
Soil interpretive map of important farm- 
lands, Turner County, Georgia /, 82- 
96 


Do not order from index; see indicated entry 





Subject Index 


Tuskegee National Forest (Ala.) — Maps. 
Bartram Trail map, Tuskegee National 
Forest, Alabama., 82-9103 


Tuvalu language — Dictionaries — 
Tuvalman lexicon /, 82-12684 


Twiggs County (Ga.) — Maps. 
Soil interpretive map of important farm- 
lands, Twiggs County, Georgia /, 82- 
97 


Two-phase flow. 

Advanced two-phase instrumentation 
program quarterly progress report for 
July-September 1977 /, 82-14770 

Concurrent steam/water flow in a hori- 
zontal channel /, 82-12018 


The correlation of two-dimensional and 
nonequilibrium effects in subcooled 
choked nozzle flow /, 82-14966 


Drag devices for two-phase mass flow 
measurements /, 82-11959 

Flashing inception in flowing liquids /, 
82-14931 

Flow regime identification and void frac- 
tion measurement techniques in two- 
phase flow /, 82-11982 


An investigation of two-phase flow re- 
gimes in LOFT piping during loss-of- 
coolant experiments /, 82-4118 

The measurement of two-dimensional 
phase separation phenomena /, 82- 
12002 


Numerical study of condensation in co- 
current stratified flows /, 82-11937 


Problems in modeling of small break 
LOCA /, 82-951 


Pulsed neutron activation measurement of 
emergency core coolant bypass flow 
on the LOFT reactor /, 82-4096 


Quarterly progress report on blowdown 
heat transfer separate-effects program 
for April-June 1978 /, 82-4099 


Radio frequency (R-F) probe for bubble 
size and velocity measurements /, 82- 
14849 


Transient testing of an in-core impedance 
flow sensor in a 9-rod heated bundle /, 
82-14967 


Two-phrase interactions in countercur- 
rent flow : annual report, November 
1977-December 1978 /, 82-4124 


Two-phase flow — Data processing. 
SALE/SPRAY /, 82-2556 


Two-phase flow — Instruments. 

Advanced two-phase flow instrumenta- 
tion program quarterly progress 
report for October-December 1978 /, 
82-14828 


Advanced two-phase flow instrumenta- 
tion program quarterly progress report 
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for January-March 1979 /, 82-6637, 
82-14940 


Advanced two-phase flow instrumenta- 
tion program quarterly progress report 
for October-December 1980 /, 82- 
2557 


Two-phase flow — Mathematical models. 

Analytic rebalance technique for pressure 
calculation in two-phase flow systems / 
, 82-2514 

The measurement of phase velocities in 
mist flows using stagnation probes /, 
82-2473 

The transient analysis of DTT rakes /, 
82-996 


Two-phase flow — Measurement. 
Measurement of the electromagnetic en- 
vironment at Primarkreislauf /, 82- 
14812 


Neutron generator for two-phase flow 
calibration : annual progress report /, 
82-4110 

Two-phase choked flow of converging- 
diverging nozzles /, 82-11131 


Two-phase flow — Testing. 
Two-phase flow model test facility /, 
82-2249 


Two-stroke cycle engines. 


Mini-RPV engine demonstrator program 
/, 82-3203 


U 


U.S. Army Human Engineering Laboratories 
— Bibliography. 
MILESTONES : a directory of Human 
Engineering Laboratory publications, 
1953-1981 /, 82-13112 


U.S. Army Signal School — Curricula. 
The US Army Signal School apprentice- 
ship program for the trade of aircraft 
electrical mechanic., 82-4901 


The US Army Signal School apprentice- 
ship program for the trade of aircraft 


engine mechanic (turbine)., 82-4925 


The US Army Signal School apprentice- 
ship program for the trade of automat- 
ic equipment technician., 82-4910 


The US Army Signal School apprentice- 
ship program for the trade of cable 
splicer., 82-4909 


The US Army Signal School apprentice- 
ship program for the trade of central 
office telephone installer and repairer., 
82-4900 


The US Army Signal School apprentice- 
ship program for the trade of control 
room technician (radio and television 
broadcasting)., 82-9738 


The US Army Signal School apprentice- 


ship program for the trade of electrical 
repairer., 82-4931 





U.S. Nuclear Regulatory Commission. 


The US Army Signal School apprentice- 
ship program for the trade of electri- 
cian, radio., 82-4919 

The US Army Signal School apprentice- 
ship program for the trade of electron- 
ic technician (communication)., 82- 
4927 

The US Army Signal School apprentice- 
ship program for the trade of electron- 
ics mechanic (computer)., 82-4917 

The US Army Signal School apprentice- 
ship program for the trade of electron- 
ics mechanic (RADAR)., 82-4929 


The US Army Signal School apprentice- 
ship program for the trade of field en- 
gineer (microwave)., 82-4926 


The US Army Signal School apprentice- 
ship program for the trade of instru- 
ment repairer (electronic)., 82-4915 


The US Army Signal School apprentice- 
ship program for the trade of line in- 
staller-repairer., 82-4918 


The US Army Signal School apprentice- 
ship program for the trade of office 
machine servicer., 82-4913 


The US Army Signal School apprentice- 
ship program for the trade of photog- 
rapher, motion picture., 82-4923 


The US Army Signal School apprentice- 
ship program for the trade of photog- 
rapher, still., 82-4916 


The US Army Signal School apprentice- 
ship program for the trade of photo- 
graphic equipment maintenance techni- 
cian., 82-4922 


The US Army Signal School apprentice- 
ship program for the trade of produc- 
tion coordinator (television and radio 
broadcasting)., 82-4928 


The US Army Signal School apprentice- 
ship program for the trade of radio and 
television repairer., 82-4911 


The US Army Signal School apprentice- 
ship program for the trade of radio 
communications technician., 82-4896 


The US Army Signal School apprentice- 
ship program for the trade of radio me- 
chanic., 82-4921 


The US Army Signal School apprentice- 
ship program for the trade of radio op- 
erator., 82-4914 


The US Army Signal School apprentice- 
ship program for the trade of tele- 
graphic-teletypewriter operator., 82- 
4920 

The US Army Signal School apprentice- 
ship program for the trade of televi- 
sion-cable installer., 82-4930 


*U.S. Bureau of Health Insurance End-State 
Renal Disease le 
Implementing the End-Stage Renal Dis- 
ease Program of Medicare., 82-5777 
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U.S. Commercial Service — Directories. 
U.S. Commercial Service offices and the 
Foreign Commercial Service posts : a 
guide for business., 82-4707 


U.S. Consumer Product Safety Commission. 

Consumer Product Safety Commission : 
hearing before the Subcommittee for 
Consumers of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on oversight of 
the Consumer Product Safety Commis- 
sion, December 1, 1981., 82-15064 


U.S. Consumer Product Safety Commission 
— Bibliography — Catalogs. 
Consumer information., 82-3524 
Consumer Product Safety Commission 
publications., 82-5641 


U.S. Consumer Product Safety Commission 
— Periodicals. 
Annual report /, 82-2427 


U.S. Customs Service. 
Assurance needed that import classifica- 
tions are accurate : report to the Con- 

gress /, 82-1745 


Assurance needed that import classifica- 
tions are accurate : summary : report to 
the Congress /, 82-1746 


U.S. Nuclear Regulatory Commission. 
Assessment of the development and co- 
ordination processes for the NRC re- 
search program : final report /, 82- 
14969 


Better oversight needed for safety and 
health activites at DOE’s nuclear facili- 
ties : report to the Congress /, 82- 
10362 


Effects of NRC regulations and regula- 
tory guides resulting from considera- 
tion of degraded core (class 9) acci- 
dents /, 82-12008 


NRC licensing speedup : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, June 18, 1981., 82- 
12192 


Standard distribution for unclassified U.S. 
Nuclear Regulatory Commission publi- 
cations., 82-6619, 82-6620 


A survey by senior NRC management to 
obtain viewpoints on the safety impact 
of regulatory activities from repre- 
sentative utilities operating and cos- 
tructing nuclear power plant[s] /, 82- 
11878 


U.S. Nuclear Regulatory Commission 
functional organization charts., 82- 
14714 
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U.S. Nuclear Regulatory Commission. Advisory Committee on Reactor Safeguards 


Comments on the NRC safety research 
program budget for fiscal year ..., 82- 
11872 


U.S. Nuclear Regulatory Commission — 
Appointments, promotions, salaries, etc. 
Engineering and scientific employment 

opportunities : experienced professional 
and recent college graduates /, 82- 
4182 


The honor law graduate program /, 82- 
11864 


Nominations of Nunzio J. Palladino and 
Thomas M. Roberts : hearings before 
the Committee on Environment and 
Public Works, United States Senate, 
Ninety-seventh Congress, first session 
on the nomimation of Nunizo J. Palla- 
dino to be a chairman of the Nuclear 
Regulatory Commission and Thomas 
M. Roberts to be a member of the Nu- 
clear Regulatory Commission, June 17 
and July 21, 1981., 82-12240 


U.S. Nuclear Regulatory Commission — 

Appropriations and expenditures. 

NRC authorization for fiscal years 1982- 
83 : hearing before the Subcommittee 
on Energy Conservation and Power of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-seventh Congress, first session, 
on budget requests of the Nuclear Reg- 
ulatory Commission for fiscal years 
1982 and 1983, March 30, 1981., 82- 
4222 


U.S. Nuclear Regulatory Commission — 
Archives. 
Public document room users guide /, 
82-6618 


U.S. Nuclear Regulatory Commission — 
Directories — Telephone. 
Telephone directory : communications in- 
formation., 82-2444 


U.S. Nuclear Regulatory Commission — 
Management. 


Improvements needed in the Nuclear 
Regulatory Commission’s Office of In- 
spector and Auditor : report to the 
Congress : summary /, 82-10359 


U.S. Nuclear Regulatory Commission. Office 
of Inspector and Auditor. 

Improvements needed in the Nuclear 
Regulatory Commission’s Office of In- 
spector and Auditor : report to the 
Congress /, 82-1733 

Improvements needed in the Nuclear 
Regulatory Commission’s Office of In- 
spector and Auditor : report to the 
Congress : summary /, 82-10359 
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U.S. Nuclear Regulatory Commission — 
Officials and employees. 
Proposed policy and procedures for dif- 
fering professional opinions : for com- 
ment /, 82-14722 


U.S. Nuclear Regulatory Commission — 

Periodicals. 

Nuclear Regulatory Commission _is- 
suances : opinions and decisions of the 
Nuclear Regulatory Commission with 
selected orders /, 82-11879, 82- 
11880, 82-14728 


U.S. Nuclear Regulatory Commission — 
Rules and practice. 
Plan for developing a safety goal /, 82- 
4093 


Study of the Nuclear Regulatory Com- 
mission’s appellate system /, 82-4090 


U.S. Submarine Veterans of World War II 

(Organization) 

United States Submarine Veterans of 
World War II : report (to accompany 
H.R. 4766) (including cost estimate of 
the Congressional Budget Office)., 82- 
2410 


Uinta National Forest (Utah) — Maps. 
Uinta National Forest, Utah, travel plan/ 
recreation guide., 82-4340 


Uintah County (Utah) 
Draft environmental impact statement of 
the White River Dam project /, 82- 
1902 


Ultrasonic testing. 

Evaluation of ASME Section XI refer- 
ence level sensitivity for initiation of 
ultrasonic inspection examination /, 
82-2555 


Ultrasonic testing — Electronic equipment. 
Problems with underwater ultrasonic in- 
spection., 82-13206 


*Ultrasonics 
Physical mechanisms for biological 
fects of ultrasound /, 82-10616 


*Ultrasonics — adverse effects 
Physical mechanisms for biological 
fects of ultrasound /, 82-10616 


Ultrasonics — Physiological effect. 
Physical mechanisms for biological 
fects of ultrasound /, 82-10616 


Ultrasonics in medicine. 
Physical mechanisms for biological 
fects of ultrasound /, 82-10616 


Ultrasonics in metallurgy. 
Refractory metals for ultrasonic thermo- 
metry application /, 82-11905 


Ultrastructure (Biology) — Atlases. 
A scanning electron microscope survey 
of the epidermis of East African 
grasses, 1 /, 82-6232 
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Uncertainty (Information theory) 

Markovian reliability analysis under un- 
certainty with an application on the 
shutdown system of the Clinch River 
Breeder reactor /, 82-11907 


Undercover operations — United States. 

FBI undercover guidelines : oversight 
hearings before the Subcommittee on 
Civil and Constitutional Rights of the 
Committee on the Judiciary, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on FBI undercover 
guidelines, February 19, 25, and 26, 
1981., 82-4256 


Underdeveloped areas. 
North-south dialogue /, 82-3826 


US prosperity and the developing coun- 
tries /, 82-2168 


Underdeveloped areas — Commerce. 
Terms of trade for developing countries : 
a commodity and regional analysis /, 
82-2828 


US prosperity and the developing coun- 
tries /, 82-2151 


Underdeveloped areas — Food relief. 

Food for development program con- 
strained by unresolved management 
and policy questions : report to the 
Congress /, 82-5490 


Food for development program con- 
strained by unresolved management 
and policy questions : summary : report 
to the Congress /, 82-5491 


Underdeveloped areas — Food supply. 

AID and universities have yet to forge an 
effective partnership to combat world 
food problems : report to the Congress 
/, 82-5495 


Underdeveloped areas — Industrial property. 
Industrial property protection : agree- 
ment between the United States of 
America and the World Intellectual 
Property Organization signed at 
Geneva September 26, 1980., 82-803 


Treaties, etc. World Intellectual Property 
Organization, 1980 Sept. 26, 82-803 


Underdeveloped areas — Loans, Foreign. 
Inter-American Development Bank loans 
to Guatemala : hearing before the Sub- 
committee on International Develop- 
ment Institutions and Finance of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, December 8, 198i., 82-15045 


Underdeveloped areas — Mass media — 
Congresses. 
Towards an American agenda for a new 
world order of communications., 82- 
11296 
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Underdeveloped areas — Medical care. 
Tuberculosis control for developing 
countries /, 82-13880 


Underdeveloped areas — Patents. 

Industrial property protection : agree- 
ment between the United States of 
America and the World Intellectual 
Property Organization signed at 
Geneva September 26, 1980., 82-803 

Treaties, etc. World Intellectual Property 
Organization, 1980 Sept. 26, 82-803 


Underdeveloped areas — Petroleum industry 
and trade. 

A strategy for oil proliferation, expedit- 
ing petroleum exploration and produc- 
tion in non-OPEC developing countries 
: a staff working paper /, 82-4288 


Underdeveloped areas — Poor. 

Targeting assistance to the needy : hear- 
ings before the Subcommittee on Inter- 
national Development Institutions and 
Finance of the Committee on Banking, 
Finance, and Urban Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, May 5 and July 16, 
1981., 82-4204 


Underdeveloped areas — Population. 
Nuptiality patterns in developing coun- 
tries : implications for fertility /, 82- 
6225 


Underdeveloped areas — Power resources. 
Energy demand in the OED countries /, 
82-13321 


Underdeveloped areas — Solar energy. 
Export potential for photovoltaic systems 
/, 82-3360 


Underdeveloped areas — Technology — 

Abstracts. 

Appropriate technology information for 
developing countries selected ab- 
stracts from the NTIS data file /, 82- 
118 


Underdeveloped areas — Water resources 
development. 
U.S. strategy needed for water supply as- 
sistance to developing countries 
report to the Congress /, 82-3517 


Underdeveloped areas — Wheat trade — 
Statistics. 
The U.S. wheat economy in an interna- 
tional setting : an econometric investi- 
gation /, 82-2750 


Underground construction. 
Block motion from detonations of buried 
near-surface explosive arrays /, 82- 
3182 


Representative ground parameters for 
structural analysis of tunnels /, 82- 
2235 





Underground nuclear explosions — Nevada 

— Bibliography. 

Bibliography of reports by U.S. Geologi- 
cal Survey personnel pertaining to un- 
derground nuclear testing and radioac- 
tive waste disposal at the Nevada Test 
Site, and radioactive waste disposal at 
the WIPP Site, New Mexico, January 
1, 1979, to December 31, 1979 /, 82- 
5834 


Underpasses — United States — 

Bibliography. 

Effective treatments of over and under- 
crossings for use by bicyclists, pedestri- 
ans, and the handicapped : a literature 
review /, 82-14358 


Underwater acoustics. 
A low-frequency limitation of FACT /, 
82-3215 


The necessity for high frequency hearing 
in passive sonar lisicning /, 82-5105 


Underwater acoustics — Equipment and 
supplies — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5845. Underwater 
sound equipment, 82-12951 


Underwater acoustics — Instruments. 
Hydrophone phase stability analysis at 
frequencies below 100 Hz /, 82-1535 
Ocean environmental influences of tem- 
perature and mechanical stress on bare 


fiber-optic sensors of acoustic pressures 
/, 82-5130 


Underwater exploration — United States. 
NOAA's regional undersea research pro- 
gram., 82-3097 


Underwater exploration — United States — 
Data processing. 
A microprocessor based underwater data 
acquisition system /, 82-4149 


Underwater navigation. 
The NRL Unmanned Free-Swimming 
Submersible (UFSS) /, 82-3268 


Underwater television. 
Drydock extension : a 1980 underwater 
technology survey for extension of 
time between drydockings /, 82-11577 


Underwear industry — United States — 
Employees — Statistics. 
Occupational employment : women’s and 
children undergarments industry, May 
1971., 82-11034 


Underwear industry — United States — 

Statistics — Periodicals. 

Current industrial reports. Series MA- 
23G, Underwear and nightwear., 82- 
4587 

Underwear and nightwear, 82-4587 
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Unesco. 


Undue influence — United States. 
Manual of offenses and procedures 
Korean influence investigation, pursu- ~ 
ant to House Resolution 252 /, 82- 
1112 


Unemployed — United States. 
The dynamics of unemployment /, 82- 
14087 
ES-203, characteristics of the insured un- 
employed : evaluation of the survey 
data /, 82-12048 


Unemployment — Economic aspects — 

United States. 

Oversight hearing on full employment : 
hearing before the Subcommittee on 
Employment Opportunities of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, hearing 
held in Los Angeles, Calif., on August 
13, 1981., 82-12130 


Unemployment — Social aspects — United 

States. 

Oversight hearing on full employment : 
hearing before the Subcommittee on 
Employment Opportunities of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, hearing 
held in Los Angeles, Calif., on August 
13, 1981., 82-12130 


Unemployment — United States. 
The dynamics of unemployment /, 82- 
14087 


Employment and unemployment among 
Vietnam era veterans : an analysis of 
the 1979 national survey of veterans /, 
82-11670 


Unemployment — United States — Statistics 
— Periodicals. 
Geographic profile of employment and 
unemployment /, 82-680, 82-14090 


Unesco. 

Review of U.S. participation’ in 
UNESCO hearings and markup 
before the Subcommittee on Interna- 
tional Operations, and on Human 
Rights and International Organizations 
of the Committee on Foreign Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H. Res. 
142, March 10, July 9, and 16, 1981., 
82-12169 


United Nations Educational, Scientific 
and Cultural Organization : amend- 
ments to articles IV, V, and VIII of 
the constitution : adopted by the gener- 
al conference of the United Nations 
Educational, Scientific and Cultural 
Organization at the seventeenth session, 
Paris, October 24 and 30, 1972., 82- 
781 
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Unesco, 


United Nations Educational, Scientific 
and Cultural Organization : amend- 
ments to article V of the constitution : 
adopted by the general conference of 
the United Nations Educational, Scien- 
tific and Cultural Organization at the 
nineteenth session, Nairobi, November 
8, 1976., 82-782 


Uniforms, Military — Repairing — 

Handbooks, manuals, etc. 

Organizational and direct support mainte- 
nance manual : general repair proce- 
dures for clothng and individual equip- 
ment., 82-4885 


Union County (Miss.) — Maps. 
Important farmlands map, Union County, 
Mississippi /, 82-1216 


Union County (S.C.) — Maps. 
Important farmlands map, Union County, 
South Carolina /, 82-1215 


Union Station (Washington, D.C.) 

Union Station—National Vistor Center : 
hearing before the Committee on Envi- 
ronment and Public Works, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 548 ... and S. 
1192 ... July 20, 1981., 82-6886 


United Nations. 
Reform of the UN system : US policy /, 
82-2152 


UN special session on disarmament 
achievements /, 82-2138 


The United Nations, 1976 : report to the 
Committee on Foreign Relations, 
United States Senate /, 82-6838 


United Nations — Accounting. 

Improving the management and coordi- 
nation of reviews, inspections, and 
evaluations in the U.N. System : report 
/, 82-487 


Improving the management and coordi- 
nation of reviews, inspections, and 
evaluations in the U.N. System : sum- 
mary: report /, 82-488 


United Nations — Addresses, essays, 
lectures. 


General view of the U.N. system : June 


5, 1981., 82-11237 


United Nations — Administration. 
Improving the management and coordi- 
nation of reviews, inspections, and 
evaluations in the U.N. System : report 
/, 82-487 


Improving the management and coordi- 
nation of reviews, inspections, and 
evaluations in the U.N. System : sum- 
mary : report /, 82-488 


United Nations — Armed Forces. 
Multinational force and observers partici- 
pation resolution : report of the Com- 
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mittee on Foreign Affairs together 
with additional views (including cost 
estimate of the Congressional Budget 
Office) on H.J. Res. 349 ...., 82-11813 


United Nations — Armed Forces — Egypt 
— Sinai Peninsula. 
Multinational force and observers for 
Sinai : report (to accompany S.J. Res. 
100)., 82-11769 


United Nations — Finance. 

Improving the management and coordi- 
nation of reviews, inspections, and 
evaluations in the U.N. System : report 
/, 82-487 


Improving the management and coordi- 
nation of reviews, inspections, and 
evaluations in the U.N. System : sum- 
mary : report /, 82-488 


United Nations. General Assembly — Voting 
— Indexes. 
Votes at the thirtieth regular session of 
the General Assembly : September 16, 
1975-December 17, 1975., 82-14260 


United Nations — United States — 

Membership. 

Review of U.S. participation in 
UNESCO hearings and markup 
before the Subcommittee on Interna- 
tional Operations, and on Human 
Rights and International Organizations 
of the Committee on Foreign Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H. Res. 
142, March 10, July 9, and 16, 1981., 
82-12169 


United Nations Conference on New and 
Renewable Sources of Energy (1981 : 
Nairobi, Kenya) 

UN Conference on New and Renewable 
Sources of Energy /, 82-2140 


United Nations Conference on the Law of 
the Sea (3rd : 1973- : New York, N.Y. 
etc.) 

Law of the sea negotiations : hearings 
before the Subcommittee on Arms 
Control, Oceans, International Oper- 
ations, and Environment of the Com- 
mittee on Foreign Relations, United 
States Senate, Ninety-seventh Con- 
gress, first session, June 4 and Septem- 
ber 30, 1981., 82-12180 


U.N. third Conference on the Law of the 
Sea (resumed 10th session) : Geneva, 
Switzerland, August 3-28, 1981 : report 
submitted to the Committee on Foreign 
Affairs, U.S. House of Representatives., 
82-2645 


United Spanish War Veterans — Periodicals. 

Proceedings of the stated convention of 

the .. national encampment /, 82- 
2338, 82-11798 
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Subject Index 


United States. 
Indexed legislative history of the “Juve- 
nile Justice Amendments of 1980.”, 
82-5953 


Legislative history of the Fair Labor 
Standards Amendments of 1977 /, 82- 
6868 


United States. Army — Procurement. 
Impact on Small Business Administra- 
tion’s section 8(a) program of federal 
ADP and other high technology pro- 
curements : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, April 7 and 29, 1981., 82-6845 


United States. Action. 

To extend the older Americans volunteer 
programs : hearing before the Subcom- 
mittee on Human Resources of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H.R. 
2437 ... hearing held in Washington, 
D.C., on March 19, 1981., 82-12132 


The Vietnam veterans leadership pro- 
gram/Action : hearing before the Sub- 
committee on Education, Training, and 
Employment of the Committee on Vet- 
erans’ Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, October 20, 1981., 82-6910 


United States. Action — Appointments, 
promotions, salaries, etc. 

Nominations : hearing before the Com- 
mittee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on 
Winifred Ann Pizzano ... William C. 
Clohan, Jr. ... Vincent E. Reed ... Kent 
Llyod ... Robert M. Worthington ... 
and Lawrence F. Davenport ... June 
11, 1981., 82-2681 


United States. Action — Appropriations and 
expenditures. 
Reauthorization of the domestic volun- 
teer programs of the ACTION agency 
: hearings before the Subcommittee on 
Select Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, hearings held in Washing- 
ton, D.C. on April 30 and May 1, 
1981., 82-12133 


United States. Action — Bibliography — 
Catalogs. 


Action Agency publications., 82-5632 


United States. Advisory Commission on 

Intergovernmental Relations. 

Oversight on the Advisory Commission 
on Intergovernmental Relations : hear- 
ing before the Subcommittee on Inter- 
governmental Relations of the Commit- 





January — June 1982 


tee on Governmental Affairs, United 
States Senate, Ninety-seventh Con- 
gress, first session, October 21, 1981., 
82-15135 


United States. Advisory Commission on 
Intergovernmental Relations — 
Periodicals. 

ACIR, the year in review, 
82-14666 


Advisory Commission on Intergovern- 
mental Relations, the year in review, 
82-14666 


Annual report., 


82-6606, 


82-6606, 82-14666 


United States. Advisory Council on Historic 
Preservation — Periodicals. 
Report to the President and the Congress 
of the United States /, 82-2432 


United States. Agency for International 

Development. 

AID and universities have yet to forge an 
effective partnership to combat world 
food problems : report to the Congress 
/, 82-5495 

AID’s administrative and management 
problems in providing foreign econom- 
ic assistance : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, October 6, 1981., 82-15126 


United States. Agency for International 
Development — Management. 
Management problems with AID’s 

health-care projects impede success : 
report to the Congress /, 82-489 


Management problems with AID’s 
health-care projects impede success : 


summary : report to the Congress /, 
82-490 


United States. Agricultural Marketing 
Service — Bibliography — Catologs. 
Information available from USDA’s Ag- 

ricultural Marketing Service. 82- 
12634 


United States. Agricultural Stabilization and 
Conservation Service — Catalogs. 
ASCS publications., 82-1225 


United States — Air defenses, Military. 

Failures of the North American Aero- 
space Defense Command’s (NORAD) 
attack warning system : hearings before 
a subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, May 19 and 20, 
1981., 82-12191 


United States. Air Force — Airmen. 
Air Force female pilots program : initial 
performance and attitudes /, 82-1579 





United States. Air Force — Appropriations 
and expenditures. 
The Air Force has incurred numerous 
over obligations in its industrial fund : 
report to the Congress /, 82-10329 


United States. Air Force — Audio-visual 
aids — Catalogs. 
Air Force audiovisual (AV) productions : 
use of copies of AV productions /, 
82-9900 


United States. Air Force — Aviation 
electronics technicians. 

Avionics maintenance training : relative 
effectiveness of 6883 simulator and 
actual equipment : test and evaluation 
plan /, 82-5159 


United States. Air Force — Barracks and 
quarters. 


Your family housing brochure., 82-9898 


United States. Air Force — Communication 
systems. 

Analysis aptitude test for selection of 
airmen for the radio communications 
analysis specialist course : development 
and validation /, 82-266 


Command and control and communica- 


tions structures in southeast Asia /, 
82-307 


Delays in disposing of former communi- 
cation sites in Alaska : millions in prop- 
erty lost, public safety jeopardized : 
report to the Secretary of the Air 
Force /, 82-10396 


United States. Air Force — Documents. 
Index of Headquarters USAF controlled 


reports as of 30 September 1978., 82- 
9906 


United States. Air Force — Equipment — 
Maintenance and 
Maintenance training system : 6883 con- 
verter/flight control test station /, 82- 
5155 


United States. — Air Force — 
Examinations. 
Simulated and empirical studies of flexile- 
vel testihg in Air Force technical train- 
ing courses /, 82-262 


United States. Air Force — Facilities — 
Handbooks, manuals, etc. 
Raised floor systems /, 82-4878 


United States. Air Force — Facilities — 

Maintenance and repair. 

Delays in disposing of former communi- 
cation sites in Alaska : millions in prop- 
erty lost, public safety jeopardized : 
report to the Secretary of the Air 
Force /, 82-10396 


United States. Air Force — Fuel. 
Storage distribution, and dispensing of 
aircraft and automotive fuels., 82-9671 
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U.S. Air Force Officers Education. 


Airdrop of supplies and equipment : rig- 
ging communications shelters and 
power unit., 82-4889 

Airdrop of supplies and equipment : rig- 
ging the 1/4-ton truck and the 1/4-ton 
trailer., 82-9681 

Airdrop of supplies and equipment : rig- 
ging 4.2-inch mortar., 82-4890 

Direct support and general support level 
: 5-ton, 6X6, M39 series trucks (multi- 
fuel)., 82-9673 

Domestic wastewater 
4879 


Drainage and erosion control : subsurface 
drainage facilities for airfield pave- 
ments., 82-4880 

Electrical design, lightning and _ static 
electricity protection., 82-9667 

Instructional System Development., 
1553 


Nicknames and exercise terms., 


treatment., 82- 


82- 


82-9903 

Opinions of Air Force maintenance per- 
sonnel about conventional technical 
orders /, 82-1572 

Raised floor systems /, 82-4878 

Search and rescue : survival., 82-5141 

Storage distribution, and dispensing - of 
aircraft and automotive fuels., 82-9671 

82-9902 


United States. Air Force — Handbooks, 
manuals, etc. — Bibliography — Catalogs. 
United States Air Force manuals., 82- 

5594 


Weather for aircrews., 


United States. Air Force — Job descriptions. 
Comparative occupational survey of 
USAF civilian and military members in 
three civil engineering specialites /, 
82-3309 


United States. Air Force — Officer 
efficiency reports. 
Relationships among factors in new offi- 
cer effectiveness report system /, 82- 
1573 


Report on the 1975 officers’ OER opin- 
ion survey /, 82-258 


United States. Air Force — Officers. 
Air Force officer qualifying test form N : 
development and standardization /, 
82-278 


Concepts of Air Force leadership /, 82- 
5142 


United States. Air Force — Officers — 

Education. 

Matching job education requirements of a 
variety of officer specialties with the 
educational attainments of potential in- 
cumbents /, 82-260 
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U.S. Air Force Officers Job descriptions. 


Management engineering team applica- 
tion of officer grade requirements 
method /, 82-3329 


Non-aircrew officer positions : determina- 
tion of grade requirements/, 82-1605 


United States — Air Force — Personnel 
t. 
Air Force enlisted personnel retention-ac- 
cession model /, 82-303 


Comparative occupational survey of ci- 
vilian and military members in the 
pavements maintenance and construc- 
tion equipment operator specialists /, 
82-1557 

Comparative occupational survey of 
USAF civilian and military members in 
three civil engineering specialites /, 
82-3309 

Cost analysis of Air Force on-the-job 
training : development and demonstra- 
tion of a methodology /, 82-3319 


Design of a national skills market model 
for Air Force enlisted personnel /, 
82-296 


Executive summary concerning the 
impact of advanced maintenance data 
and task oriented training technologies 
on maintenance, personnel, and training 
systems /, 82-1568 


Fiscal year 1980, Air Force technical ob- 
jective document /, 82-1584 


Fiscal year 1981 — Air Force technical 
objective document /, 82-1598 


Job enrichment : evaluation with implica- 
tions for Air Force job redesign /, 
82-264 


Job performance appraisal system train- 
ing program /, 82-1609 


Maintenance training simulators design 
and acquisition : summary of current 
procedures /, 82-5161 


Occupational analysis of the civilian WG- 
6900 warehousing family /, 82-1578 
Organizational assessment indices of ef- 

fectiveness /, 82-300 


Organizational survey assessment package 
for Air Force organizations /, 82- 
3322 


Overview of Advanced Systems Division 
criterion research (maintenance) /, 
82-3308 

Performance measurement 
nance /, 82-3307 

Recruiting resource and goal allocation 
decision model /, 82-1595 

Review of peer evaluation research /, 
82-3174 


Situational factor identification in Air 
Force organizations /, 82-3326 
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United States. Air Force — Personnel 
management — Bibliography. 
Economics of on-the-job training : anno- 
tated bibliography nd literature 
review /, 82-256 


United States. Air Force — Personnel 
management — Mathematical models. 
Career area rotation model (CAROM) : 

historical overview of technique and 
utilization /, 82-289 


United States Air Force — Procurement. 
Air Force and Navy Plans to acquire 
trainer aircraft : report to the Congress 
: summary /, 82-5505 


United States. Air Force — Procurement. 
Air Force and Navy plans to acquire 
trainer aircraft : report to the Congress 
/, 82-5504 


The Air Force has incurred numerous 
over obligations in its industrial fund : 
report to the Congress /, 82-10329 


United States. Air Force — Procurement — 
essays, lectures. 

FY 1982 budget estimates aircraft and 
missile procurement statement of 
Lieutenant General Kelly H. Burke, 
DCS/Research, Development & Ac- 
quisition, HQ, United States Air Force, 
presented to the 97th Congress 1981., 
82-306 


United States — Air Force — Recruiting, 
enlistment, etc. 
Air Force enlisted personnel retention-ac- 
cession model /, 82-303 


Air Force officer qualifying test form N : 
development and standardization /, 
82-278 


The Air Force, the future, and you : a 
guide to Air Force opportunity., 82- 
5140 


Characteristics of Air Force accessions : 
January 1975 to June 1977 /, 82-1583 


Design of a national skills market model 
for Air Force enlisted personnel /, 
82-296 

Executive summary concerning the 
impact of advanced maintenance data 
and task oriented training technologies 
on maintenance, personnel, and training 
systems /, 82-1568 


Influence of the external labor market on 
the Air Force manpower and personnel 
system : a review of selected research / 
, 82-9908 

Likelihood function estimation (LIFE) 
model : utility in the development of 
an enlistment standard /, 82-13226 

Pre-enlistment person-job match system / 

82-1588 

Recruiting resource and goal allocation 

decision model /, 82-1595 
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Supply rate and equilibrium inventory of 
Air Force enlisted personnel : a simul- 
taneous model of the accession and re- 
tention markets incorporating force 
level constraints /, 82-3313 


United States. Air Force. Systems Command. 
Air Force Systems Command., 82-13223 


United States. Air Force — Vocational 
guidance. 


Career planner., 82-254 


Pictorial interest inventory development 
/, 82-274 


Vocational interest-career examination : 
use and application in counseling and 
job placement /, 82-5148 


United States. Air Force — Weapons 
systems. 
Human resources data in weapon system 
design : an initial plan for development 
of a unified data base /, 82-1603 


Human resources, logistics, and cost fac- 
tors in weapon system development : 
methodology and data requirements /, 
82-3327 


Predicting powered support equipment 
and associated maintenance manpower 
requirements /, 82-259 


United States. Air Force — Weapons 
systems — Data processing. 

Use of human resources data in weapon 
system design : identification of data/ 
data systems and related technology /, 
82-1590 


United States. Air Force — Women. 
Air Force female pilots program : initial 
performance and attitudes /, 82-1579 


Utilization of women in industrial career 
fields /, 82-1574 


United States. Air Force Academy. 
Preparatory School. 
United States Air Force Academy Pre- 
paratory School catalog., 82-9923 


United States. Air Force Communications 

Command — History. 

The Air Force Communications Com- 
mand : providing the reins of com- 
mand, 1938-1981, an illustrated history 
/ Thomas S. Snyder, general editor ; 
Betty A. Boyce ... [et al.]., 82-3299 


United States. Animal and Plant Health 
Inspection Service — Bibliography — 
Catalogs. 

Available information from the Animal 
and Plant Health Inspection Service., 
82-12661 


United States — Appropriations and 
expenditure — Periodicals. 
Budget views and estimates for fiscal 
year... /, 82-15224 





January — June 1982 


United States — Appropriations and 
expenditures. 
Background paper on reducing the Fed- 
eral budget : strategies and examples /, 
82-13743 


Comments on the President’s February 
18, 1981, budget proposals and addi- 
tional cost-saving measures /, 82-1758 


Making appropriations for energy and 
water development for the fiscal year 
ending September 30, 1982, and for 
other purposes : conference report (to 
accompany H.R. 4141)., 82-4084 

Spending reduction proposals : hearings 
before the Committee on Finance, 
United States Senate, Ninety-seventh 
Congress, first session ...., 82-1057 


What can be done to check the growth 
of federal entitlement and indexed 
spending? : report to the Congress /, 
82-10390 


1982 federal payment—treasury borrow- 
ing : hearings and markups before the 
Subcommittee on Fiscal Affairs and 
Health, and the Committee on the Dis- 
trict of Columbia, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on H.R. 2818—borrowing 
authority extension, H.R. 2819—in- 
crease federal payment authorization, 
April 9 and May 6, 1981., 82-15068 


United States — Appropriations and 
expenditures — Bibliography — Catalogs. 


Budget of the United States government, 
fiscal year 1983, and economic report 


of the President, January 1981., 82- 


10417, 82-13755 


United States — Appropriations and 
expenditures — Forecasting. 
Baseline budget projections : fiscal years 
1982-1986 /, 82-1132 


United States — Appropriations and 
expenditures — Periodicals. 

Allocation of budget authority and out- 
lays for fiscal year ... in accordance 
with section 302(b)(2) of the Congres- 
sional Budget Act of 1974 : report of 
the Committee on Banking, Finance, 
and Urban Affairs pursuant to section 
302(b) of the Congressional Budget 
Act of 1974., 82-2351 


Allocation of budget totals by program : 
report of the Committee on Govern- 
ment Operations pursuant to section 
302(b) of the Congressional Budget 
Act of 1974., 82-2342, 82-2347, 82- 
2384 


Allocation of budget totals for fiscal year 
: report by the Committee on Agri- 
culture, Nutrition, and Forestry pursu- 
ant to section 302 of the Congressional 
Budget Act of 1974., 82-2354 


Allocation of budget totals for fiscal year 
: report submitted pursuant to sec- 





U.S. Appropriations and expenditures, 1981. 


tion 302 of the Congressional Budget 
Act of 1974 by the Committee on Ag- 
riculture., 82-2344, 82-2345 


Allocation of budget totals for fiscal year 
sis submitted pursuant to section 
302(b) of the Congressional Budget 
Act of 1974 by the Committee on Sci- 
ence and Technology., 82-2346, 82- 
2381 


An analysis of the President’s budgetary 
proposals for fiscal year ..., 82-12303 


Budget allocations to Select Committee 
on Small Business., 82-2353 


Budget views and estimates for fiscal 
year... /, 82-15223 


Committee on the Budget March 15 
House report, request and supporting 
information, 82-15055 


Finance Committee allocation of budget 
totals., 82-2352 


March 15 House committee report /, 
82-15055 


Report of committee activities /, 82- 
11735 


Report of the Committee on Agriculture, 
House of Representatives (together 
with minority views), to the Commit- 
tee on the Budget pursuant to the Con- 
gressional Budget and Impoundment 
Control Act., 82-15009 


Report of the Committee on Banking, Fi- 
nance, and Urban Affairs pursuant to 
section 302(b) of the Congressional 
Budget Act of 1974. 82-2341, 82- 
2385 


Report of the Committee on Education 
and Labor pursuant to section 302(b) of 
the Congressional Budget Act of 1974., 
82-11808 


Report of the Committee on Interstate 
and Foreign Commerce pursuant to 
section 302(b)(2) of the Congressional 
Budget Act of 1974., 82-2350 


Report of the Committee on Labor and 
Human Resources pursuant to section 
302(b) of the Congressional Budget 
Act of 1974., 82-11774, 82-11810 


Report of the Committee on Post Office 
and Civil Service pursuant to section 
302(b) of the Congressional budget act 
of 1974., 82-2348, 82-2383 


Report of the Committee on Rules and 
Administration pursuant to section 
302(b) of the Congressional Budget 
Act of 1974., 82-2355 


Report of the Committee on Veterans’ 
Affairs pursuant to section 302(b) of 
the Congressional Budget Act of 1974., 
82-2356, 82-2382 


Report of the Committee on Ways and 
Means pursuant to section 302(b) of the 
Congressional Budget Act of 1974., 
82-2379 
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Report to the Committee on the Budget 
from the Committee on Veterans’ Af- 
fairs /, 82-12276, 82-12277, 82- 
15221 


Report to the Senate Committee on the 
Budget pursuant to section 301(c) of 
the Congressional Budget and Im- 
poundment Control Act of 1974, from 
the Senate Committee on Environment 
and Public Works., 82-15185, 82- 
15186 


Views and estimates of committees of the 
House and joint committees (together 
with supplemental and minority views) 
on the congressional budget for fiscal 
year ... /, 82-15050 


Views and estimates of committees of the 
House (together with supplemental and 
minority views) on the congressional 
budget for fiscal year ... /, 82-15052 


Views and estimates of the Committee on 
Foreign Affairs on the budget for fiscal 
year... /, 82-15111 


Views and estimates on the budget pro- 
posed for fiscal year ... together with 
separate and additional views /, 82- 
15017, 82-15018, 82-15019 


Views of the Committee on Appropri- 
ations, United States Senate, together 
with additional views, on the the first 
concurrent resolution on the budget., 
82-15025 


United States — Appropriations and 
expenditures — Statistics — Periodicals. 
Cumulative report on rescissions and de- 

ferrals : communication from the Di- 
rector, Office of Management and 
Budget, Executive Office of the Presi- 
dent, transmitting a cumulative report 
on rescissions and deferrals of budget 
authority as of ..., pursuant to section 
1014(e) of Public Law 93-344, 82- 
935, 82-11789, 82-11792, 82-11795, 
82-11799, 82-11801, 82-11805, 82- 
11806 


United States — Appropriations and 

expenditures, 1980-1981. 

Supplemental appropriations and budget 
amendments : communication from the 
president of the United States transmit- 
ting supplemental appropriations for 
fiscal year 1980 and budget amend- 
ments for fiscal year 1981., 82-14602 


United States — Appropriations and 
expenditures, 1981. 
Supplemental Appropriations and Rescis- 
sion Act, 1981, 82-1802 


Supplemental Appropriations and Rescis- 
sion Act, 1981. : [An Act Making Sup- 
plemental and Further Continuing Ap- 
propriations for the Fiscal Year Ending 
September 30, 1981, Rescinding Cer- 
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U.S. Appropriations and expenditures, 1981. 


tain Budget Authority, and for Other 
Purposes]., 82-1802 


United States —- Appropriations and 

expenditures, 1981-1982. 

Report on subdivision of budget totals 
agreed to in first concurrent resolution 
on the budget (H. Con. Res. 115) for 
fiscal years 1981 and 1982 pursuant to 
section 302 of the Congressional 
Budget Act of 1974 /, 82-2380 


Supplemental appropriations and budget 
amendment : communication from the 
president of the United States transmit- 
ting proposed supplemental appropri- 
ations for fiscal year 1981 and a budget 
amendment for fiscal year 1982., 82- 
14632 


Supplemental appropriations and budget 
amendments : communication from the 
president of the United States transmit- 
ting proposed supplemental appropri- 
ations and budget amendments for 
fiscal years 1981 and 1982., 82-14623, 
82-14625 


United States — Appropriations and 

expenditures, 1982. 

Agriculture, rural development, and re- 
lated agencies appropriation bill, 1982 : 
report (to accompany H.R. 4119)., 82- 
2373 


Agriculture, rural development, and re- 
lated agencies appropriations for fiscal 
year 1982 : hearings before a subcom- 
mittee of the Committee on Appropri- 
ations, United States Senate, Ninety- 
seventh Congress, first session, H.R. 
4119...., 82-2596 


Continuing appropriations, 1982 : report 
(to accompany H.J. Res. 325)., 82- 
2388 


Department of Defense appropriation bill, 
1982 : report of the Committee on Ap- 
propriations together with additional 
views (to accompany H.R. 4949)., 82- 
4083 


Department of Defense appropriation bill, 
1982 : report (to accompany S. 1857)., 
82-4062 


Department of Labor, Health and Human 
Services, and Education, and related 
agencies appropriation bill, 1982 
report (to accompany H.R. 4560)., 82- 
2394 


Department of the Interior and related 
agencies appropriations for fiscal year 
1982 : hearings before a subcommittee 
of the Committee on Appropriations, 
United States Senate, Ninety-seventh 
Congress, first session, on H.R. 4035 
very 82-12088 

Department of Transportation and related 
agencies appropriation bill, 1982 


report (to accompany H.R. 4209)., 82- 
2374 
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Departments of Commerce, Justice, and 
State, the Judiciary, and related agen- 
cies appropriation bill, 1982 : report (to 
accompany H.R. 4169)., 82-2375, 82- 
6566 


Departments of Labor, Health and 
Human Services, Education, and relat- 
ed agencies appropriations bill, 1982 : 
report together with additional views 
(to accompany H.R. 4560)., 82-4057 


Departments of State, Justice, and Com- 
merce, the Judiciary, and related agen- 
cies appropriations for fiscal year 1982 
: hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-seventh Con- 
gress, first session, on H.R. 4169 ...., 
82-6758 


District of Columbia appropriation bill, 
1982 : report (to accompany H.R. 
4522)., 82-2390, 82-11771 


District of Columbia appropriations for 
fiscal year 1982 : hearings before a sub- 
committee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-seventh Congress, first session., 
82-15026 


Foreign assistance and related programs 
appropriation bill, 1982 : report togeth- 
er with additional, dissenting, and sepa- 
rate views (to accompany H.R. 4559)., 
82-11809 


Foreign assistance and related programs 
appropriation bill, 1982 : report togeth- 
er with additional views (to accompany 
S. 1802)., 82-4055 


Further continuing appropriations, 1982 : 
report (to accompany H.J. Res. 357)., 
82-2415 


Making continuing appropriations for 
fiscal year 1982, and for other purposes 
: conference report (to accompany H.J. 
Res. 325)., 82-2397 


Making further continuing appropriations 
for the fiscal year ending September 
30, 1982, and for other purposes : con- 
ference report (to accompany H.J. 
357)., 82-6593 


Military construction appropriation bill, 
1982 : report (to accompany H.R. 
4241)., 82-4060 


Treasury, postal service, and general gov- 
ernment appropriation bill, 1982 
report (to accompany H.R. 4121)., 82- 
2365 


Treasury, Postal Service, and general 
government appropriations for fiscal 
year 1982 : hearings before a subcom- 
mittee of the Committee on Appropri- 
ations, United States Senate, Ninety- 
seventh Congress, first session, on H.R. 
4121...., 82-12091 


Urgent supplemental appropriations bill, 
1982 : hearing before a subcommittee 
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of the Committee on Appropriations, 
House of Representatives, Ninety-sev- 
enth Congress, second session, Sub- 
committee on HUD—lIndependent 
Agencies ... Environmental Protection 
Agency, construction grants., 82- 
12087, 82-15024 


United States — Appropriations and 


expenditures, 1983, 

Department of the Interior and related 
agencies appropriations for 1983 : hear- 
ings before a subcommittee of the 
Committee on Appropriations, House 
of Representatives, Ninety-seventh 
Congress, second session., 82-15020 


Military construction appropriations for 
1983 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-sev- 
enth Congress, second session, Sub- 
committee on Military Construction 
Appropriations., 82-12086 


United States. Architect of the Capitol. 


Report to House Budget Committee : 
markup hearings before the Committee 
on Post Office and Civil Service, 
House of Representatives, Ninety-sev- 
enth Congress, second session, on 
Budget Committee report, March 10, 
1982., 82-15182 


United States. Architect of the Capitol — 


Appropriations and expenditures — 

Periodicals. 

Annual report of the Architect of the 
Capitol for the period ..., 82-4087, 
82-11852 


Report of the Architect of the Capitol, 
82-928, 82-4024 


Semiannual report of the Architect of the 
Capitol for the period ... pursuant to 
section 105(b), Public Law 454, 
Eighty-eighth Congress., 82-928, 82- 
4024 


United States. Architect of the Capitol — 


Periodicals. 

Annual report of the Architect of the 
Capitol for the period 82-4087, 
82-11852 


United States — Armed Forces. 


Personal property claims and general 
claims administration within the De- 
partment of Defense : hearing before 
the Subcommittee on Administrative 
Law and Governmental Relations of 
the Committee on the Judiciary, House 
of Representatives, Ninety-seventh 
Congress, first session, on personal 
property claims and general claims ad- 
ministration within the Department of 
Defense, March 5, 1981., 82-6856 


Technical amendments to Titles 10, 14, 
37, and 38, United States Code : report 
(including cost estimate of the Con- 
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gressional Budget Office) (to accompa- 
ny H.R. 4623)., 82-14649 


United States — Armed Forces — Afro- 
Americans, 
The Racial attitudes and perceptions 
survey (RAPS) /, 82-9761 
Use of a black “culture assimilator” to 


increase racial understanding /, 82- 
9759 


United States — Armed Forces — 
Appropriations and expenditures. 
Adjustments recommended in fiscal year 

1982 ammunition procurement and 
modernization programs : report to the 
Chairman, Subcommittee on Defense, 
Committee on Appropriations, House 
of Representatives /, 82-10398 


United States — Armed Forces — Aviation 
supplies and stores. 
Less costly ways to budget and provision 
spares for new weapon systems should 
: report to the Congress /, 


Less costly ways to budget and provision 
spares for new weapon systems should 
be used : report to the Congress : sum- 
mary /, 82-13751 


United States — Armed Forces — 
Bibliography — Catalogs. 
Armed Forces., 82-5575 


United States — Armed Forces — Civic 
action — Congresses. 
International Symposium on Military Op- 
erations in Built-Up Areas : report /, 
82-3164 


United States — Armed Forces — 

Commissariat. 

Commissary and post exchange : agree- 
ment between the United States of 
America and Panama effected by ex- 
change of notes signed at Washington 
September 7, 1977., 82-2194 


Installation veterinary food inspection— 
the commissary, 82-3168, 82-3169 


Treaties, etc. United States, 1977, Sept. 7, | 


82-2194 


United States — Armed Forces — 
Communication systems. 


Strategic command, control and commu- | 


nications : alternative approaches for 
modernization /, 82-1131 


United States — Armed Forces — Energy 
conservation. 
Technology assessment of low energy ve- 
hicles /, 82-3949 


United States — Armed Forces — 

Equipment — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 6695. Combination 
and miscellaneous instruments, 82- 
12993, 82-12994 








US. 


Consolidated federal supply catalog iden- 
tification list. FSC 6900. Training aids 
and devices, 82-12998 


United States — Armed Forces — 
Equipment — Indexes. 
Index of specifications and standards /, 
82-1427 


United States. — Armed Forces — 

Examinations. 

Prediction of reading grade levels of 
service applicants from Armed’ Serv- 
ices Vocational Aptitude Battery 
(ASVAB) /, 82-285 


United States — Armed Forces — Facilities 
— Energy consumption. 
Fixed facilities energy consumption inves- 
tigation— data analysis /, 82-1490 


United States — Armed Forces — Firearms. 
Proposed procurement of 9-MM handgun 
by the Department of Defense : hear- 
ing before the Investigations Subcom- 
mittee on the Committee on Armed 
Services, House of Representatives, 
Ninety-seventh Congress, first session, 
July 27, 1981., 82-1021 


Proposed procurement of 9-MM handgun 
by the Department of Defense : report 
of the Investigations Subcommittee of 
the Committee on Armed Services, 
House of Representatives, Ninety-sev- 
enth Congress, first session., 82-2597 


United States — Armed Forces — Foreign 
service. 


You and the law overseas., 82-12902 


United States — Armed Forces — 
Handbooks, manuals, etc. 
Airdrop of supplies and equipment 


tainer CTU-2/A., 
Amphibious embarkation., 


82-1439 
82-13218 


Engineered performance standards for | 


real property maintenance activities : 
moving, rigging handbook., 82-9588 
Engineered performance standards, real 


property maintenance activities : janito- 
rial handbook., 82-9587 


Industrial security manual for safeguard- | 


ing classified information., 82-9591 


Job-grading system manual for nonappro- | 
82- | 


priated fund 


9586 


instrumentalities., 


United States — Armed Forces — 
Manpower. 


Impact of technology on military man- 


power requirements, readiness, and op- 
erations : hearing before the Subcom- 
mittee on Manpower and Personnel of 
the Committee on Armed Services, 
United States Senate, Ninety-sixth Con- 
gress, second session, December 4, 
1980., 82-1025 
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Armed Forces Pay, allowances, etc. 


United States — Armed Forces — Military 
construction operations. 

Military construction appropriation bill, 
1982 : report (to accompany H.R. 
4241)., 82-4060 

Military construction appropriations for 
1983 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-sev- 
enth Congress, second session, Sub- 
committee on Military Construction 
Appropriations., 82-12086 


United States — Armed Forces — Military 
construction operations — Bibliography — 
Catalogs. 

Index to publications referenced in guide 
specifications for civil works and mili- 
tary construction., 82-13148 


United States — Armed Forces — 
Mobilization. 
Military readiness, mobilization Planning 
and Civil Preparedness : issues for 
planning /, 82-5516 


United States — Armed Forces — 
Mobilization. 
Manpower effectiveness of the All-Vol- 
unteer Force : report to the Congress / 
, 82-5484 





| United States — Armed Forces — Officers. 
Defense Officer Personnel Management 
Act Technical Corrections Act, 82- 

1808 


Defense Officer Personnel Management 
Act Technical Corrections Act : [An 
Act to Make Technical Corrections in 
the Defense Officer Personnel Manage- 
ment Act]., 82-1808 


Flag and general officer strengths : hear- 
ing before the Subcommittee on Man- 
power and Personnel of the Committee 
on Armed Services, United States 
Senate, Ninety-seventh Congress, first 
session, September 17, 1981., 82-15038 


United States — Armed Forces — Pay, 
allowances, etc. 
Job-grading system manual for nonappro- 
priated fund  instrumentalities., 82- 
9586 


Pay increases for military personnel : 
hearing before the Subcommittee on 
Manpower and Personnel of the Com- 
mittee on Armed Services, United 
States Senate, Ninety-seventh Con- 
gress, first session, May 7, 1982., 82- 
15039 


Preliminary analysis of military compen- 
sation systems in the United States and 


five other countries : a report /, 82- 
5481 
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United States — Armed Forces — Pay, 
allowances, etc. — Law and legislation. 
Uniform Services Pay Act of 1981 : con- 

ference report (to accompany S. 1181)., 
82-2400 


United States — Armed Forces — Personnel 
management. 
Defense Officer Personnel Management 
Act Technical Corrections Act, 82- 
1808 


Defense Officer Personnel Management 
Act Technical Corrections Act : [An 
Act to Make Technical Corrections in 
the Defense Officer Personnel Manage- 
ment Act]., 82-1808 


Engineered performance standards for 
real property maintenance activities : 
moving, rigging handbook., 82-9588 


Hearing on H.R. 2985, to amend title 10, 
United States Code ... before the Inves- 
tigations Subcommittee of th Commit- 
tee on Armed Services, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, September 23, 1981., 82- 
2598 


Impact of advanced maintenance data 
and task oriented training technologies 
on maintenance, personnel, and training 
systems /, 82-1569 


Performance appraisal ratings : 
tent issue /, 82-3318 


the con- 


United States — Armed Forces — Postal 
service. 

United States military postal system : 
hearing before the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-seventh Con- 
gress, first session, October 7, 1981., 
82-4262 


United States — Armed Forces — Postal 
service. 

Is the military postal system a conduit for 
drugs and other contraband? : hearing 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, first session ...., 82-15133 


United States — Armed Forces — 
Procurement. 
Adjustments recommended in fiscal year 
1982 ammunition procurement and 


modernization programs : report to the | 
| United States — Armed Forces — 


Chairman, Subcommittee on Defense, 
Committee on Appropriations, House 
of Representatives /, 82-10398 


Cost/schedule control systems criteria 
joint implementation guide., 82-3301 


The impact of Department of Defense 
procurement on competition in com- 
mercial markets : case studies of the 
electronics and helicopter industries /, 
82-442 
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United States — Armed Forces — 
Procurement — Bibliography — Catalogs. 
How to sell to the Department of De- 

fense., 82-5541 


Procurement, supply cataloging, and clas- 
sification., 82-5574 


United States — Armed Forces — 
Procurement — Catalogs. 
Catalog of support services, 82-12921 


DRIS catalog of support services., 82- 
12921 


United States — Armed Forces — 
Procurement — Handbooks, manuals, etc. 
Defense integrated data system : DIDS 

procedures manual. Volume 1. General 
and administrative information., 82- 
12923 


Defense integrated data system : DIDS 
procedures manual. Volume 10. Multi- 
ple application references/instructions/ 
tables and grids., 82-1426 


Defense integrated data system : DIDS 
procedures manual. Volume 11. Edit/ 
validation criteria., 82-12929 


Defense integrated data system : DIDS 
procedures manual. Volume 13. Mater- 
iel management decision rule tables., 
82-12930 


Defense integrated data system : DIDS 
procedures manual. Volume 14. Re- 
ports and statistics., 82-12931 


Defense integrated data system : DIDS 
procedures manual. Volume 15. Publi- 
cations., 82-12932 


Defense integrated data system : DIDS 
procedures manual. Volume 2. Multiple 
application procedures., 82-12924 


Defense integrated data system : DIDS 
procedures manual. Volume 4. Item 
identification., 82-12925 


Defense integrated data system : DIDS 
procedures manual. Volume 6. Supply 
management., 82-12926 


Defense integrated data system : DIDS 
procedures manual. Volume 8. Docu- 
ment identifier code input/output for- 
mats (fixed length)., 82-12927 


Defense integrated data system : DIDS 
procedures manual. Volume 9. Docu- 
ment identifier code input/output for- 
mats (variable length)., 82-12928 


Recruiting, enlistment, etc. 
America’s volunteers : a report on the all- 
volunteer Armed Forces., 82-9584 


Effectiveness of adaptability screening /, 
82-275 


Impact of advanced maintenance data 
and task oriented training technologies 
on maintenance, personnel, and training 
systems /, 82-1569 
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Improving military educational benefits : 
effects on costs, recruiting, and reten- 
tion /, 82-15235 


Recruiting malpractice, extent, causes, 
and potentials for improvement : report 
to the Honorable Sam Nunn, member, 
Committee on Armed Services : sum- 
mary /, 82-10368 


United States — Armed Forces — 
Recruiting, enlistment, etc. 
Manpower effectiveness of the All-Vol- 
unteer Force : report to the Congress / 
82-5484 


United States — Armed Forces — Supplies 
and stores. 


Defense inactive item program., 82-9629 


Federal supply classification. Part 2. Nu- 
meric index of classes, 82-12922 


United States — Armed Forces — Supplies 
and stores — Bibliography — Catalogs. 
Defense supply and logistics., 82-5623 


United States — Armed Forces — Supplies 
and stores — Catalogs. 


Catalog of support services, 82-12921 


DRIS catalog of support services., 82- 
12921 


United States — Armed Forces — Supplies 
and stores — Classification — Periodicals. 
Report to Congress of the Department of 

Defense in accordance with section 
2455, Title 10, U.S.C. of the Defense 
Cataloging and Standardization Act of 
1952 : report of the Investigations Sub- 
committee of the Committee on Armed 
Services, United states States House of 
Representatives., 82-15031 


United States — Armed Forces — Supplies 
and stores — Indexes. 
Index of specifications and standards /, 
82-1427 


United States — Armed Forces — Transport 
service. 


DoD airlift system travel tips., 82-9904 


Engineered performance standards for 
real property maintenance activities : 
moving, rigging handbook., 82-9588 


International pocket guide to space avail- 
able travel : DoD airlift system., 82- 
9905 


United States — Armed Forces — 

Transportation. 

Defense sealift capability hearings 
before the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on the capability of our 
merchant marine to supply our military 
and naval forces in the event of hostil- 
ities Overseas, and to carry imported 
strategic materials to keep American 
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industry going, June 3, July 9, 1981., 
82-4261 


It’s your move., 82-3143 


United States — Armed Forces — 
Transportation supplies and stores. 
MILSTEP : military supply and transpor- 

tation evaluation procedures., 82-9630 


United States — Armed Forces — Travel 
regulations. 

Joint travel regulations. Volume 1. Mem- 
bers of the uniformed services : Army, 
Navy, Marine Corps, Air Force, Coast 
Guard, National Oceanic and Atmos- 
pheric Administration Corps, Public 
Health Service., 82-3142 


Joint travel regulations. Volume 2. De- 
partment of Defense civilian person- 
nel., 82-4715 


United States — Armed Forces — 
Vocational guidance. 
Development of the Armed Services Vo- 
cational Aptitude Battery (ASVAB) 
forms 2 and 3 /, 82-9754 


United States — Armed Forces — Weapons 
systems. 
Decisions to be made in charting future 
of DOD’s assault breaker : report to 
the Congress /, 82-5502, 82-5503 


Effectiveness of U.S. forces can be in- 
creased through improved weapon 
system design : report to the Congress : 
summary /, 82-13753 


Impact of technology on military man- 
power requirements, readiness, and op- 
erations : hearing before the Subcom- 
mittee on Manpower and Personnel of 
the Committee on Armed Services, 
United States Senate, Ninety-sixth Con- 
gress, second session, December 4, 
1980., 82-1025 


Strategic command, control and commu- 
nications : alternative approaches for 
modernization /, 82-1131 


United States — Armed Forces — Weapons 
systems — Maintenance and repair. 

Less costly ways to budget and provision 
spares for new weapon systems should 
be used : report to the Congress /, 
82-499 


Less costly ways to budget and provision 
spares for new weapon systems should 
be used : report to the Congress : sum- 
mary /, 82-13751 


United States — Armed Forces --. Women. 
Male and female soldiers’ beliefs about 
the “appropriateness” of various jobs 
for women in the Army /, 82-4942 
Women and ROTC summer camp, 1975 / 
, 82-9756 





United States. Arms Control and 


Nomination of Eugene V. Rostow : hear- 
ings before the Committee on Foreign 
Relations, United States Senate, 
Ninety-seventh Congress, first session, 
on nomination of Eugene V. Rostow, 
to be director, Arms Control and 
Disarmament Agency (ACDA), June 
22 and 23, 1981., 82-2657 


United States. Arms Control and 

Disarmament Agency — Periodicals. 

U.S. Arms Control and Disarmament 
Agency ... annual report : message 
from the President of the United 
States, transmitting the Annual report 
of the U.S. Arms Control and Disarm- 
ament Agency, pursuant to section 50 
of the Arms Control and Disarmament 
Act as amended (75 stat. 639, 89 stat. 
760), 82-15110 


United States. Army — Afro-Americans. 
The Utility of the racial attitudes and 
perceptions survey (RAPS) for assess- 
ing impact of race relations training 
programs in the military /, 82-13116 


United States. Army — Air controlmen. 
Flight operations coordinator : skill levels 
4/5., 82-13036 


United States. Army — Appropriations and 
expenditures. 


Army stock fund budget., 82-9707 


United States. Army — Armored troops. 

Headquarters and headquarters company, 
combat aviation group and headquar- 
ters and headquarters detachment, 
combat aviation battalion (nondivi- 
sional)., 82-13096 

Performance motivation in armor training 
/, 82-13114 


United States. Army — Aviation. 
Aviation /, 82-4952 


United States. Army — Aviation supplies 
and stores. 
Aviation intensive management item pro- 
gram., 82-9743 


United States. Army — Bibliography — 
Catalogs. 
Army technical and field manuals., 82- 
5585 


United States. Army — Chaplains. 
The Army chaplaincy, maybe it is for 
you..., 82-9709 


United States. Army — Commissariat. 
Subsistence management /, 82-3179 
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United States. Army — Communication 


systems. 

MOS 31V tactical communications sys- 
tems operator/mechanic, skill level 3., 
82-13078 


MOS 31V tactical communications sys- 
tems operator/mechanic skill levels 1 
and 2., 82-13077 


Trainer’s guide : MOS 31V, tactical com- 
munications systems operator/mechan- 
ic., 82-9683 


United States. Army. Corps of Engineers. 
Army Corps of Engineers project deauth- 
orizations : report (to accompany S. 
1493)., 82-4059 
Engineer /, 82-4953 


Microcomputer applications to the Mili- 
tary Construction Army (MCA) proc- 
ess : concepts for implementation at 
Army Corps of Engineers construction 
field offices /, 82-13169 


United States. Army. Corps of Engineers — 
Appropriations and expenditures. 
Changes in federal water project repay- 
ment policies can reduce federal costs : 
report to the Congress /, 82-13705 


United States. Army. Corps of Engineers — 
Bibliography — Catalogs. 
United States Army Corps of Engineers., 
82-5629 


United States. Army. Corps of Engineers. 
Detroit District. 


People helping people., 82-9791 


United States. Army. Corps of Engineers — 

History. 

Engineers of independence : a documen- 
tary history of the Army Engineers in 
the American Revolution, 1775-1783 /, 
82-5031 


United States. Army. Corps of Engineers — 
Personnel management. 
Development of performance indicators 
for the selection and promotion of 
corps managerial talent /, 82-13168 


The Job activities description question- 
naire : an analysis of time spent on and 
importance of managerial duties /, 82- 
9833 


United States. Army. Corps of Engineers. 
Rock Island District. 
Outdoor recreation opportunities in the 
Rock Island District /, 82-9784 


United States. Army — Data processing. 
Automated data systems management /, 
82-1453 


United States. Army — Dental care. 
Training civilian volunteer dental assis- 
tants for service in Army dental facili- 
ties., 82-9708 
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U.S. Army Documents. 


United States. Army — Documents. 

Index of doctrinal, training, and organiza- 
tional publications., 82-9712 

Military publications, foreign military 
sales publications guide., 82-9715 

The Standard Army Publications System 
(STARPUBS) : resupply guide., 82- 
9713 


United States. Army — Equipment. 
Maintenance management /, 82-4965 


United States. Army — Equipment — 
Maintenance and repair. 
The US Army Ordnance Center and 
School apprenticeship program for the 
trade of artillery repairer., 82-4907 


United States. Army — Equipment — 
Maintenance and repair — Handbooks, 
manuals, etc. 

Organizational and direct support mainte- 
nance manual : general repair proce- 
dures for clothng and individual equip- 
ment., 82-4885 


Quartermaster and chemical equipment 
repairer., 82-13059 


United States. Army — Equipment — 
Quality control. 
Management summary : Facilities Engi- 
neering Equipment Maintenance 
System (FEEMS) /, 82-5059 


United States. Army — Examinations. 
A candidate evaluation system., 82-9739 


An exploratory investigation of the skill 
qualification testing system /, 82- 
13121 


United States. Army — Facilities. 
An analysis of electrical consumption at 
representative army installations /, 
82-3189 


Characteristics, control, and treatment of 
leachate at military installations /, 82- 
13172 


Developing facility information for 
combat equipment group—Europe 
(CEGE) sites /, 82-1482 

Fixed facilities energy consumption inves- 
tigation— data analysis /, 82-1490 

Parametric analysis of energy consump- 
tion in army buildings by the Building 
Loads Analysis and System Thermody- 
namics (BLAST) computer program /, 
82-13156 

Project development guidelines for con- 


verting army installations to coal use /, 
82-5061 


United States. Army — Facilities — 
Handbooks, manuals, etc. 
Raised floor systems /, 82-4878 


United States. Army. Field Artillery. 
Field artillery /, 82-1451 
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United States. Army — Field service. 

Air defense artillery automatic weapons 
battalion self-propelled : armored divi- 
sion or infantry division or infantry di- 
vision (mechanized)., 82-13102 

Engineer combat battalion (heavy)., 82- 
13099 


United States. Army — Finance. 
Comptroller /, 82-4960 


Finance /, 82-4959 


United States. Army — Firearms. 
An experimental investigation of the mili- 
tary police firearms qualification course 
/, 82-1447 


United States. Army — Fuel. 
Storage distribution, and dispensing of 
aircraft and automotive fuels., 82-9671 


United States. Army — Guided missile 


Missile materiel management /, 82-4961 


United States. Army — Handbooks, 
manuals, etc. 

Air defense artillery automatic weapons 
battalion self-propelled : armored divi- 
sion or infantry division or infantry di- 
vision (mechanized)., 82-13102 

Air traffic control (ATC) tower operator 
: soldier’s manual., 82-9675, 82-9676 


Air traffic control (ATC) tower operator 
: trainer’s guide., 82-9674 

Air transport procedures, transport of 
M454 atomic projectile by US Army 
aircraft, transport of M454 atomic pro- 
jectile complete mission loads by US 
Army CH-47 helicopter., 82-13095 

Aircraft organizational maintenance man- 
agement., 82-9700 

Airdrop of supplies and equipment : rig- 
ging communications shelters and 
power unit., 82-4889 

Airdrop of supplies and equipment : rig- 
ging the 1/4-ton truck and the 1/4-ton 
trailer., 82-9681 

Airdrop of supplies and equipment : rig- 
ging 4.2-inch mortar., 82-4890 

Ammunition service in the theater of op- 
erations /, 82-1438 


Armored and mechanized brigade oper- 
ations., 82-9701 


The Army., 82-9702 
Army aviation lighting., 82-9668 
Army health facility design., 82-9670 


Army skill development programs., 82- 
9733 


Army stock fund budget., 82-9707 


Army training and evaluation program 
for engineer equipment companies., 
82-13098 
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telecc ications 


82-4891 

Aviation intensive management item pro- 
gram., 82-9743 

Cable splicer., 82-9684 


Calibration and repair service in the the- 
ater of operations., 82-9689 


A candidate evaluation system., 

Cartographer., 82-13037 

Casualty assistance handbook., 

Chapel activities specialist., 
82-13087 


Chemical Smoke Generator Company 
(TOE 3-267)., 82-13097 

Combat area surveillance radar repairer., 
82-13089 

Combat telecc 
ator., 82-1441 

Component list for computer, gun direc- 


tion, M18 (FADAC) (1220-00-448- 
0131)., 82-9672 


Computer/machine operator., 


Automatic data 
center operator., 





82-9739 


82-9732 
82-1442, 





ications center oper- 


82-9686 


Container movement and handling in the 
theater of operations., 82-9698 


Conversion of Warsaw Pact grids to 
UTM grids., 82-4893 


Defense acquisition radar mechanic., 82- 
13091, 82-13092, 82-13093 


The Department of the Army manual., 
82-9664 


Direct support and general support level 
: 5-ton, 6X6, M39 series trucks (multi- 
fuel)., 82-9673 

Division/separate brigade adjutant gener- 
al., 82-9685 


Division transportation operations., 82- 
9699 


Domestic 
4879 


Drainage and erosion control : subsurface 
drainage facilities for airfield pave- 
ments., 82-4880 


Drainage and erosion-control structures 
for airfields and heliports., 82-4881 

Education handbook for MACOM and 
local Basic Skills Education Program 
(BSEP) II curriculum development., 
82-9734 

Electrical design, lightning and static 
electricity protection., 82-9667 

Engineer combat battalion (heavy)., 82- 
13099 

Evidence custodian, duties and responsi- 
bilities, 82-9747 

Field artillery radar crew member., 82- 
13041 


Field radio repairer., 


wastewater treatment., 82- 
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Flight operations coordinator : skill levels 
4/5., 82-13036 


Flute player., 82-4892 


A guide for the survivors of deceased 
Army members., 82-13108 


Guide to civilian personnel management 
for key military personnel., 82-9740 


Headquarters and headquarters company, 
combat aviation group and headquar- 
ters and headquarters detachment, 
combat aviation battalion (nondivi- 
sional)., 82-13096 


Health service support in a communica- 
tions zone., 82-4888 


Improved Hawk continuous wave radar 
repairer : MOS 24K : trainer’s guide., 
82-13047 

Improved Hawk continuous wave radar 
repairer : skill levels 1, 2 and 3, MOS 
24K., 82-13046 


Improved hawk fire control repairer : 
MOS 24H., 82-13043 


Improved hawk launcher/mechanical sys- 
tems repairer : MOS 24L., 82-13049 
Improved Hawk _launcher/mechanical 


systems repairer : skill levels 1, 3 and 3, 
MOS 24L., 82-13048 


Improved Hawk maintenance chief 
MOS 24V : trainer’s guide., 82-9680 

Improved hawk maintenance chief : skill 
levels 4 and 5, MOS 24V., 82-13050 


Improved hawk pulse radar repairer : 
MOS 24J., 82-13045 


Improved hawk pulse radar repairer : 
skill levels 1, 2, and 3, MOS 24J., 82- | 


13044 


Integrated logistic support management 
model and glossary., 82-9742 

Introduction to military personnel man- 
agement., 82-9741 


ITV/IFV/CFV system mechanic., 82- | 


3166, 82-3167 
Laundry and bath specialist., 82-13065 


Legal clerk : MOS 71D, soldier’s manual, | 


skill level 1/2/3., 82-13085 


Legal clerk : MOS 71D, soldier’s manual, 
skill level 4/5., 82-13086 


Light wheel vehicle/power generation | 


equipment mechanic., 82-13055 


Logistics maintenance management., 82- | 


9691 
Low intensity conflict., 82-9703 
Maintenance and repair parts consump- 
tion planning guide for contingency 


operations : helicopter, cargo transport, 
CH47C., 82-9692 


Management improvement techniques for | 


first line supervisors : the right track 
for methods improvement., 82-9705 

Military publications, foreign military 
sales publications guide., 82-9715 





MOS 26V, strategic microwave systems 
repairer., 82-9682 

MOS 26V, strategic microwave systems 
repairer, skill levels 1 and 2., 82-13070 


MOS 31J : teletypewriter repairer., 82- 
13073 


MOS 31J, teletypewriter repairer skill 
levels 1 and 2., 82-13074 

MOS 31N, tactical circuit controller, skill 
levels 1, 2, and 3., 82-13075 

MOS 31V tactical communications sys- 
tems operator/mechanic, skill level 3., 
82-13078 

MOS 31V tactical communications sys- 
tems operator/mechanic skill levels 1 
and 2., 82-13077 

MOS 36C wire systems installer/operator 
skill levels 3 and 4., 82-13079 

MOS 45K : tank turret repairer., 82- 
13053 


MOS 45N : M60A1/A3 turret mechanic., 
82-13054 


MOS 63 D : self propelled field artillery 
system mechanic., 82-13056 


MOS 63D : self-propelled field artillery 
system mechanic., 82-13057 


MOS 63G : fuel and electrical systems 
repairer., 82-13058 


MOS 63N : M60A1/43 : tank system me- 
chanic., 82-13060 


MOS 71D, legal clerk., 82-13084 


MOS 72E : combat telecommunications 


center operator., 82-13080 


Nike-Hercules fire control mechanic., 


82-13094 


Nuclear special ammunition direct and | 
general support unit operations., 82- | 


13064 


Operator, organizational direct and gen- | 
eral support maintenance manual for | 
trailer, low bed guided missle, 7-ton, 4- | 


wheel M529 (2330-780-0801)., 82-4884 


Organizational and direct support mainte- | 
general repair proce- | 
dures for clothng and individual equip- | 


nance manual : 


ment., °82-4885 


Organizational maintenance 
guiide., 82-9693 


Pallets for Army use., 82-9744 
Percussion group leader., 82-13083 


Personnel administration specialist, MOS 
75B., 82-9687 


manager’s 


Petroleum pipeline and terminal operat- | 


ing company., 82-13069 


Petroleum supply and operating teams., | 
82-13100 


Physical readiness training., 82-13088 


Quartermaster and chemical equipment | 


repairer., 82-13059 
Radio teletype operator., 82-1440 
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Railroad design and construction at 
Army and Air Force installations., 
82-4883 

Raised floor systems /, 82-4878 

Recruiter., 82-13081 


Repair of rigid pavements using epoxy 
resin grouts, mortars and concretes., 
82-4882 


Self-propelled field artillery turret me- 
chanic., 82-13052 


SIDPERS user manual : SIB level proce- 
dures organization and operations (gen- 
eral)., 82-9727 

SIDPERS user manual : Standard Instal- 
lation Division Personnel System 
SIB/SID level procedures data base 
descriptions and file structures. 82- 
9728, 82-9729 

Small arms repairer., 82-13051 


Soldier’s manual : Hercules electronics 
mechanic., 82-9697 


Soldier’s manual : Nike-Hercules fire con- 
trol mechanic., 82-9694, 82-9695 


Soldier’s manual : 11C : indirect fire in- 
fantryman., 82-9679 


Soldier’s manual : 11C : indirect fire in- 
fantrymen., 82-9678 


Special electronic devices repairer., 82- 
4886 


The Standard Army Publications System 
(STARPUBS) : resupply guide., 82- 
9713 


Standard Installation/Division Personnel 
System : SIDPERS handbook for com- 
manders., 82-9731 

Standard Installation/Division Personnel 
System (SIDPERS) : military person- 
nel office level procedures., 82-9726 

Standard Installation/Division Personnel 
System (SIDPERS) : unit level proce- 
dures., 82-9725 

Storage distribution, and dispensing of 
aircraft and automotive fuels., 82-9671 

Subsistence supply and management in 
theaters of operations., 82-13066 


Subsistence supply specialist., 82-13067, 
82-13068 


Supply and service company, direct sup- 
port., 82-13101 


Tacfire operations specialist., 82-4887, 
82-13039 


Technical escort operations /, 82-9677 
Track vehicle mechanic., 82-13063 


Trainer’s guide : defense acquisition radar 
operator., 82-13090 

Trainer’s guide : Hercules electronics me- 
chanic., 82-9696 

Trainer’s guide 
95B., 82-9688 


: military police, MOS 
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U.S. Army Handbooks, manuals, etc. 


Trainer’s guide : MOS 26C : combat area 
surveillance radar repairer., 82-9690 


Trainer’s guide : MOS 31E, field radio 
repairer., 82-13071 


Trainer’s guide : MOS 31N : tactical cir- 
cuit controller., 82-13076 


Trainer’s guide : MOS 31V, tactical com- 
munications systems operator/mechan- 
ic., 82-9683 


Training civilian volunteer dental assis- 
tants for service in Army dental facili- 
ties., 82-9708 


Unit air movement planning., 82-4894 


Wheel vehicle repairer., 82-13061, 82- 


13062 


Woodwind group leader., 82-13082 


United States. Army — History. 

Historic furnishing study : enlisted men’s 
barracks and post hospital, HS-2, Fort 
Larned National Historic Site, Kansas 
/, %82-10908 


Historic resource study, Fort Hancock 
1895-1948, Gateway National Recrea- 
tion Area, New York/New Jersey /, 
82-638 


United States. Army — Inventory control. 
Opportunities still exist for the Army to 
save millions annually through im- 
proved retail inventory management : 
report to the Congress /, 82-5497 


Opportunities still exist for the Army to 
save millions annually through im- 
proved retail inventory management : 
report to the Congress : summary /, 
82-5498 


United States. Army — Job descriptions. 

The applicability of the ISD 4-factor 
model of job analysis in identifying 
task training priority in nine technical 
military occupational specialities /, 
82-13124 

Efficacy of a training priorities model in 
an army environment /, 82-159 


United States. Army — Medical care — 
Handbooks, manuals, etc. 
Health service support in a communica- 
tions zone., 82-4888 


United States. Army — Messes. 
Decor guide for enlisted personnel dining 
facilities /, 82-9829 


United States. Army — Military 
construction operations. 
Built-up roof construction quality control 
/, 82-3188 


Microcomputer applications to the Mili- 
tary Construction Army (MCA) proc- 
ess : concepts for implementation at 
Army Corps of Engineers construction 
field offices /, 82-13169 
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Recommendations for concrete forming 
kit for theater of operations applica- 
tions /, 82-9830 


United States. Army — Military police. 
Trainer’s guide : military police, MOS 
95B., 82-9688 


United States. Army — Noise control. 
Compilation of operational blast noise 
data /, 82-1488 


United States. Army — Non-commissioned 
officers. 
Armor /, 82-160 


United States. Army — Officer efficiency 
reports. 
Relationship between officer duty per- 
formance and certain measures of po- 
tential /, 82-4945 


Some properties of an officer measure of 
performance and potential /, 82-1448 


United States. Army — Officers. 
Administrative and personnel 
management /, 82-4958 


Air defense artillery /, 82-4951 
Atomic energy /, 82-3178 


Automated data systems management /, 
82-1453 


Aviation /, 
Chemical /, 


Community 
82-1452 


Comptroller /, 82-4960 


Counter-intelligence (CI)/human intelli- 
gence (HUMINT) /, 82-4956 


Engineer /, 82-4953 

Field artillery /, 82-1451 

Finance /, 82-4959 

Maintenance management /, 82-4965 


Marine and terminal operations /, 82- 
4964 


Materiel/services management 
4966 


Missile materiel management /, 


systems 


82-4952 
82-4962 
activities management /, 


/, 82- 


82-4961 


Munitions materiel management /, 82- 
4963 


Operations research systems analysis /, 
82-3177 


Personnel programs management /, 82- 
4957 


Procurement /, 82-4968 
Public affairs /, 82-3176 


Signals intelligence (SIGINT)/electronic 
warfare (EW) /, 82-3175 


Subsistence management /, 82-3179 


Tactical (combat support)/strategic intel- 
ligence /, 82-4955 


Training developments /, 82-4954 
Transportation management /, 82-4967 


Do not order from index; see indicated entry 





Subject Index 


Validity of peer ratings obtained during 
ranger training /, 82-4941 


United States. Army — Officers’ handbooks. 
Division/separate brigade adjutant gener- 
al., 82-9685 
Ear, nose and throat specialist 
levels 1, 2, 3, 4., 82-13042 
Field artillery radar crew member., 82- 
13040 


Student guide : armor officer basic course 
: tank platoon leader., 82-4877 


82-13038 


United States. Army — Officials and 
employees. 
Cultural assimilator for training army 
personnel in racial understanding /, 
82-1445 


: Skill 


Tacfire operations specialist., 


United States. Army — Ordnance facilities. 
Functional requirements and new con- 
cepts for ammunition storage facilities 
/, 82-13162 


United States. Army — Personnel 
management. 
The army needs to improve individual 
soldier training in its units : report to 
the Congress summary /, 82-5452 


United States. Army — Personnel 
management. 
Administrative and personnel 
management /, 82-4958 


systems 


The army needs to improve individual 
soldier training in its units : report to 
the Congress /, 82-5483 


Centralized assignment procedures III 
system (CAP III)., 82-9730 


Duty modules : an approach to the iden- 
tification and classification of personnel 
resources and requirements /, 82-9770 


Guide to civilian personnel management 
for key military personnel., 82-9740 


Introduction to military personnel man- 
agement., 82-9741 


Management improvement techniques for 
first line supervisors : the right track 
for methods improvement., 82-9705 

Organization planning : defense manage- 
ment, joint course., 82-9663 

Personnel administration center (PAC) 
guide for administrative procedures., 
82-9704 


Personnel programs management /, 82- 
4957 


United States. Army — Personnel 
management — Data processing. 
SIDPERS user manual : SIB level proce- 
dures organization and operations (gen- 
eral)., 82-9727 

SIDPERS user manual : Standard Instal- 
lation Division Personnel System 
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SIB/SID level procedures data base 
descriptions and file structures. 82- 
9728, 82-9729 

Standard Installation/Division Personnel 
System : SIDPERS handbook for com- 
manders., 82-9731 

Standard Installation/Division Personnel 
System (SIDPERS) : military person- 
nel office level procedures., 82-9726 

Standard Installation/Division Personnel 
System (SIDPERS) : unit level proce- 
dures., 82-9725 


United States. Army — Personnel 
management — Handbooks, manuals, etc. 
Personnel administration specialist, MOS 

75B., 82-9687 ° 


United States. Army — Procurement. 


Budgetary pressures created by the | 


Army’s plans to procure new major 

weapon systems are just beginning : 

report to the Congress /, 82-3521 
Procurement /, 82-4968 


United States. Army — Promotions. 


A candidate evaluation system., 82-9739 


United States. Army — Public relations. 
Public affairs /, 82-3176 


United States. Army — Recruiting, 
enlistment, etc. 
Enhancing quality control in the testing 
of military applicants /, 82-9776 


United States. Army — Recruiting, 


enlistment, etc. — Handbooks, manuals, 
etc 


Recruiter. 82-13081 
United States. Army — Service clubs. 
Community activities management /, 
82-1452 


United States. Army — Signaling. 


Signals intelligence (SIGINT)/electronic 


warfare (EW) /, 82-3175 


United States. Army — Social services. 
Casualty assistance handbook., 82-9732 


United States. Army. Special Forces — 
Handbooks, manuals, etc. 
Special Forces soldier’s manual for MOS 
31V (SQIS), 82-154 


United States. Army — 
Fundamentals of safety in Army sports 
and recreation., 82-9724 


United States. Army — Supplies and stores. * 
Materiel/services management /, 82- 
4966 


Opportunities still exist for the Army to 
save millions annually through im- 
proved retail inventory managemen 
report to the Congress /, 82-5497 


Opportunities still exist for the Army to 


save millions annually through im- | 





proved retail inventory management : 
report to the Congress : summary /, 
82-5498 

Supply and service company, direct sup- 
port., 82-1310! 


ing company., 82-13069 
Special Forces soldier’s manual for MOS 
31V (SQIS), 82-154 


Subsistence supply specialist., 
82-13068 


United States. — Army — Target-practice. 

Effective training for target identification 
under degraded conditions /, 82-9764 

Training transfer from mini-tank range to 
tank main gun firing /, 82-9752 

The value of special training for the in- 
terpretation of UGS employed in a 
grid /, 82-156 


United States. Army — Transport service. 
Division transportation operations., 
9699 
Transportation management /, 82-4967 


United States. Army — Transportation. 
Container movement and handling in the 
theater of operations., 82-9698 


United States. Army — Vocational 
Development of  factorially based 
ASVAB high school composites /, 
82-9765 


Differential validity of the army aptitude 
areas for predicting army job training 
performance of blacks and whites /, 

_ 82-1443 

Outcome measures for career counseling 
research /, 82-3170 


82-13067, 


82- 


Military ethics and professionalism : 
collection of essays /, 82-152 


United States. Army — Weapons systems — 

Costs. 

Budgetary pressures created by the 
Army’s plans to procure new major 
weapon systems are just beginning 
report to the Congress /, 82-3521 


United States. Army — Women. 
Male and female factors on the Cadet 
Evaluation Battery /, 82-158 


United States. Army Materiel Development 
and Readiness Command. 
The sights and sounds of DARCOM, 
82-4935, 82-4936 


t: United States. Army Nurse Corps. 


Registered nurses, extend your scope of 
nursing — practice with the Army 
Nurse Corps., 82-9662 
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Information pamphlet for the career de- 
velopment of enlisted members of the 
United States Army Reserve., 82- 
13104 


United States. Army Reserve — 
Mobilization. 
MOBPERS data /, 82-13035 


United States. Board for International 
Broadcasting — Periodicals. 
Annual report /, 82-938 


United States. Board of Trustees of the 
Federal Old-age and Survivors Insurance 
and Disability Insurance Trust Funds — 
Periodicals. 

Annual report : communication from the 
Board of Trustees, Federal Old-age 
and Survivors Insurance and Disability 
Insurance Trust Fund transmitting the 
annual report of the Board, pursuant to 
section 201(c) of the Social Security 
Act /, 82-14630 


Annual report of the Board of Trustees 
of the Federal Old-age and Survivors 
Insurance and Disability Insurance 
Trust Funds : communication from the 
Board of Trustees, Federal Old-age 
and Survivors Insurance and Disability 
Insurance Trust Fund transmitting the 
annual report of the Board, pursuant to 
section 201(c) of the Social Security 
Act, as amended., 82-14593 


United States. Bureau of Health Planning — 
Archives — Periodicals. 
Program policy notices of the Bureau of 
Health Planning., 82-13853" 


United States. Bureau of Indian Affairs. 
Qualifying for federal funding of tribally 
controlled community colleges : report 
/, 82-10357 


United States. Bureau of Indian Affairs — 

Appropriations and expenditures. 

Bureau of Indian Affairs and Indian 
Health Service budget request for fiscal 
year 1982 : oversight hearing before 
the Committee on Interior and Insular 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
on Bureau of Indian Affairs and Indian 
Health Service budget request for fiscal 
year 1982, hearing held in Washington, 
D.C., March 5, 1981., 82-12206 


United States. Bureau of Industrial 

Economics. 

An introduction to the industrial analysis 
and productivity research of the 
Bureau of Industrial Economics /, 82- 
9574 
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United States. Bureau of Labor Statistics — 


y- * * 
BLS publications on productivity and 
technology., 82-678 


United States. Bureau of Land Management. 
Navajo-BLM land exchange : hearing 
before the Select Committee on Indian 
Affairs, United States Senate, Ninety- 
seventh Congress, first session, on S. 
159 ... July 30, 1981, Washington, D.C., 
82-1070 


Proceedings, National Advisory Board : 
Casper, Wyoming, May 24-27, 1976., 
82-14028 


United States. Bureau of Land Management 
— Bibliography — Catalogs. 
Bureau of Land Mangement publications., 
82-5624 


United States. Bureau of Mines — 
Bibliography — Periodicals. 
List of Bureau of Mines publications and 
articles ... with subject and author 
index., 82-1966 


United States. Bureau of Mines — 
Periodicals. 
Bureau of Mines research., 82-3720 


U.S. Bureau of Mines research, 82-3720 


United States. Bureau of Naval Personnel — 
Bibliography — Catalogs. 
Naval Personnel Bureau and Naval Edu- 
cation and Training Command publica- 
tions., 82-5592 


United States. Bureau of Radiological 
Health. Division of Biological Effects — 
Periodicals. 

Annual report of the Division of Biologi- 
cal Effects, Bureau of Radiological 
Health /, 82-13842 


United States. Bureau of Radiological Health 
— Periodicals. 


Resource manual /, 82-13841 


United States. Bureau of Reclamation — 
Appropriations and expenditures. 
Changes in federal water project repay- 
ment policies can reduce federal costs : 
report to the Congress /, 82-13705 


United States. Bureau of Reclamation — 
Bibliography — Catalogs. 
Bureau of Reclamation publications., 82- 
5622 


United States. Bureau of Reclamation. 
Concrete and Structural Branch — 
History. 

Bureau of Reclamation, Concrete Labo- 
ratory : fifty years., 82-5844 


United States. Bureau of the Census. 
An assessment of 1980 census results in 
10 urban areas : report to the Congress 
/, %2-10380 
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An assessment of 1980 census results in 
10 urban areas : report to the Congress 
: summary /, 82-10381 


1980 census update : supplement to data 
user news., 82-3074, 82-12763, 82- 
12764, 82-12765 


United States. Bureau of the Census — 
Appointments, promotions, salaries, etc. 
Nomination of Bruce Chapman : hearing 

before the Committee on Governmen- 
tal Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
on nomination of Bruce Chapman to be 
director of the Bureau of the Census, 
September 22, 1981., 82-4244 


United States. Bureau of the Census — Cost 
control. 

A $4 billion census in 1990? timely deci- 
sions on alternatives to 1980 proce- 
dures can save millions : report to the 
Congress /, 82-13731 


United States — Census. 

Census activities and the decennial census 
: hearing before the Subcommittee on 
Census and Population of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H.R. 
1990 ... June 11, 1981., 82-1095 


United States Census, 20th, 1980. 
1980 census of population and housing : 
Alaska, preliminary population and 
housing unit counts., 82-9317 


United States — Census, 12th, 1900 — Film 
catalogs. 
1900 federal population census : a catalog 
of microfilm copies of the schedules /, 
82-13758 


United States — Census, 20th, 1980, 
An assessment of 1980 census results in 
10 urban areas : report to the Congress 
/, 82-10380 


An assessment of 1980 census results in 
10 urban areas : report to the Congress 
: summary /, 82-10381 


Census °80, projects for students., 82- 
2838 


1980 census of population : standard met- 
ropolitan statistical areas and standard 
consolidated statistical areas, 1980., 
82-9316 


1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 11. Florida, 82-9292, 82-9294, 
82-9295, 82-9297, 82-9298, 82-9300, 
82-9301, 82-9302, 82-9306, 82-9308, 
82-9311, 82-9315, 82-12725, 82- 
12726, 82-12727, 82-12728, 82- 
12729, 82-12730, 82-12731, 82- 
12732, 82-12733, 82-12734, 82- 
12735, 82-12736, 82-12737, 82- 
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12738, 82-12739, 82-12740, 82- 
12741 


1980 census of population and housing : 
Alabama, preliminary population and 
housing unit counts., 82-12743 

1980 census of population and housing: 
Arizona, preliminary population and 
housing unit counts., 82-12744 


1980 census of population and housing : 
Arkansas, preliminary population and 
housing unit counts., 82-3072 

1980 census of population and housing : 
California, preliminary population and 
housing unit counts., 82-12745 

1980 census of population and housing : 
Colorado, preliminary population and 
housing unit counts., 82-9318 


1980 census of population and housing : 
Florida, preliminary population and 
housing unit counts., 82-12746 


1980 census of population and housing : 
Georgia, population and housing unit 
counts., 82-9319 


1980 census of population and housing : 
Idaho, final population and housing 
unit counts., 82-4599 


1980 census of population and housing : 
Illinois, preliminary population and 
housing unit counts., 82-12747 


1980 census of population and housing : 
Indiana, preliminary population and 
housing unit counts., 82-12748 


1980 census of population and housing : 
Iowa, preliminary population and hous- 
ing unit counts., 82-12749 


1980 census of population and housing : 
Kansas preliminary population and 
housing unit counts., 82-9320 


1980 census of population and housing : 
Kentucky, preliminary population and 
housing unit counts., 82-9321 


1980 census of population and housing : 
Louisiana, preliminary population and 
housing unit counts., 82-9322 


1980 census of population and housing : 
Massachusetts, final population and 
housing unit counts., 82-12759 


1980 census of population and housing : 
Michigan, preliminary population and 
housing unit counts., 82-9330 


1980 census of population and housing : 
Mississippi, preliminary population and 
housing unit counts., 82-12750 


1980 census of population and housing : 
Missouri, preliminary population and 
housing unit counts., 82-9323 


1980 census of population and housing : 


Nebraska, preliminary population and 
housing unit counts., 82-9324 
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1980 census of population and housing : 
New Jersey, preliminary population 
and housing unit counts., 82-12751 

1980 census of population and housing : 
New Mexico, preliminary population 
and housing unit counts., 82-9325 

1980 census of population and housing : 
New York, preliminary population and 
housing unit counts., 82-9326 

1980 census of population and housing : 
Ohio, preliminary population and hous- 
ing unit counts., 82-12752 

1980 census of population and housing : 
Oklahoma, preliminary population and 
housing unit counts., 82-9327 

1980 census of population and housing : 
Oregon, preliminary population and 
housing unit counts., 82-9328 

1980 census of population and housing : 
Pennsylvania, final populaticn and 
housing unit counts., 82-12760 

1980 census of population and housing : 
Pennsylvania, preliminary population 
and housing unit counts., 82-12753 

1980 census of population and housing : 
Puerto Rico, final population and hous- 
ing unit counts., 82-12761 

1980 census of population and housing : 
Puerto Rico, preliminary population 
and housing unit counts., 82-12758 

1980 census of population and housing : 
South Carolina, preliminary population 
and housing unit counts., 82-9329 


1980 census of population and housing : 
Tennessee, preliminary population and 


82-12754 


1980 census of population and housing : 
Texas, preliminary population and 
housing unit counts., 82-3073 


1980 census of population and housing : 
Virginia, preliminary population and 
housing unit counts., 82-12755 

1980 census of population and housing : 
Washington, preliminary population 
and housing unit counts., 82-12756 


1980 census of population and housing : 
Wisconsin, preliminary population and 
housing unit counts., 82-12757 

1980 census update : supplement to data 


user news., 82-3074, 82-12763, 82- 
12764, 82-12765 


housing unit counts., 


United States — Census, 21st, 1990. 

A $4 billion census in 1990? timely deci- 
sions on alternatives to 1980 proce- 
dures can save millions : report to the 
Congress /, 82-13731 


United States — Centennial celebrations, etc. 
Bicentennial of the Constitution : hearing 
before the Subcommittee on the Con- 
stitution of the Committee on the Judi- 
ciary, United States Senate, Ninety-sev- 
enth Congress, first session, on S.J. 





Res. 33, S. 477, and S. 1631 to establish 
a commission on the bicentennial of the 
United States Constitution, September 
17, 1981., 82-12221 


United States. Central Intelligence Agency 


— History. 

Donovan and the CIA : a history of the 
establishment of the Central Intelli- 
gence Agency /, 82-2123 


United States. Chicago Construction 
Committee. 
Chicago Construction Commmittee,, 82- 
3742 


United States. Children’s Bureau — 
Appointments, promotions, salaries, etc. 
Nomination of Clarence E. Hodges : 

hearing before the Committee on Fi- 
nance, United States Senate, Ninety- 
seventh Congress, first session, on 
nomination of Clarence E. Hodges, to 
be chief, Children’s Bureau, Depart- 
ment of Health and Human Services, 
December 10, 1981., 82-15103 


United States. Civil Aeronautics Board. 

Early sunset of the Civil Aeronautics 
Board : hearings before the Subcom- 
mittee on Aviation of the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
seventh Congress, first session, on S. 
1425 and S. 1426 ... July 7, 8, and 9, 
1981., 82-1035 


Effects of airline deregulation and legisla- 
tion to advance the date for sunset of 
the Civil Aeronautics Board : hearings 
before the Subcommittee on Aviation 
of the Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on H.R. 4065 ... July 9, 15, and 
16, 1981., 82-12245 


United States. Civil Aeronautics Board — 
Appointments, promotions, salaries, etc. 
Nomination—Civil Aeronautics Board : 

hearing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on nomination 
of Clinton Dan McKinnon, to be chair- 
man, Civil Aeronautics Board, October 
21, 1981., 82-6778 


United States. Civil Aeronautics Board — 
Bibliography — Catalogs. 
Civil Aeronautics Board publications., 
82-5595 


United States. Civil Aeronautics Board — 
Rules and practice. 
Agenda of significant regulations., 
4710 


82- 


United States — Civil defense. 
Electric power emergency handbook /, 
82-5228 
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U.S. Coast Guard. 


Major alternatives for government poli- 
cies, organizational structures, and ac- 
tions in civilian nuclear reactor emer- 
gency management in the United States 
: report to M. Rogovin for the NRC 
Three Mile Island Special Inquiry /, 
82-14907 

Mass thickness manual for walls, floors, 
and roofs., 82-10271 

Military readiness, mobilization Planning 
and Civil : issues for 
planning /, 82-5516 

A new impetus : emergency management 
for attack preparedness /, 82-10272 

Radiological defense manual : student 
manual., 82-10284 

Radiological defense preparedness /, 82- 
10274 

Radiological monitor course 
workbook., 82-10275 

U.S. crisis relocation planning /, 82- 
10265 

Utilization of equipment crisis relocation 
program : final report for Defense 
Civil Preparedness Agency /, 82-9655 


United States — Civil Defense. 
Disaster planning guide for business and 
industry., 82-10286 


: student 


United States — Civil defense — 
Bibliography — Catalogs. 
Disaster preparedness and civil defense., 
82-5617 


United States — Civil defense — Maps. 
High-risk areas., 82-10291 


United States — Claims — Periodicals. 
Cases decided in the United States Court 
of Claims ... with report of decisions of 
the Supreme Court in Court of Claims 
cases /, 82-666, 82-14074, 82-14075 
Court of Claims reports, 82-14074, 82- 
14075 


U.S. Court of Claims reports, 82-666, 
82-14074, 82-14075 


United States — Claims vs. Czechoslovakia. 
Czechoslovakian Claims Settlement Act : 
report (to accompany S. 754)., 82- 
4033 
Czechoslovakian Claims Settlement Act : 
report (to accompany S. 754, as amend- 
ed)., 82-2364 


United States —- Climate — Statistics. 
Divisional normals and standard devi- 
ations of temperature (F) and precipita- 
tion (inches) 1931-80 (1931-60, 1941-70, 
1951-80)., 82-3117 


United States. Coast Guard. 
Coast Guard : opportunities after col- 
lege., 82-14482 
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U.S. Coast Guard. 


Coast Guard oversight : hearings before 
the Subcommittee on Coast Guard and 
Navigation of the Committee on Mer- 
chant Marine and Fisheries, House of 
Representatives, Ninety-seventh Con- 
gress, first session ...., 82-15176 

Comptroller, requisitioning handbook 
(MILSTRIP/SURF) : logistics & prop- 
erty /, 82-11564 

Elements of industrial hygiene : 
manual /, 82-11566 


Military justice manual., 82-11567 
Plan summaries, FY 1980-1984 /, 82-882 


Semi-paratus, the United States Coast 
Guard, 1981 : oversight report of the 


training 


United States. Coast Guard — 
Technology assessment of low energy ve- 
hicles /, 82-3949 


United States. Coast Guard — Public 
relations. 


Coast Guard public affairs manual /, 82- 
11570 


United States. Coast Guard -- Supplies and 
stores. 
Management improvements needed in 
Coast Guard supply system : report to 
the secretary of Transportation /, 82- 
13747 


United States — Commerce. 
Business Accounting and Foreign Trade 


Subject Index 


Canadian automobile agreement : annual 


report of the President to the Congress 
on the operation of the Automotive 
Products Trade Act of 1965., 82- 
15099 


United States — Commerce — China. 
Adventures in the China trade, 


82-1402, 
82-1403, 82-4686, 82-4687 


Most favored nation status for Romania, 


Hungary and China : hearing before 
the Subcommittee on International 
Trade of the Committee on Finance, 
United States Senate, Ninety-seventh 


Committee on Merchant Marine and 
Fisheries together with additional 
views., 82-6594 


Technical amendments to Titles 10, 14, 
37, and 38, United States Code : report 
(including cost estimate of the Con- 
gressional Budget Office) (to accompa- 
ny H.R. 4623)., 82-14649 


The U.S. Coast Guard /, 82-15056 


User fee proposals : hearing before the 
Subcommittee on Coast Guard and 
Navigation of the Committee on Mer- 
chant Marine and Fisheries, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on the proposition 
of assessing user fees for certain serv- 
ices provided by the U.S. Coast Guard, 


Impact of Canadian 


Simplification Act : joint hearings 
before the Subcommittee on Securities 
and the Subcommittee on International 
Finance and Monetary Policy of the 
Committee on Banking, Housing, and 
Urban Afairs, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 708 ... May 20 and 21, June 16, 
July 23 and 24, 1981., 82-4209 


A constant market share analysis of U.S. 


export growth /, 82-2042 


investment and 
energy policies on U.S. commerce : 
hearings before the Subcommittee on 
Oversight and Investigations and the 
Subcommittee on Telecc 
Consumer Protection, and Finance of 


ications, 





Congress, first session, July 27, 1981., 
82-2634 


US-China agricultural trade /, 82-2165 


United States — Commerce — Communist 
countries — Periodicals. 

Quarterly report to the Congress and the 
East-West Foreign Trade Board on 
trade between the United States and 
the nonmarket economy countries /, 
82-12295, 82-15227 


United States — Commerce — Hungary. 
Most favored nation status for Romania, 
Hungary and China : hearing before 
the Subcommittee on International 
Trade of the Committee on Finance, 
United States Senate, Ninety-seventh 


the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-seventh Congress, first session, 
June 19, July 9, and August 6, 1981., 
82-6809 


Import passenger automobile weight pro- 
jections, 1979-1986 : Mercedes-Benz, 
BMW, Volvo, BL Ltd. /, 82-14547 


Landside transportation at ports : a pre- 
liminary assessment of transportation 
connectivity problems at U.S. ports /, 
82-6261 


U.S. foreign trade statistics : classifica- 
tions and cross-classifications, 1980., 
82-104 


US-China economic relations /, 82-3823, 
82-3824 

US-People’s Republic of China economic 
relations /, 82-2133 


US prosperity and the developing coun- 
tries /, 82-2151 


May 19, 1981., 82-2685 


United States. Coast Guard — 
Appointments, promotions, salaries, etc. 
Civilian equal employment opportunity 

program manual., 82-11565 


United States. Coast Guard — Aviation. 
Aviation life support systems manual., 
82-14485 


Congress, first session, July 27, 1981., 
82-2634 


United States. — Commerce — New 

Zealand. 

Lamb meat from New Zealand : determi- 
nation of the Commission in investiga- 
tion no. 701-TA-80 (preliminary) under 
section 703(a) of the Tariff act of 1930, 
together with the information obtained 


in the investigation., 82-14046 
United States. Coast Guard — Bibliography. 


United States Coast Guard publications., 


United States — Commerce — Periodicals. 
82-5631 


The goals of the Committee on Com- 
merce, Science, and Transportation for 
the ... session of the ... Congress., 82- 
15057 


Report on the activity of the Committee 
on Energy and Commerce for the ... 
Congress, ... session., 82-14662 


Report on the activity of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, for the ... 
Congress., 82-6550 


United States. Coast Guard — Management. 
Comptroller, standard systems handbook 
: logistics and property /, 82-11563 
Cutter plan : FY 1981-1990 /, 82-3947 
Standard systems handbook., 82-14487 


United States. Coast Guard — Officials and 
employees. 


Staffing standards manual., 82-11571 


United States. Coast Guard — Officials and 
employees — Job descriptions. 
Manual of standard job descriptions /, 
82-11572 


United States — Commerce — Bibliography 
— Catalogs. 


Census of business., 82-511 


United States — Commerce — Bibliography 
— Catalogs. 
Foreign trade and tariff., 


United States — Commerce — Romania. 
Most favored nation status for Romania, 
Hungary and China : hearing before 
82-5569 the Subcommittee on International 
Trade of the Committee on Finance, 
United States Senate, Ninety-seventh 
Congress, first session, July 27, 1981., 
82-2634 


United States. Coast Guard — Officials and 
employees — Training of. 
Coast Guard basic performance appraisal 
system training /, 82-11561 
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United States — Commerce — Brazil. 
Brazil : agricultural and trade policies., 
82-1223 
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Business statistics., 82-130 


Schedule B commodity by country, 
4589, 82-4590 


U.S. exports. Schedule B commodity by 
country., 82-4589, 82-4590 


82- 


United States — Commercial policy. 

United States-Canadian trade policies : 
impact on border state industries : 
hearing before the Subcommittee on 
Oversight of Government Management 
of the Committee on Governmental 
Affairs, United States Senate, Ninety- 
seventh Congress, first session, Novem- 
ber 17, 1981., 82-15143 


United States — Commerical policy. 

Certain tariff and trade bills : hearings 
before the Subcommittee on Trade of 
the Committee on Ways and Means, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on certain 
tariff and trade bills to provide duty- 
free entry, duty increase, duty reduc- 
tion, temporary suspensions of duty, 
quantitative restrictions and other bills, 
May 5 and June 15, 1981., 82-2738 


Trade waiver authority extension : hear- 
ing before the Subcommittee on Trade 
of the Committee on Ways and Means 
of the House of Representatives , 
Ninety-seventh Congress, first session, 
on extension of Jackson-Vanik waiver 
authority, June 22, 1981., 82-1128 


US trade policy /, 82-2167 


United States — Commerical treaties. 
US-China trade agreement /, 82-2134 


United States. Commission on More 

Effective Government. 

Commission on More Effective Govern- 
ment : hearings before the Committee 
on Governmental Affairs, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 10 ... April 28 and May 
20, 1981., 82-1066 


United States. Commodity Futures Trading 

Commission. 

Commodity Futures Trading Commis- 
sion’s pilot program in options trading 
for nonagricultural commodities : hear- 
ing before the Subcommittee on Agri- 
cultural Research and General Legisla- 
tion of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-seventh Congress, first 
session, October 14, 1981., 82-15013 


United States. Commodity Futures Trading 
Commission — Appointments, promotions, 
salaries, etc. 

Nomination of Kalo A. Hineman, of 
Kansas, to be a commissioner of the 
Commodity Futures Trading Commis- 
sion : hearing before the Committee on 





Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-seventh 
Congress, first session, December 15, 
1981., 82-15012 

Nominations of Dr. Susan M. Phillips to 
be a commissioner of the Commodity 
Futures Trading Commission and Ev- 
erett Rank to be a member of the 
board of directors of the Commodity 
Credit Corporation : hearing before the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-seventh Congress, first session, 
October 21, 1981., 82-6755 


United States. Commodity Futures Trading 
Commission — Periodicals. 
Annual report /, 82-939 


CFTC annual report, 82-939 


United States. Community Services 

Administration. 

Dismantlement of the Community Serv- 
ices Administration : hearings before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, April 1, 2, and 28, 
1981., 82-2659 

Effectiveness of the Community Services 
Administration closure hearings 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, first session, October 6 and 
7,1981., 82-12186 


Oversight on Community Services Ad- 
ministration, child abuse prevention 
and treatment, and adoption opportuni- 
ties, and Native American Programs 
Act : hearing before the Subcommittee 
on Aging, Family, and Human Services 
of the Committee on Labor and 
Human Resources, United States 
Senate, Ninety-seventh Congress, first 
session, On examination of administra- 
tion’s proposal for Community Services 
Administration, child abuse prevention 
and treatment, and adoption opportuni- 
ties, and Native American Programs 
Act, April 23, 1981., 82-12225 


United States. Community Services 
Administration — Officials and employees. 
Organizational manual Community 

Services Administration., 82-12901 


United States. Community Services 
Administration — Periodicals. 
Annual report /, 82-147 


Creating opportunity, 82-147 


United States. Congress. 
The Capitol : a pictorial history of the 
Capitol and of the Congress., 82- 
11733 
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U.S. Congress. House. Committee on Armed Services Indexes Periodicals. 


United States. Congress — Bibliography — 


Catalogs. 
Congress., 82-5602 


United States. Congress — Bibliography — 
Periodicals. 
Numerical lists and schedule of volumes 
of the documents and reports of the ... 
Congress, ... session /, 82-503 


United States. Congress — Directories. 
Congressional directory., 82-3562 


United States. Congress. House — 
Appropriations and expenditures — 
Periodicals. 

Report of the Clerk of the House from 
.-y 82-934, 82-6569, 82-14640 


United States. Congress. House — 

Biography — Addresses, essays, lectures. 

Memorial services held in the House of 
Representatives and Senate of the 
United States, together with tributes 
presented in eulogy of William R. 
Cotter, late a representative from Con- 
necticut /, 82-15232 


United States. Congress. House. Committee 
on Agriculture — Periodicals. 
Allocation of budget totals for fiscal year 
: report submitted pursuant to sec- 
tion 302 of the Congressional Budget 
Act of 1974 by the Committee on Ag- 
riculture., 82-2344, 82-2345 


Minutes of the business meetings and 
hearings of the Committee on Agricul- 
ture, House of Representatives (pursu- 
ant to Committee rule IVf), 82-4196, 
82-4197, 82-6731 


Report on activities during the 
gress /, 82-921 


... Con- 


United States. Congress. House. Committee 
on Appropriations — Periodicals. 
Report of committee activities /, 82- 
11735 


United States. Congress. House. Committee 
on Armed Services — Bibliography — 
Periodicals. 

Reports on legislation made by the House 
Committee on Armed Services during 
the ... sessions of the ... Congress., 82- 
6760 


United States. Congress. House. Committee 
on Armed Services — Indexes — 
Periodicals. 

Hearings before and special reports made 
by Committee on Armed Services of 
the House of Representatives on sub- 
jects affecting the naval and military 
establishments., 82-15033 
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U.S. Congress. House. Committee on Armed Services Periodicals. 


United States. Congress. House. Committee 
on Armed Services — Periodicals. 
Report of the activities of the Committee 
on Armed Services for the ... Con- 
gress., 82-917 


United States. Congress. House. Committee 
on Armed Services — Rules and practice 
— Periodicals. 

Committee rules and rules for investiga- 
tive hearings conducted by subcommit- 
tees of the Committee on Armed Serv- 
ices, U.S. House of Representatives., 
82-15034 


United States. Congress. House. Committee 
on Banking, Finance, and Urban Affairs 
— Periodicals. 

Allocation of budget authority and out- 
lays for fiscal year ... in accordance 
with section 302(b)(2) of the Congres- 
sional Budget Act of 1974 : report of 
the Committee on Banking, Finance, 
and Urban Affairs pursuant to section 
302(b) of the Congressional Budget 
Act of 1974., 82-2351 


Report of the Committee on Banking, Fi- 
nance, and Urban Affairs pursuant to 
section 302(b) of the Congressional 
Budget Act of 1974., 82-2341, 82- 
2385 


United States. Congress. House. Committee 
on Education and Labor — Periodicals. 
Report of the Committee on Education 

and Labor pursuant to section 302(b) of 
the Congressional Budget Act of 1974., 
82-11808 


Report on the activities of the Committee 
on Education and Labor during the ... 
Congress., 82-913 


United States. Congress. House. Committee 
on Energy and Commerce. 

Program of the Committee on Energy 
and Commerce for the 97th Congress : 
report of the Committee on Energy 
and Commerce /, 82-15082 


United States. Congress. House. Committee 
on Energy and Commerce — Periodicals. 
Report on the activity of the Committee 

on Energy and Commerce for the ... 
Congress, ... session., 82-14662 


United States. Congress. House. Committee 
on Foreign Affairs — Bibliography — 
Periodicals. 

List of contents of bound volumes /, 82- 
15115 


United States. Congress. House. Committee 
on Foreign Affairs — Rules and practice. 
Committee on Foreign Affairs administra- 

tive procedures., 82-4233 


Page I-1232 





United States. Congress. House. Committee 
on Foreign Affairs — Rules and practice 
— Periodicals. 

Rules of the Committee on Foreign Af- 
fairs, House of Representatives., 82- 
6828 


United States. Congress. House. Committee 
on Government Operations — Periodicals. 
Activities of the House Committee on 

Government Operations., 82-916 


Allocation of budget totals by program : 
report of the Committee on Govern- 
ment Operations pursuant to section 
302(b) of the Congressional Budget 
Act of 1974., 82-2342, 82-2347, 82- 
2384 


Interim report of the activities of the 
House Committee on Government Op- 
erations., 82-12184 


United States. Congress. House. Committee 
on Government Operations — Rules and 
practice — Periodicals. 

Rules of the Committee on Government 
Operations, House of Representatives 
together with selected rules of the 
House of Representatives (including 
clause 2 of House rule XI)., 82-6843, 
82-6844 


United States. Congress. House. Committee 
on House Administration — Periodicals. 
Report on the activities of the Committee 

on House Administration of the House 
of Representatives during the ... Con- 
gress., 82-6548 


United States. Congress. House. Committee 
on Interior and Insular Affairs — 
Periodicals. 

Legislative and review activities of the 
Committee on Interior and Insular Af- 
fairs of the House of Representatives 
during the ... Congress pursuant to 
clause 1(d) of rule XI of the rules of 
the House of Representatives., 82- 
6549 


United States. Congress. House. Committee 
on Interstate and Foreign Commerce — 
Periodicals. 

Report of the Committee on Interstate 
and Foreign Commerce pursuant to 
section 302(b)(2) of the Congressional 
Budget Act of 1974., 82-2350 


Report on the activity of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, for the ... 
Congress., 82-6550 


United States. Congress. House. Committee 
on Merchant Marine and Fisheries — 
Periodicals. 

Report on the activities of the Merchant 
Marine and Fisheries Committee., 82- 
920 
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United States. Congress. House. Committee 
on Merchant Marine and Fisheries — 
Rules and practice — Periodicals. 

Rules of the Committee on Merchant 
Marine and Fisheries., 82-15175 


United States. Congress. House. Committee 
on Post Office and Civil Service — 
Periodicals. 

Legislative review by the Committee on 
Post Office and Civil Service, House of 
Representatives., 82-11734 


Report of the Committee on Post Office 
and Civil Service pursuant to section 
302(b) of the Congressional budget act 
of 1974., 82-2348, 82-2383 


United States. Congress. House. Committee 
on Public Works and Transportation. 
Committee on Public Works and Trans- 

portation, House of Representatives : 
summary of activities (legislative histo- 
ry), Ninety-sixth Congress., 82-4020 


United States. Congress. House. Committee 
on Public Works and Transportation — 
Periodicals. 

Summary of activities /, 82-11736 


United States. Congress. House. Committee 
on Rules — Periodicals. 
Survey of activities of the House Com- 
mittee on Rules ... Congress : report by 
the Committee on Rules., 82-918 


United States. Congress. House. Committee 
on Science and Technology — Periodicals. 
Allocation of budget totals for fiscal year 

oi submitted pursuant to section 
302(b) of the Congressional Budget 

Act of 1974 by the Committee on Sci- 

ence and Technology., 82-2346, 82- 

2381 


United States. Congress. House. Committee 
on Small Business — Periodicals. 
Summary of activities : a report of the 

Committee on Small Business, House 
of Representatives, Congress, together 
with additional views., 82-912 


United States. Congress. House. Committee 
on Standards of Official Conduct — 
Periodicals. 

Summary of activities ... Congress : a 
report of the Committee on Standards 
of Official Conduct, United States 
House of Representatives., 82-914 


United States. Congress. House. Committee 
on the District of Columbia — Periodicals. 
Activities and summary report of the 

Committee on the District of Colum- 
bia, House of Representatives., 82-910 


United States. Congress. House. Committee 
on the Judiciary — Periodicals. 
Report on the activities of the Committee 
on the Judiciary of the House of Rep- 
resentatives during the .. Congress, 
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pursuant to clause 1(d) rule XI of the 
rules of the House of Representatives., 
82-922 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on Courts, 

Civil Liberities, and the Administration of 

Justice. 

Federal judicial branch : oversight hear- 
ing before the Subcommittee on 
Courts, Civil Liberties, and the Admin- 
istration of Justice of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on federal judicial branch, May 
6, 1981., 82-2670 


United States. Coagress. House. Committee 
on Veterans Affairs — Appropriations and 
expenditures. 

Revised report of the Committee on Vet- 
erans’ Affairs pursuant to section 302 
(b) of the Congressional Budget Act of 
1974., 82-2408 


United States. Congress. House. Committee 
on Veterans’ Affairs — Periodicals. 
Activities report of the Committee on 

Veterans’ Affairs, House of Repre- 
sentatives., 82-919 


Report of the Committee on Veterans’ 
Affairs pursuant to section 302(b) of 
the Congressional Budget Act of 1974., 
82-2382 


United States. Congress. House. Committee 
on Ways and Means — Periodicals. 
Legislative record of the Committee on 

Ways and Means, U.S. House of Rep- 
resentatives along with brief historical 
and other pertinent information con- 
cerning the Committee., 82-6914 


Report of the Committee on Ways and 
Means pursuant to section 302(b) of the 
Congressional Budget Act of 1974., 
82-2379 


Report on legislative review activity 
during the ... Congress of the Commit- 


tee on Ways and Means., 82-915 


United States. Congress. House. Committee 
on Ways and Means — Rules and practice 
— Periodicals. 

Manual of rules of the Committee on 
Ways and Means for the ... Congress /, 
82-12296, 82-12297 


United States. Congress. House — 

Committees — Periodicals. 

Oversight plans of the committees of the 
U.S. House of Representatives : a 
report by the Committee on Govern- 
ment Operations., 82-11807 


United States. Congress. House — 
Committees — Rules and practice — 
Periodicals. 

Rules adopted by the committees of the 
House of Representatives /, 82-4269 





U.S. Congress. Senate Appropriations and expenditures Periodicals. 


United States. Congress. House — Ethics. 
Instructions for completing financial dis- 
closure staizment required by Ethics in 
Government Act of 1978 for use by 
members, officers, and employees of 
the Legislative branch /, 82-6601 


United States. Congress. House. Office of 
the Law Revision Counsel. 

Authorization of Law Revision Counsel 
to send franked mail : report (to ac- 
company H.R. 1710) (including‘cost es- 
timate of the Congressional Budget 
Office)., 82-4080 


United States. Congress. House — Officials 
and employees — Periodicals. 
Report of the Clerk of the House from 
wy 82-934, 82-6569, 82-14640 


United States. Congress. House — 

Periodicals. 

Financial disclosure reports of members 
of the U.S. House of Representatives of 
the ... Congress from ... submitted to 
the Clerk of the House pursuant to 2 
U.S.C. [section] 703(a)., 82-933 


House journal, 82-925 


Journal of the House of Representatives 
of the United States., 82-925 


Report on the activities of the Committee 
on House Administration of the House 
of Representatives during the ... Con- 
gress., 82-6548 


United States. Congress. House. Permanent 
Select Committee on Intelligence — 
Periodicals. 

Annual report pursuant to clause 1(d), 
rule XI of the rules of the House of 
Representatives : report by the Perma- 
nent Select Committee on Intelligence., 
82-2343 


United States. Congress. House — Rules and 
practice. 

Regulations applicable to acceptance of 
gifts and decorations from foreign gov- 
ernments by members, officers, and 
employees., 82-12270 


United States. Congress. House — Salaries, 
pensions, etc. 

Amending House Rule XLVII of the 
Rules of the House of Representatives 
relating to limitation on outside earned 
income : report (to accompany H. Res. 
251)., 82-6586 


United States. Congress. House. Select 
Committee on Aging — Indexes — 
Periodicals. 

Index to witness and organization appear- 
ances before the House Select Commit- 
tee on Aging during the ... Congress /, 
82-15007, 82-15008 
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United States. Congress. House. Select 
Committee on Aging — Periodicals. 
Progress in aging : a report by the Select 

Committee on Aging, U.S. House of 
Representatives., 82-15005 


Annual report for the year .. of the 
Select Committee on Narcotics Abuse 
and Control., 82-2349, 82-14655 


United States. Congress. Joint Economic 
Committee — Bibliography — Periodicals. 
Committee publications and policies gov- 

erning their distribution., 82-15071 


United States. Congress. Office of 
Technology Assessment. 
What OTA is, what OTA does, how 
OTA works., 82-14997 


United States. Congress. Office of 
Technology Assessment — Periodicals. 
Annual report to the Congress for 

82-2582 


Assessment activities., 


82-12032 


United States. Congress — Privileges and 
immunities — Periodicals. 
Court proceedings and actions of vital 
interest to the Congress, 82-6854; 
82-15151 


Report of the Committee on the Judici- 
ary, House of Representatives ... identi- 
fying court proceedings and actions of 
vital interest to the Congress., 82- 
6854, 82-15151 


United States. Congress. Senate. 

Providing for the participation of the De- 
partment of Defense education system 
for dependents in overseas areas in the 
Senate youth program : report (to ac- 
company S. Res. 146)., 82-2357 


United States. Congress. Senate — 

Appropriations and expenditures. 

An Act to Authorize the Sergeant at 
Arms and Doorkeeper of the Senate, 
Subject to the Approval of the Com- 
mittee on Rules and Administration, to 
Enter into Contracts which Provide 
for the Making of Advance Payments 
for Computer Programming Services., 
82-3598 


An Act to Permit Certain Funds Allo- 
cated for Official Expenses of Senators 
to be Utilized to Procure Additional 
Office Equipment., 82-3597 


United States. Congress. Senate — 
Appropriations and expenditures — 
Periodicals. 

Report of the Secretary of the Senate 
from ..., 82-924, 82-927, 82-4025 
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U.S. Congress. Senate. Committee on Agriculture, Nutrition, and Forestry 


United States. Congress. Senate. Committee 
on Agriculture, Nutrition, and Forestry — 
Periodicals. 

Allocation of budget totals for fiscal year 
: report by the Committee on Agri- 
culture, Nutrition, and Forestry pursu- 
ant to section 302 of the Congressional 
Budget Act of 1974., 82-2354 


United States. Congress. Senate. Committee 
on Appropriations — Appropriations and 
expenditures. 

Allocation to subcommittees of budget 
totals from the first concurrent resolu- 
tion, fiscal year 1982 : report. 82- 
6553 


United States. Congress. Senate. Committee 
on Armed Services — Periodicals. 
Report on the activities of the Committee 
on Armed Services, United States 
Senate., 82-6552 


United States. Congress. Senate. Committee 
on Banking, Housing, and Urban Affairs 
— Periodicals. 

Oversight activities of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate., 82-929 


United States. Congress. Senate. Committee 
on Commerce, Science, and Transportation 
— Periodicals. 

The goals of the Committee on Com- 
merce, Science, and Transportation for 
the ... session of the ... Congress., 82- 
15057 


Report on the activities of the Committee 
on Commerce, Science, and Transpor- 
tation., 82-6551 


United States. Congress. Senate. Committee 
on Energy and Natural Resources — 
Bibliography — Periodicals. 

Publications list /, 82-4217 


United States. Congress. Senate. Committee 
on Environment and Public Works — 
Periodicals. 

Summary of legislative activities and ac- 
complishments of the Committee on 
Environment and Public Works, 
United States Senate for the ... Con- 
gress., 82-1097 


United States. Congress. Senate. Committee 
on Finance — Periodicals. 
Finance Committee allocation of budget 
totals., 82-2352 


Legislative review activity : report of the 
Committee on Finance, United States 
Senate pursuant to paragraph 8 of rule 
XXVI of the standing rules of the 
Senate., 82-14613 


United States. Congress. Senate. Committee 
on Foreign Relations — Periodicals. 
Legislative activities report of the Com- 

mittee on Foreign Relations, United 
States Senate., 82-930 
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Membership and jurisdiction of subcom- 
mittees / Committee on Foreign Rela- 
tions, United States Senate., 82-15125 


Rules of the Committee on Foreign Rela- 
tions, United States Senate., 82-4239 


United States. Congress. Senate. Committee 
on Labor and Human Resources — 
Bibliography — Periodicals. 

A guide to the bound publications of the 
Committee on Labor and Human Re- 
sources, United States Senate for the ... 
Congress., 82-12231 


United States. Congress. Senate. Committee 
on Labor and Human Resources — 
History. 

History of the Committee on Labor and 
Human Resources, United States 
Senate, 1869-1979 /, 82-4021 


United States. Congress. Senate. Committee 
on Labor and Human Resources — 
Periodicals. 

Report of the Committee on Labor and 
Human Resources pursuant to section 
302(b) of the Congressional Budget 
Act of 1974., 82-11774, 82-11810 


United States. Congress. Senate. Committee 
on Labor and Human Resources — Rules 
and practice — Periodicals. 

Rules of procedure of the Senate Comit- 
tee on Labor and Human Reources /, 
82-6878 


Rules of procedure of the Senate Comit- 
tee on Labor and Human Resources /, 
82-15174 


United States. Congress. Senate. Committee 
on Rules and Administration — 
Appropriations and expenditures. 
Authorizing expenditures by the Commit- 

tee on Rules and Administration 
report (to accompany S. Res. 289)., 
82-14619 


United States. Congress. Senate. Committee 
on Rules and Administration — 
Periodicals. 

Report of the Committee on Rules and 
Administration pursuant to section 
302(b) of the Congressional Budget 
Act of 1974., 82-2355 


United States. Congress. Senate. Committee 
on Ruies and Administration. Technical 
Services Staff — Periodicals. 

Annual report of the Technical Services 
Staff to the chairman of the Committee 
on Rules and Administration, United 
States Senate., 82-12249 


United States. Congress. Senate. Committee 
on Small Business — Periodicals. 

Review of the committee’s activities in 
the ... session of the ... Congress : 
report of the Committee on Small Busi- 
ness, United States Senate., 82-15210 


Do not order from index; see indicated entry 





Subject Index 


United States. Congress. Senate. Committee 
on the Judiciary — Appropriations and 
expenditures. 

Authorizing supplemental expenditures 
by the Committee on the Judiciary : 
report (to accompany S. Res. 222)., 
82-2369 ’ 


United States. Congress. Senate. Committee 
on the Judiciary — Periodicals. 
Committee on the Judiciary program for 

the ... session., 82-15166 


United States. Congress. Senate. Committee 
on Veterans’ Affairs — Periodicals. 
Legislative and oversight activities during 

the ... Congress by the Senate Commit- 
tee on Veterans’ Affairs : report of the 
Committee on Veterans’ Affairs, 
United States Senate., 82-11767 


Report of the Committee on Veterans’ 
Affairs pursuant to section 302(b) of 
the Congressional Budget Act of 1974., 
82-2356 


United States. Congress. Senate — 
Committees — Periodicals. 
Expenditure authorizations and require- 
ments for Senate committees., 82- 
15195 


United States. Congress. Senate — 
Directories — Telephone. 


Senate telephone directory, 82-2421 


Telephone directory /, 82-2421 


United States. Congress. Senate — Elections 
— Periodicals. 
Senate election 
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law guidebook., 82- 


United States. Congress. Senate — History. 
Manners in the Senate chamber : 19th 
century women’s views., 82-15040 


United States. Congress. Senate — 
Information services — Pericdicals. 
Annual report of the Technical Services 

Staff to the chairman of the Committee 
on Rules and Administration, United 
States Senate., 82-12249 


United States. Congress. Senate — Officials 
and employees — Periodicals. 
Expenditure authorizations and require- 
ments for Senate committees., 82- 
15195 


United States. Congress. Senate — 
Periodicals. 
Journal of the executive proceedings of 
the Senate of the United States of 
America., 82-14665 


Journal of the Senate of the United States 
of America., 82-926, 82-14609 


Senate journal, 82-926, 82-14609 
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United States. Congress. Senate. Placement 
Office. 
Establishing a Senate Placement Office : 
report (to accompany S. Res. 193)., 
82-931 


United States. Congress. Senate — Radio 
broadcasting of proceedings. 

Television and radio coverage of pro- 
ceedings in the Senate Chamber 
report together with additional views 
(to accompany S. Res. 20)., 82-4026 


United —_ Congress. Senate — Rules and 


Standing rules of the Senate (pursuant to 
the adoption of S. Res. 274 and S. Res. 
389, 96th Cong., Nov. 14, 1979, and 
Mar. 25, 1980, respectively)., 82- 
11737 


Standing rules of the United States 
Senate, and provisions of the Legisla- 
tive Reorganization Acts of 1946 and 
1970 and the Budget Control Act relat- 
ing to operation of the Senate /, 82- 
12247 


United States. Congress. Senate. Select 
Committee on Intelligence — Periodicals. 
Report to the Senate of the Select Com- 

mittee on Intelligence, United States 
Senate, covering the period ... together 
with additional views., 82-932 


United States. Congress. Senate. Select 
Committee on Small Business — 
Periodicals. 

Annual report of the Select Committee 
on Small Business, United States 
Senate for the ... Congress ... session., 
82-14605 


Budget allocations to Select Committee 
on Small Business., 82-2353 


United States. Congress. Senate. Special 
Committee on Aging — Bibliography — 
Periodicals. 

A guide to the bound publications of the 
Special Committee on Aging, United 
States Senate for the ... Congress., 82- 
12059 


Publications list /, 82-4190, 82-6734 


United States. Congress. Senate — 
Television broadcasting of proceedings. 
Television and radio coverage of pro- 

ceedings in the Senate Chamber 
report together with additional views 
(to accompany S. Res. 20)., 82-4026 


United States. Congressional Budget office. 
The Congressional Budget Office : re- 
sponsibilities and organization /, 82- 
1130 


United States — Constitutional history. 
Bicentennial of the Constitution : hearing 
before the Subcommittee on the Con- 
stitution of the Committee on the Judi- 
ciary, United States Senate, Ninety-sev- 





enth Congress, first session, on S.J. 
Res. 33, S. 477, and S. 1631 to establish 
a commission on the bicentennial of the 
United States Constitution, September 
17, 1981., 82-12221 


United States — Constitutional law — 

Amendments. 

Balancing the budget : hearing before the 
Subcommittee on the Constitution of 
the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on S.J. Res. 58, 
Phoenix, Ariz., May 29, 1981., 82- 
6861 


United States — Constitutional law — Cases 
— Periodicals. 
Court proceedings and actions of vital 
interest to the Congress, 82-6854, 
82-15151 


Report of the Committee on the Judici- 
ary, House of Representatives ... identi- 
fying court proceedings and actions of 
vital interest to the Congress., 82- 
6854, 82-15151 


United States. Continental Army — Supplies 
and stores. 
Supplying Washington’s Army /, 82-189 


United States. Continental Congress — 
History — Sources — Collected works. 
Letters of delegates to Congress, 1774- 

1789 /, 82-14147, 82-14148, 82- 
14149 


United States. Copyright Royalty Tribunal. 
Copyright Office, the U.S. Patent and 
Trademark Office, and the Copyright 


Royalty Tribunal : oversight hearings 
before the Subcommittee on Courts, 
Civil Liberties, and the Administration 
of Justice of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-seventh Congress, first session, 
on Copyright Office, the U.S. Patent 
and Trademark Office and the Copy- 
right Royalty Tribunal, March 4 and 
June 11, 1981., 82-2672 


United States. Court of Claims. 

Courts of Appeals for the Federal Circuit 
Act of 1981 : report together with dis- 
senting views (to accompany H.R. 
4482)., 82-4078 

Federal Courts Improvement Act of 
1981—S. 21 and State Justice Institute 
Act of 1981—S. 537 : hearing before 
the Subcommittee on Courts of the 
Committee on the Judiciary, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 21 ... and S. 
537 ... May 18, 1981., 82-4259 


United States. Court of Claims — 
Bibliography — Catalogs. 
United States Court of Claims reports., 
82-5593 
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United States. Court of Customs and Patent 
Appeals — Bibliography — Catalogs. 
U.S. Court of Customs and Patent Ap- 
peals reports and U.S. Customs Court 
reports., 82-3537, 82-5539 


United States. Courts of Appeals. 
The impact of word processing and elec- 
tronic mail on United States Courts of 
Appeals /, 82-11013 


United States. Courts of Appeals — Officials 
and employees. 
Central legal staffs in the United States 
Courts of Appeals : a survey of internal 
operating procedures., 82-11016 


United States. Customs Court — 
Bibliography — Catalogs. 
U.S. Court of Customs and Patent Ap- 
peals reports and U.S. Customs Court 
reports., 82-3537, 82-5539 


United States. Defense Logistics Agency — 
Directories. 


DLA organization directory., 82-9632 


United States. Defense Mapping Agency. 
Hydrographic/Topographic Center — 
Directories. 

Organizational and alphabetical listing /, 
82-9593 


United States. Defense Mapping Agency. 
Office of Distribution Services — 
Directories. 

Organizational and alphabetical listing /, 
82-9593 


United States — Defenses. 
Defense of the United States /, 82- 
13222 


Guns versus butter : how the military 
budget affects aging Americans : hear- 
ing before the Subcommittee on Retire- 
ment Income and Employment of the 
Select Committee on Aging, House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 24, 1981., 82- 
12063 


Intelligence Authorizaton Act for fiscal 
year 1982 : conference report (to ac- 
company H.R. 3454)., 82-2419 


Technical amendments to Titles 10, 14, 
37, and 38, United States Code : report 
(including cost estimate of the Con- 
gressional Budget Office) (to accompa- 
ny H.R. 4623)., 82-14649 


Unit VI : defense resource management : 
reading and case study., 82-1425 


United States — Defenses — Bibliography 
— Catalogs. 


National defense and security., 82-5583 


United States — Defenses — Periodicals. 
CFR. 32, National defense, 82-528, 82- 
529, 82-5656, 82-5657, 82-5658, 
82-5659, 82-5660, 82-10435 
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Code of federal regulations. 32, National 
defense., 82-528, 82-529, 82-5656, 
82-5657, 82-5658, 82-5659, 82-5660, 
82-10435 


National defense, 82-528, 82-529, 82- 
5656, 82-5657, 82-5658, 82-5659, 
82-5660, 82-10435 


Stockpile report to the Congress., 
10296, 82-10463 


United States. Dept. of Agriculture. 

The Department of Agriculture can mini- 
mize the risk of potential crop failures : 
report to the Congress /, 82-13703 

More can be done to improve the De- 
partment of Agriculture’s commodity 
donation program : report /, 82-13706 


More can be done to protect depositors 
at federally examined grain warehouses 
: report /, 82-13712 


USDA human nutrition service reorgani- 
zation : hearing before the Subcommit- 
tee on Department Operations, Re- 
search, and Foreign Agriculture and 
the Subcommittee on Domestic Mar- 
keting, Consumer Relations, and Nutri- 
tion of the Committee on Agriculture, 
House of Representatives, Ninety-sev- 
enth Congress, first session, September 
17, 1981., 82-12075 


Weak management in animal disease con- 
trol program results in large economic 
losses : report to the Secretary of Agri- 
culture /, 82-13710 


82- 


United States. Dept. of Agriculture — 
Appointments, promotions, etc. 
Nomination of John V. Graziano, of Vir- 

ginia, to be inspector general, U.S. De- 
partment of Agriculture hearing 
before the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-seventh Congress, first 
session, July 20, 1981., 82-1013 


United States. Dept. of Agriculture — 
Appropriations and expenditures. 
Agriculture, rural development, and re- 

lated agencies appropriation bill, 1982 : 
report (to accompany H.R. 4119)., 82- 
2373 


Agriculture, rural development, and re- 
lated agencies appropriations for fiscal 
year 1982 : hearings before a subcom- 
mittee of the Committee on Appropri- 
ations, United States Senate, Ninety- 
seventh Congress, first session, H.R. 
4119...., 82-2596 

Making appropriations for the agricul- 
ture, rural development, and related 
agencies programs for the fiscal year 
ending September 30, 1982, and for 
other purposes : conference report (to 
accompany H.R. 4119)., 82-4079 

Supplemental appropriations and budget 
amendment : communication from the 
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president of the United States transmit- 
ting proposed supplemental appropri- 
ations for fiscal year 1981 and a budget 
amendment for fiscal year 1982., 82- 
14628 


United States. Dept. of Agriculture — 


Bibliography — Catalogs. 
Department of Agriculture yearbooks., 
82-3533 


United States. Dept. of Agriculture. Office of 
Inspector General—Investigations. 
Finding and forestalling food stamp fraud 
: a study of the food stamp enforce- 
ment activities of the Office of Inspec- 
tor General—Investigations /, 82- 
1133 


United States. Dept. of Commerce. 
Adventures in the China trade, 
82-1403, 82-4686, 82-4687 
Measuring productivity in accounting and 
finance offices., 82-1715 


United States. Dept. of Commerce — 
Appointments, promotions, salaries, etc. 
Nomination—Department of Commerce : 

hearing before the Subcommittee on 
Business, Trade, and Tourism of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-seventh Congress, first session, 
on nomination of Peter McCoy, to be 
under secretary of commerce for travel 
and tourism, December Il, 1981., 82- 
15060 


Nominations—Federal Trade Commission 
and Department of Commerce : hear- 
ing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on nominations 
of Dr. James C. Miller III, to be chair- 
man, Federal Trade Commission, and 
Dr. Robert G. Dederick, to be assistant 
secretary of commerce, July 24, 1981., 
82-1033 


82-1402, 


United States. Dept. of Commerce — Data 
processing. 


Automated data processing security 
manual., 82-4465 


United States. Dept. of Commerce — 
Directories. 


The 
1407 


Commerce district offices serve business., 
82-132 


United States. Dept. of Commerce — 

Officials and employees. 

Under secretary of commerce for eco- 
nomic affairs : hearing before the Sub- 
committee on Human Resources of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-seventh Congress, first session, 


Agent/Distributor Service. 82- 
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on H.R. 3141 
82-2692 


United States. Dept. of Commerce — 
Officials and employees — Travel 


«» October 15, 1981., 


regulations. 
Tips to the traveler., 82-4464 


United States. Dept. of Defense. 
Comptroller, standard systems handbook 
: logistics and property /, 82-11563 
Decisions to be made in charting future 
of DOD's assault breaker : report to 
the Congress /, 82-5502, 82-5503 

Defense Department’s failure to properly 
manage conventional ammunition 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, November 
18, 1981., 82-15127 

DOD’s industrial preparedness program 
needs national policy to effectively 
meet emergency needs : a report to the 
Congress of the United States /, 82- 
10394, 82-10395 

DOD’s productivity-enhancing incentive 
funds program /, 82-14252 

Hearing on H.R. 3502, Veterans’ Admin- 
istration ... before the Military Installa- 
tions and Facilities Subcommittee of 
the Committee on Armed Services, 
House of Representatives, Ninety-sev- 
enth Congress, first session, June 25, 
1981., 82-1019 


How to sell to the Department of De- 
fense., 82-5541 


Veterans’ Administration and Department 
of Defense Health-Care Resources 
Sharing Act : report (to accompany S. 
266)., 82-2367 


United States. Dept. of Defense — 
Appointments, promotions, salaries, etc. 
Nomination of Franics J. West, Jr., to be 

assistant secretary of defense for inter- 
national security affairs : hearing before 
the Committee on Armed Services, 
United States Senate, Ninety-seventh 
Congress, first session, on nomination 
of Francis J. West, Jr., of Rhode 
Island, to be assistant secretary of de- 
fense (international security affairs)., 
82-1026 


Nominations of Russell D. Hale, Herman 
E. Roser, George A. Sawyer, and 
Edward J. Philbin : hearing before the 
Committee on Armed Services, United 
States Senate, Ninety-seventh Con- 
gress, first session, on nominations of 
Russell D. Hale, of Virginia, to be an 
assistant secretary of the Air Force, 
Herman E. Roser, of New Mexico, to 
be an assistant secretary of energy (de- 
fense programs), George A. Sawyer, of 
New Jersey, to be assistant secretary of 
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the Navy, Edward J. Philbin, of Cali- 
fornia, to be duputy assistant secretary 
of defense for reserve affairs, June 11, 
1981., 82-1024 


United States. Dept. of Defense — 

Appropriations and expenditures. 

An Act to Authorize Suppplemental Ap- 
propriations for Fiscal Year 1981 for 
the Armed Forces for Procurement of 
Aircraft, Missiles, Naval Vessels, and 
Tracked Combat Vehicles and for Re- 
search, Development, Test, and Evalu- 
ation, to Increase the Authorized Per- 
sonnel End Strengths for Military and 
Civilian Personnel of the Department 
of Defense for Such Fiscal Year, to 
Authorize Supplemental Appropri- 
ations for Such Fiscal Year for Con- 
struction at Certain Military Installa- 
tions, and for Other Purposes., 82- 
5662 


Budget amendments : communication 
from the president of the United States 
transmitting proposed amendments to 
the requests for appropriations for 
fiscal year 1982 for the Department of 
Defense—military and for the Depart- 
ment of State., 82-14627 


Congress cannot rely on the military 
services’ reported real property mainte- 
nance and repair backlog data : report 
to the Chairman, Committee on Appro- 
priations, United States Senate /, 82- 
5499 


Controlling federal costs for coal lique- 
faction program hinges on management 
and contracting improvement : report 
to the Congress /, 82-13754 


Countervailing strategy demands revision 
of strategic force acquisitions plans : 
report to the Congress/, 82-13741 


Defense procurement policy and manage- 
ment : hearing before the Committee 
on Armed Services, United States 
Senate, Ninety-seventh Congress, first 
session, July 28, 1981., 82-12097 


Department of Defense appropriation bill, 
1982 : report of the Committee on Ap- 
propriations together with additional 
views (to accompany H.R. 4949)., 82- 
4083 


Department of Defense appropriation bill, 
1982 : report (to accompany S. 1857)., 
82-4062 


Department of Defense Authorization 
Act of 1982 : hearing before a Subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session on H.R. 3519 ... June 3, 1981., 
82-2660 


Department of Defense Authorization 
Act, 1982 : conference report (to ac- 
company S. 815)., 82-4077 





Greater coordination required in defense 
planning for intratheater airlift needs : 
report to the secretary of Defense /, 
82-13748 


Inadequate control over government ma- 
terial furnished to DOD contractors : 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, October 1, 
1981., 82-12187 

Military construction appropriation bill, 
1982 : report (to accompary H.R. 
4241)., 82-4060 


Military construction appropriations for 
1983 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-sev- 
enth Congress, second session, Sub- 
committee on Military Construction 
Appropriations., 82-12086 

MX missile basing mode alternatives : 
hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-seventh Con- 
gress, first session : special hearing, De- 
partment of Defense, nondepartmental 
witnesses., 82-15027 


United States. Dept. of Defense — 

Communication systems. 

Deficiencies in the St. Louis defense tele- 
phone service should be avoided in 
future consolidations : report to the Di- 
rector of the Office of Management 
and Budget and the Secretary of De- 
fense /, 82-3518 


The World Wide Military Command and 
Control Information System : problems 
in information resource management : 
report to the Congress /, 82-1757 


United States. Dept. of Defense — Inventory 
control. 

Logistics managers need to consider 
operational readiness in setting safety 
level stocks : report to the Secretary of 
Defense /, 82-10399 


United States. Dept. of Defense — 
Managentent. 
Defense resource management : study 
guide., 82-12917 


United States. Dept. of Defense — Officials 
and employees. 

Assistant secretaries in the Department of 
Defense : hearings before the Subcom- 
mittee on Human Resources, of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 4448 ... November 18, 1981., 
82-4263 


Assistant secretaries in the Department of 
Defense : report to accompany H.R. 
4448)., 82-4073 
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U.S. Dept. of Defense Procurement. 


Faster processing of DOD personnel se- 
curity clearances could avoid millions 
in losses : report to the Congress /, 
82-1748 

Full committee consideration of H.R. 
4448 ... H.R. 4624 ... H.R. 4625 ... H.R. 
3464 ... H.R. 4792 ... H.R. 4543 ... HLR. 
4591 ... H.R. 3502... /, 82-12094 

Personal property claims and general 
claims administration within the De- 
partment of Defense : hearing before 
the Subcommittee on Administrative 
Law and Governmental Relations of 
the Committee on the Judiciary, House 
of Representatives, Ninety-seventh 
Congress, first session, on personal 
property claims and general claims ad- 
ministration within the Department of 
Defense, March 5, 1981., 82-6856 


United States. Dept. of Defense — Officials 
and employees — Travel regulations. 
Joint travel regulations. Volume 2. De- 
partment of Defense civilian person- 
nel., 82-4715 


United States. Dept. of Defense — Personnel 
t. 
Employment trends and grade controls in 
the DOD general schedule work force 
: report to Congress /, 82-13720 . 


Employment trends and grade controls in 
the DOD general schedule work force 
: report to the Congress : summary /, 
82-13721 


United States. Dept. of Defense — 

Procurement. 

Defense procurement policy and manage- 
ment : hearing before the Committee 
on Armed Services, United States 
Senate, Ninety-seventh Congress, first 
session, July 28, 1981., 82-12097 


Deterioriation of the U.S. defense indus- 
trial base : hearing before the Commit- 
tee on Small Business, United States 
Senate, Ninety-seventh Congress, first 
session, on deterioriation of the U.S. 
defense industrial base, July 14, 1981., 
82-2716 


Proposed procurement of 9-MM handgun 
by the Department of Defense : hear- 
ing before the Investigations Subcom- 
mittee on the Committee on Armed 
Services, House of Representatives, 
Ninety-seventh Congress, first session, 
July 27, 1981., 82-1021 


Proposed procurement of 9-MM handgun 
by the Department of Defense : report 
of the Investigations Subcommittee of 
the Committee on Armed Services, 
House of Representatives, Ninety-sev- 





enth Congress, first session., 82-2597 
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U.S. Dept. of Defense Procurement 


United States. Dept. of Defense — 
Procurement — Handbooks, manuals, etc. 
Defense integrated data system : DIDS 

procedures manual. Volume 1. General 
and administrative information., 82- 
12923 


Defense integrated data system : DIDS 
procedures manual. Volume 10. Multi- 
ple application references/instructions/ 
tables and grids., 82-1426 


Defense integrated data system : DIDS 
procedures manual. Volume 11. Edit/ 
validation criteria., 82-12929 


Defense integrated data system : DIDS 
procedures manual. Volume 13. Mater- 
iel management decision rule tables., 
82-12930 


Defense integrated data system 
procedures manual. Volume 
ports and statistics. 82-12931 


Defense integrated data system : DIDS 
procedures manual. Volume 15. Publi- 
cations., 82-12932 


Defense integrated data system : DIDS 
procedures manual. Volume 2. Multiple 
application procedures., 82-12924 


Defense integrated data system : DIDS 
procedures manual. Volume 4. Item 
identification., 82-12925 


Defense integrated data system : DIDS 
procedures manual. Volume 6. Supply 
management., 82-12926 


Defense integrated data system : DIDS 
procedures manual. Volume 8. Docu- 
ment identifier code input/output for- 
mats (fixed length)., 82-12927 


Defense integrated data system : DIDS 
procedures manual. Volume 9. Docu- 
ment identifier code input/output for- 
mats (variable length)., 82-12928 


: DIDS 
14. Re- 


United States. Dept. of Defense — Security 
measures. 

Defense needs better system for assuring 
adequate security at reasonable cost on 
U.S. bases : report to the Congress /, 
82-5514 


Defense needs better system for assuring 
adequate security at reasonable cost on 


U.S. Bases : report to the Congress : 
summary /, 82-5515 


Faster processing of DOD personnel se- 
curity clearances could avoid millions 
in losses : report to the Congress /, 
82-1748 


United States. Dept. of Defense — Supplies 
and stores. 

Logistics managers need to consider 
operational readiness in setting safety 
level stocks : report to the Secretary of 
Defense /, 82-10399 


United States. Dept. of Education. 
Introducing the U.S. Department of Edu- 
cation., 82-10011 
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Handbooks, manuals, etc. 


United States. Dept. of Education. Advisory 
Council on Developing Institutions — 
Periodicals. 

Annual report /, 82-10031 


United States. Dept. of Education — 
Appointments, promotions, salaries, etc. 
Nominations : hearing before the Com- 

mittee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on 
Winifred Ann Pizzano ... William C. 
Clohan, Jr. ... Vincent E. Reed ... Kent 
Llyod ... Robert M. Worthington ... 
and Lawrence F. Davenport ... June 
11, 1981., 82-2681 


Nominations : hearings before the Com- 
mittee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session on 
Edward A. Curran, of Maryland, to be 
director, National Institute of Educa- 
tion, Jean Staples Tufts, of New Hamp- 
shire, to be assistant secretary (for spe- 
cial educatin and rehabilitation serv- 
ices) Department of Education, and 
Gary Leland Jones, of Virginia, to be 
deputy under secretary (for planning 
and budget) Department of Education, 
September 22, 1981., 82-2682 


United States. Dept. of Education — 
Appropriations and expenditures. 
Department of Labor, Health and Human 

Services, and Education, and related 
agencies appropriation bill, 1982 
report (to accompany H.R. 4560)., 
2394 


Departments of Labor, Health and 
Human Services, Education, and relat- 
ed agencies appropriations bill, 1982 : 
report together with additional views 
(to accompany H.R. 4560)., 82-4057 


Impact of administration’s economic pro- 
posals on programs under the jurisdic- 
tion of the Education and Labor Com- 
mittee : hearings before the Committee 
on Education and Labor, House of 
Representatives, Ninety-seventh Con- 
gress, first session, hearings held in 
Washington, D.C. on March 24-26, 31, 
April 1, 2, 6, 29, May 19, 20, 1981., 
82-12129 


82- 


United States. Dept. of Education. Office of 
Inspector General — Periodicals. 
Semi-annual report / Office of Inspector 

General, U.S. Department of Educa- 
tion., 82-5232 


Semi-annual report to Congress, 82-5232 


United States. Dept. of Education — 
Periodicals. 
Annual evaluation report., 82-13508 


Guide to Department of Education pro- 
grams /, 82-10029 
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United States. Dept. of Energy. 
Control of government property in pos- 
session of contractors., 82-13383 


Cost & schedule contrtol systems criteria 
for contract performance measurement 
: work breakdown structure guide., 
82-13380 


The Department of Energy needs better 
procedures for selecting a contractor to 
operate Argonne National Laboratory : 
report to the Congress /, 82-465 


Department of Energy procurement and 
financial assistance career guide., 82- 
9979 


The DOE program guide for universities 
and other research groups /, 82-13384 


DOE’s enforcement of alleged pricing 
violations by the nation’s major oil 
companies : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, July 9, 1981., 82-6841 


Elimination of Federal funds for the 
Heber Project will impede full devel- 
opment and use of hydrothermal re- 
sources : report to the Chairman, Sub- 
committee on Energy Development 
and Applications, Committee on Sci- 
ence and Technology, House of Repre- 
sentatives /, 82-10364 


Summary report Department of Energy 
sunset review : message from the presi- 
dent of the United States transmitting a 
summary of the program-by-program 
analysis of the Department of Energy 
required by section 1001 of Public Law 
95-91., 82-14637 


Weaknesses in the Department of Energy 
financial controls : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, November 12, 1981., 
82-12188 


United States. Dept. of Energy — 
Appointments, promotions, salaries, etc. 
Harris, Stearns, and Richards nominations 

: hearing before the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-seventh Con- 
gress, first session, on nominations of 
James R. Harris to be director, Office 
of Surface Mining Reclamation and 
Enforcement, Department of the Interi- 
or, James G. Stearns to be director, 
Office of Alcohol, Fuels, Department 
of Energy, and James R. Richards to 
be inspector general, Department of 
Energy, July 9, 1981., 82-1047 
Nomination of James R. Richards : hear- 
ing before the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-seventh Congress, first session, 





January — June 1982 


on nomination of James R. Richards to 
be inspector general of the Department 
of Energy, July 29, 1981., 82-4252 

Nominations of Russell D. Hale, Herman 
E. Roser, George A. Sawyer, and 
Edward J. Philbin : hearing before the 
Committee on Armed Services, United 
States Senate, Ninety-seventh Con- 
gress, first session, on nominations of 
Russell D. Hale, of Virginia, to be an 
assistant secretary of the Air Force, 
Herman E. Roser, of New Mexico, to 
be an assistant secretary of energy (de- 
fense programs), George A. Sawyer, of 
New Jersey, to be assistant secretary of 
the Navy, Edward J. Philbin, of Cali- 
fornia, to be duputy assistant secretary 
of defense for reserve affairs, June 11, 
1981., 82-1024 


United States Dept. of Energy — 
Appropriations and Expenditures. 
Controlling federal costs for coal lique- 

faction program hinges on management 
and contracting improvement : report 
to the Congress : summary /, 82- 
10400 


Department of Energy authorization for 
fiscal years 1982, 1983, and 1984 : 
report /, 82-2702 


Fiscal year 1982 Department of Energy, 
authorization for national security pro- 
grams : hearings before the Subcom- 
mittee on Strategic and Theater Nucle- 
ar Forces of the Committee on Armed 
Services, United States Senate, Ninety- 
seventh Congress, first session, on S. 
846 ... March 13 and May 5, 1981., 
82-12098 


Industry views on the ability of the U.S. 
photovoltaics industry to compete in 
foreign markets : report /, 82-13736 


1982 Department of Energy authorization 
(environmental research, environmental 
compliance, and environmental safety) 
: hearing before the Subcommittee on 
Natural Resources, Agriculture Re- 
search, and Environment of the Com- 
mittee on Science and Technology, 
U.S. House of Representatives, Ninety- 
seventh Congress, first session, March 
31, 1981., 82-6898 


United States. Dept. of Energy — 
Appropriations and expenditures — 
Periodicals. 

Congressional budget request., 
82-5208, 


82-5207, 
82-5209, 82-5210, 82-5211 


United States. Dept. of Energy — Buildings. 
Site development planning handbook /, 
82-9972 


United States. Dept. of Energy. Division of 
Nuclear Physics — Directories. 
Directory of contractors supported by 
Division of Nuclear Physics. 82- 
13287 





U.S. Dept. of Housing and Urban Development. 


United States. Dept. of Energy — 
Management. 
Department of Energy can improve man- 
agement of the acquisition of major 
projects : report /, 82-13740 


United States. Dept. of Energy. Office of 
Energy Research. 
Office of Energy Research program sum- 
mary., 82-9951 


United States. Dept. of Energy. Office of 
Intergovernmental Affairs. 
Office of the Secretary, Intergovernmen- 
tal Affairs /, 82-13377 


United States. Dept. of Energy. Office of 
Intergovernmental Affairs — Management. 
Managing intergovernmental affairs : new 

directions., 82-13378 


United States. Dept. of Energy — Officials 
and employees. 

West, Mares, Sousa, and Trivelpiece 
nominations : hearing before the Com- 
mittee on Energy and Natural Re- 
sources, United States Senate, Nintey- 
seventh Congress, first session, on the 
nomimations of J. Robin West to be 
assistant secretary of interior for 
policy, budget, and administration, De- 
partment of the Interior, Jan W. Mares 
to be assistant secretary of energy for 
fossil energy, Department of Energy, 
Anthony G. Sousa to be a member of 
the Federal Energy Regulatory Com- 
mission, Department of Energy, and 
Alvin W. Trivelpiece to be director, 
Office of Energy Research, Depart- 
ment of Energy, July 24, 1981., 82- 
12139 


United States. Dept. of Energy — Officials 
and employees — Dismissal of. 

DOE enforcement rif’s and budget reduc- 
tions : hearings before the Subcommit- 
tee on Oversight and Investigations of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-seventh Congress, first session, 
March 12, April 2 and 3, 1981., 82- 
12144 


The effect of reductions in force at the 
Department of Energy : hearing before 
the Subcommitte on Energy Develop- 
ment and Applications of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, September 
17, 1981., 82-12256 


United States. Dept. of Energy — 
Periodicals. 


Secretary’s annual report to Congress /, 
82-334 


United States. Dept. of Health and Human 
Services. 
Cigarette advertising and the HHS anti- 
smoking campaign : hearing before the 
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Subcommittee on Oversight and Inves- 
tigations of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 25, 1981., 82-12154 


Control of waste, and abuse at the De- 
partment of Health and Human Serv- 
ices : hearing before the Subcommittee 
on Oversight and Investigation of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, April 17, 
1981., 82-2627 


United States. Dept. of Health and Human 
Services — Appropriations and 
expenditures. 

Department of Labor, Health and Human 
Services, and Education, and related 
agencies appropriation bill, 1982 
report (to accompany H.R. 4560)., 82- 
2394 


Departments of Labor, Health and 
Human Services, Education, and relat- 
ed agencies appropriations bill, 1982 : 
report together with additional views 
(to accompany H.R. 4560)., 82-4057 


Joint Resolution Making an Urgent Sup- 
plemental Appropriation for the De- 
partment of Health and Human Serv- 
ices for Fiscal Year Ending September 
30, 1981., 82-1811 


Urgent supplemental appropriation for 
the Department of Health and Human 
Services : report (to accompany H.J. 
Res. 392)., 82-11818 


Urgent supplemental appropriations bill, 
1982 : hearing before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-sev- 
enth Congress, second session, Sub- 
committee the Departments of Labor, 
Health and Human Services, Educa- 
tion, and Related Agencies., 82-15023 


United States. Dept. of Health and Human 
Services. Office of Inspector General. 
Background materials relating to Office 

of Inspector General, Department of 
Health and Human Services efforts to 
combat fraud, waste, and abuse /, 82- 
6732 


United States. Dept. of Health and Human 
Services — Periodicals. 


The HHS fellows program., 82-10464 


United States. Dept. of Housing and Urban 

Development. 

Administrative procedures and controls 
need strengthening to reduce losses to 
HUD’s mortgage insurance fund 
report /, 82-10335 

The Community Development Block 
Grant program can be more effective 
in revitalizing the nation’s cities 
report to the Ranking Minority 
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U.S. Dept. of Housing and Urban Development. 


Member, Committee on Appropri- 
ations, United States Senate. 82- 
13704 


HUD’s support of local public housing 
authorities : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, May 19 and 20, 1981., 82- 
4242 


Lenient rules abet the occupancy of low 
income housing by ineligible tenants : 
report /, 82-13702 

New mortgages for financing homes need 
uniform and comprehensive consumer 
safeguards : report to the Congress /, 
82-10341 


United States. Dept. of Housing and Urban 
Development — Appropriations and 
expenditures — Periodicals. 

Financial statements as of ..., 82-10698 


United States. Dept. of Housing and Urban 
Development — Directories — Telephone. 
Supplementary telephone directory /, 

82-13933 


United States. Dept. of Housing and Urban 

Development — Management. 

Further actions needed to improve man- 
agement of HUD programs : report to 
the Congress /, 82-5473 

Further actions needed to improve man- 
agement of HUD programs : report to 
the Congress : summary /, 82-10327 


United States . Dept. of Housing and Urban 
Development — Officials and employees 
— Periodicals. 

Annual awards ceremony /, 82-13932 


United States . Dept. of Housing and Urban 
Development — Periodicals. 
Annual awards ceremony /, 82-13932 


Annual report /, 82-566 


United States. Dept. of Housing and Urban 

Development — Rules and practice. 

HUD management’s responsiveness to in- 
spector general reports hearings 
before a subscommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, first session, March 11 and 
12, 1981., 82-4241 


United States. Dept. of International Trade 
and Investment. 

Government organization for trade 
hearing before the Committee on Gov- 
ernmental Affairs, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 970 ... June 4, 1981., 82- 
4247 


Page I-1240 





United States. Dept. of Justice — 


Appropriations and expenditures. 

Department of Justice authorization for 
fiscal year 1982 : hearing before the 
Committee on the Judiciary, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on Department of 
Justice authorization for fiscal year 
1982, March 11, 1981., 82-12213 


Department of Justice authorization re- 
quest for fiscal year 1982 : hearing 
before the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on the authori- 
zation request of the U.S. Department 
of Justice for fiscal year 1982, March 
26, 1981., 82-1080 


United States. Dept. of Justice — Registers. 


Register of the U.S. Department of Jus- 
tice and the federal courts., 82-662 


United States. Dept. of Labor. 


Changes needed to deter violations of 
Fair Labor Standards Act : summary : 
report to the Congress /, 82-10385 


United States. Dept. of Labor — 


Appointments, promotions, salaries, etc. 

Nomination : hearing before the Commit- 
tee on Labor and Human Resources, 
United States Senate, Ninety-seventh 
Congress, first session on Malcolm R. 
Lovell, Jr., of the District of Columbia, 
to be under secretary of labor, Septem- 
ber 25, 1981., 82-15172 


Nominations : hearing before the Com- 
mittee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session on John 
F. Cogan, of California, to be assistant 
secretary of labor (for policy, evalua- 
tion, and research), Lenora Cole-Alex- 
ander, of the District of Columbia, to 
be director, Women’s Bureau, Depart- 
ment of Labor, Rosemary M. Collyer, 
of Colorado, to be commissioner, Fed- 
eral Marine Safety and Health Review 
Commission, and Ford B. Ford, of 
California, to be assistant secretary of 
labor (for mine safety and health), Oc- 
tober 14, 1981., 82-6875 


Plowden nomination : joint hearing 
before the Committee on Labor and 
Human Resources and the Committee 
on Veterans’ Affairs, United States 
Senate, Ninety-seventh Congress, first 
session, on nomination of William 
Coskrey Plowden, Jr., of South Caroli- 
na, to be assistant secretary of labor for 
veterans’ employment, November 17, 
1981., 82-15173 


United States. Dept. of Labor — 


Appropriations and expenditures. 

Department of Labor, Health and Human 
Services, and Education, and related 
agencies appropriation bill. 1982 
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report (to accompany H.R. 4560)., 82- 
2394 


Departments of Labor, Health and 


Human Services, Education, and relat- 
ed agencies appropriations bill, 1982 : 
report together with additional views 
(to accompany H.R. 4560)., 82-4057 


Supplemental appropriations : communi- 


cation from the president of the United 
States transmitting additional proposed 
appropriation language for fiscal year 
1983 for the Department of Labor., 
82-14638 


Urgent supplemental appropriations bill, 


1982 : hearing before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-sev- 
enth Congress, second session, Sub- 
committee on the Departments of 
Labor, Health and Human Services, 
Education, and Related Agencies 
82-15022 


ry 


Weak internal controls make the depart- 


ment of Labor and selected CETA 
grantees, vulerable to fraud, waste, and 
abuse : report to the Congress /, 82- 
450 


Weak internal controls make the Depart- 


ment of Labor and selected CETA 
grantees vulnerable to fraud, waste and 
abuse : Summary : report to the Con- 
gress /, 82-451 


United States. Dept. of Labor — Periodicals, 
United States Department of Labor ... 


annual report., 82-14084 


United States. Dept. of State. 


Bicentennial reception and awards cere- 
mony., 82-11203 


Consular functions of the State Depart- 


ment : oversight hearing before the 
Subcommittee on Immigration, Refu- 
gees, and International Law of the 
Committee on the Judiciary, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on consular func- 
tions of the State Department, April 
13, 1981., 82-6858 


Department of State completes 200 
years., 82-11201 

The Department of State today., 82- 
11202 


Gala bicentennial summer programs : 
April-May 1981., 82-11204 


United States. Dept. of State — Addresses, 


essays, 
Foreign policy and the role of the secre- 
tary : May 7, 1980 /, 82-6205 


United States. Dept. of State — 


Appointments, promotions, salaries, etc. 

Nomination of Elliott Abrams : hearing 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety-sev- 





January — June 1982 


enth Congress, first session, on nomina- 
tion of Elliott Abrams, of the District 
of Columbia, to be assistant secretary 
of state for human rights and humani- 
tarian affairs, November 17, 1981., 82- 
12171 


Nomination of Ernest W. Lefever : hear- 
ings before the Committee on Foreign 
Relations, United States Senate, 
Ninety-seventh Congress, first session, 
on nomination of Ernest W. Lefever, 
to be assistant secretary of state for 
human rights and humanitarian affairs, 
May 18, 19, June 4, and 5, 1981., 82- 
2655 


United States. Dept. of State — 

Appropriations and expenditures. 

Budget amendments communication 
from the president of the United States 
transmitting proposed amendments to 
the requests for appropriations for 
fiscal year 1982 for the Department of 
Defense—military and for the Depart- 
ment of State., 82-14627 


United States. Dept. of State — 
Bibliography — Catalogs. 
Background notes., 82-3542 


United States. Dept. of the Air Force — 
Handbooks, manuals, etc. 
Retirement guide., 82-9907 


United States. Dept. of the Air Force — 
Officials and employees. 
Oversight of toxic chemical abuse allega- 
tions at Hill Air Force Base : hearing 


before the Committee on Labor and 
Human Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on oversight of the problems 
involving the use of toxic chemicals at 
the Hill Air Force Base at Ogden, 
Utah, July 11, 1981, Roy, Utah. 82- 
1087 


United States. Dept. of the Army. 
The Army., 82-9702 


United States. Dept. of the Army — 
Appointments, promotions, salaries, etc. 
Nominations of James R. Ambrose, to be 

under secretary of the army, and Jay 
Raymond Sculley, to be assistant secre- 
tary of the army : hearing before the 
Committee on Armed Services, United 
States Senate, Ninety-seventh Con- 
gress, first session on nomimations of 
James R. Ambrose, of North Carolina, 
to be under secretary of the army, Jay 
Raymond Sculley, of Virginia, to be 
assistant secretary of the army, October 
6, 1981., 82-12096, 82-15037 


United States. Dept. of the Interior. 
Fiscal accountability of the nation’s 
energy resources., 82-13934 
Interior’s report of shut-in or flaring 
wells unnecessary, but oversight should 





U.S. Dept. of the Treasury Periodicals. 


continue : 
82-462 

Interior’s report of shut-in or flaring 
wells unnecessary, but oversight should 
continue : summary : report to the 
Congress /, 82-463 

Minerals management at the Department 
of the Interior needs coordination and 
organization : report to the Congress /, 
82-457 


Minerals management at the Department 
of the Interior needs coordination and 
organization : summary : report to the 
Congress /, 82-458 

This is Interior., 82-13936 


United States. Dept. of the Interior — 
Appointments, promotions, salaries, etc. 
Harris, Stearns, and Richards nominations 

: hearing before the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-seventh Con- 
gress, first session, on nominations of 
James R. Harris to be director, Office 
of Surface Mining Reclamation and 
Enforcement, Department of the Interi- 
or, James G. Stearns to be director, 
Office of Alcohol, Fuels, Department 
of Energy, and James R. Richards to 
be inspector general, Department of 
Energy, July 9, 1981., 82-1047 


Nomination of G. Ray Arnett : hearing 
before the Committee on Environment 
and Public Works, United States 
Senate, Ninety-seventh Congress, first 
session, on the nomination of G. Ray 
Arnett to be assistant secretary of the 
interior for fish, wildlife, and parks, 
May 5, 1981., 82-4266 


Nomination of Kenneth L. Smith : hear- 
ing before the Select Committee on 
Indian Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
on the nomination of Kenneth L. Smith 
to be assistant secretary of the interior 
for Indian affairs, April 28, 1981, 
Washington, D.C., 82-1071 


report to the Congress /, 


United States, Dept. of the Interior — 
Appropriations and expenditures. 
Department of the Interior and related 

agencies appropriations for fiscal year 
1982 : hearings before a subcommittee 
of the Committee on Appropriations, 
United States Senate, Ninety-seventh 
Congress, first session, on H.R. 4035 
wy 82-12088 


Department of the Interior and related 
agencies appropriations for 1983 : hear- 
ings before a subcommittee of the 
Committee on Appropriations, House 
of Representatives, Ninety-seventh 
Congress, second session., 82-15020 


Making appropriations for the Depart- 
ment of the Interior and related agen- 
cies for fiscal year ending September 
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30, 1982 : conference report (to accom- 
pany H.R. 4035)., 82-2414 


United States. Dept. of the Interior — 


Management. 

How Interior should handle congression- 
ally authorized federal coal lease ex- 
change : report to the Congress /, 82- 
10360 


Simplifying the federal coal mining pro- 
gram : report to the Secretary of the 
Interior /, 82-10363 


United States. Dept. of the Interior — 

Officials and employees. 

West, Mares, Sousa, and Trivelpiece 
nominations : hearing before the Com- 
mittee on Energy and Natural Re- 
sources, United States Senate, Nintey- 
seventh Congress, first session, on the 
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Administration — Indexes. 
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United States. Federal Aviation 
Administration — Public records. 
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United States. Federal Aviation Agency — 
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Aircraft maintenance base materiel man- 
t handbook : an FAA hand- 
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United States. Federal Bureau of 

In 

FBI undercover guidelines : oversight. 
hearings before the Subcommittee on 
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Committee on the Judiciary, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on FBI undercover 


guidelines, February 19, 25, and 26, 
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99 facts about the FBI : questions and 
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tives, Ninety-seventh Congress, first 


Do not order from index; see indicated entry 





Subject Index 


session, September 16 and 22, 1981., 
82-6842 


Proposed relocation of Federal Commu- 
nications Commission from Washing- 
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expenditures. 
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United States. Federal Emergency 
Management Agency. Resource 
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procurement course., 82-14355 
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Nominations : hearing before the Com- 

mittee on Labor and Human Re- 
sources, United States Senate, Ninety- 
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5347(e)., 82-15179 


United States. Federal Railroad 
Administration. Minority Business 
Resource Center — History. 
Minority Business Resource Center., 

11466 


82- 


United States. Federal Trade Commission. 
Court decisions /, 82-3501, 82-3699 


Federal Trade Commission used car rule 
: hearing before the Subcommittee for 
Consumers of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
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82-1033 


United States. Federal Trade Commission — 
Bibliography — Catalogs. 
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U.S.-Japanese economic relations : hear- 
ings before the Subcommittee on Inter- 
national Trade, Finance, and Security 
Economics of the Joint Economic 
Committee, Congress of the United 
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Arms control and strategic nuclear forces 
: November 4, 1981 /, 82-11261 
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Refugees, the U.S. response : December 
5, 1980 /, 82-6209 


Relationship of foreign and defense poli- 
cies : July 30, 1981 /, 82-11246 


Resources and foreign policy : May 28, 
1980., 82-6206 


Seabed mining and law of the sea : Sep- 
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tee on Inter-American Affairs, House 


Do not order from index; see indicated entry 





of Representatives, Ninety-seventh 
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report to the United States Senate., 
82-14611 


United States — Foreign relations — Latin 
America — Addresses, essays, lectures. 
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U.S. strategy in the Middle East : Sep- 
tember 17, 1981 /, 82-11253 


United States — Foreign relations — Pacific 
area, 
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House of Representatives, Ninety-sev- 
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— Addresses, essays, lectures. 
In support of the U.S. Eastern Mediterra- 
nean policy., 82-11208 


United States — Foreign relations — 

Uruguay. 

Proposed transfer of arms to Uruguay : 
hearing before the Subcommittees on 
International Security and Scientific 
Affairs, on Human Rights and Interna- 
tional Organizations and on _ Inter- 
American Affairs of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, September 15, 1981., 82-2647 


United States — Foreign relations — 
Yearbooks. 
Digest of United States practice in inter- 
national law., 82-6223 


United States. Foreign Service — Officials 
and employees. 
Equal opportunity in the Foreign Service 
:areport /, 82-142 


United States. Forest Service. 
Actions on budget estimates for fiscal 
year 1981 /, 82-4303 


United States. Forest Service. Alaska 
Region. 
The Forest Service in Alaska /, 82-9092 


United States. Forest Service — Directories. 
Forest Service organizational directory /, 
82-12424 


Organizational directory, 82-12424 


United States. Forest Service. Intermountain 
Region. 
A draft regional plan for the Intermoun- 
tain Region., 82-12434 


United States. Forest Service — 
Management. 
Organization and management systems in 
the Forest Service : a summary from 
the manual., 82-12425 


United States. Forest Service — Officials 
and employees. 
A Job with the Forest Service : a guide 
to career opportunities in technical sup- 
port positions., 82-4291 


United States. Forest Service — Periodicals. 
Report of the Forest Service., 82-9091 


United States — Full employment policies. 
Economic Development Districts, a job- 
creating program., 82-1375, 82-3087 


Oversight hearing on full employment : 
hearing before the Subcommittee on 
Employment Opportunities of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, hearing 
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held in Los Angeles, Calif., on August 
13, 1981., 82-12130 


United States. General Accounting Office — 
Appointments, promotions, salaries, etc. 
Nomination of Charles A. Bowsher : 

hearing before the Committee on Gov- 
ernmental Affairs, United States 
Senate, Ninety-seventh Congress, first 
session, On nomination of Charles A. 
Bowsher to be comptroller general of 
the United States, September 17, 1981., 
82-4243 


United States. General Accounting Office — 
Bibliography. 
General Accounting Office publications., 
82-3566 


United States. General Accounting Office — 
Periodicals. 


Annual report /, 82-10324, 82-10325 


United States. General Services 
Administration. 
Basic laws and authorities of the General 
Services Administration., 82-513 


Better investment decisions can save 
money at GSA and FAA : report /, 
82-10397 


Fraud, abuse, and mismanagement within 
GSA : hearing before the a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-seventh Congress, first session, 
April 13,1981., 82-1061 

Full committee consideration of H. Res. 
287 ... and General Services Adminis- 
tration proposed acquisition of metal- 


lurgical grade bauxite (Jamaican type) 
/, 82-15035 


GSA’s cleaning costs are needlessly | 


higher than in the private sector : 
report to the Congress /, 82-453 


United States. General Services 
Administration — Bibliography — 
Catalogs. 

General Services Administration publica- 
tions., 82-1787 


United States. Government Printing Office 
— Appointments, promotions, salaries, etc. 
Nomination of Danford L. Sawyer, Jr., 

to be public printer : hearing before the 
Committee on Rules and Administra- 
tion, United States Senate, Ninety-sev- 
enth Congress, first session, on the 
nomination of Danford L. Sawyer, Jr., 
of Florida, to be public printer, vice 
John J. Boyle, resigned, July 13, 1981., 
82-1101 


United States. Government Printing Office 
— Bibliography — Catalogs. 
U.S. Government Printing Office publica- 
tions., 82-5619 
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United States. Government Printing Office 
— Periodicals. 
Annual report of the U.S. Government 
Printing Office., 82-5519 


United States — Government property. 
Comptroller of the Currency needs au- 
thority to dispose of property remain- 
ing from failed national banks : report 
to the Congress /, 82-1747 


Federal facilities acquisition and manage- 
ment : issues for planning : study /, 
82-13750 


How to acquire federal real property : a 
guide for the public’s use /, 82-10428 


Management of government property in 
the possession of off-site contractors 
(DOE-PMR 109-60)., 82-9978 


United States — Government property — 
Periodicals. 
CFR. 36, Parks, forests, and public prop- 
erty, 82-530, 82-3589 


CFR. 41, Public contracts and property 
management, 82-532, 82-533, 82- 
534, 82-535, 82-1793, 82-1794, 82- 
3590, 82-3591, 82-3592, 82-3593, 
82-3594, 82-10439 


Code of federal regulations. 36, Parks, 
forests, and public property., 82-530, 
82-3589 

Code of federal regulations. 41, Public 
contracts and property management., 
82-532, 82-533, 82-534, 82-535, 
82-1793, 82-1794, 82-3590, 82-3591, 
82-3592, 82-3593, 82-3594, 82- 
10439 


Parks, forests, and public property, 82- 
530, 82-3589 


Public contracts and property manage- 
ment, 82-532, 82-533, 82-534, 82- 
535, 82-1793, 82-1794, 82-3590, 
82-3591, 82-3592, 82-3593, 82-3594, 
82-10439 


United States — Government publications. 
CRS publications available to the public : 
for sale by the Superintendent of Doc- 
uments., 82-14151 


United States — Government publications — 
Bibliography. 
Requirements for recurring reports to the 
Congress : a directory issued by the 
Comptroller General., 82-502 


United States — Government publications — 
Bibliography — Catalogs. 
Exhausted GPO sales publications refer- 
ence file, 82-10426 


United States — Government publications — 
Bibliography — Periodicals. 
Federal information sources and systems 
/, 82-500 


Do not order from index; see indicated entry 





Inactive or discontinued items from the 
1950 revision of the classified list., 82- 
10427 


Numerical lists and schedule of volumes 
of the documents and reports of the ... 
Congress, ... session /, 82-503 


United States — Government publications — 
United States — Bibliography — Catalogs. 
Libraries and library collections., 82- 

10412 


United States. Health Care Financing 
Administration — Periodicals. 
Grants for research and demonstrations., 
82-10683 


United States. Health Services 
Administration — Periodicals. 
Report of the Administrator /, 82-13845 


United States. Heritage Conservation and 
Recreation Service. 


All about HCRS., 82-10966 


United States. Heritage Conservation and 
Recreation Service — Officials and 
employees. 

HCRS Annual Awards Day Program., 
82-14035 


United States. Heritage Conservation and 
Recreation Service. Park and Recreation 
Technical Services. 

PARTS : Park and Recreation Technical 
Services., 82-5946 


United States — History — Civil War, 
1861-1865 — Campaigns and battles. 
Antietam visit, 82-14008, 82-14009 


United States — History — Civil War, 
1861-1865 — Naval operations. 
Down to the Monitor, 82-12839, 82- 
12840 


United States — History — Revolution, 

1775-1783. 

Engineers of independence : a documen- 
tary history of the Army Engineers in 
the American Revolution, 1775-1783 /, 
82-5031 


United States — History — Revolution, 
1775-1783 — Bibliography — Catalogs. 
American Revolution., 82-5580 


United States — History — Revolution, 

1775-1783 — Cartography. 

Maps and charts of North America and 
the West Indies, 1750-1789 : a guide to 
the collections in the Library of Con- 
gress /, 82-2050 


United States — History — Sources — 
Bibliography — Periodicals. 
National union catalog of manuscript col- 
lections., 82-14150 
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U.S. History, Military. 


United States — History, Military. 
Defense of the United States /, 82- 
13222 


United States — History, Military — 
Bibliography — Catalogs. 
Military history., 82-10410 


United States — History, Naval — 
Bibliography — Catalogs. 


United States naval history., 82-10420 


United States — History, Naval — 20th 
century. 
The blue sword : Naval War College and 
the American mission, 1919-1941 /, 
82-13210 


United States. Immigration and 
Naturalization Service — Management. 
Management improvements in the Immi- 

gration and Naturalization Service : 
final report /, 82-6185 


United States. Indian Health Service. 
Aberdeen Area. 
Opportunities in nursing /, 82-552 


United States. Indian Health Service — 

Appropriations and expenditures. 

Bureau of Indian Affairs and Indian 
Health Service budget request for fiscal 
year 1982 : oversight hearing before 
the Committee on Interior and Insular 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
on Bureau of Indian Affairs and Indian 
Health Service budget request for fiscal 
year 1982, hearing held in Washington, 
D.C., March 5, 1981., 82-12206 


United States — Industries. 
Production techniques and product spe- 
cialization within U.S. industries /, 
82-14047 


United States — Industries — Energy 
conservation. 

Industrial and commerical energy tax 
credits : hearing before the Subcommit- 
tee on Taxation and Debt Management, 
and Subcommittee on Energy and Ag- 
ricultural Taxation of the Committee 
on Finance, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 750 and S. 1288, October 19, 
1981., 82-15101 


United States — Industries — Indexes. 
1980 census of population. Alphabetical 


index of industries and occupations., 
82-111 


United States — Industries — Periodicals. 
U.S. industrial outlook, 82-9576 


U.S. industrial outlook for 200 industries 
with projections for ..., 82-9576 
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United States. Industry and Trade 
Administration — Bibliography — 
Catalogs. 

Publications for business from ITA, in- 
cluding a geographical index., 82-137 


United States — Insular possessions. 
Limited progress made in consolidating 
grants to insular areas : report to the 
Congress /, 82-10382 


1981 omnibus territories : hearing before 
the Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 1674 ... October 21, 1981., 82- 
15077 


United States. Internal Revenue Service. 
Annual report /, 82-2202 


82-14308 


IRS regulations increasing imputed inter- 
est rates and interpreting estate tax law 
concerning valuation of family farm 
and other business properties : hearing 
before the Subcommittee on Oversight 
of the Internal Revenue Service of the 
Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, April 27, 1981., 82-2635 


IRS response to the illegal tax protester 
movement : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 10, 1981., 82-1063 


Hey, we’re in business, 


United States. Internal Revenue Service — 
Bibliography — Catalogs. 
Internal Revenue cumulative bulletins., 
82-1774 


United States. Internal Revenue Service — 
Management. 
Illegal tax protesters threaten tax system : 
report /, 82-13728 


United States. Internal Revenue Service — 
Periodicals. 
Annual report /, 82-2202 


United States. International Trade 
Administration — Bibliography — 
Catalogs. 

Publications for business from ITA, in- 
cluding a geographical index., 82-137 


United States. Interstate Commerce 
Commission. 
ICC needs to eliminate improper leasing 
practices by certificated motor carriers 
: report to the Chairman, Committee 
on the Judiciary, United States Senate 
/, 82-10334 


United States. Interstate Commerce 
Commission — Appointments, promotions, 
salaries, etc. 


Nominations—Interstate Commerce 


Commission : hearing before the Com- | 
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mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-seventh Congress, first session, 
on nominations of Malcolm M.B. Ster- 
rett and Frederic N. Andre, to be 
members, Interstate Commerce Com- 
mission, October 7, 1981., 82-6776 


United States. Interstate Commerce 
Commission — Bibliography — Catalogs. 
Interstate Commerce Commission deci- 

sions and reports., 82-1786 


United States. Interstate Commerce 
Commission — Periodicals. 
Annual report of the Interstate Com- 
merce Commission., 82-10968 


Interstate Commerce Commission reports 
: decisions of the Interstate Commerce 
Commission of the United States /, 
82-10969, 82-10970 


United States. Law Enforcement Assistance 
Administration. 
Law Enforcement Assistance Administra- 
tion two year evaluation plan, FY °79- 
FY ’80., 82-14054 


United States — Manufactures. 
Manufacturers’ service documents., 82- 
6386 


United States — Manufactures — 
Bibliography — Catalogs. 
Census of manufactures., 82-509 

United States — Manufactures — Statistics. 
1977 census of manufacturers, 82-9216, 

82-9219 


1977 census of manufactures, 
82-9188, 82-9189, 82-9190, 
82-9192, 82-9193, 82-9194, 
82-9196, 82-9197, 82-9198, 
82-9200, 82-9201, 82-9202, 
82-9204, 82-9205, 82-9206, 
82-9208, 82-9209, 82-9210, 
82-9213, 82-9214, 82-9215, 
82-9218, 82-9220, 82-9221, 
82-9223, 82-9224, 82-9225, 
82-9227, 82-9228, 82-9229, 82-9230, 
82-9231, 82-9232, 82-9234, 82-9235, 
82-9236, 82-12689, 82-12690, 82- 
12691, 82-12692, 82-12693, 82- 
12694, 82-12695 


1977 census of manufactures. Volume 1. 
Subject statistics, 82-12687 


1977 census of manufactures. Volume III. 
Geographic area statistics. Part 1. Gen- 
eral summary, Alabama-Montana., 82- 
106, 82-107 


82-9187, 
82-9191, 
82-9195, 
82-9199, 
82-9203, 
82-9207, 
82-9211, 
82-9217, 
82-9222, 
82-9226, 


United States. Marine Corps — 
Bibliography. 


Marine Corps publications., 82-5616 


United States. Marine Corps — Facilities. 
Definitive designs for Marine Corps facil- 
ities, 82-9874 
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United States. Marine Corps — Handbooks, 
manuals, etc. 
Amphibious training., 82-13217 
82-3297 
82-13219 
Counterinsurgency operations., 
Field artillery support., 82-5139 
82-5138 


Antiair warfare., 
Communications., 
82-9897 


Intelligence., 


United States. Marine Corps. Marines, 10th 
— History. 
A brief history of the 10th Marines /, 
82-13220 


United States. Marine Corps — Military 
life. 
DI—a builder of a few good men, 
13221 


82- 


United States. Marine Corps — Uniforms. 
Marine Corps uniform regulations /, 82- 
3296 


United States. Marine mammal commission. 
Congressional guidance and better federal 
coordination would improve marine 
mammal management : report /, 82- 
10340 


United States. Maritime Administration. 
An Act to Revise the Laws Pertaining to 
the Maritime Administration., 82-1815 


United States. Maritime Administration — 
Appointments, promotions, salaries, etc. 
Nomination—Maritime Administration : 

hearing before the Committee on Com- 
merce, Science and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on nomimation 
of Adm. Harold E. Shear, to be admin- 
istrator, Maritime Administration, Sep- 
tember 25, 1981., 82-6777 


United States. Maritime Administration — 
Directories. 
Ship your cargo on U.S. flag ships : it 
makes sense and saves dollars : consid- 
er these reasons., 82-4619 


United States. Marshals Service. 
Then—and now /, 82-1999 


United States. Merit Systems Protection 
Board. Office of Special Counsel. 
For merit and honesty in government : 
the role of the Special Counsel., 82- 
11073 


The Office of the Special Counsel can 
improve its management of whistle 
blower cases : report /, 82-10367 


United States. Merit Systems Protection 
Board. Office of Special Counsel — 
Periodicals. 

Annual report to the Congress on the 
activities of the Office of the Special 
Counsel., 82-715 





U.S. Natl Aeronautics and Space Admin History. 


The U.S. adviser /, 82-5064 


United States — Military policy. 
Countervailing strategy demands revision 
of strategic force acquisitions plans : 
report to the-Congress/, 82-13741 
Defense resource management : study 
guide., 82-12917 


National security structure, policy formu- 
: readings., 82- 
‘ 


lation, and strategy 
12918 


National security structures, policy for- 
mulation, and strategy : study guide., 
82-12919, 82-12920 


Unit VI : defense resource management : 
reading and case study., 82-1425 


United States — Military policy — 
Addresses, essays, lectures. 
Planning U.S. security /, 82-1424 
Relationship of foreign and defense poli- 
cies : July 30, 1981 /, 82-11246 


United States — Military relations — China 
— Congresses. 

The Implications of U.S. China military 

cooperation : a workshop /, 82-12175 


United States. Military Sealift Command. 

Defense sealift capability hearings 
before the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on the capability of our 
merchant marine to supply our military 
and naval forces in the event of hostil- 
ities overseas, and to carry imported 
strategic materials to keep American 
industry going, June 3, July 9, 1981., 
82-4261 


United States. National Advisory Committee 
for Aeronautics — History. 
Orders of magnitude a history of 
NACA and NASA, 1915-1980 /, 82- 
2068 


United States. National Advisory Committee 
for Juvenile Justice and Delinquency 
Prevention — Periodicals. 

Annual report /, 82-10976 


United States. National Aeronautics and 

Space Administration. 

The first “A” in NASA : hearing before 
the Subcommittee on Transportation, 
Aviation, and Materials of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, December 
8, 1981., 82-15204 


NASA procurement 
14159 

NASA program management and pro- 
curement procedures and practices : 
hearings before the Subcommittee on 


regulation., 82- 
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Space Science and Applications of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
June 24, 25, 1981., 82-1109 

NASA space communications program : 
report /, 82-15196 

NASA’s biomedical research program /, 
82-6092 


Origins of NASA names /, 82-6093 
Selling to NASA., 82-2065 


United States. National Aeronautics and 
Space Administration — Appropriations 
and expenditures. . 

Authorizing appropriations to the Nation- 
al Aeronautics and Space Administra- 
tion : conference report (to accompany 
S. 1098)., 82-11815 


NASA must reconsider operations pric- 
ing policy to compensate for cost 
growth on the space transportation 


system : report to the Congress /, 82- 
13742 


United States. National Aeronautics and 
Space Administration — Appropriations 
and expenditures — Indexes. 

1982 NASA authorization : index for 
hearings before the Committee on Sci- 
ence and Technology, U.S. House’ of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 1527, for 
volumes 1-5., 82-2708 


United States. National Aeronautics and 
Space Administration — Bibliography. 
Data bases and data base systems, related 

to NASA's Aerospace Program : a bib- 
liography with indexes., 82-722 


United States. National Aeronautics and 
Space Administration — Bibliography — 
Catalogs. 

NASA _ educational _publications., 
3561 


NASA scientific and technical publica- 
tions., 82-5625 


82- 


United States. National Aeronautics and 
Space Administration — Congresses. 
Aircraft Engine Diagnostics., 82-3789 


Oceanic lidar /, 82-2093 


United States, National Aeronautics and 
Space Administration — Handbooks, 
manuals, etc. 

NASA guidelines on report literature /, 
82-11085 


United States. National Aeronautics and 
Space Administration — History. 
Orders of magnitude a history of 
NACA and NASA, 1915-1980 /, 82- 
2068 
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U.S. Natl Aeronautics and Space Administration. Vocational guidance. 


United States. National Aeronautics and 
Space Administration. Vocational 
guidance 


Aerospace scientists : we’re tommorrow- 
minded people /, 82-2067 


Aerospace technicians : we’re tomorrow- 
minded people /, 82-2066 


United States. National Archives — 
Catalogs. 


Guide to records in the National Ar- 
chives of the United States relating to 
American Indians /, 82-13756 


United States. National Bureau of Standards. 

Information on mission and functions of 

the National Bureau of Standards : 
report /, 82-5471 


Information on mission and functions of 
the National Bureau of Standards : 
report : summary /, 82-5472 


Review of the National Bureau of Stand- 
ards Organic Act : hearings of the Sub- 
committee on Science, Research, and 
Technology of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, June 16, 17, 18, 
1981., 82-6899 


United States. National Bureau of Standards 
— Bibliography — Catalogs. 
National Bureau of Standards handbooks 
and monographs., 82-1780 


National Bureau of Standards special 
publications., 82-3567 


National Bureau of Standards technical 
notes., 82-5581 


United States. National Bureau of Standards. 
Office of Standard Reference Data — 
Bi * 
Standard Reference Data publications, 
1964-1980 /, 82-9482 


United States. National Commission on Air 
Quality — Publishing. 
National Commission on Air Quality : list 
of publications sent to government de- 
pository libraries, 82-14697 


United States. National Credit Union 

Administration. 

Federal examinations of financial institu- 
tions : issues that need to be resolved : 
report to the Congress : summary /, 
82-10376 


United States. National Credit Union 
Administration — Appointments, 
promotions, salaries, etc. 

Nomination of Edgar F. Callahan : hear- 
ing before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventy Con- 
gress, first session, on the nomination 
of Edgar F. Callahan to be a member 
of the National Credit Union Adminis- 
tration board for the term expiring 
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August 2, 1987, October 16, 1981., 82- 
4210 


United States. National Credit Union 
Administration — Bibliography — 


Catalogs. F 
National Credit Union Administration 
publications., 82-5635 


United States. National Credit Union 
Administration — Statistics — 
Periodicals. 

Year-end ... statistics of the National 
Credit Union Administration., 82-757 


Year end statistics, 82-757 


United States. National Environmental 
Satellite Service — Bibliography. 
Publications and final reports on con- 

tracts and grants, 1978 /, 82-9500 


United States — National Guard. 
Facsimile (telecopier) services., 82-9643 
Financial administration : Army National 


Guard management sstructure., 82- 
13026 


Job rights for reservists and members of 
the National Guard., 82-11022 


National Guard tort claims legislation : 
hearing before the Subcommittee on 
Agency Administration of the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-seventh Congress, first 
session, on National Guard tort claims 
legislation, July 23, 1981., 82-2675 


Realize a greater sense of community : 
the Guard is America at its best., 82- 
13020 


United States — National Guard — 
Accounting. 
Financial administration : fiscal account- 
ing functional manual, Army National 
Guard., 82-13027 


United States — National Guard — 
Communication systems. 


Picturephone meeting service., 82-13028 


United States — National Guard — 
Facilities. 
Installations : training site general infor- 
mation summary., 82-9644 


United States — National Guard — 
Handbooks, manuals, etc. 
Financial administration : Army National 
Guard management sstructure., 82- 
13026 


Financial administration : fiscal account- 
ing functional manual, Army National 
Guard., 82-13027 


United States — National Guard — 

Inventory control. 

Inventory management : b Army Nation- 
al Guard supply procedures for the 
aviation intensive management items 
program, 82-9646 
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United States — National Guard — 
Manpower. P 
Manpower and equipment control : man- 
ning criteria, Army. National Guard 
Technicians., 82-13029 

Manpower and equipment control : tech- 
nicians performance data report (RCS: 
ARNGB-32), Army National Guard., 
82-13030 


United States — National Guard — Officer 
efficiency reports. 
The officer evaluation reporting system 
“in brief’., 82-9645 


United States — National Guard — 
Officers. 
Commissioned officers — federal recogni- 
tion and related personnel activities., 
82-9642 


Implementation of the officer personnel 
management system for the Army Na- 
tional Guard., 82-13032 


Personnel—general officer personnel 
management for the Army National 
Guard., 82-13031 


Your most important decision as an 
Army Guard officer., 82-13019 


United States — National Guard — Officers 
— Biography. 

General officers of the Army and Air 

National Guard., 82-13022, 82-13023 


United States — National Guard — 
Organization. 
Organization and functions : State Area 
Command, Army National Guard., 
82-13024 


United States — National Guard — 
Personnel management. 
Implementation of the officer personnel 
management system for the Army Na- 
tional Guard., 82-13032 


Manpower and equipment control : man- 
ning criteria, Army National Guard 
Technicians., 82-13029 


Manpower and equipment control : tech- 
nicians performance data report (RCS: 
ARNGB-32), Army National Guard., 
82-13030 


Personnel—general officer personnel 
management for the Army National 
Guard., 82-13031 


United States — National Guard — 
Procurement. 
Logistics management : the Army Main- 
tenance Management System 
(TAMMS)., 82-3159 


United States — National Guard — 
Recruiting, enlistment, etc. - 
Army National Guard retention pro- 

gram., 82-13033 


Take command., 82-13021 
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United States — National Guard — 
Regulations. 
Commissioned officers — federal recogni- 
tion and related personnel activities., 
82-9642 


United States — National Guard — Supplies 
and stores. 

Command maintenance evaluation team 
(COMET) and maintenance assistance 
and instruction team (MAIT)., 82- 
13025 


United States. National Guard Bureau — 
Bibliography — Catalogs. 
Military publications : index of manage- 
ment studies/reports., 82-3160 


United States. National Guard Bureau — 
Recruiting, enlistment, etc. 
Cook up a great future in the Air Guard., 
82-9649 
Load up for the future in the Air Guard., 
82-9652 


Power up for the future in the Air 
Guard., 82-9651 

Program your own future in the Air 
Guard., 82-9648 

Set your sights on a future in the Air 
Guard., 82-9650 


Stock up for the future in the Air Guard., 
82-9653 


United States. National Highway Traffic 
Safety Administration. 
Data processing service manual /, 82- 
14571 
NHTSA 
82-2326 


reorganization information., 


United States, — National Labor Relations 
Board. 
The National Labor Relations Board and 
You : representation cases., 82-14156 


United States. National Labor Relations 
Board — Appointments, promotions, 
salaries, etc. 

Nomination : hearing before the Commit- 
tee on Labor and Human Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on Robert P. 
Hunter, of Virginia, to be a member of 
the National Labor Relations Board, 
September 10, 1981., 82-6874 


United States. National Labor Relations 
Board. Office of the General Counsel. 
Case management in NLRB’s Office of 

the General Counsel /, 82-14253 


United States. National Labor Relations 
Board — Periodicals. 
Annual report of the National Labor Re- 
lations Board for the fiscal year ended 
September 30 ..., 82-6072 
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United States. National Oceanic and 
Atmospheric Administration — 
Appointments, promotions, salaries, etc. 
Nomination—National Oceanic and At- 

mospheric Administration hearing 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-seventh Con- 
gress, first session, on nomination of 
Anthony Calio, to be deputy adminis- 
trator, National Oceanic and Atmos- 
pheric Administration, December 16, 
1981., 82-15062 


United States. National Oceanic and 
Atmospheric Administration — History. 
Origin and development of the NOAA 

Corps /, 82-4621 


United States. National Park Service. 
Children’s Experimental Workshop : ex- 
panding the Park experience to chil- 
dren with special needs /, 82-633 


United States. National Park Service — 
Bibliography — Catalogs. 
Historical handbook series., 82-3529 


National Park Service folders., 82-3551 


United States. National Park Service — 
Officials and employees — Training of. 
National Park Service Intake Program : 

(training portion)., 82-10899 


United States — National security. 

Fiscal year 1982 Department of Energy, 
authorization for national security pro- 
grams : hearings before the Subcom- 
mittee on Strategic and Theater Nucle- 
ar Forces of the Committee on Armed 
Services, United States Senate, Ninety- 
seventh Congress, first session, on S. 
846 ... March 13 and May 5, 1981., 
82-12098 


The government’s classification of private 
ideas : hearings before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-sixth Congress, second session, 
February 28, March 20, and August 21, 
1980., 82-12189 


Intelligence Authorizaton Act for fiscal 
year 1982 : conference report (to ac- 
company H.R. 3454)., 82-2419 


International security policy : hearings 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety-sev- 
enth Congress, first session, July 27, 
1981., 82-2653 

National security structure, policy formu- 
lation, and strategy : readings., 82- 
12918 

National security structures, policy for- 
mulation, and strategy : study guide., 
82-12919, 82-12920 


Transportation /, 82-9628 
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United States — National security — 
Addresses, 


essays, lectures. 
Planning U.S. security /, 82-1424 


United States — National security — 
Bibliography — Catalogs. 
National defense and security., 


82-5583 


United States. National Telecommunications 
and Information Administration — 
Publishing — Handbooks, manuals, etc. 
NTIA publications handbook., 82-4690 


United States. National Transportation 
Safety Board — Appropriations and 
expenditures. 

National Transportation Safety Board au- 
thorization, fiscal year 1982 : hearing 
before the Subcommittee on Com- 
merce, Transportation, and Tourism of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-seventh Congress, first session, 
February 25, 1981., 82-4223 


United States. National Transportation 
Safety Board — Periodicals. 
Annual report to Congress /, 82-846 


United States. National Weather Service. 
Disaster preparedness publications, 
films, and other audio-visual materials 
from the National Weather Service., 
82-3113 


United States. Naval Data Automation 
Command — Handbooks, manuals, etc. 
Economic analysis procedures for ADP / 

, 82-1516 


United States. Naval Education and Training 
Command — Bibliography — Catalogs. 
Naval Personnel Bureau and Naval Edu- 

cation and Training Command publica- 
tions., 82-5592 


United States. Naval Facilities Engineering 
Command — Bibliography — Catalogs. 
Naval Facilities Engineering Command 

publications., 82-3560 


United States. Naval Facilities Engineering 
Command — Handbooks, manuals, etc. 
Towing nonself-propelled floating struc- 

tures., 82-3212 


United States. Naval Reserve — Registers. 
Register of commissioned and warrant of- 
ficers of the United States Naval Re- 
serve., 82-9873 


United States. Naval Sea Systems Command 

— Appropriations and expenditures. 

Weak internal controls make some navy 
activities vulnerable to fraud, waste 
and abuse : report to the Congress /, 
82-447 


Weak internal controls make some navy 
activities vulnerable to fraud, waste, 
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and abuse : summary : report to the 
Congress /, 82-448 


United States. Navy. 

Supply support costs of Combat Ships 
can be reduced by millions and readi- 
ness enhanced : report to the 
Congress /, 82-3520 


United States. Navy — Appointments and 
retirements. 
Navy guide for retired personnel and 
their families. 82-3211 


United States. Navy — Aviation. 
Naval aviation, a personal history, 82- 
13197 


Operational and support costs of the 
Navy’s F/A-18 can be substantially re- 
duced : report to the Congress /, 82- 
1756 


United States. Navy — Aviation supplies and 
stores. 

Operational and support costs of the 
Navy’s F/A-18 can be substantially re- 
duced : report to the Congress /, 82- 
1756 


United States. Navy — Fuel. 

Full committee consideration of H. Res. 
287 ... and General Services Adminis- 
tration proposed acquisition of metal- 
lurgical grade bauxite (Jamaican type) 
/, %82-15035 


United States. Navy — History — 
Bibliography — Catalogs. 


United States naval history., 82-10420 


United States. Navy — History — 20th 
century. 
The blue sword : Naval War College and 
the American mission, 1919-1941 /, 
82-13210 


United States. Navy — Job descriptions. 
Manual of Navy enlisted manpower and 
personnel classifications and occupa- 
tional standards. Section II. Navy en- 
listed classifications., 82-9871 


United States. Navy — Lists of vessels. 
Dictionary of American naval fighting 
ships /, 82-13207 


United States. Navy — Messes. 
Habitability improvements for aircraft 
carrier messdecks /, 82-1479 


United States. Navy — Military construction 
operations. 
Builder 3 &2/, 82-9861 


Seabee combat handbook., 82-9865 


United States. Navy — Military life. 
A Day in boot camp, 82-13198 


United States. Navy — Pay, allowances, etc. 
Navy guide for retired personnel and 
their families, 82-3211 
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United States. Navy — Personnel 
management. 

Single subject training manual II (admin- 
istration and management) of navy 
counselor 1 & C training course /, 82- 
13208 


United States. Navy — Petty officers’ 
handbooks. 
Military requirements for petty officer 3 
&2/, 82-9864 


United States. Navy — Photographers. 
Navy photographer’s mate training series. 
Module 1. Naval photography /, 82- 
9870 


United States. Navy — Pictorial works. 
Men of the sea, 82-13199 


United States. Navy — Procurement. 
Air Force and Navy plans to acquire 
trainer aircraft : report to the Congress 
/, 82-5504 


Air Force and Navy Plans to acquire 
trainer aircraft : report to the Congress 
: summary /, 82-5505 


Improved mnagement of fleet supplies 
and spare parts can save millions with- 
out affecting readiness : report to the 
Congress /, 82-498 


SSN—688—class submarine procurement 
: hearing before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-seventh Con- 
gress, first session : special hearing, 
congressional and nondepartmental 
witnesses, Department of Defense— 
Navy., 82-15029 


Two contracts for nuclear attack subma- 
rines modified by Public Law 85-804— 
status as of December 23, 1979. : report 
to the Congress /, 82-13752 


United States. Navy — Recruiting, 
enlistment, etc. 


Come on back!, 82-5083 


United States. Navy — Registers. 

Register of commissioned and warrant of- 
ficers of the United States Navy and 
reserve officers on active duty., 82- 
9872 


Register of Navy officers on active duty, 
82-9872 


United States. Navy — Supplies and stores. 
Improved mnagement of fleet supplies 
and spare parts can save millions with- 
out affecting readiness : report to the 
Congress /, 82-498 


Nothing for granted, 82-13200 
Storekeeper 3 &2/, 82-9866 


Supply support costs of combat ships can 
be reduced by millions and readiness 
enhanced : report to the Congress /, 
82-3519 
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United States. Navy — Supplies and stores. 
Supply support costs of Combat Ships 
can be reduced by millions and readi- 
ness enhanced summary : report to the 
Congress /, 82-3520 


United States. Navy — Weapons systems — 
Testing. 
Nothing for granted, 82-13200 


United States. Navy Dept. — Appointments, 
promotions, salaries, etc. 

Nominations of James F. Goodrich, to be 
under secretary of the Navy, Thomas 
K. Turnage, to be director of Selective 
Service, and John S. Herrington, to be 
assistant secretary of the Navy : hear- 
ing before the Committee on Armed 
Services, United States Senate, Ninety- 
seventh Congress, first session, on no- 
mimations of James F. Goodrich, of 
Maine, to be under secretary of the 
Navy, Thomas K. Turnage, of Califor- 
nia, to be director of Selective Service, 
John S. Herrington, of California, to be 
assistant secretary of the Navy, Sep- 
tember 24, 1981., 82-6764 


United States. Navy Dept. Operational Test 
and Evaluation Force. 
Nothing for granted, 82-13200 


United States. Navy Dept. — Procurement. 

SSN-688-class submarine procurement : 
hearing before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-seventh Con- 
gress, first session : special hearing, 
congressional and nondepartmental 
witness, Department of Defense— 
Navy., 82-12090 


United States. Occupational Safety and 
Health Administration. 
General industry standards and interpre- 
tations /, 82-2043 


Occupational safety and health protection 
for aviation industry employees—the 
conflict between FAA and OSHA : fif- 
teenth report /, 82-14650, 82-14651 


Oversight on the administration of the 
Occupational Safety and Health Act, 
1981 : joint hearing before the Subcom- 
mittee on Investigations and General 
Oversight and the Subcommittee on 
Labor of the Committee on Labor and 
Human Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on oversight on the status of 
policy development and program man- 
agement and operation of the Occupa- 
tional Safety and Health Administra- 
tion, September 23, 1981., 82-12230 


United States. Occupational Safety and 
Health Administration — Officials and 
employees. 

Proposed firing of Dr. Peter Infante by 
OSHA : a case study in science and 
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regulation : hearing before the Sub- 
committee on Investigations and Over- 
sight of the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventy Congress, 
first session, July 16, 1981., 82-2709 


United States — Occupations — 
Bibliography — 
Occupational 

1789 


United States — Occupations — Indexes. 
1980 census of population. Alphabetical 
index of industries and occupations., 
82-111 


Catalogs. 
outlook handbook., 


82- 


United States — Occupations — Statistics. 
Supplement to employment and earnings, 
states and areas, data for 1977-79 /, 
82-2006 


United States. Office of Civilian Health and 
Medical Program of the Uniformed 
Services. 

Assuring quality mental health services : 
the CHAMPUS experience /, 82- 
10664 


Performance of CHAMPUS fiscal inter- 
mediaries needs improvements : report 
to the Congress /, 82-5488 


Performance of CHAMPUS fiscal inter- 
mediaries needs improvements : sum- 
mary: report to the Congress /, 82- 
1751 


United States. Office of Federal Coordinator 
for Meteorological Services and 
Supporting Research. 

The Federal plan for meteorological 
services and supporting research /, 
82-12827, 82-12828 


United States. Office of Federal 
Procurement Policy — Periodicals. 
Report to the Congress /, 82-14254 


United States. Office of Federal Statistical 

Policy and Standards. 

U.S. Department of Commerce, Office of 
Federal Statistical Policy and Stand- 
ards : a government-wide perspective 
on statistical programs., 82-2836 


United States. Office of Health Maintenance 
Organizations — Periodicals. 
Office of Health Maintenance Organiza- 


tions ... annual report to Congress., 
82-10489 


United States. Office of Justice Assistance, 

Research, and Statistics. 

Oversight of the Office of Justice Assist- 
ance, Research, and Statistics, U.S. De- 
partment of Justice : hearing before the 
Subcommittee on Juvenile Justice of 
the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on oversight of 
the Office of Justice Assistance, Re- 





search, and Statistics, U.S. Department 
of Justice, October 28, 1981., 82- 
12223 


United States. Office of Libraries and 
Learning Technologies. Division of 
Educational Technology. 

Educational technology programs /, 82- 
13478 


United States. Office of Management and 
Budget. 


OMB Circular A-76—contracting-out in 
VA facilities : hearing before’ the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, October 20, 1981., 
82-12283 


Recruitment and retention of VA medical 
personnel, budget constraints on VA 
hospital admitting practices and OMB 
Circular A-76 : hearing before the Sub- 
committee on Oversight and Investiga- 
tions of the Committee on Veterans’ 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
October 30, 1981., 82-12284 


Role of OMB in regulation : hearing 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, June 18, 1981., 82-15085 


United States. Office of Personnel 
Management. 
Ways to improve federal management 
and use of productivity based reward 
systems : report /, 82-1737 


United States. Office of Personne! 
Management — Appointments, 
promotions, salaries, etc. 

Nomination of Loretta Cornelius : hear- 
ing before the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
on nomimation of Loretta Cornelius, to 
be deputy director of the Office of Per- 
sonnel Management, September 24, 
1981., 82-4246 


United States. Office of Personnel 
Management — Bibliography — Catalogs. 
Office of Personnel Management publica- 

tions., 82-5648 


United States. Office of Postsecondary 
Education. Advisory Committee on 
Accreditation and Institutional Eligibility 
— Periodicals. 

Annual report /, 82-10030 


United States. Office of Strategic Services — 
History. 
Donovan and the CIA : a history of the 
establishment of the Central Intelli- 
gence Agency /, 82-2123 
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Office of Surface Mining, Denver, Colo- 
rado : hearing before the Subcommittee 
on Civil Service of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-seventh Con- 
gress, first session, June 5, 1981., 82- 
2691 


United States. Office of the Comptroller of 
the Currency. 

Comptroller of the Currency needs au- 
thority to dispose of property remain- 

ing from failed national banks : report 

to the Congress /, 82-1747 


United States. Office of the Comptroller of 
the Currency — Appointments, 
promotions, salaries, etc. 

Nomination of C.T. Conover : hearing 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventh Con- 
gress, first session, on the nomination 
of C.T. Conover to be Comptroller of 
the Currency for a term of five years, 
December 1, 1981., 82-12106 


United States — Officials and employees. 
Better use can be made of federal profes- 
sional staff: report /, 82-1736 


Federal workers’ compensation fraud and 
abuse : hearings before the Permanent 
Subcommittee on Investigations of the 
Committee on Governmental Affairs, 
United States Senate, Ninety-seventh 
Congress, first session, July 22 and 23, 
1981., 82-4245 


Implementation: the missing link in plan- 
ning reorgizations : report to the Com- 
mittee on Governmental Affairs. 
United States Senate /, 82-13726 


Management and compensation of mili- 
tary and civilian federal work forces : 
issues for planning study /, 82-1738 


Methods of entry into the Federal Serv- 
ice /, 82-4934 


Nomination of Edward L. Rowny : hear- 
ings before the Committee on Foreign 
Relations, United States Senate, 
Ninety-seventh Congress, first session, 
on the nomination of Edward L. 
Rowny, of Virginia, to be U.S. special 
representative for arms control and 
disarmament negotiations with the rank 
of ambassador, July 9, and 10, 1981., 
82-4238 


Nominations : hearing before the Com- 
mittee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on 
Donald J. Senese, of Virginia, to be 
assistant secretary of education (for 
educational research and improve- 
ment), Daniel Oliver, of Connecticut, 
to be general counsel, Department of 
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Education, Thomas P. Melady, of Con- 
necticut to be assistant secretary (for 
postsecondary education), Anne 
Graham, of Maryland, to be assistant 
secretary of education (for legislation 
and public affairs), William E. Mayer, 
of Illinois, to be administrator, Alco- 
hol, Drug Abuse and Mental Health 
Administration, George A. Conn, of Il- 
linois, to be commissioner of education 
(for Rehabilitation Services Adminis- 
tration), Thomas L. Lias, of Iowa, to 
be assistant director, ACTION (for 
voluntary citizen participation), and 
Robert A. Rowland, of Texas, to be 
commissioner, Occupational Safety and 
Health Review Commission, July 17, 
1981., 82-2679, 82-2680 


Nominations : hearings before the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-seventh Congress, first session, 
on nominations of Bobby Jack Thomp- 
son to be administrator, United States 
Fire Administration, Robert M. Gar- 
rick to be a member of the board of 
directors, Communications Satellite 
Corporation (COMSAT), and James E. 
Burnett, Jr. to be a member, National 
Transportation Safety Board, Novem- 
ber 20 and 24, 1981., 82-12116 


Nominations of Eugene J. Frank, Ken- 
neth W. Gideon, John M. Walker, Jr., 
Juan A. del Real, and Thomas R. Don- 
nelly : hearing before the Committee 
on Finance, United States Senate, 
Ninety-seventh Congress, first session, 
on nominations of Eugene J. Frank, to 
be commissioner, United States Inter- 
national Trade Commission, Kenneth 
W. Gideon, to be an assistant general 
counsel, Department of the Treasury, 
John M. Walker, Jr., to be assisiant 
secretary, Department of the Treasury, 
Juan A. del Real, to be general counsel 
of the Department of Health and 
Human Services, Thomas R. Donnelly, 
to be assistant secretary, Department of 
Health and Human Services, July 29, 
1981., 82-4228 


Nominations of Lawrence J. Brady, 
David R. Macdonald, Pamela Need- 
ham Bailey, Robert J. Rubin, and Rich- 
ard Kusserow : hearing before the 
Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session, on nominations of Lawrence J. 
Brady to be assistant secretary of com- 
merce, David R. Macdonald to be 
deputy United States trade representa- 
tive, Pamela Needham Bailey to be as- 
sistant secretary of health and human 
services, Robert J. Rubin to be assist- 
ant secretary of health and human serv- 
ices, Ricard Kusserow to be inspeactor 
general, Department of Health and 
Human Services, May 22, 1981., 82- 
4227 
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Nominations of Lee M. Thomas, Robert 
A. Jantzen, and Carlos C. Campbell : 
hearings before the Committee on En- 
vironment and Public Works, United 
States Senate, Ninety-seventh Con- 
gress, first session, on the nominations 
of Lee M. Thomas to be associate di- 
rector for state and local programs, 
Federal Emergency Management 
Agency, Robert A. Jantzen to be direc- 
tor, Fish and Wildlife Service, and 
Carlos C. Campbell to be assistant sec- 
retary of commerce for economic de- 
velopment, September 22 and October 
27, 1981., 82-6889 


Sanjaun, McCoy, and Wiggins nomina- 
tions : hearing before the Committee 
on Energy and Natural Resources, 
United States Senate, Ninety-seventh 
Congress, first session on the nomima- 
tions of Pedro Arroyo Sanjuan to be 
assistant secretary for territorial and in- 
ternational affairs, Department of the 
Interior, Janet J. McCoy to be high 
commissioner Trust Territory of the 
Pacific Islands, Department of the Inte- 
rior, and Vernon Reed Wiggins to be 
federal co-chairman of the Alaskan 
Land Use Council, November 19, 
1981., 82-12142 


Special prosecutor provisions of Ethics in 
Government Act of 1978 : hearings 
before the Subcommittee on Oversight 
of Government Management of the 
Committee on Governmental Affairs, 
United States Senate, Ninety-seventh 
Congress, first session, May 20 and 22, 
1981., 82-1067 


United States — Officials and employees — 

Accidents. 

Compensating and rehabilitating injured 
federal workers : hearings before a sub- 
committee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, April 29 and May 6, 1981., 
82-1062 


Compensating and rehabilitating injured 
federal workers : twenty-first report /, 
82-6599 


United States — Officials and employees — 
Appointment, qualifications, tenure, etc. 
General oversight on civil service agen- 

cies : hearing before the Subcommittee 
on Civil Service of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-seventh Con- 
gress, first session, September 22, 1981., 
82-6884 


Inspector General Act Amendments of 
1981 : hearing before a subcommittee 
of the Committee on Government 
Opertions, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 2098 ... April 8, 1981., 82- 
12190 
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United States — Officials and employees — 
Appointments, qualifications, tenure, etc. 
Displaced employee program., 82-770 


United States — Officials and employees — 
Directories. 
Coordination directory of state and feder- 
al agency water and land resources of- 
ficials., 82-14711 


United States — Officials and employees — 

Health and hygiene. 

Oversight hearings on OSHA—occupa- 
tional safety and health for federal em- 
ployees : hearings before the Subcom- 
mittee on Health and Safety of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, hearings 
held in Washington, D.C. on March 4, 
and 31, 1981., 82-6791 


United States — Officials and employees — 
Leave regulations. 
A Survey of leave provisions in federal 
labor agreements /, 82-4713 


United States — Officials and employees — 
Salaries, allowances, etc. 
Extension of Federal Physicians Compa- 
rability Allowance Act of 1978 : report 
(to accompany H.R. 4793) (including 
cost estimate of the Congressional 
Budget Office)., 82-4081 


Federal Merit Pay : important concerns 
need attention ; report to the Congress 
/, 82-3509 


The Federal wage system., 82-767 


Injury compensation process . delays 
prompt payment of benefits to federal 
workers : report to the Congress /, 
82-1754 


Injury compensation process delays 
prompt payment of benefits to federal 
workers : report to the Congress : sum- 
mary /, 82-13733 


Proposals for improving the management 
of federal travel : report to the Con- 
gress /, 82-471 


Proposals for improving the management 
of federal travel : summary : report to 
the Congress /, 82-472 


Senior executive service bonus program : 
hearing before the Subcommittee on 
Civil Service, Post Office, and General 
Services of the Committee on Govern- 
mental Affairs, United States Senate, 
first session, April 27, 1981., 82-6848 


Serious problems need to be corrected 
before federal merit pay goes into 
effect : report to the Congress / by the 
Comptroller General of the United 
States., 82-1740 
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United States — Officials and employees — 

Salaries, allowances, etc. 

Actions needed to enhance the credibility 
of senior executive service performance 
award programs : report /, 82-10371 

Proposal to lower the federal compensa- 
tion comparability standard has not 
been substantiated /, 82-10373 


United States — Officials and employees — 
Salaries, allowances, etc. — Cost of living 
adjustments. 

The Cost of living allowance for federal 
employees., 82-773 


United States — Officials and employees — 
Salaries, allowances, etc. — Statistics — 
Periodicals. 

Wage differences among large city gov- 
ernments and comparisons with indus- 
try and federal pay /, 82-14116 


Work years and personnel costs, Execu- 
tive Branch, United States Govern- 
ment., 82-14250 


United States — Officials and employees — 

Travel regulations. 

Federal travel management : hearing 
before the Committee on Govenmmen- 
tal Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
July 30, 1981., 82-12199 


Federal travel regulations., 82-3580 


Joint travel regulations. Volume 1. Mem- 


bers of the uniformed services : Army, 
Navy, Marine Corps, Air Force, Coast 
Guard, National Oceanic and Atmos- 
pheric Administration Corps, Public 


Health Service., 82-3142 


Proposals for improving the management 
of federal travel : report to the Con- 
gress /, 82-471 


Proposals for improving the management 
of federal travel : summary : report to 
the Congress /, 82-472 


United States — Officials and employees in 
foreign countries. 
Guidelines for employee 

overseas., 82-11206 


Property transfer, housing : agreement 
between the United States of America 
and Panama, signed at Panama August 
29, 1980., 82-11328 


Review of the administration of shared 
support services for U.S. agencies 
overseas : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 22 and 24, 1981., 82- 
12194 


Treaties, etc. United States, 1980 Aug. 
29, 82-11328 


associations 


U.S. President’s Commission on Pension Policy. 


United States — Officials and employees in 
foreign countries — Handbooks, manuals, 
etc, 

Foreign Service assignment notebook /, 
82-3811 


United States — Officials and employees, 
Retired. 
Federal life insurance changes would im- 
prove benefits and decrease costs : 
report /, 82-10369 


United States. Panama Canal Commission — 
Periodicals. 
Annual report /, 82-4184 

United States. Patent and Trademark Office. 
Copyright Office, the U.S. Patent and 

Trademark Office, and the Copyright 
Royalty Tribunal : oversight hearings 
before the Subcommittee on Courts, 
Civil Liberties, and the Administration 
of Justice of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-seventh Congress, first session, 
on Copyright Office, the U.S. Patent 
and Trademark Office and the Copy- 
right Royalty Tribunal, March 4 and 
June 11, 1981., 82-2672 


United States. Patent and Trademark Office 
— History. 
The Story of the United States Patent 
and Trademark Office., 82-12813 


United States — Politics and government. 
Federalism, the first ten months : a report 
from the President., 82-2120 


Then—and now /, 82-1999 


United States — Politics and government — 
Directories. 
Requirements for recurring reports to the 
Congress : a directory issued by the 
Comptroller General., 82-502 


United States — Politics and government — 

Periodicals. 

Congressional record : proceedings and 
debates of the Congress., 82-907, 82- 
908, 82-4019, 82-11726, 82-14578, 
82-14588, 82-14589 


Congressional record, daily digest of the 
.. Congress., 82-11686 
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11686 
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82-907, 82-908, 82-4019 


Daily digest, 82-11686 
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of the United States., 82-925 
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of America., 82-926, 82-14609 
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Public papers of the presidents of the 
United States., 82-538 


United States — Politics and government — 
1783-1865 — Exhibitions. 
James Madison and the search for nation- 
hood /, 82-3770 


United States — Politics and government — 
1977- 
Current condition of American federalism 
: hearings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, April 7, 8, 
9, 29, 30, May 13, 14, June 17, 18, and 
October 6, 1981., 82-15129 


United States — Politics and government — 
20th century. 
The condition of comtemporary federal- 
ism : conflicting theories and collapsing 
constraints., 82-936 


United States — Population. 
Child health and human development : an 
evaluation and assessment of the state 
of the science /, 82-1826 


Rural and small town population change, 
1970-80 /, 82-12666 


United States — Population — Statistical 
services. 
Population statistics., 
82-9350 
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United States — Population — Statistics. 
1980 census of population : population 
and households for census designated 
places, 1980., 82-12742 


United States. Postal Rate Commission — 
Decision making. 
A case study of why some Postal Rate 
Commission decisions took as long as 
they did: report /, 82-10383 


United States. President (1977-1981 : Carter) 

Women, a documentary of progress 

during the administration of Jimmy 
Carter, 1977 to 1981 /, 82-779 


United States. Presidential Protection 

Commission. 

Presidental Protection Commission Act 
of 1981 : hearing before the Committee 
on Governmental Affairs, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 1417 ... September 22, 
1981., 82-12202 


United States. President’s Commission on 

Pension Policy. 

Report of the President’s Commission on 
Pension Policy : hearing before the 
Subcommittee on Savings, Pensions, 
and Investment Policy of the Commit- 
tee on Finance, United States Senate, 
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Ninety-seventh Congress, first session, 
May 15, 1981., 82-12159 


United States — Proclamations — 
Periodicals. 
Codification of Presidential proclamations 
and executive orders., 82-3604 


Presidential proclamations and executive 
orders, 82-3604 


United States — Public buiidings. 
Federal facilities acquisition and manage- 
ment : issues for planning : study /, 
82-13750 


United States — Public buildings — 
Bibliography — Catalogs. 
Public buildings, landmarks and historic 
sites of the United States., 82-3548 


United States — Public buildings — 

Directories. 

Detailed listing of real property owned 
by the United States and used by civil 
agencies throughout the world as of ..., 
82-515 


United States — Public buildings — Energy 
conservation — Handbooks, manuals, etc. 
Life-cycle costing manual for the federal 

energy management programs : a guide 
for evaluating the cost effectiveness of 
energy conservation and renewable 
energy projects for new and existing 
federally owned and leased buildings 
and facilities /, 82-12802 


United States — Public buildings — Heating 
and ventilation. 

Continuation of emergency building tem- 
perature restrictions : message from the 
president of the United States transmit- 
ting a proclamation continuing the 
emergency building temperature re- 
strictions originally imposed July 16, 
1979 pursuant to section 201(b) of the 
Energy Policy and Conservation Act 
of 1975., 82-11779 


United States — Public buildings — 
Statistics — Periodicals. 
Summary report on real property owned 
by the United States throughout the 
world as of ... /, 82-514 


United States. Public Health Service. 

Cost cutting measures possible if Public 
Health Service hospital system is con- 
tinued : summary : report to the Con- 
gress /, 82-480 


Cost cutting measures possible if Public 
Health Service hospital system is to 


continue : report to the Congress /, 
82-479 


United States. Public Health Service — 
Appointments, promotions, salaries, etc. 
Nomination : hearing before the Commit- 

tee on Labor and Human Resources, 
United States Senate, Ninety-seventh 
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Congress, first session, on C. Everett 
Koop, of Pennsylvania, to be medical 
director in the regular corps and to be 
surgeon general of the Public Health 
Service, October 1, 1981., 82-15171 


United States — Public lands. 

Alaska National Interest Lands Conserva- 
tion Act : how the Alaska Lands Act 
affects Forest Service programs in 
Alaska., 82-12553 


An assessment of development and pro- 
duction potential of federal coal leases : 
summary., 82-12033 

Comprehensive oil shale legislation 
hearing before the Subcommittee on 
Energy and Mineral Resources of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on S. 
1032 ... S 1383 ... S 1484 ... July 23, 
1981., 82-6797 


National Oil Shale Leasing Act of 1981 : 
report together with additional views 
(to accompany S. 1484)., 82-11775 


Navajo-BLM land exchange : hearing 
before the Select Committee on Indian 
Affairs, United States Senate, Ninety- 
seventh Congress, first session, on S. 
159 ... July 30, 1981, Washington, D.C., 
82-1070 


Proceedings, National Advisory Board : 
Casper, Wyoming, May 24-27, 1976., 
82-14028 


United States — Public lands — Cases — 
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Decisions of the United States Depart- 
ment of the Interior., 82-568, 82- 
10703 


United States — Public lands — Congresses. 
Workshop on Public Land Acquisition 
and Alternatives /, 82-6795 


United States — Public lands — Directories. 
Detailed listing of real property owned 
by the United States and used by civil 
agencies throughout the world as of ..., 
82-515 


United States — Public lands — Periodicals. 

Administration of the Wild Free-Roam- 
ing Horse and Burro Act, 82-5788 

CFR. 43, Public lands, interior, 82-1795, 
82-10442, 82-10443 

Code of Federal regulations. 43, Public 
lands, interior., 82-1795, 82-10442, 
82-10443 

Public lands, _ interior., 
10442, 82-10443 


Report to Congress, administration of the 
Wild Free-Roaming Horse and Burro 
Act., 82-5788 

YCC at work /, 82-5789 

Youth Conservation Corps ... anniversary 
report., 82-10715 
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82-457 

Minerals management at the Department 
of the Interior needs coordination and 
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Annual report /, 82-10973 


United States. Railroad Retirement Board — 
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Annual report for fiscal year ending Sep- 
tember 30 /, 82-14259 


United States. Regulatory Council — 
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Calendar of federal regulations., 82-6721 


United States — Relations — America. 
The Political economy of the Western 
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United States — Relations — China. 
US-China exchanges /, 82-2135 


US-China relations /, 82-2163 


US-China science and technology ex- 
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US-Cuban relations /, 82-2159 


United States — Relations — El Salvador. 
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United States — Relations — France. 
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program between the National Science 
Foundation of the United States and 
the National Center for Scientific Re- 
search of France., 82-14244 


United States — Relations — Germany 

(West) 

Authorization to secretary of the Army 
to return certain works of art to the 
Federal Republic of Germany : report 
(to accompany H.R. 4625) (including 
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cost estimate of the Congressional 
Budget Office)., 82-6585 

Hearing on H.R. 3555, to authorize the 
Secretary ... before the Investigations 
Subcommittee on the Commmittte on 
Armed Services, House of Representa- 
tives, Ninety-seventh Congress, first 
session, July 16, 1981., 82-1023 


United States — Relations — Japan — 
Periodicals. 
Announcement of programs /, 82-11859 
Annual report /, 82-944 


United States — Relations — Korea (South) 

Manual of offenses and procedures 

Korean influence investigation, pursu- 

ant to House Resolution 252 /, 82- 
1112 


United States — Relations — Lebanon. 
Lebanon, US policy /, 82-2147 


United States — Relations — Mexico. 
US-Mexico relations /, 82-2161 


United States — Relations — Oceania. 
The US and the South Pacific /, 82- 
3830 


United States — Relations — Panama. 
Activities of the United States in Panama 
: agreement between the United States 
of America and Panama : signed at 
Washington September 7, 1977., 82- 
2196 


Treaties, etc. United States, 1977 Sept. 7, 
82-2196 


United States — Relations — Poland. 
Poland, its renewal and a U.S. strategy : 
areport /, 82-4237 


United States — Relations — Romania. 
US-Romanian relations /, 82-2160 


United States — Relations — Somalia. 
Somali relief, US policy /, 82-3827 


United States — Relations — South Pacific 
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The US and the South Pacific /, 82- 
3830 


United States — Relations — Soviet Union. 
US-USSR exchanges /, 82-2162 


United States — Relations — Zimbabwe. 
Rhodesia, US policy /, 82-2154 


United States — Religion. 
Religious requirements and practices of 
certain selected groups : a handbook 
supplement for chaplains /, 82-9710 


United States — Rural conditions — 
Congresses. 
Fourth National Conference on Rural 
Public Transportation, June 12-15, 
1979., 82-11581 
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Proceedings of the Fourth National Con- 
ference on Rural Public Transportation 
: held in June 1979 in Vail, Colorado / 
Sponsored by U.S. Department of 
Transportation, Office of the Secretary 
[and] Transportation Research Board., 
82-6281 


United States. Rural Electrification 

Administration. 

Rural Electrification Administration bid- 
ding, purchasing, and election proce- 
dures : hearing before the Subcommit- 
tee on Agricultural Credit and Rural 
Electrification of the Committee on 
Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-seventh 
Congress, first session, Tuesday, Octo- 
ber 20, 1981., 82-12085 


United States. Rural Electrification 
Administration. 
Presentation of building plans and specifi- 
cations., 82-12621 


United States. Rural Electrification 
Administration — Appointments, 
promotions, salaries, etc. 

Nominations of Harold V. Hunter, to be 
administrator of the Rural Electrifica- 
tion Administration, and Charles 
Wilson Shuman, to be administrator of 
the Farmers Home Administration : 
hearing before the Committee on Agri- 
culture, Nutrition, and _ Forestry, 
United States Senate, Ninety-seventh 
Congress, first session, Wednesday, 
July 29, 1981., 82-2595 


United States. Rural Electrification 
Administration — Bibliography. 


Current REA electric bulletins, specifica- | 


tions, and contracts., 82-12615 


United States. Rural Electrification 
Administration — Bibliography — 
Catalogs. 

Current REA telephone bulletins, man- 


uals, specifications, and contracts., 
12630 


Rural Electrification Administration 
(REA) forms and bulletins., 82-5591 


United States. Rural Electrification 

Administration — Finance. 

Financing rural electric generating facili- 
ties : a large and growing activity : 
report to the Congress /, 82-1724, 
82-1725 


United States. Rural Electrification 
Administration — Handbooks, manuals, 
etc. 

Depreciation rates for telephone borrow- 
ers., 82-12628 
Force account construction, telephone 


borrowers’ initial systems., 82-12626 
Load management programs., 82-12622 
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Preloan procedures and requirements for 
radio paging service., 82-12627 


United States. Select Commission on 

Immigration and Refugee Policy. 

Final report of the Select Commission on 
Immigration and Refugee Policy : joint 
hearings before the Subcommittee on 
Immigration and Refugee Policy of the 
Senate Committee on the Judiciary and 
Subcommittee on Immigration, 
Refugees,and International Law of the 
House Committee on the Judiciary, 
Ninety-seventh Congress, first session, 
on the final report of the Select Com- 
mission on Immigration and Refugee 
Policy, May 5, 6, and 7, 1981., 82- 
6862 


United States. Selective Service System — 
Appointments, promotions, salaries, etc. 
Nominations of James F. Goodrich, to be 

under secretary of the Navy, Thomas 
K. Turnage, to be director of Selective 
Service, and John S. Herrington, to be 
assistant secretary of the Navy : hear- 
ing before the Committee on Armed 
Services, United States Senate, Ninety- 
seventh Congress, first session, on no- 
mimations of James F. Goodrich, of 
Maine, to be under secretary of the 
Navy, Thomas K. Turnage, of Califor- 
nia, to be director of Selective Service, 
John S. Herrington, of California, to be 
assistant secretary of the Navy, Sep- 
tember 24, 1981., 82-6764 


United States. Small Business 

Administration. 

Impact on Small Business Administra- 
tion’s section 8(a) program of federal 
ADP and other high technology pro- 
curements : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, April 7 and 29, 1981., 82-6845 


Major problems with SBA’s section 8(a) 
program for disadvantaged small busi- 
nesses : hearing before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-seventh Congress, first session, 
March 28, 1981., 82-2663 


Most borrowers of economic opportunity 
loans have not succeeded in business : 
report to the Congress /, 82-5459 

Most borrowers of economic opportunity 
loans have not succeeded in business : 
report to the Congress : summary /, 
82-5460 

Need to determine whether existing fed- 
eral programs can meet the needs of 
women entrepreneurs : report to the 
Congress /, 82-10347 

Problems with Small Business Adminis- 
tration, finanical assistance to fran- 
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chises : hearings before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-seventh Congress, first session, 
May 19 and 20, 1981., 82-1065 

SBA’s farm disaster loan program : hear- 
ings before the Committee on Small 
Business, United States Senate, Ninety- 
seventh Congress, first session, on 
SBA’s farm disaster loan program, Sep- 
tember 9 and 10, 1981., 82-12268 

SBA’s pilot programs to improve guaran- 
ty loan procedures need further devel- 
opment : report to the Congress /, 
82-5464 

SBA’s pilot programs to improve guaran- 
ty loan procedures need further devel- 
opment : report to the Congress : sum- 
mary /, 82-5465 

SBA’s 7(j) management assistance pro- 
gram : changes needed to improve effi- 
ciency and effectiveness : report to the 
Congress /, 82-1730, 82-13714 


SBA’s 8(a) pilot procurement plan : hear- 
ing before the Committee on Small 
Business, United States Senate, Ninety- 
seventh Congress, first session, on 
SBA’s 8(a) pilot procurement program, 
September 21, 1981., 82-2717 

Small Business Administration’s direct 
loan programs : hearing before the 
Committee on Small Business, United 
States Senate, Ninety-seventh Con- 
gress, first session, on Small Business 
Administration’s direct loan programs, 
October 27, 1981., 82-12269 


Small business and the federal procure- 
ment system : hearings before the Sub- 
committee on General Oversight of the 
Committee on Small Business, House 
of Representatives, Ninety-seventh 
Congress, first session, Washington, 
D.C., June 18, 23, and 25, 1981., 82- 
6903 


United States. Small Business Administration 
— Appointments, promotions, salaries, etc. 
Nomination of Frank S. Swain, to be 

chief counsel for advocacy of the 
Small Business Administration : hearing 
before the Committee on Small Busi- 
ness, United States Senate, Ninety-sev- 
enth Congress, first session, on nomina- 
tion of Frank S. Swain, to be chief 
counsel for advocacy of the Small 
Business Administration, Thursday, 
July 30, 1981., 82-1111 


United States. Small Business Administration 

Appropriations and expenditures. 

The 8(a) pilot program for disadvantaged 
small businesses has not been effective : 
report to the Congress /, 82-5462 

The 8(a) pilot program for disadvantaged 
small businesses has not been effective : 
report to the Congress : summary /, 
82-5463 
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SBA 8a) pilot program : hearing before 
the Subcommittee on SBA and SBIC 
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United States — Social conditions — 
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Social indicators., 82-105 


United States — Social policy. 
Refugee resettlement program : report to 
the Congress., 82-5667, 82-10467 


United States — Social policy — 
Periodicals. 
Annual report /, 82-147 


Creating opportunity, 82-147 


United States. Social Security 

Administration — Appropriations and 

expenditures. 

Urgent supplemental appropriations bill, 
1982 : hearing before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-sev- 
enth Congress, second session, Sub- 
committee the Departments of Labor, 
Health and Human Services, Educa- 
tion, and Related Agencies., 82-15023 


United States. Social Security 

Administration — Data processing. 

Automated data processing systems : 
hearing before the Subcommittee on 
Social Security and Subcommittee on 
Oversight of the Committee on Ways 
and Means, House of Representatives, 
Ninety-seventh Congress, first session, 
May 22, 1981., 82-2737 

Viability of the Social Security Adminis- 
tration’s (SSA) computer systems : 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, September 
23, 1981., 82-12195 


United States. Soil Conservation Service. 
Statutory authorities for the activities of 
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U.S. Department of Commerce, Office of 
Federal Statistical Policy and Stand- 
ards : a government-wide perspective 
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United States — Statistical services. 
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ical Methodology., 82-3614 
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health status, and care received : na- 
tional nursing home survey, United 
States, May-December 1977., 82- 
13857 : 


Current estimates from the health inter- 
view survey, United States, 1979 : esti- 
mates of incidence of acute conditions, 
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frequency of dental and physician visits 
: based on data collected in the health 
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Current estimates from the health inter- 
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82-10632 
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chronic activity limitation : United 
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Mortality from diseases associated with 
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82-10637 

Patients’ reasons for visiting physicians : 
the national ambulatory medical care 
survey, United States, 1977-78 /, 82- 
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82-10636 

Utilization of short-stay hospitals by per- 
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82-13858 
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MMWR morbidity and mortality 
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Facts at your fingertips., 





January — June 1982 


United States — Statistics, Vital. 
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82-10637 
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Vital statistics of the United States., 82- 


Vital statistics of the United States. 
Volume 2. Section 5, Life tables., 82- 
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United States. Supreme Court. 

The human life bill : hearings before the 
Subcommittee on Separation of Powers 
of the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 158 ... 
April 23, 24, May 20, 21, June 1, 10, 
12, and 18., 82-12214 


United States. Supreme Court — 
Appointments, promotions, salaries, etc. 
Nomination of Sandra Day O’Connor : 
hearings before the Committee on the 
Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on the nomination of Judge Sandra 
Day O’Connor, of Arizona, to serve as 
an associate justice of the Supreme 
Court of the United States, September 
9, 10, and 11, 1981., 82-12219 

Nomination of Sandra Day O’Connor : 
report together with additional, supple- 
mental, and separate views (to accom- 
pany the nomination of Sandra Day 
O’Connor)., 82-6568 
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Bibliography — Catalogs. 
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United States. Tax Court — Officials and 
employees. ; 
Nominations of Meade Whitaker, Jules 

G. Korner III, and Perry Shields : 
hearing before the Committee on Fi- 
nance, United States Senate, Ninety- 
seventh Congress, first session, on 
nominations of Meade Whitaker, Jules 
G. Korner III, and Perry Shields to be 
U.S. Tax Court judges, December 2, 
1981., 82-12162 


United States — Territories and possessions. 

Limited progress made in consolidating 

grants to insular areas : report to the 
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United States — Tornadoes. 
Determination of tornado wind speeds 
from tornadic sounds : final report 
March 1978 - March 1979 /, 82-11994 


United States. Trade Development. Foreign 
Commercial Service — Directories. 
U.S. Commercial Service offices and the 
Foreign Commercial Service posts : a 
guide for business., 82-4707 


United States. Veterans Administration. 

An Act to Amend Title 38, United States 
Code, to Extend by Twelve Months 
the Period During Which Funds Ap- 
propriated for Grants by the Veterans 
Administration for the Establishment 
and Support of New State Medical 
Schools May be Expended [i.e. Ex- 
tended]., 82-3596 


Administrative procedures and controls 
need strengthening to reduce losses to 
HUD’s mortgage insurance fund 
report /, 82-10335 


Hearing on H.R. 3502, Veterans’ Admin- 
istration ... before the Military Installa- 
tions and Facilities Subcommittee of 
the Committee on Armed Services, 
House of Representatives, Ninety-sev- 
enth Congress, first session, June 25, 
1981., 82-1019 


Security forces at VA medical centers : 
hearing before the Subcommittee on 
Hospitals and Health Care of the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 15, 1981., 82- 
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Veterans’ Administration and Department 
of Defense Health-Care Resources 
Sharing Act : report (to accompany S. 
266)., 82-2367 


United States. Veterans Administration — 
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Hagel nomination : hearing before the 

Committee on Veterans’ Affairs, 
United States Senate, Ninety-seventh 
Congress, first session, on the nomina- 
tion of Charles T. Hagel, of Washing- 
ton, D.C., to be deputy administrator 
of veterans’ affairs, and appendix, fol- 
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lowup questions and answers from con- 
firmation hearing on nomination of 
Robert P. Nimmo to be administrator 
of veterans’ affairs, November 25, 
1981., 82-15225 


United States. Veterans Administration — 
Appointments, promotions, salaries, etc. 
Confirmation hearings on Robert P. 

Nimmo and Frank S. Sato nominations 
: hearing before the Committee on Vet- 
erans’ Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
on the nomination of Robert P. Nimmo 
to be administrator of veterans’ affairs 
and the nomination of Frank S. Sato to 
be inspector general, July 9, 1981., 
82-2732 


United States. Veterans Administration — 
Auditing and inspection — Periodicals. 
Semi-annual report of the Inspector Gen- 

eral /, 82-12288, 82-12289 


United States. Veterans Administration. 
Dept. of Medicine and Surgery — 
Officials and employees. 

Implementation of special pay for physi- 
cians and dentists in the Department of 
Medicine and Surgery : a report /, 
82-4283 


United States. Veterans Administration — 
Officials and employees — Salaries, 
allowances, etc. 

Veterans’ Administration report on im- 
plementation of special pay for physi- 
cians and dentists in the Department of 
Medicine and Surgery, pursuant to 
Public Law 96-330., 82-1115 


United States. Veterans Administration. 

Special Medical Advisory Group. 

A preliminary report of the Special Medi- 
cal Advisory Group of the Veterans’ 
Administration : in accordance with 
the provisions of Title 38, U.S.C. 5055 
and 5070 submitted to the Committee 
on Veterans’ Affairs, U.S. House of 
Representatives., 82-12279 


United States. Volunteers in Service to 
America — Appropriations and 
expenditures. 

Reauthorization of the domestic volun- 
teer programs of the ACTION agency 
: hearings before the Subcommittee on 
Select Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, hearings held in Washing- 
ton, D.C. on April 30 and May 1, 
1981., 82-12133 

To extend the older Americans volunteer 
programs : hearing before the Subcom- 
mittee on Human Resources of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H.R. 
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U.S. Volunteers in Service to America Appropriations and expenditures. 


2437 ... hearing held in Washington, 
D.C., on March 19, 1981., 82-12132 


United States Air Force Academy — 
Admission. 
Admissions guide, United States Air 
Force Academy /, 82-9924 


United States Army Infantry School — 
Handbooks, man etc. 
Intelligence handbook., 82-9665 


Tactical operations handbook., 82-9666 


United States Attorney’s Office for the 

Southern District of Ohio. 

Three-year report of the United States 
Attorney for the Southern District of 
Ohio to the Attoney General : April 1, 
1978—March 31, 1981., 82-3739 


United States Capito! Historical Society. 
United States Capitol Historical Society 
exemption from District of Columbia 
sales tax : report (to accompany H.R. 
4491) (including cost estimate of the 
Congressional Budget Office). 82- 
14661 


United States Commission on Civil Rights. 
United States Commission on Civil 
Rights., 82-12900 


United States Commission on Civil Rights — 
Bibliography — Catalogs. 
Catalog of publications /, 82-145 


United States Fire Administration. 

Earthquake and Fire Act authorization : 
hearings before the Subcommittee on 
Science, Research, and Technology of 
the Committee on Science and Tech- 
nology, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
February 25, March 4, 11, 1981., 82- 
2706 


United States Holocaust Memorial Council. 

Expanding the membership of the United 
States Holocaust Memorial Council 
from sixty to sixty-five and for other 
purposes : report (to accompany S. 
1672 ... referred jointly to the Commit- 
tee on House Administration, Interior 
and Insular Affairs, and Post Office 
and Civil Service) (including the cost 
estiamte of the Congressional Budget 
Office)., 82-6587 


United States International Trade 
Commission — Periodicals. 
Annual report /, 82-3850 


United States marshals. 
The Office of the United States Marshal : 
United States Marshals Service., 82- 
14052 


United States Metric Board — Officials and 
employees. 

U.S. Metric Board biographical data., 
82-14706 
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United States Metric Board — Periodicals. 
U.S. Metric Board annual report., 82- 
11860 


United States Military Academy. Library. 
The William Faulkner collection at West 
Point and the Faulkner concordances / 
, 82-9840 


United States Postal Service. 

Annual report of the postmaster general : 
hearing before the Committee on Gov- 
ernmental Affairs, United States 
Senate, Ninety-seventh Congress, first 
session, April 22, 1981., 82-6847 


Better planning needed by Postal Service 
in relocating mail processing operations 
: report /, 82-10374 

Better planning needed by Postal Service 
in relocating mail processing operations 
: report: summary /, 82-10375 

Continued examination of the Postal 
Service plan for a nine-digit zip code : 
hearings before a subcommittee of the 
Committe on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, March 26 
and September 10, 1981., 82-2662 


Effectiveness of the Postal Reorganiza- 
tion Act of 1970 : joint hearings before 
the Subcommittee on Postal Operations 
and Services and the Subcommittee on 
Postal Personnel and Modernization of 
the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-seventh Congress, first 
session ...., 82-15180 


Proposed postal rate increases : hearing 
before the Subcommittee on Civil 
Service, Post Office, and General Serv- 
ices of the Committee on Governmen- 
tal Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
February 19, 1981., 82-4250 


Should the Postal Service offer electronic 
mail? : hearing before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-seventh Congress, first session, 
October 5, 1981., 82-12193 


Veterans’ employment programs in the 
U.S. Postal Service : hearings before 
the Subcommittee on Education, Train- 
ing, and Employment of the Commit- 
tee on Veterans’ Affairs, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, October 14, 1981., 82- 
12282 


United States Postal Service — 
Appropriations and expenditures. 
Supplemental appropriations and budget 

amendment : communication from the 
president of the United States transmit- 
ting proposed supplemental appropri- 
ations for fiscal year 1981 and a budget 
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amendment for fiscal year 1982., 
14628 


Treasury, postal service, and general gov- 
ernment appropriation bill, 1982 
report (to accompany H.R. 4121)., 82- 
2365 


82- 


United States Postal Service — Handbooks, 
manuals, etc. 


International mail manual., 82-6181 


United States Postal Service — 
Management. 
A case study of why some Postal Rate 
Commission decisions took as long as 
they did: report /, 82-10383 


United States Postal Service — Officials and 
employees. 

Implications of electronic mail for the 

Postal Service’s work force : report /, 
82-13724 


United States Postal Service — Periodicals. 
Annual report of the Postmaster Gener- 
al., 82-2117, 82-6180 


United States Railway Association — 

Appropriations and expenditures. 

United States Railway Association au- 
thorization, fiscal year 1982 : hearing 
before the Subcommittee on Com- 
merce, Transportation, and Tourism of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-seventh Congress, first session, 
February 25, 1981., 82-12145 


United States Railway Association — 
Appropriations and expenditures — 
Periodicals. 

Examination of financial statements, 
United States Railway Association : 
communication from the Comptroller 
General of the United States transmit- 
ting a report on the audit of the finan- 
cial statements of the U.S. Railway As- 
sociation, pursuant to section 106 of 
the Government Corporation Control 
Act., 82-14599 


*Universities — United States — directories. 
Colleges and universities, 82-5233 


Education directory, colleges & universi- 
ties /, 82-5233 


Postsecondary education, 82-5233 


*Universities — United States — statistics. 
Academic science, scientists and engi- 
neers /, 82-6178 


Universities and colleges — Accreditation — 
Periodicals. 


Annual report /, 82-10030 


Universities and colleges — China. 
Chinese knowledge of the United States : 
a preliminary survey /, 82-14044 





January — June 1982 


Universities and colleges — United States — 
Directories. 


Accredited postsecondary institutions and 
programs., 82-10036 


Colleges and universities, 82-5233 


Education directory, colleges & universi- 
ties /, 82-5233 


Postsecondary education, 


82-5233 
Universities and colleges — United States — 
Finance. 


Oversight hearing on National Institute 
of Education : hearing before the Sub- 
committee on Select Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, hearing 
held in Washington, D.C., on June 18, 
1981., 82-12131 


Finance — 

The finiancial assessment of colleges and 
universities and its implication for state 
policy /, 82-13777 


Universities and colleges — United States — 
Congresses. 


Universities and colleges — United States — 

Graduate work. 

Commercialization of academic biomedi- 
cal research : hearings before the Sub- 
committee on Investigations and Over- 
sight and the Subcommittee on Sci- 
ence, Research, and Technology of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
June 8, 9, 1981., 82-15197 


Unsteady flow (Aerodynamics) 
Inclusion of unsteady aerodynamics in 
longitudinal parameter estimation from 
flight data /, 82-3798 


Unsteady flow (Aerodynamics) — 

Automation — Costs. 

Reduction of computer usage costs in 
predicting unsteady aerodynamicload- 
ings caused by control surface motions 
: Analysis and results / W.S. Rowe, 
J.D. Sebastian, and J.R. Petrarca., 82- 
6106 


Unsteady flow (Aerodynamics) — 
Mathematical models. 
Semi-actuator disk theory for compressor 
choke flutter /, 82-14216 


Upper air temperature. 

A laser method of observing surface pres- 
sure and pressure-altitude and tempera- 
ture profiles of the troposphere from 
satellites /, 82-9497 


Upper air temperature distribution. 
Stratospheric composition balloon-borne 
experiment 23-26 September 1975 /, 
82-13179 





Uranium mines and mining Environmental aspects U.S. 


Upper Volta — Description and travel. 
Background notes, Upper Volta /, 82- 
6220 


Uranium. 

Diffusion and exhalation of radon from 
uranium tailings /, 82-4134 

Uranium enrichment pricing oversight : 
hearing before the Subcommittee on 
Energy Conservation and Power of the 
Committee on Energy and Commerce, 
House of Representatives, Niriety-sev- 
enth Congress, first session, June 5, 
1981., 82-12151 


Uranium — Computer programs. 

The uranium dispersion and dosimetry 
(UDAD) code : version IX, a compre- 
hesive computer program to provide 
estimates of potential radiation expo- 
sure to individuals and to the general 
population in the vicinity of a uranium 
processing facility /, 82-2467 


Uranium — Environmental aspects. 

Methods for assessing background levels 
of radiation and radioactive materials 
in the environment around uranium 
mills /, 82-966 


Uranium — Metallurgy. 
Extracting uranium from carbonaceous 
ores /, 82-5892 


Uranium — Packing. 

Review and assessment of package re- 
quirements (yellowcake) and emergen- 
cy response to transportation accidents 

82-11869 


Uranium alloys. 

Ex-reactor determination of thermal gap 
and contact conductance between ura- 
nium dioxide, zircaloy-4 interfaces : 
stage I low gas pressure /, 82-14792 


Uranium compounds. 

Analysis of the heat and mass transfer 
processes of a UO.bubble in sodium for 
the fuel aerosol simulant test (FAST) /, 
82-2476 


Preparation of working reference materi- 
als, uranium dioxide /, 82-2518 


Solubility classification of airborne urani- 
um products collected at the perimeter 
of the Allied Chemical Plant, Metropo- 
lis, Illinois /, 82-4144 


Uranium compounds — Experiments. 
Sodium oxide and uranium oxide aerosol 
experiments : NSPP tests 106-108 and 
tests 240-207, data record report /, 
82-2542 


Uranium compounds — Testing. 
Prompt burst energetics experiments : 
fresh oxide/sodium series /, 82-4103 
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Uranium industry. 

Methods for assessing background levels 
of radiation and radioactive materials 
in the environment around uranium 
mills /, 82-966 


Uranium industry — Environmental aspects 

— United States. 

Source category survey : uranium refin- 
ing industry /, 82-5326 

The uranium dispersion and dosimetry 
(UDAD) code : version IX, a compre- 
hesive computer program to provide 
estimates of potential radiation expo- 
sure to individuals and to the general 
population in the vicinity of a uranium 
processing facility /, 82-2467 


Uranium industry — United States. 

Status of the domestic uranium mining 
and milling industry : the effects of im- 
ports : hearing before the Subcommit- 
tee on Energy Research and Develop- 
ment of the Committee on Energy and 
Natural Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on the status of the domestic 
uranium mining and milling industry : 
the effects of imports, September 25, 
1981., 82-15078 


Uranium industry — United States — Waste 
disposal. 

Implementation of the Uranium Mill Tail- 
ings Radiation Control Act of 1978 : 
hearing before the Subcommittee on 
Nuclear Regulation of the Committee 
on Environment and Public Works, 
United States Senate, Ninety-seventh 
Congress, first session, June 16, 1981., 
82-6887 


Uranium mines and mining. 
Technical assessment of radon-222 con- 
trol technology for underground urani- 

um mines /, 82-10261 


Uranium ion exchange from low-grade 
acidic solutions in a fluidized system /, 
82-5863 


Water jet perforation : a new method for 
completing and stimulating in situ 
leaching wells /, 82-5883 


Uranium mines and mining — Environmental 
aspects — Congresses. 
Proceedings of the Uranium Mining and 
Milling Workshop /, 82-5918 


Uranium mines and mining — Environmental 
aspects — United States. 

MILDOS - a computer program for cal- 
culating environmental radiation doses 
from uranium recovery operations /, 
82-6684 


Radioisotopic composition of yellowcake 
: an estimation of stack release rates /, 
82-14905 
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Uranium mines and mining Environmental aspects U.S. 


The uranium dispersion and dosimetry 
(UDAD) code : version IX, a compre- 
hesive computer program to provide 
estimates of potential radiation expo- 
sure to individuals and to the general 
population in the vicinity of a uranium 
processing facility /, 82-2467 


Uranium mines and mining — Environmental 
aspects — West (U.S.) 
Proceedings of the Uranium Mining and 
Milling Workshop /, 82-5918 


Uranium mines and mining — United States. 

Appendix to radon and radon-daughter 

concentrations in air in the vicinity of 

the Anaconda Uranium Mill /, 82- 
14890 


Radon-222 emissions in ventilation air ex- 
hausted from underground uranium 
mines /, 82-2470 


Status of the domestic uranium mining 
and milling industry : the effects of im- 
ports : hearing before the Subcommit- 
tee on Energy Research and Develop- 
ment of the Committee on Energy and 
Natural Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on the status of the domestic 
uranium mining and milling industry : 
the effects of imports, September 25, 
1981., 82-15078 


Uranium mines and mining — Wyoming — 
Casper. 
Prediction of the net radon emission from 
a model open pit uranium mine /, 82- 
6633 


Uranium mines and mining — Wyoming — 
Casper — Models. 
Prediction of the net radon emission from 
a model open pit uranium mine /, 82- 
11917 


Uranium ores — South Dakota — 
Edgemont. 
Above ground gamma ray logging of Ed- 
gemont, South Dakota and vicinity /, 
82-10260 


Uranium ores — United States. 
Extracting uranium from carbonaceous 
ores /, 82-5892 


Uranium ore residues : potential tazards 
and disposition : hearings before the 
Procurement and Military Nuclear Sys- 
tems Subcommittee of the Committee 
on Armed Services, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, June 24 and 25, 1981., 
82-1018 


Uranium ores — United States — Packing. 
Review and assessment of package re- 
quirements (yellowcake) and emergen- 
cy response to transportation accidents 
: draft report /, 82-2437 
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Uranium ores — Utah — Juab County. 
Tertiary volcanic rocks and uranium in 
the Thomas Range and northern Drum 
Mountains, Juab County, Utah /, 82- 
13957 


Uranium oxides. 
Reference critical experiments : progress 
report for period April 1, 1979 through 
June 30, 1979 /, 82-2484 


Uranium oxides — Thermai properties. 
Modelling hot-pressing of UO,/, 
4169 


82- 


Urban economics. 

Conglomerate mergers—their effects on 
small business and local communities : 
report of the Committee on Small Busi- 
ness, House of Representatives, Ninety- 
sixth Congress, second session., 82- 
909 


Fiscal disparities : hearing before the 
Subcommittee on Intergovernmental 
Relations of the Committee on Gov- 
ernmental Affairs, United States 
Senate, Ninety-seventh Congress, first 
session ...., 82-15138 


Urban forestry. 

Water requirements of honeylocust 
(Glenditsia triacanthos f. inermis) in the 
urban forest /, 82-2792 


Urban policy — United States. 

Urban parks and recreation recovery pro- 
gram : oversight hearing before the 
Subcommittee on Oversight and Inves- 
tigations of the Committee on Interior 
and Insular Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on urban parks and recrea- 
tion recovery program, hearing held in 
Louisville, Ky., June 15, 1981., 82- 
1072 


Urban policy — United States — Abstracts 
— Periodicals. 
Compendium of research reports., 
5778 


82- 


Urban policy — United States — 

Periodicals. 

Interagency urban initiatives anti-crime 
program, 82-10700 

Urban initiatives anti-crime program... 
annual report to Congress : in response 
to the Public Housing Security Dem- 
onstration Act of 1978 and as part of 
the President’s National Urban Policy 
/, 82-10700 


Urban renewal — Texas — San Antonio. 
The model cities program in perspective : 
the San Antonio, Texas, experience /, 
82-12099 


Urban renewal — United States. 
Displacement report /, 82-13927 
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Exhibiting jurisdictions : community pro- 
files and site marketing information /, 
82-14500 


Highway improvements to support 
downtown revitalization : report of the 
Secretary of Transportation to the 
Congress of the United States in com- 
pliance with section 159 of Public Law 
95-599, the Surface Transportation As- 
sistance Act of 1978., 82-14347 


Urban renewal — United States — 
Bibliography — Catalogs. 
Housing, urban and rural development., 
82-5639 


Urban renewal — United States — 

Periodicals. 

Interagency urban initiatives anti-crime 
program, 82-10700 

Urban initiatives anti-crime program ... 
annual report to Congress : in response 
to the Public Housing Security Dem- 
onstration Act of 1978 and as part of 
the President’s National Urban Policy 
/, 82-10700 


Urban renewal — United States — Statistics 
— Periodicals. 
Statistical yearbook /, 82-10696 


Statistical yearbook (1977), 82-10696 


Urban runoff. 

Application of hydraulic and hydrologic 
data in urban stormwater management : 
interpretation of flood insurance study 
information to aid in urban stormwater 
management decisions /, 82-10768 


Urban runoff — Environmental aspects — 
Washington (State) — Spokane. 
City of Spokane, Washington combined 
sewer overflow abatement project /, 
82-10181 


Urban runoff — Florida — Broward County. 
Urban stormwater runoff data for a resi- 
dential area, Pompano Beach, Florida / 

, 82-10764 


Urban runoff — Oregon — Portland. 
Storm runoff as related to urbanization in 
the Portland, Oregon-Vancouver, 
Washington area /, 82-5833 


Urban runoff — United States — 

Congresses. 

Urban stormwater and combined sewer 
overflow impact on receiving water 
bodies : proceedings of the national 
conference, Orlando, Florida Novem- 
ber 26-28, 1979 /, 82-13561 


Urban runoff — Washington (State) — 
Vancouver. 
Storm runoff as related to urbanization in 
the Portland, Oregon-Vancouver, 
Washington area /, 82-5833 





January — June 1982 


Urban transportation. 
An Analysis of user cost and service 
trade-offs in transit and paratransit 
services., 82-6490 


Policy guidance for public transportation 
decision makers: a training course /, 
82-3860 


Urban transportation — Information services 
— United States. 
Commercial data sources for transporta- 
tion planning /, 82-6478 


Urban transportation — Mathematical 
models. 
Models of urban settlement and structure 
as dynamic self-organizing systems /, 
82-6272 


Urban transportation — New York (N.Y.) 

Mass transit systems-New York : hearing 
before a subcommittee of the Commit- 
tee on Appropriations, United States 
Senate, Ninety-seventh Congress, first 
session : special hearing, Department of 
Transportation, nondepartmental wit- 
nesses., 82-12089 


Urban transportation — Research — United 
States — Periodicals. 
Innovation in public transportation /, 
82-11589 


Urban transportation — Social aspects — 

United States. 

Identification and assessment of the social 
impacts of transportation of radioactive 
materials in urban environments /, 82- 
14839 


Urban transportation — Soviet Union. 

Transportation and the urban environ- 
ment, traffic in the centers of large 
cities : a joint report of the U.S./ 
U.S.S.R. Urban Transportation Team 
under the Agreement on Cooperation 
in the Field of Environmental Protec- 
tion /, 82-837 


Urban transportation — Texas — Houston 
region. 

The Impact of technological change in 
transportation networks on _ regional 
productivity and development., 82- 
6279 


Urban transportation — United States. 
Experimental design plan for the down- 
town people mover demonstration 
projects /, 82-3953 


The finanical and productivity problems 
of urban public transportation : hear- 
ings before the Subcommittee on Inves- 
tigations and Oversight of the Commit- 
tee on Public Works and Transporta- 
tion, House of Representatives, Ninety- 
seventh Congress, first session, June 23, 
24, 25, October 21, 1981., 82-15190 








US Army Ordnance Center and School Curricula. 


Modeling demand-responsive feeder sys- 
tems in the UTPS framework., 82- 
2309 


A study of minority business participation 
in the urban mass transportation indus- 
try /, 82-14502 

Systems operation studies for automated 
guideway transit systems : classification 
and definition of AGT systems /, 82- 
892 


Transbus program /, 82-11586 
Transit service reliability., 82-3956 


Transportation and the urban environ- 
ment, traffic in the centers of large 
cities : a joint report of the U.S./ 
U.S.S.R. Urban Transportation Team 
under the Agreement on Cooperation 
in the Field of Environmental Protec- 
tion /, 82-837 


Urban transportation — United States — 
Bibliography — Catalogs. 
Mass transit., 82-507 


Urban transportation — United States — 
Congresses. 
Symposium Community Development 
and Passenger Transportation /, 82- 
6484 


Urban transportation — United States — 

Management. 
Mass transit management : 
for small cities /, 82-6283 


a handbook 


Urban transportation — United States — 
Mathematical models. 
A Dynamic model of the urban process., 
82-6280 


Urban transportation — United States — 
Planning. 
Characteristics of urban transportation 
demand : appendix /, 82-14507 
Design of urban streets : a training course 
/, 82-6291 


Paratransit handbook : a guide to para- 
transit system implementation /, 82- 
2312 


A Transportation improvement package 
for the relief of traffic-related prob- 
lems., 82-14504 


Urban transportation — United States — 

Planning — Congresses. 

Panel sessions of the Urban Mass Trans- 
portation Administration University 
Research Conference, May 6-7, 1980 : 
the future for public transportation : 
peak period transit services, strategies 
for the 1980’s., 82-14505 


Urban transportation policy — California. 
Efficiency and equity implications of al- 
ternative transit fare policies /, 82- 
6282 
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Urban transportation policy — Soviet Union. 
610 10 United States. Dept. of Housing 
and Urban Development. : 
Transportation and the urban environ- 

ment, traffic in the centers of large 
cities : a joint report of the U.S./ 
U.S.S.R. Urban Transportation Team 
under the Agreement on Cooperation 
in the Field of Environmental Protec- 
tion /, 82-837 


Urban transportation policy — United 

States. 

Transportation and the urban environ- 
ment, traffic in the centers of large 
cities : a joint report of the U.S./ 
U.S.S.R. Urban Transportation Team 
under the Agreement on Cooperation 
in the Field of Environmental Protec- 
tion /, 82-837 


Urbanization — Egypt. 
Urbanization and agricultural policy in 
Egypt /, 82-12642 


Urbanization — Mathematical models. 
Models of urban settlement and structure 
as dynamic self-organizing systems /, 
82-6272 


Urinary organs — Cancer — Abstracts. 
Current cancer research on urinary tract 
cancers., 82-10560 


Urinary organs — Diseases — Research — 
United States — Periodicals. 
Kidney & urinary tract diseases and treat- 
ment /, 82-13812 


NIADDK research advances, 
NIAMDD research advances, 


82-13812 
82-13812 


Uruguay — Foreign relations — United 

States. 

Proposed transfer of arms to Uruguay : 
hearing before the Subcommittees on 
International Security and Scientific 
Affairs, on Human Rights and Interna- 
tional Organizations and on _Inter- 
American Affairs of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, September 15, 1981., 82-2647 


US Army Missile and Munitions Center and 

School — Handbooks, manuals, etc. 

The US Army Missile and Munitions 
Center and School apprenticeship pro- 
gram for the trade of electrical-instru- 
ment repairer., 82-9737 


US Army Ordnance Center and School — 

Curricula. 

The U.S. Army Ordnance Center and 
School apprenticeship program for the 
trade of machinist., 82-4903 

The US Army Ordnance Center and 
School apprenticeship program for the 
trade of artillery repairer, 82-4907 
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US Army Ordnance Center and School Curricula. 


The US Army Ordnance Center and 
School apprenticeship program for the 
trade of automobile body repairer and 
painter., 82-4905 


The US Army Ordnance Center and 
School apprenticeship program for the 
trade of heavy duty equipment me- 
chanic., 82-9736 


The US Army Ordnance Center and 
School apprenticeship program for the 
trade of industrial welder., 82-4906 


The US Army Ordnance Center and 
School apprenticeship program for the 
trade of sewing machine repairer., 82- 
4904 


The US Army Ordnance Center and 
School apprenticeship program for the 
trade of small weapons repairer., 82- 
9735 


The US Army Ordnance Center and 
School apprenticeship program for the 
trade of truck mechanic., 82-4902 


US Army Transportation School — 
Curricula. 
The US Army Transportation School ap- 
prenticeship program for the trade of 
aircraft mechanic, armament., 82-4924 


The US Army Transportation School ap- 
prenticeship program for the trade of 
airplane mechanic., 82-4908 


The US Army Transportation School ap- 
prenticeship program for the trade of 
electrical mechanic (aircraft)., 82-4898 


The US Army Transportation School ap- 
prenticeship program for the trade of 
helicopter mechanic., 82-4912 


The US Army Transportation School ap- 
prenticeship program for the trade of 
marine heavy duty mechanic (heavy- 
duty mechanic diesel)., 82-4899 


The US Army Transportation School ap- 
prenticeship program for the trade of 
marine hull repairer, ironworker (boat- 
builder, steel)., 82-4895 


The US Army Transportation School ap- 
prenticeship program for the trade of 


sheet metal worker (aircraft)., 82-4897 


Used car trade — United States. 

Federal Trade Commission used car rule 
: hearing before the Subcommittee for 
Consumers of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on S. Con. Res. 
33 ... October 30, 1981., 82-15063 


FTC used motor vehicle rule : report to- 
gether with dissenting, additional, and 
supplemental views (to accompany H. 
Con. Res. 178) (including cost estimate 
of the Congressional Budget Office)., 
82-14654 
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User charges — United States. 

Mineral royalty collection, accounting, 
and distribution : hearing before the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, to con- 
sider methods of collecting, account- 
ing, and distributing mineral royalties 
and related issues, Casper, Wyo., 
August 11, 1981., 82-12135 


User fee proposals : hearing before the 
Subcommittee on Coast Guard and 
Navigation of the Committee on Mer- 
chant Marine and Fisheries, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on the proposition 
of assessing user fees for certain serv- 
ices provided by the U.S. Coast Guard, 
May 19, 1981., 82-2685 


Usury laws — United States. 

Federal preemption of state usury ceilings 
: hearings before the Subcommittee on 
Consumer Affairs and Coinage of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-seventy Congress, first 
session, on H.R. 2501 ... H.R. 3172 ... 
October 20 and 21, 1981., 82-15042 


Utah — Antiquities. 
Sample inventories of oil & gas fields in 
Eastern Utah, 1978-1979 /, 82-1989 
Simpson Springs Station : historical ar- 
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Water, Underground — Oklahoma. 
Ground-water levels in observation wells 
in Oklahoma, 1975 /, 82-10734 


Ground-water records for eastern Okla- 
homa : part 2-water-quality records for 
wells, test-holes, and springs /, 82- 
10766 


Hydrologic data for the Vamoosa 
aquifer, east-central Oklahoma /, 82- 
10740 


A preliminary appraisal of the Garber- 
Wellington aquifer, southern Logan 
and northern Oklahoma Counties, 
Oklahoma /, 82-10735 


Selected water-level records for western 
Oklahoma, 1975-76 /, 82-5825 


Water, Underground — Oklahoma — 
Periodicals. 
Selected water-level records for Oklaho- 
ma/, 82-5837 


Water, Underground — Pollution. 
Effects of coal-ash leachate on ground 
water quality /, 82-13643 


Field investigation of contaminant loss 
from chemically stabilized industrial 
sludges., 82-10212 


Water, Underground — Pollution — Florida. 

Hydrologic monitoring of a waste-injec- 

tion well near Milton, Florida, June 
1975-December 1976 /, 82-10737 


Water, Underground — Pollution — Idaho. 
Effects of drain wells on the ground- 
water quality of the western Snake 
Plain aquifer, Idaho /, 82-10725 


Water, Underground — Pollution — 
Kentucky. 
A compilation of ground water quality 
data for Kentucky /, 82-5832 


Water, Underground — Pollution — 
Tennessee. 
Water-level data for wells in burial 
ground 6 : Oak Ridge National Labora- 
tory, Tennessee, 1975-1979 /, 82-1956 
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Water, Underground — Pollution — 

Tennessee — Oak Ridge. 

Water-level data for wells in and near 
burial ground 3, Oak Ridge National 
Laboratory, Tennessee, 1975-1979, 82- 
13986 


Water, Underground — Pollution — United 

States. 

Planning workshops to develop recom- 
mendations for a ground water protec- 
tion strategy / United States Environ- 
mental Protection Agency, Office of 
Drinking Water., 82-10079 


Water, Underground — Pollution — United 

States — Congresses. 

Proceedings of the Fourth National 
Ground Water Quality Symposium, 
September 20-22, 1978, Minneapolis, 
Minnesota /, 82-1660 


Water, Underground — Tennessee — 
Gatlinburg region. 
Hydrogeology of the Gatlinburg area, 
Tennessee /, 82-10813 


Water, Underground — Tennessee — 
Jefferson County. 
Ground-water availability in carbonate 
rocks of the Dandridge area, Jefferson 
County, Tennessee /, 82-10818 


Water, Underground — Texas. 
Geohydrology of the Keechi, Mount 
Sylvan, Oakwood, and Palestine salt 
domes in the northeast Texas salt-dome 
basin, 82-13982 


Water, Underground — Texas — Houston 
metropolitan area. 
Hydrological data for urban studies in the 
Houston, Texas metropolitan area, 1978 
/, 82-10843 


Water, Underground — Toiyabe National 
Forest (Nev. and Calif.) 
Data on ground-water resources of the 
Spring Mountains area, Toiyabe Na- 
tional Forest, Nevada /, 82-10827 


Water, Underground — Uinta Basin (Utah 
and Colo.) 
Results of test drilling for ground water 
in the southeastern Uinta Basin, Utah 
and Colorado /, 82-5812 


Water, Underground — United States. 
Ground water quality and quantity issues 
: hearing before the Subcommittee on 
Department Operations, Research, and 
Foreign Agriculture of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, first 
session, July 23, 1981., 82-6753 


Water, Underground — Utah. 
Three dimensional  digital-computer 
model of the Ferron sandstone aquifer 
near Emery, Utah /, 82-1931 
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Water, Underground — Utah — 
Bibliography. 
Hydrologic studies of the U.S. Geologi- 
cal Survey in major coal-resource areas 
of Utah through 1980 /, 82-5841 


Water, Underground — Utah — Grand 
County. 


Results of hydraulic tests in wells DOE- 
1, 2, and 3, Salt Valley, Grand County, 
Utah /, 82-10833 


Water, Underground — Washington (State) 
— Pacific County. 
Ground-water resources of the North 
Beach Peninsula, Pacific County, 
Washington /, 82-10746 


Water-birds — Alaska — Bibliography. 
An Annotated bibliography of literature 
on Alaska water birds /, 82-5923 


Water conservation — Research — United 
States. 
OWRT water reuse research and devel- 
opment program : project abstracts., 
82-13937 


Water conservation — United States. 

Administration’s recommendations for a 
comprehensive Soil and Water Conser- 
vation Act program : hearing before 
the Committee on Agriculture, Nutri- 
tion, and Forestry, United States 
Senate, Ninety-seventh Congress, first 
session, October 28, 1981., 82-15016 


Grants and loans for municipal water 
supply and watewater [i.e. wastewater] 
treatment systems : water conservation 
provisions : final report of Task Force 
11/7, 82-10059 


Review of Soil and Water Resources 
Conservation Act of 1977 : hearing 
before the Subcommittee on Conserva- 
tion, Credit, and Rural Development of 
the Committee on Agriculture, House 
of Representatives, Ninety-seventh 
Congress, first session, October 28, 
1981., 82-12073 


Water consumption — United States — 
Statistics. 
1977 census of mineral industries, 
9285 


82- 


Water cooled reactors. 
Experiment data report for LOFT antici- 
pated transient experiments L6-1, L6-2, 
and L6-3 /, 82-989 


A review of fatigue crack growth of 
pressure vessel and piping steels in 
high-temperature, pressurized reactor- 
grade water /, 82-980 


Water cooled reactors — Accidents. 
Cladding swelling and rupture models for 
LOCA analysis /, 82-947 


Fuel temperatures in an argonaut reactor 
core following a hypothetical design 
basis accident (DBA) /, 82-998 





Problems in modeling of small break 
LOCA /, 82-951 


Water cooled reactors — Congresses. 
Back End of the LWR Fuel Cycle, 
March 19-23, 1978/DeSoto Hilton 
Hotel/Savannah, Georgia /, 82-9930 


Water cooled reactors — Safety measures. 
The correlation of two-dimensional and 
nonequilibrium effects in subcooled 
choked nozzle flow /, 82-14966 


The effects of grid turbulence on none- 
quilibrium choked nozzle flow /, 82- 
14981 


Light-water-reactor safety research pro- 
gram : quarterly progress report, July- 
September 1978 /, 82-4117 

Light water reactor safety research pro- 


gram : quarterly report January-March 
1980 /, 82-6668 


Quarterly technical progress report on 
water reactor safety programs /, 82- 
14868 


Quarterly technical progress report on 
water reactor safety programs spon- 
sored by the Nuclear Regulatory Com- 
mission’s Division of Reactor Safety 
Research, July-September 1979 /, 82- 
2491, 82-2512, 82-14794, 82-14835, 
82-14990 


Water cooled reactors — Safety measures — 

Periodicals. 

Light-water-reactor safety research pro- 
gram. Quarterly progress report /, 82- 
14735, 82-14774, 82-14798, 82- 
14862, 82-14896, 82-14944, 82- 
14980, 82-14989 


Light water reactor safety research pro- 
gram. Quarterly report /, 82-14790, 
82-14791, 82-14797, 82-14898, 82- 
14928, 82-14987 


Water cooled reactors — Testing. 
Development of the LOFT prototype 
drag screen : air-water testing /, 82- 
2450 


Experiment data report for LOFT antici- 
pated transient experiment L6-5 /, 82- 
6669 


Flaw preparations for HSST program 
vessel fracture mechanics testing : me- 
chanical-cyclic pumping and electron- 
beam weld-hydrogen-charge cracking 
schemes /, 82-969 


Water masses — Erie, Lake. 
Satellite remote sensing study of the 


trans-boundary movement of pollutants 
/, 82-5257 


Water masses — Huron, Lake. 
Satellite remote sensing study of the 
trans-boundary movement of pollutants 
/, 82-5257 
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Water-meters — Calibration. 
Calibration of a 90 V-notch weir using 


parameters other than upstream head /, 
82-5260 


*Water pollutants 

Environmental monitoring of a 
wastewater treatment plant /, 82- 
10132 


*Water Pollutants — abstracts 
Selected abstracts on carcinogenic con- 
taminants of water supplies /, 82- 
10592 


Water-power — United States. 
Preliminary inventory of hydropower re- 
sources /, 82-162 


Water-power electric plants — United States 
— Periodicals. 

Federal Power Commission reports., 
440, 82-441 


82- 


Water quality — Alaska — Anchorage 
region. 
Hydrologic reconnaissance near Fourth 
of July Creek, Seward, Alaska /, 82- 
1939 


Water quality — Alaska — Delta River 
watershed. 
Geohydrology of the Delta-Clearwater 
area, Alaska /, 82-1933 


Water quality — Arkansas — Caney Creek 
(Lawrence County) 
Water-quality investigation of the Caney 
Creek watershed, northeast Arkansas /, 
82-10812 


Water quality — Arkansas — L’Anguille 
River watershed. 
Water-quality assessment of the L’An- 
guille River basin, Arkansas : progress 
report /, 82-10826 


Water quality — Arkansas — Sebastian 
County. 
Water-quality investigation of the Vache 
Grasse Creek watershed, Sebastian 
County, Arkansas /, 82-10780 


Water quality — Arkansas — Statistics. 
Discharge data at water-quality monitor- 
ing stations in Arkansas : 1979 water 
year /, 82-591 


Water quality — Arkansas — Tyronza River 
watershed. 

Water-quality investigation of the Tyr- 

onza River watershed, Arkansas /, 
82-10760 


Water quality — Arkansas River. 
Waste-assimilation capacity of the Arkan- 
sas River in Pueblo County, Colorado, 
as it relates to water-quality guidelines 
and stream classification /, 82-1932 
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Water quality California Barstow region Measurement. 


Water quality — California — Barstow 
region — Measurement. 
Ground-water quality along the Mojave 
River near Barstow, California, 1974-79 
/, 82-5809 


Water quality — California — San 

Francisco Bay region. 

South Bay Dischargers Authority treated 
wastewater disposal program : draft en- 
vironmental impact report and environ- 
mental impact statement /, 82-10208 


South Bay Dischargers Authority treated 
wastewater disposal program : : sum- 
mary, draft environmental impact 
report and environmental impact state- 
ment /, 82-13663 


Water quality — California — Yearbooks. 
Water resources data for California., 82- 
5814, 82-5815, 82-13960, 82-13961 


Water quality — California — Yosemite 

National Park. 

Water quality in the Merced River above 
and below the El Portal Sewage Treat- 
ment Plant near Yosemite National 
Park, California, 1975-77 /, 82-10796 


Water quality — Colorado. 
Effects of mountain home developments 
on surface water quality : a case study 
/, %2-12500 


Water quality — Colorado — Pueblo 

County. 

Waste-assimilation capacity of the Arkan- 
sas River in Pueblo County, Colorado, 
as it relates to water-quality guidelines 
and stream classification /, 82-1932 


Water quality — Colorado — Yearbooks. 
U.S.G.S. water resources data for Colo- 
rado, 82-5816 
Water resources data for Colorado., 
5816 


82- 


Water quality — Columbia River. 
Monitoring water quality during pilot 
dredging in the Willamette and Colum- 
bia rivers, Oregon /, 82-10772 


Water quality — Delaware — Yearbooks. 
Water resources data for Maryland and 
Delaware /, 82-5819 


Water quality — Florida — Broward 
County. 
Water-quality data for canals in eastern 
Broward County, Florida, 1975-78 /, 
82-10830 


Water quality in the Old Plantation 
Water Control District, Broward 
County, Florida : progress report, July 
1976-June 1977 /, 82-10767 


Water quality — Florida — Dade County. 
Quality of the water in Borrow Ponds 
near a major highway interchange, 
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Dade County, Florida, October-No- 
vember 1977 /, 82-10784 


Water quality — Florida — Hillsborough 

County. 

Relation between freshwater flow and sa- 
linity distributions in the Alafia River, 
Bullfrog Creek, and Hillsborough Bay, 
Florida /, 82-1936 


Water-quality data for landfills, Hillsbor- 
ough County, Florida, January 1974- 
October 1977 /, 82-10776 


Water quality — Florida — Maitland. 
Chemical and biological quality of Lakes 
Faith, Hope, and Charity, at Maitland, 
Florida, with emphasis on the effects of 
storm runoff and bulk precipitation, 
1971-74 /, 82-10741 


Water quality — Florida — Polk County. 
Relation between freshwater flow and sa- 
linity distributions in the Alafia River, 
Bullfrog Creek, and Hillsborough Bay, 
Florida /, 82-1936 


Water quality — Florida — Suwannee River 
Valley (Ga, and Fila.) 
Quality of surface water in the Suwannee 
River basin, Florida, August 1968 
through December 1977 /, 82-10724 


Water quality — Florida — Yearbooks. 
U.S.G.S. water resources data for Flor- 
ida, 82-5817 
Water resources data for Florida., 
5817 


82- 


Water quality — Georgia. 
Ground-water levels and quality data for 
Georgia, 1977 /, 82-10790 


Ground-water levels and quality data for 
Georgia, 1978 /, 82-10819 


Water quality — Hawaii — Yearbooks. 
Water resources data for Hawaii and 
other Pacific areas., 82-13962 


Water quality — Idaho. 
Effects of drain wells on the ground- 
water quality of the western Snake 
Plain aquifer, Idaho /, 82-10725 


Water quality — Idaho — Yearbooks. 
U.S.G.S. water resources data for Idaho, 
82-5818 


Water resources data for Idaho., 
5818 


82- 


Water quality — Indiana — Allen County — 

Mathematical models. 

A One-dimensional, steady-state, dis- 
solved-oxygen model and waste-load 
assimilation study for Cedar Creek, 
Dekalb and Allen Counties, Indiana /, 
82-10810 
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Water quality — Indiana — Clark County 

— Mathematical models. 

A one-dimensional, steady-state, dis- 
solved-oxygen model and waste-load 
assimilation study for Silver Creek, 
Clark and Floyd Counties, Indiana /, 
82-10816 


Water quality — Indiana — DeKalb County 

— Mathematical models. 

A One-dimensional, steady-state, dis- 
solved-oxygen model and waste-load 
assimilation study for Cedar Creek, 
Dekalb and Allen Counties, Indiana /, 
82-10810 


Water quality — Indiana — Floyd County 

— Mathematical models. 

A one-dimensional, steady-state, dis- 
solved-oxygen model and waste-load 
assimilation study for Silver Creek, 
Clark and Floyd Counties, Indiana /, 
82-10816 


Water quality — Indiana — Howard County 

— Mathematical models. 

A one-dimensional, steady-state, dis- 
solved-oxygen model and waste-load 
assimilation study for Wildcat Creek, 
Howard County, Indiana /, 82-10815 


Water quality — Indiana — Warrick 
County. 
Water-quality assessment of the Cypress 
Creek watershed, Warrick County, In- 
diana /, 82-5805 


Water quality — Kansas. 

Preliminary report on the quality of 
water in abandoned zinc mines in 
northeastern Oklahoma and southeast- 
ern Kansas /, 82-10731 


Water quality — Kentucky — Measurement. 
A compilation of ground water quality 
data for Kentucky /, 82-5832 


Water quality — Kentucky — Yearbooks. 
U.S.G.S. water resources data for Ken- 
tucky, 82-13963 


Water resources data for Kentucky., 
13963 


82- 


Water quality — Louisiana. 
Analyses of native water and dredged 
material from southern Louisiana wa- 
terways, 1975-76 /, 82-10743 


Water quality — Louisiana — Atchafalaya 

River. 

Analyses of native water, core material, 
and elutriate samples collected from 
the Atchafalaya River and Atchafalaya 
Bay /, 82-10752 


Water quality — Maryland — Yearbooks, 
Water resources data for Maryland and 
Delaware /, 82-5819 
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Water quality — Massachusetts. 
Toward clean water : a program for 
action : final 208 plan/final environ- 
mental impact statement /, 82-3388 


Water quality — Massachusetts — Cape 
Cod — Measurement. 
Chemical quality of ground water on 
Cape Cod, Massachusetts /, 82-5803 


Water quality — Massachusetts — Martha’s 

Vineyard. 

Draft environmental impact statement on 
the proposed 208 water quality man- 
agement plan for Martha’s Vineyard /, 
82-5281 


Water quality — Measurement. 

Better monitoring techniques are needed 
to assess the quality of rivers and 
streams ; volume | : report to the Con- 
gress : Summary /,  82-13700 


Performance evaluation of the Horiba In- 
struments, Inc., Model U-7 Water 
Quality Checker /, 82-12824 


Techniques of trend analysis for monthly 
water-quality data, 82-13985 


Water quality — Measurement — 
Instruments. 
Performance evaluation of the Martek In- 
struments, Inc. Mark V Digital Water 
Quality Analyzer System /, 82-3109 


Water quality — Michigan — Monroe 

County. 

Diked disposal area Monroe Harbor at 
Sterling State Park, Monroe County, 
Michigan : letter report and draft envi- 
ronmental impact statement /, 82- 
5063 


Water quality — Minnesota — Yearbooks. 
Water resources data for Minnesota., 
82-13964, 82-13965 


Water quality — Missouri — Center Creek 
watershed. 

Effects of the proposed Prosperity Reser- 
voir on ground water and water qual- 
ity in lower Center Creek basin, Mis- 
souri /, 82-585 


Water quality — Montana. 

Water-resources investigations of the U.S. 
Geological Survey in Montana, Octo- 
ber 1977 through September 1978 /, 
82-10769 


Water quality — Montana — Redwater 

River — Measurement. 

Measurements of discharge, gain or loss 
in flow, and chemical quality of the 
Poplar and Redwater Rivers, northeas- 
tern Montana, October 24-25, 1979 /, 
82-590 


Water quality — Nebraska — Yearbooks. 
Water resources data for Nebraska., 
5820 


82- 








Water quality — Nevada — Yearbooks. 
Water resources data for Nevada., 82- 
5821 


Water quality — New Jersey — Willingboro 
— Measurement. 
Effects of storm runoff on water quality 
in the Mill Creek drainage basin, Will- 
ingboro, New Jersey /, 82-1934 


Water quality — New Mexico— 
Periodicals. 
Annual water-resources review, White 
Sands Missile Range, New Mexico /, 
82-13969, 82-13979 


Water quality — New York (State) — 
Cortland County. 
Hydrologic appraisal of the water re- 
sources of the Homer-Preble Valley, 
New York /, 82-1928 


Water quality — New York (State) — 

Nassau County. 

Chemical and microbiological monitoring 
of a sole-source aquifer intended for 
artificial recharge, Nassau County, 
New York, 82-13976 


Water quality — Northeastern States. 

The Northeast regional environmental 
impact study : description of the exist- 
ing Northeast regional geohydrology : 
a supplement to the waste disposal 
technical report /, 82-13470 


Water quality — Oceania — Yearbooks. 
Water resources data for Hawaii and 
other Pacific areas., 82-13962 


Water quality — Ohio — Yearbooks. 


Water resources data for Ohio., 82-5822 


Water quality — Oklahoma. 

Ground-water records for eastern Okla- 
homa : part 2-water-quality records for 
wells, test-holes, and springs /, 82- 
10766 


Index of published surface-water-quality 
data for Oklahoma 1946-1975 /, 82- 
10732 


Preliminary report on the quality of 
water in abandoned zinc mines in 
northeastern Oklahoma and southeast- 
ern Kansas /, 82-10731 


Reconnaissance of polychlorinated bi- 
phenyls in the Arkansas River between 
Muskogee and Webbers Falls Lock and 
Dam, Oklahoma /, 82-10836 


Water quality — Oregon — Willamette 
River. 
Monitoring water quality during pilot 
dredging in the Willamette and Colum- 
bia rivers, Oregon /, 82-10772 
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Water quality — Pecos River watershed 
(N.M. and Tex.) 
Experimental salinity alleviation at 
Malaga Bend of the Pecos River, Eddy 
County, New Mexico /, 82-3677 


Water quality — Pennsylvania — Lehigh 
River — Measurement. 
Lehigh River intensive /, 82-10063 


Water quality — Pennsylvania — 

Yearbooks. 

U.S.G.S. water resources data for Penn- 
sylvania, 82-5823 

Water resources data for Pennsylvania /, 
82-5823 


Water quality — Poplar River (Sask. and 

Mont.) — Measurement. 

Measurements of discharge, gain or loss 
in flow, and chemical quality of the 
Poplar and Redwater Rivers, northeas- 
tern Montana, October 24-25, 1979 /, 
82-590 


Water quality — Remote sensing — 
Congresses. 


Remote sensing and problems of the hy- 
drosphere : a focus for future research 
/, 82-6133 


Water quality — South Dakota — 
Yearbooks. 
U.S.G.S. water resources data for South 
Dakota, 82-5824 


Water resources data for South Dakota., 
82-5824 


Water quality — Standards — United States. 
National summary of state water quality 
standards. Turbidity /, 82-10162 


Water quality — Texas — San Antonio 
region. 
Final environmental impact statement for 
wastewater treatment facilities, San 
Antonio, Texas /, 82-10179 


Water quality — Toiyabe National Forest 
(Nev. and Calif.) 
Data on ground-water resources of the 
Spring Mountains area, Toiyabe Na- 
tional Forest, Nevada /, 82-10827 


Water quality — United States. 
National Water Data Exchange 
(NAWDEX) System 2000 data retriev- 
al manual, 82-13983 


Water quality issues and energy assess- 
ments /, 82-5195 


Water quality — United States — 

Congresses. 

Proceedings of the Seminar on Biological 
Monitoring and Its Use in the NPDES 
Permit Program, Chicago, Illinois, Oc- 
tober 2, 1979., 82-5261 

Urban stormwater and combined sewer 
overflow impact on receiving water 
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Water quality U.S. Congresses. 


bodies : proceedings of the national 
conference, Orlando, Florida Novem- 
ber 26-28, 1979 /, 82-13561 


Water quality — United States — Data 


processing. 
Conceptual design of a regional water 
quality screening model /, 82-3355 


Water quality — United States — 
Measurement. 
Evaluation of calcium sensors in fresh- 
and saltwater /, 82-13588 


Runoff nonitoring [i.e. monitoring] : qual- 
ity and quantity test methods., 82- 
14371 


Water-quality data needs for small water- 
sheds : surface-water data /, 82-5793 


Water quality — United States — 
Periodicals. 
Annual report of activities of the Effluent 
Standards and Water Quality Informa- 
tion Advisory Committee., 82-1657 


Catalog of information on water data. 
Index to water-data acquisition., 82- 
587, 82-588 


Water quality — Village Creek (Jackson 
County and Lawrence County, Ark.) 
Water-quality data for the Village Creek 

Watershed, northeast Arkansas /, 82- 
13968 


Water quality — Washington (State) — 

Clallam County. 

Preferred and observed conditions for 
sockeye salmon in Ozette Lake and its 
tributaries, Clallam County, Washing- 
ton /, 82-1927 


Water resources of the Lower. Elwha 
Indian Reservation, Washington /, 
82-10789 


Water quality — Washington (State) — 
Fidalgo Island. 
Water resources of the Swinomish Indian 
Reservation, Washington /, 82-10786 


Water quality — Washington (State) — 
Pacific County. 
Ground-water resources of the North 
Beach Peninsula, Pacific County, 
Washington /, 82-10746 


Water quality — Washington (State) — 
Yakima Indian Reservation. 
Quality of surface and ground waters, 
Yakima Indian Reservation, Washing- 
ton, 1973-74 /, 82-10730 


Water quality bioassay. 
Biota and biological parameters as envi- 
ronmental indicators /, 82-1916 
Simplified N.O.D. determination /, 82- 
5247 
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Water quality bioassay — Minnesota — 
Norman County. 
Preimpoundment water quality of the 
Wild Rice River, Norman County, 
Minnesota /, 82-10722 


Water quality bioassay — Potomac River 


Algal nutrient studies of the Potomac es- 
tuary : (Summer 1977) /, 82-10049 


Biochemical studies of the Potomac estu- 
ary—summer 1978 /, 82-5239 


Water quality bioassay — Texas. 
Water-quality data for aquifers, streams, 
and lakes in the vicinity of Keechi, 
Mount Sylvan, Oakwood, and Palestine 
salt domes, northeast Texas salt-dome 
basin, 82-13981 


Water quality management. 
Contamination studies and testing proto- 
col for polyethylene bottles /, 82- 
10832 


Reservoirs and waterways : identification 
and assessment of environmental qual- 
ity problems and research program de- 
velopment /, 82-4986 


Water quality management — Abstracts. 
Water Quality Instructional Resources In- 
formation System (IRIS) : a compila- 
tion of abstracts to water quality and 
water resources materials /, 82-5251 


Water quality management — Bull Shoals 
Lake region (Ark. and MO.) 
Final environmental impact statement for 
Lakeview, Arkansas wastewater treat- 
ment facilities, 82-10172 


Water quality management — California — 

San Luis Rey Valley. 

Predicted effects of a proposed water-re- 
source management plan in the lower 
San Luis Rey River Valley, California, 
using digital ground-water flow models 
/, 82-5792 


Water quality management — Colorado — 

Fort Carson. 

Environmental baseline descriptions for 
use in the management of Fort Carson 
natural resources. Report 2. Water- 
quality, meteorologic, and hydrologic 
data collected with automated field sta- 
tions /, 82-13129 


Water quality management — Colorado 

River. 

Saline water use and disposal opportuni- 
ties : special report : Colorado River 
water quality improvement program /, 
82-1960 


Water quality management — Congresses. 
Seminar on Water Quality Management 
Trade-offs : (point source vs. diffuse 
source pollution), conference held at 
Pick Congress Hotel ... Chicago, IIli- 
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nois, September 16-17, 1980 /, 82- 
10078 


Water quality management — Environmental 
aspects — Massachusetts. _ 

208 water quality areawide management 
plan for southeastern Massachusetts : 
final recommendations and environ- 
mental impact statement /, 82-10175 


Water quality management — Florida. 
Active waste-injection systems in Florida, 
1976 /, 82-10822 


Water quality management — Great Lakes 

— Congresses. 

Seminar on Water Quality Management 
Trade-offs : (point source vs. diffuse 
source pollution), conference held at 
Pick Congress Hotel ... Chicago, Illi- 
nois, September 16-17, 1980 /, 82- 
10078 


Water quality management — Great Lakes 
region. 
Problem effects, Great Lakes region, ac- 
tivity 3 : 1975 national water assess- 
ment., 82-11858 


Water quality management — Housatonic 
River (Mass. and Conn.) 
Final environmental impact statement and 
water quality management plan for the 
Upper Housatonic River /, 82-10183 


Public comments and responses to com- 
ments : an appendix to the water qual- 
ity management plan for the upper 
Housatonic River : final plan/environ- 
mental impact statement /, 82-10184 


Water quality management — Indiana. 

A one-dimensional steady-state, dis- 
solved-oxygen model and waste-load 
assimilation study for Little Lick and 
Big Lick Creeks, Blackford and Dela- 
ware Counties, Indiana /, 82-5830 


Water quality management — Indiana — 

Decatur County. 

A one-dimensional, steady-state, dis- 
solved-oxygen model and waste-load 
assimilation study for Sand Creek, De- 
catur County, Indiana /, 82-10825 


Water quality management — Maine — 

Androscoggin County. 

Draft environmental impact assessment 
on the draft 208 waste treatment man- 
agement plan for the Androscoggin 
Valley Regional Planning Commission 
/, 82-10064 


Final environmental impact statement on 
the final 208 waste treatment manage- 
ment plan for the Androscoggin Valley 
Region! Planning Commission /, 82- 
13658 
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Water quality management — Maine — 

Oxford County. 

Draft environmental impact assessment 
on the draft 208 waste treatment man- 
agement plan for the Androscoggin 
Valley Regional Planning Commission 
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ida water data collection stations and a 
user’s guide for station or site informa- 
tion retrieval computer program 
FINDEX H578 /, 82-10749 


Water-supply — Indiana — Marion County. 

Geohydrologic setting of and seepage 

from a water-supply canal, Indianapo- 

lis, Marion County, Indiana /, 82- 
10720 


Water-supply — Kansas. 
January 1980 water levels, and data relat- 
ed to water-level changes, western and 
south-central Kansas /, 82-1948 


Water-supply — Management. 
Water systems management users guide /, 
82-10895 


Water-supply — Massachusetts. 

Hydrologic data of the coastal drainage 
basins of southeastern Massachusetts, 
northwest shore of Buzzards Bay /, 
82-13948 


Water-supply — Mathematical models. 
Geohydrology and model analysis for 
water-supply management in a small 
area of west-central Kansas /, 82- 
10723 


Water-supply — Michigan. 
Ground-water data for Michigan 1978 /, 
82-10828 


Water-supply — Montana. 

Water-resources investigations of the U.S. 
Geological Survey in Montana, Octo- 
ber 1977 through September 1978 /, 
82-10769 


Water-resources investigations of the U.S. 
Geological Survey in Montana, Octo- 
ber 1978 through September 1979 /, 
82-10793 


Water-supply — New Jersey — 

Mathematical models. 

Digital computer simulation model of the 
Englishtown aquifer in the northern 
Coastal Plain of New Jersey /, 82- 
10728 
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Water-supply — New Mexico — Periodicals. 

Annual water-resources review, White 

Sands Missile Range, New Mexico /, 
82-13969, 82-13979 


Water-supply — Northeastern States. 

Water resources problems affecting the 
Northeast : the drought and present 
and future water supply problems : 
hearings before the Subcommittee on 
Water Resources of the Committee on 
Public Works and _ Transportation, 
House of Representatives, Ninety-sev- 
enth Congress, first session, March 19 
and 20, 1981, at Newark, N.J., March 
23, 1981, at New York, N.Y., March 
30, 1981, at Philadelphia, Pa., 82-6890 


Water-supply — Oklahoma. 
Selected water-level records for Oklaho- 
ma, 1975-1977 /, 82-10775 


Water-supply — Research — Wyoming — 
Yearbooks. 
Water-resources investigations of the U.S. 
Geological Survey in Wyoming /, 82- 
10846 


Water-supply — Texas — Stanton. 
Preliminary data from a series of artificial 
recharge experiments at Stanton, Texas 
/, 82-3692 


Water-supply — United States. 
Institutional constraints on alternative 
water for energy : a guidebook for re- 
gional assessments /, 82-9945 


Water resources and the Nation’s water 
supply : issues and concerns study /, 
82-10326 


Water-supply — United States — 
Accounting. 
Changes in federal water project repay- 
ment policies can reduce federal costs : 
report to the Congress /, 82-13705 


Water-supply — United States — 
Management. 
Water systems management users guide /, 
82-10895 


Water-supply — United States — 
Periodicals. 
Reference handbook for use with the 
principles, standards, and procedures 
for water resources planning (level C)., 
82-12055 


Water-supply — Washington (State) — 
Clallam County. 
Water resources of the 
Indian Reservation, 
82-10789 


Lower Elwha 
Washington /, 


Water-supply — Washington (State) — 
Fidalgo Island. 
Water resources of the Swinomish Indian 
Reservation, Washington /, 82-10786 
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Water-supply, Rural — Peru. 
Peru : CARE OPG water health services 
project /, 82-11343 


Water-supply engineering. 
Eliminating contractor inspections of fed- 
eral water projects could save millions 
: report to the Congress /, 82-10354 


Student workbook for training course on 
water supply and wastewater treatment 
and disposal systems for safety rest 
areas /, 82-6304 


Water table — Florida — Suwanee County 
Suwanee County, Florida, soil interpre- 
tive map of soil drainage and water 
table depths /, 82-1221 


Water table — Kansas. 

Geohydrology and model analysis for 
water-supply management in a small 
area of west-central Kansas /, 82- 
10723 


January 1981 water levels, and data relat- 
ed to water-level changes, western and 
south-central Kansas /, 82-10847 


Water table — Oklahoma. 
Selected water-level records for Oklaho- 
ma, 1976-1978 /, 82-5828 


Water table — Oklahoma — Periodicals. 
Selected water-level records for Oklaho- 
ma/, 82-5837 


Water transfer — Environmental aspects — 
Arizona — Maricopa County. 
AK-Chin Water Supply Project : draft 
environmental impact statement., 82- 
13945 


Ak-Chin Water Supply Project : final en- 


vironmental impact statement., 82- 
13941 


Water transfer — Environmental aspects — 

Arizona — Pinal County. 

AK-Chin Water Supply Project : draft 
environmental impact statement., 82- 
13945 

Ak-Chin Water Supply Project : final en- 
vironmental impact statement., 82- 
13941 


Water transfer — United States. 
Water transportation requirements for 
coal movement in 1985 /, 82-6270 


Water treatment plants. 
Treatment of primary effluent by rapid 
inflation /, 82-5295 


Water treatment plants — United States — 

Finance. 

Municipal 
struction grants program 
before the Subcommittee on Environ- 
mental Pollution of the Committee on 


wastewater treatment con- 


: hearings 


Environment and Public Works, 
United States Senate, Ninety-seventh 
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Congress, first session, on S. 975 ... and 
S. 1274 ...., 82-2694 


Water use — Caddo Lake (La. and Tex.) 
The Caddo Lake compact : report ( to 
accompany S. 2228) (together with 
Congressional Budget Office cost esti- 
mate)., 82-4022 


Water use — California. 

Environmental statement on the reauthor- 
ization of the Central Valley Project 
and the Central Valley Project—State 
Water Project coordinated operating 
agreement /, 82-13942 


Water use — Environmental aspects. 
Cooling water intake screening devices 
used to reduce entrainment and im- 
pingement /, 82-10940 


Water use — Great Plains. 

Evaluating methods for determining 
water use in the High Plains in parts of 
Colorado, Kansas, Nebraska, New 
Mexico, Oklahoma, South Dakota, 
Texas, and Wyoming, 1979 /, 82-5810 


Water waves. 
Design for harbor entrance improve- 
ments, Wells Harbor, Maine : hydraulic 
model investigation /, 82-4995 


Determination of mooring load and trans- 
mitted wave height for a floating tire 
breakwater /, 82-13139 


Effects of first underlayer weight on the 
stability of stone-armored _rubble- 
mound breakwater trunks subjected to 
nonbreaking waves with no overtop- 
ping : hydraulic model investigation /, 
82-5003 


Erosion control of scour during construc- 
tion. Report 3. Experimental meas- 
urements of refraction, diffraction, and 
current patterns near jetties /, 82-9804 


Estimation of wave transmission coeffi- 
cients for overtopping of impermeable 
breakwaters /, 82-13145 


An evaluation of two Great Lakes wave 
models /, 82-13132 


Floating breakwater wave-attenuation 
tests for East Bay Marina, Olympia 
Harbor, Washington : hydraulic model 
investigation /, 82-4998 


Laboratory effects in beach studies /, 
82-1468 


Los Angeles and Long Beach Harbors 
model study /, 82-168 


San Juan National Historic Site, San 
Juan, Puerto Rico, design for preven- 
tion of wave-induced erosion : hydrau- 
lic model investigation /, 82-5000 

Seabrook Lock Complex, Lake Pontchar- 
train, La. : design for wave protection 
at lock entrance : hydraulic model in- 
vestigation /, 82-5005 
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Seabrook Lock Complex, Lake Pontchar- 
train, Louisiana : design for wave pro- 
tection at a temporary entrance during 
various phases of lock construction : 
hydraulic model investigation /, 82- 
9805 


Water waves — Mathematical models. 
Estimating nearshore significant wave 
height for irregular waves /, 82-13140 


Wave information study for U.S. coast- 
lines. Report 1. Surface pressure field 
reconstruction for wave hindcasting 
purposes /, 82-13128 


Water waves — Measurement. 
Estimating nearshore significant wave 
height for irregular waves /, 82-13140 


Maximum wave heights and critical 
water depths for irregular waves in the 
surf zone /, 82-13141 


Waterfowl — Alaska — Bibliography. 
An Annotated bibliography of literature 
on Alaska water birds /, 82-5923 


Waterfowl management. 
Use of Landsat data to assess waterfowl 
habitat quality /, 82-5919 


Waterfowl management — United States. 
Use of Landsat data to assess waterfowl 
habitat quality /, 82-5919 


Watershed management — United States. 
Federal-Interstate Compact Commissions 
: Useful mechanisms for planning and 
managing river basin operations 
report to the Congress /, 82-5467, 
82-5468 


Water-quality data needs for small water- 
sheds : surface-water data /, 82-5793 


Watersheds — Montana. 
Annual peak discharges from small drain- 
age areas in Montana through Septem- 
ber, 1977 /, 82-10761 


Annual peak discharges from small drain- 
age areas in Montana through Septem- 
ber 1979 /, 82-10838 


Watersheds — United States. 
Silvicultural activities and non-point pol- 
lution abatement : a cost-effectiveness 
analysis procedure /, 82-12403 


Watersheds — United States — Statistics — 
Periodicals. 
Hydrologic data for experimental agricul- 
tural watersheds in the United States /, 
82-5 


Watersheds — West Virginia. 

Drainage areas of the Twelvepole Creek 
basin, West Virginia, Big Sandy River 
basin, West Virginia, Tug Fork basin, 
Virginia, Kentucky, West Virginia /, 
82-10801 





Weather forecasting Data processing. 


Waterspouts. 

Summary of AEC-ERDA-NRC support- 
ed research at NSSL 1973-1979 /, 82- 
12822 


Waterways. 

Reservoirs and waterways : identification 
and assessment of environmental qual- 
ity problems and research program de- 
velopment /, 82-4986 


Waterways — United States. 

Modal traffic impacts of waterway user 
charges /, 82-14326 ’ 

Water resources policy issues : hearings 
before the Subcommittee on Water Re- 
sources of the Committee on Environ- 
ment and Public Works, United States 
Senate, Ninety-seventh Congress, first 
session ...., 82-4265 


Waterworks. 
Decision-makers’ guide in water supply 
management : final report /, 82-10084 


Watt, James G., 1938- 

Contempt of Congress : hearings before 
the Subcommittee on Oversight and In- 
vestigations and the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
on the congressional proceedings 
against Interior Secretary James G. 
Watt for withholding subpenaed docu- 
ments and for failure to answer ques- 
tions relating to reciprocity under the 
Mineral Lands Leasing Act, October 
14, November 13, 19, 1981, February 9, 
25, and March 16, 1982., 82-15096 

Executive privilege : legal opinions re- 
garding claim of President Ronald 
Regan in response to a subpoena issued 
to James G. Watt, secretary of the inte- 
rior /, 82-6802 


Wave equation. 
Wave equation analysis of pile driving : 
WEAP program /, 82-11455 


Wave guides — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 5985. Antennas, wa- 
veguide, and related equipment, 82- 
12961, 82-12962 


Waxes — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSG 9100. Fuels, lubri- 
cants, oils and waxes, 82-13013 


Weapons systems. 
Human resources, logistics and cost fac- 
tors in weapon system development /, 
82-9918 


Impact on Small Business Administra- 
tion’s section 8(a) program of federal 
ADP and other high technology pro- 
curements : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
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tives, Ninety-seventh Congress, first 
session, April 7 and 29, 1981., 82-6845 

Integration and application of human re- 
source technologies in weapon system 
design /, 82-9910 


Weapons systems — Data processing. 
Human resources data in weapon system 
design : an initial plan for development 
of a unified data base /, 82-1603 


Predicting powered support equipment 
and associated maintenance manpower 
requirements /, 82-259 


Weapons systems — Government policy. 
Defense manpower policies and problems 
among member countries of NATO : 
presentation by members of the Sub- 
committee on Manpower and Person- 
nel of the North Atlantic Assembly to 
the Military Personnel and Compensa- 
tion Subcommittee of the Committee 
on Armed Services, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, May 5, 1981., 82-12092 


Weather. 
Asheville’s window on the weather., 
3116 


Fire weather, 


82- 


82-12315 


Weather — Bibliography — Catalogs. 
Weather., 82-3563 


Weather control — Florida. 
1979 Florida Area Cumulus Experiment 
(FACE) : operational summary and 
data inventory /, 82-4634 


Weather control — United States. 
Fog dispersion /, 82-14200 


Jet transport performance in thunder- 
storm wind shear conditions /, 82- 
14181 


Weather forecasting. 
Comparison and verification of dynamical 
and statistical Lake Erie storm surge 
forecasts /, 82-9506 


Kinetic energy budgets in areas of con- 
vection /, 82-11102 


A plan for improved short-range aviation 
weather forecasts /, 82-878 


The role of the operational satellites in 
the aviation weather system /, 82- 
3936 


Weather forecasting — Data processing. 

Better software planning needed at the 
Air Force’s Global Weather Central : 
report to the Chairman, Committee on 
Government Operations, House of 
Representatives /, 82-1718 

Computer worded public weather fore- 
casts /, 82-9505 


Page 1-1297 





Weather forecasting Mathematical models. 


Weather forecasting — Mathematical 
models. 
An efficient code for the simulation of 
nonhydrostatic stratified flow over ob- 
stacles /, 82-14212 


NMC model performance in the north- 
east Pacific /, 82-12826 


Weather forecasting — Remote sensing. 

An interpretative review of existing capa- 
bilities for measuring and forecasting 
selected weather variables (emphasiz- 
ing remote means) /, 82-13180 


Weather reporting, Radio. 


NOAA weather radio., 82-3111 


Weighing-machines — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 6670. Scales and 
balances, 82-12987, 82-12988 


Weights and measures — United States. 
The Marketplace, &2-12812 


Weights and measures — United States — 
Bibliography — Catalogs. 


Weights and measures., 82-5560 


Weights and measures — United States — 


Sixty-sixth National Conference on 
Weights and Measures : July 13-17, 
1981, St. Louis, Missouri., 82-4605 


Weirs. 
Calibration of a 90 V-notch weir using 
parameters other than upstream head /, 
82-5260 


Welded joints — Cracking. 
Fatigue and fracture resistance of stain- 
less steel weld deposits after elevated- 
temperature irradiation /, 82-3266 


Welded joints — Fatigue. 
Fatigue and fracture resistance of stain- 
less steel weld deposits after elevated- 
temperature irradiation /, 82-3266 


More precise investigations of the me- 
chanical characteristics, in the heat af- 
fected zone, of welded seams on thick- 
walled forged pieces of fine-grained 
construction steel 22 NiMoCr 37 /, 
82-6720 


Welded joints — Testing. 

Determination of the effect of current 
and travel speed of gas metal-arc weld- 
ing on the mechanical properties of 
A36, A516, and A514 steels /, 82- 
1486 


Review of fillet weld strength parameters 
for shipbuilding., 82-12027 


Welders (Persons) — Training of — United 
States. 
The US Army Ordnance Center and 
School apprenticeship program for the 
trade of industrial welder., 82-4906 
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Welfare fraud — California. 
Fraud control, California and New York 
/, 82-3609 


Welfare fraud — New York (State) 
Fraud control, California and New York 
/, 82-3609 


Welfare fraud — United States. 

Fraud and abuse involving food stamps 
and other federal programs : hearing 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, first session, October 28, 
1981., 82-15131 


Welfare fraud — United States — Statistics 
— Periodicals. 
Disposition of public assistance cases in- 
volving questions of fraud., 82-10479 


Welfare recipients — Certification — United 

States. 

Legislative and administrative changes to 
improve verification of welfare recipi- 
ents’ income and assets could save hun- 
dreds of millions : report to the Con- 
gress /, 82-10387 


Welfare recipients — United States. 
A last look at adult welfare recipients 
prior to SSI /, 82-10472 


Welfare recipients — United States — 
Statistics — Periodicals. 
Public assistance recipients and cash pay- 
ments by state and county., 82-10478 


Wells — Florida — Fernandina Beach. 
Geologic and hydrologic data from a 
test-monitor well at Fernandina Beach, 
Florida /, 82-5831 


Wells — Florida — Hillsborough County. 
Hydrologic monitoring program in El- 
dridge-Wilde and East Lake Road 
well-field areas, Pinellas and Hillsbor- 
ough Counties, Florida, 1977 water 
year /, 82-3682 


Wells — Florida — Pinellas County. 
Hydrologic monitoring program in El- 
dridge-Wilde and East Lake Road 
well-field areas, Pinellas and Hillsbor- 
ough Counties, Florida, 1977 water 
year /, 82-3682 


Wells — Louisiana — Cameron Parish. 

Geothermal energy geopressure subpro- 
gram : DOE Sweet Lake no. 1, Ca- 
meron Parish, Louisiana : environmen- 
tal assessment., 82-9954 

Geothermal energy geopressure subpro- 
gram : Gladys McCall Well site, Ca- 
meron Parish, Louisiana : environmen- 
tal assessment., 82-9955 


Wells — Oklahoma. 
Ground-water records for eastern Okla- 
homa : part 2-water-quality records for 


Do not order from index; see indicated entry 





Subject Index 


wells, test-holes, and springs /, 82- 
10766 


Wells (Me.) — Harbor. 
Design for harbor entrance improve- 
ments, Wells Harbor, Maine : hydraulic 
model investigation /, 82-4995 


West, Francis J. 

Nomination of Franics J. West, Jr., to be 
assistant secretary of defense for inter- 
national security affairs : hearing before 
the Committee on Armed Services, 
United States Senate, Ninety-seventh 
Congress, first session, on nomination 
of Francis J. West, Jr., of Rhode 
Island, to be assistant secretary of de- 
fense (international security affairs)., 
82-1026 


West Indies — Maps — To 1800 — 

Bibliography — Catalogs. 

Maps and charts of North America and 
the West Indies, 1750-1789 : a guide to 
the collections in the Library of Con- 
gress /, 82-2050 


West Virginia — Census, 1980. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 50. West Virginia, 82-12739 


West Virginia — Manufactures — Statistics. 
1977 census of manufactures, 82-9184 


West Virginia — Population — Statistics. 
1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 50. West Virginia., 82-12739 


Western Energy and Land Use Team — 
Bibliography. 
Western Energy and Land Use Team 
publications : a bibliography with ab- 
stracts., 82-5924 


Western hemlock. 
Bending strength of large Alaskan Sitka 
spruce and western hemlock log bridge 
stringers., 82-12442 


Losses from decay in 40- to 120-year old 
Oregon and Washington western hem- 
lock stands /, 82-12407 


Predicting crown weight of coast Doug- 
las-fir and western hemlock /, 82- 
12455 


Western hemlock — Diseases and pests. 
Development of Sirococcus shoot blight 
following thinning in western hemlock 
regeneration /, 82-12490 


Western Samoa. 
Western Samoa, a country profile /, 82- 
825 
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Western Solar Utilization Network. 
Western Sun overview FY 1980 /, 82- 
9985 


Western spruce budworm — Control — New 

Mexico. 

Western spruce budworm suppression 
and evaluation project using carbaryl : 
final report, 1977-79, New Mexico /, 
82-12393 


Wetland conservation — United States. 
Federal disaster assistance program 
floodplain management handbook, pur- 
suant to Public Law 93-288, and Ex- 
ecutive Orders 11988 and 11990., 82- 
10279 


Highways and wetlands /, 82-11457 


Wetland ecology — Great Lakes Region. 
Fish and wildlife resources of the Great 
Lakes coastal wetlands within the 
United States /, 82-14021 


Wetland ecology — United States. 
Riparian ecosystems : their ecology and 
status /, 82-14023 


Wetland flora — Texas — Handbooks, 
manuals, etc. 
Common wetland plants of southeast 
Texas., 82-4977 


Wetlands — Florida — Dade County. 
Summary of hydrologic data for the East 
Everglades, Dade County, Florida /, 
82-1953 


Wetlands — Florida — Shark River. 

An application of LANDSAT multispec- 
tral imagery for the classification of 
hydrobiological systems : Shark River 
Slough, Everglades National Park, 
Florida /, 82-3725 


Wetlands — North Dakota — Stutsman 
County. 
Hydrologic setting of wetlands in the 
Cottonwood Lake area, Stutsman 
County, North Dakota /, 82-1935 


Wetlands — United States. 
Automotive crankcase oil : detection in a 


coastal wetlands environment /, 82- 
10223 


Wetlands — United States — Congresses. 
Proceedings of the National Wetland 
Classification and Inventory Work- 
shop, held at University of Maryland, 
College Park, July 20-23, 1975 /, 82- 
3732 


Whaling. 

Review of the 33d International Whaling 
Commission meeting : hearing before 
the Subcommittee on Human Rights 
and International Organizations of the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-seventh 








White collar workers Salaries, pensions, etc. U.S. Periodicals. 


Congress, first session, September 22, 
1981., 82-6829 


Whaling — Congresses. 
Whaling, amendments to the schedule to 
the International Whaling Convention 
of 1946. 82-785, 82-786, 82-795, 
82-800 


Whaling — Law and legislation — 
Congresses. 
Whaling, amendments to the schedule to 
the International Whaling Convention 
of 1946., 82-785, 82-786, 82-795, 
82-800 


Whaling — United States. 

U.S. whaling policies/International Whal- 
ing Commission : hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-seventh Congress, first session, 
on U.S. whaling policies/International 
Whaling Commission, June 25, 1981., 
82-1032 


Wheat. 
The implications of establishing a U.S. 
wheat board /, 82-12662 


Wheat — Indonesia. 
The role of wheat in Indonesia’s food 
system /, 82-12643 


Wheat — Mathematical models. 
Wheat forecast economics effect study /, 
82-14208 


Wheat — United States — Growth. 

A comparative statistical study of long- 
term agroclimatic conditions affecting 
the growth of U.S. winter wheat : dis- 
tributions of regional monthly average 
precipitation on the Great Plains and 
the State of Maryland, and the effect of 
agroclimatic conditions on yield in the 
state of Kansas., 82-11155 


Wheat — United States — Statistics — 
Periodicals. 
Distribution of the varieties and classes of 
wheat in the United States in... /, 82- 
12339 


Wheat — United States — Varieties — 
Periodicals. 
Distribution of the varieties and classes of 
wheat in the United States in... /, 82- 
12339 


Wheat trade — Indonesia. 
The role of wheat in Indonesia’s food 
system /, 82-12643 


Wheat trade — Law and legislation — 

United States. 

Act to Extend the Time for Conducting 
the Referendum with Respect to the 
National Marketing Quota for Wheat 
for the Marketing Year Beginning June 
1, 1981, and to Eliminate the Require- 
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ment that the Secretary of Agriculture 
Waive Interest on Loans ..., 82-1810 


Wheat trade — Law and legislation, 

International. 

International Wheat Agreement : hearing 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety-sev- 
enth Congress, first session, on Treaty 
Document 97-9—two protocols for the 
extension of the International Wheat 
Agreement, November 24, 1981., 82- 
12182 


Wheat trade — Mathematical models. 
Wheat forecast economics effect study /, 
82-14208 


Wheelchairs — Aerodynamics. 
Aerodynamic characteristics of wheel- 
chairs /, 82-3781 


Wheelchairs — United States. 
A requirements analysis document for 
transit vehicle wheelchair lift devices / 
, 82-14506 


Whiskey — United States — Storage. 
Cost and engineering study : control of 
volatile organic emissions from whis- 
key warehousing /, 82-10055 


Whiskeytown-Shasta-Trinity National 
Recreation Area (Calif.) — Maps. 
Shasta Lake Unit, Whiskeytown-Shasta- 
Trinity National Recreation Area /, 
82-2770 


Trinity Unit, Whiskeytown-Shasta-Trin- 
ity National Recreation Area., 82-23 


Whistle blowing — United States. 
For merit and honesty in government : 
the role of the Special Counsel., 82- 
11073 


Hearing on H.R. 2985, to amend title 10, 
United States Code ... before the Inves- 
tigations Subcommittee of th Commit- 
tee on Armed Services, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, September 23, 1981., 82- 
2598 


Whistleblowing and the federal employee 
: blowing the whistle on fraud, waste, 
and mi g t—who does it and 
what happens : a report of the U.S. 
Merit Systems Protection Board, Office 
of Merit Systems Review and Studies., 
82-2055 





White collar workers — Salaries, pensions, 
etc. — United States — Periodicals. 
National survey of professional, adminis- 

trative, technical, and clerical pay /, 
82-673, 82-2007 
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White collar workers — United States — 
Job descriptions — Periodicals. 
National survey of professional, adminis- 
trative, technical, and clerical pay /, 
82-673, 82-2007 


White pine — Diseases and pests. 
White-pine weevil attack susceptibility of 
western white pine in the Northeast /, 
82-34 


White pine weevil. 
White-pine weevil attack susceptibility of 
western white pine in the Northeast /, 
82-34 


White River (Colo. and Utah) 
Evaluation of four instream flow method- 
ologies used on the Yampa and White 
Rivers, Colorado /, 82-1993 


White spruce — Growth. 
Growth of hybrid poplars, white spruce, 
and jack pine under various artificial 
lights /, 82-2782 


White-tailed deer — Ecology. 
Ecology of the Carmen Mountains white- 
tailed deer /, 82-14012 


White-tailed deer — Feeding and feeds. 
Foods of white-tailed deer in the Upper 
Great Lakes Region: a review /, 82- 
12519 


Whitlock, Michael, 1954- 
Michael Whitlock : report (to accompany 
S. 555)., 82-6555 


Wholesale trade — Alabama — Statistics. 
1977 census of wholesale trade, 82-9410 


Wholesale trade — Alaska — Statistics. 
1977 census of wholesale trade, 82-9411 


Wholesale trade — Arizona — Statistics. 
1977 census of wholesale trade, 82-9412 


Wholesale trade — Arkansas — Statistics. 
1977 census of wholesale trade, 82-9413 


Wholesale trade — California — Statistics. 
1977 census of wholesale trade, 82-9414 


Wholesale trade — Colorado — Statistics. 
1977 census of wholesale trade, 82-9415 


Wholesale trade — Connecticut — Statistics. 
1977 census of wholesale trade, 82-9416 


Wholesale trade — Delaware — Statistics. 
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Roadless and undeveloped area evalua- 
tion II, RARE II final environmental 
statement, January 1979, Chugach Na- 
tional Forest /, 82-41 


_ Wilderness areas — Arizona. 
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Building the world’s first wind farm : 
construction of the Mod-2 wind turbine 
generators at the Goodnoe Hills, 
Washington to provide a new source of 
renewable energy for the Pacific 
Northwest., 82-13474 


Eighteen prospective sites for MOD-2 
2500 kw wind turbine generator sys- 
tems., 82-13294 
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January — June 1982 


Equal employment opportunity report. 
Minorities and women in institutions of 
higher education, 82-940 

Job patterns for minorities and women in 
private industry, 82-2430 

Minorities and women in institutions of 
higher education, 82-940 


Report. Minorities & women in private 
industry, 82-2430 


Women — Health and hygiene — United 
States. 


Women in treatment., 82-13911 


Women — Legal status, laws, etc. — 
Arizona. 


Domestic violence hearing held in 
Phoenix, Arizona, February 12-13, 
1980 : testimony and exhibits., 82-144 


Women — Pensions — United States. 
Women and private pensions., 82-3746 


Women — Scholarships, fellowships, etc. — 
United States — Periodicals. 
Selected list of postsecondary education 
Opportunities for minorities and 
women., 82-13509 


Women — Services for — United States 
Voices for women : 1980 report of the 
President’s Advisory Committee for 
Women., 82-777 


Women — United States — Alcohol use. 
Here’s to your health : alcohol facts for 
women., 82-10679 


Women — United States — Bibliography — 
Catalogs. 


Women., 82-5561 


Women — United States — Biography. 
Manners in the Senate chamber : 
century women’s views., 82-15040 


19th 


Women college students — United States. 
Sexual harassment : a report on the 
sexual harassment of students /, 82- 
13484 


Women in aeronautics. 
Air Force female pilots program : initial 
performance and attitudes /, 82-1579 


Women in aviation and space /, 82-6373 


Women in agriculture — United States — 
Bibliography. 
Women in American agriculture : a 
lected bibliography /, 82-12556 


se- 


Women in astronautics. 


Women in aviation and space /, 82-6373 


Women in public life — United States. 
Women, a documentary of progress 
during the administration of Jimmy 
Carter, 1977 to 1981 /, 82-779 





Women in the civil service — United States. 
How to get a job in the federal govern- 
ment /, 82-3616 


Women-owned business enterprises — 
Middle West — Directories. 
Women owned business directory : Iowa, 
Kansas, Missouri, Nebraska., 82-5652 


’ 
Women-owned business enterprises — United 

States. 

Need to determine whether existing fed- 
eral programs can meet the needs of 
women entrepreneurs : report to the 
Congress /, 82-10347 


Outer continental shelf leasing policies : 
hearing before the Subcommittee on 
SBA and SBIC Authority, Minority 
Enterprise and General Small Business 
Problems of the Committee on Small 
Business, House of Representatives, 
Ninety-seventh Congress, first session, 
Washington, D.C., November 12, 
1981., 82-12261 


Women-owned business enterprises — United 
States — Statistics. 
Selected characteristics of women-owned 
businesses, 1977, 82-9348 


1977 economic censuses, 82-9347 


Women soldiers. 
Male and female factors on the Cadet 
Evaluation Battery /, 82-158 


Women soldiers — United States. 
Women and ROTC summer camp, 1975 / 
, 82-9756 


Women’s Air Service Pilots. 

Implementation of Title IV of Public 
Law 95-202, relating to WASPS and 
similarly situated groups hearing 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Veterans’ Affairs, 
sentatives, “ Ninety-seventh Congress, 
first session, September 29, 1981., 82- 
12281 


Women’s clothing industry — United States 
— Employees — Statistics. 


Occupational employment : women’s and | 
children undergarments industry, May | 


1971., 82-11034 


Women’s clothing industry — United States 
— Statistics. 


1977 census of manufactures, 82-9194 


Women’s clothing industry — United States 
— Statistics — Periodicals. 
Current industrial reports. Series MA- 
23F, Women’s and childrens’ outer- 
wear., 82-9271 


Women’s and childrens’ outerwear, 
9271 


82- 
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House of Repre- | 








Wood Testing Bibliography. 


Women’s History Week. 
Joint Resolution Designating the Week 
Beginning March 7, 1982, as “Women’s 
History Week”, 82-1813 


Women’s rights — United States. 
Voices for women : 1980 report of the 
President’s Advisory Committee for 
Women., 82-777 


Women, a documentary of progress 


during the administration of Jimmy 
Carter, 1977 to 1981 /, 82-779 


Wood. 


Performance of wood in a do-it-yourself 
solar collector /, 82-12473 


Wood — Anatomy. 
Wood anatomy of the neotropical sapota- 
ceae. XX. Manilkara., 82-12443 


Wood — Bibliography. 


List of publications on fire performance 
of wood., 82-12415 


Wood and energy : 
82-3353 


a bibliography /, 


Wood — Deterioration. 

The inhibitory effects of some Cinnamyl- 
phenols on the marine fungi Dendry- 
phiella salina and Corollospora mari- 
tima /, 82-3246 


Interactive roles regulating wood accu- 
mulation and soil development in the 
northern Rocky Mountains /, 82-9115 


Wood — Moisture. 
Dimensional stabilization of wood in use 
/, 82-2796 


Wood — Preservation. 
Marine exposure of preservative-treated 
small wood panels /, 82-12445 


Protection of wood surfaces with chromi- 
um trioxide /, 82-9107 


Treated wood for marine use., 82-240 


United States Frigate Constellation 
monitoring of water at Constellation 
Pier, Baltimore Harbor, for the pres- 
ence of marine wood-destroyers : first 
year of observations from April 1978 
to May 1979 /, 82-5131 


Wood — Testing. 


Evolution of allowable stresses in shear 
for lumber /, 82-12511 


Increment cores : how to collect, handle, 
and use them /, 82-9117 


Mechanical properties of preservative 
treated marine piles., 82-246 


Wood — Testing — Bibliography. 
List of publications on fire performance 
of wood., 82-12415 
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Wood Thermal properties. 


Wood — Thermal properties. 
Candidate wood-base standard reference 
materials for fire testing—red oak /, 
82-27 


Wood — United States. 
Age of wood : extending the timber re- 
source., 82-9096 


Wood borers — Bibliography. 
A selective bibliography on insects caus- 
ing wood defects in living eastern 
hardwood trees /, 82-2753 


Wood-decaying fungi. 

The inhibitory effects of some Cinnamy]l- 
phenols on the marine fungi Dendry- 
phiella salina and Corollospora mari- 
tima /, 82-3246 


Wood-decaying fungi — Oregon. 
Losses from decay in 40- to 120-year old 
Oregon and Washington western hem- 
lock stands /, 82-12407 


Wood-decaying fungi — Washington (State). 

Losses from decay in 40- to 120-year old 

Oregon and Washington western hem- 
lock stands /, 82-12407 


Wood finishing. 
Forest Products Laboratory natural finish 
/, 82-12471 


Wood poles. 
Comparison of wood preservatives in 
stake tests : 1979 progress report /, 

82-12470 


Wood poles — Preservation. 
Groundline treatments of southern pine 
posts /, 82-31 


Wood preservatives. 

The inhibitory effects of some Cinnamy]l- 
phenols on the marine fungi Dendry- 
phiella salina and Corollospora mari- 
tima /, 82-3246 


Mechanical properties of preservative 
treated marine piles., 82-246 


Protection of wood surfaces with chromi- | 


um trioxide /, 82-9107 


Wood preservatives — Analysis. 
Comparison of wood preservatives in 
stake tests 
82-12470 


Wood-pulp industry — Environmental 
aspects — Sabine River watershed (Tex. 
and La.) 

Draft environmental impact statement on 
the issuance of an NPDES new source 
permit for Kirby Forest Industries, Inc. 
pulp mill near Bon Wier, Texas /, 82- 
10188 
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: 1979 progress report /, 


Wood-pulp industry — Environmental 
aspects — United States. 
Draft guideline document : control of 
TRS emissions from existing kraft pulp 
mills /, 82-10096 


Kraft pulping : control of TRS emissions 
from existing mills /, 82-10097 


Operation and maintenance of particulate 
control devices in kraft pulp mill and 
crushed stone industries /, 82-10124 


Wood residue-fired steam generator par- 
ticulate matter control technology as- 
sessment /, 82-10245 


Wood-pulp industry workers — United 

States — Statistics. 

Occupational employment millwork, 
veneer, plywood, and prefabricated 
structural wood products industry, 
May 1971 /, 82-11045 


Occupational employment : sawmills and 
planing mills industry, May 1971 /, 
82-11038 


Wood research — Bibliography — 
Periodicals. 
Dividends from wood research /, 82- 
12414, 82-12416 


Wood-using industries — Oklahoma — 
Statistics. 
Oklahoma forest industries, 1978 /, 82- 
1168 


Wood-using industries — Research — 
United States. 


Prospectus 1981-1982., 82-12412 


Wood-using industries — Tennessee — 
Statistics. 
Tennessee forest industries, 
12507 


1979., 82- 


Wood waste — Burning — Environmental 
aspects. 
Wood residue-fired steam generator par- 
ticulate matter control technology as- 
sessment /, 82-10245 


Wooden beams — Testing. 
Wood joist floors : effects of joist vari- 
ability on floor stiffness /, 82-28 


Woodward County (Okla.) — Maps. 
Woodward County, Oklahoma, soil inter- 
pretive map, soil potential for surface 


irrigation /, 82-4455 


| Woodworking machinery — Catalogs. 


Consolidated federal supply catalog iden- 
tification list. FSC 3200. Woodworking 
machinery and equipment, 82-4815 


Wool trade and industry — United States — 
Employees — Statistics. 
Occupational employment : weaving and 
finishing mills (wool) industry, June 
1971 /, 82-5984 
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Work — Psychological aspects. 
Survey of human operator modeling 
techniques for measurement applica- 
tions /, 82-273 


Work environment. 
Developing habitability information for 
the design of office environments /, 
82-5053 


Work environment — Safety measures. 
Job safety and health : answers to some 
common questions., 82-686 


Work environment — United States. 
Hot environments /, 82-687 


The human factor in innovation and pro- 
ductivity hearings (including the 
record of a seminar sponsored by the 
American Association for the Ad- 
vancement of Science on July 28, 1981) 
before the Subcommittee on Science, 
Research, and Technology of the Com- 
mittee on Science and Technology, 
U.S. House of Representatives, Ninety- 
seventh Congress, first session, Septem- 
ber 9, 10, 11, 15, 16, 17, 1981. 82- 
15198 


Workers’ compensation — United States. 

Compensating and rehabilitating injured 
federal workers : hearings before a sub- 
committee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, April 29 and May 6, 1981., 
82-1062 


Compensating and rehabilitating injured 
federal workers : twenty-first report /, 
82-6599 


Federal injury compensation : questions 
and answers about the Federal Em- 
ployees’ Compensation Act., 82-692 


Federal workers’ compensation fraud and 
abuse : hearings before the Permanent 
Subcommittee on Investigations of the 
Committee on Governmental Affairs, 
United States Senate, Ninety-seventh 
Congress, first session, July 22 and 23, 
1981., 82-4245 


Injury compensation process delays 
prompt payment of benefits to federal 
workers : report to the Congress /, 
82-1754 


Injury compensation process delays 
prompt payment of benefits to federal 
workers : report to the Congress : sum- 
mary /, 82-13733 


Longshoremen’s and Harbor Workers’ 
Compensation Act Amendments of 
1981 : hearings before the Subcommit- 
tee on Labor of the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-seventh 
Congress,first session, on S. 1182 ... 





January — June 1982 


June 16, 17, 23, and October 5, 1981., 
82-6872 


Occupational disease compensation and 
social security : hearing before the Sub- 
committee on Labor Standards of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enty Congress, first session, hearing 
held in Washington, D.C., on October 
6, 1981., 82-12128 


Workers’ compensation — United States — 
Costs. 


Oversight hearing on the impact on com- 
pensation costs of reduced workplace 
health standards : hearing before the 
Subcommittee on Labor Standards of 
the Committee on Education and 
Labor, House of Representatives, 
Ninety-seventh Congress, first session, 
hearing held in Washington, D.C., on 
April 9, 1981., 82-2614 


Slips & falls : truck related persona! 
injury accidents., 82-6337 


World Bank. 

Improving independent evaluation sys- 
tems in the multilateral development 
banks : report to the Congress /, 82- 
492 


Improving independent evaluation sys- 
tems in the multilateral development 
banks : summary : report to the Con- 
gress /, 82-493 


World Health Organization. 

Implementation of the World Health Or- 
ganization (WHO) code on infant for- 
mula marketing practices : hearings 
before the Subcommittees on Interna- 
tional Economic Policy and Trade, and 
on Human Rights and International Or- 
ganizations of the Committee on For- 
eign Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
June 16 and 17, 1981., 82-15119 


World maps. 


[World map]., 82-14258 


World politics — 1975-1985, 

Report on the nonaligned countries’ com- 
munique of September 1981 : communi- 
cation from the president of the United 
States transmitting a report listing the 
countries which have disassociated 
themselves from the nonaligned coun- 
tries’ communique of September 1981, 
and their methods of disassociation, 
pursuant to the section 720(b) of Public 
Law 97-113., 82-14635 


World War, 1914-1918 — United States. 
H.R. 1918—to provide a service pension 
for veterans of World War I : hearing 
before the Subcommittee on Compen- 
sation, Pension, and Insurance of the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-seventh 





Congress, first session, July 21, 1981., 
82-2728 


World War, 1939-1945 — 
The critical error of World War II /, 
82-3157 


Wounds and injuries. 


Treatment for fractures, 82-227, 82-228 


Wounds and injuries — Treatment. 
Treatment for fractures, 82-227, 82-228 


Wounds and injuries — United States — 

Statistics. 

Current estimates from the health inter- 
view survey, United States, 1979 : esti- 
mates of incidence of acute conditions, 
number of persons reporting limitation 
of activity, number of persons injured, 
hospital episodes, disability days and 
frequency of dental and physician visits 
: based on data collected in the health 
interview survey during 1979., 82- 
10630 


Writing — Bibliography — Catalogs. 
Stenography, typing and writing., 
5552 


82- 


Wyoming. 
Buffalo resource area oil and gas environ- 
mental assessment /, 82-1984 


Wyoming — Census, 1980. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 52. Wyoming., 82-12741 


Wyoming — Industries — Periodicals. 
County business patterns, Wyoming., 
82-4597 


Wyoming — Manufactures — Statistics. 
1977 census of manufactures, 82-9186 


Wyoming — Maps. 
Wyoming public land user maps /, 82- 
5935 


Wyoming — Population — Statistics. 

1980 census of population. Volume 1. 
Characteristics of the population. 
Chapter A. Number of inhabitants. 
Part 52. Wyoming., 82-12741 


xX 


X-ray microanalysis. 
Fractographic and microstructural analy- 
sis of fatigue specimens of A302 grade 
B steel tested in air at room tempera- 
ture /, 82-3285 


Fractographic and microstructural analy- 
sis of stress corrosion cracking of A533 
Grade B Class 1 plate and A508 Class 
2 forging in pressurized reactor-grade 
water at 93C /, 82-9884 
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Young, John (John Watts), 1930- 


X-ray spectroscopy. owl 
X-ray spectroscopy : the inside story, 
82-6127 


X-ray spectroscopy, the inside story, 
2087 


X-rays — and 
A Guide for the submission of initial re- 
ports on diagnostic x-ray systems and 
their major components., 82-10619 


X-rays — Bibliography — Catalogs. 
X-rays., 82-5598 


82- 


X-rays — Measurement. 

Confiimation of conversion factors relat- 
ing exposure and dose-equivalent index 
presented in ANSI N13.11 /, 82-2489 

Soiar X-ray measurements from SMS-1, 
SMS-2, and GOES-| : information for 
data users /, 82-1382 


X-rays — Safety measures. 
X rays, pregnancy and you., 


Y 


82-3633 


Yalobusha County (Miss.) — Maps. 
Important farmlands map, Yalobusha 
County, Mississippi /, 82-1219 


Yampa River (Coio.) 
Evaluation of four instream flow method- 
ologies used on the Yampa and White 
Rivers, Colorado /, 82-1993 


Yampa River watershed (Colo.) 
Flood hazard information : Yampa River 
and tributaries, Craig, Colorado /, 82- 
5036 


Yavapai County (Ariz.) — Maps. 
Lower Gila North Planning/EIS Area : 
grazing allotments /, 82-5930 


Yellowstone National Park — Maps. 
Grand Teton, Wyoming., 82-14031 


Yemen — Population — Statistics. 
Near East, Yemen Arab Republic 
lected statistical data by sex., 
11361 


: S€- 
82- 


Young Adult Conservation Corps (U.S.) 

Youth Conservation Corps and Young 
Adult Conservation Corps : hearings 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, first session, June 25 and 
July 17, 1981., 82-12197 


Young, John (John Watts), 1930- 

Flight of STS-1 with astronauts John W. 
Young and Captain Robert L. Crippen 
: hearing before the Committee on Sci- 
ence and Technlogy, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, May 20, 1981., 82- 
2707 
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Youngstown (Ohio) Climate Statistics Periodicals. 


Youngstown (Ohio) — Climate — Statistics 
Periodicals. 


Local climatological data. Youngstown, 
Ohio, annual summary with compara- 
tive data., 82-9539 


Youth — Alcohol use — United States — 
Data 
Traffic safety demonstration program 
modeling system /, 82-903 


Youth — Drug use — New York (N.Y.) 
Young men and drugs in Manhattan : a 
causal analysis /, 82-1885 


Youth — Employment — United States. 
Act to Extend the Authorization for 
Youth Employment and Demonstration 
Programs, and for Other Purposes, 
82-3595 


The ecology of youth participation in 
work settings : implications for linking 
home, school, and work for facilitating 
communication between youth and 
adults : summary /, 82-13507 

Improving youth employment prospects : 
issues and options /, 82-15236 

The Most willing work force in America 
is available in June., 82-11023 


School and work among youth during 
the 1970's /, 82-3756 


Youth in the workplace, the dynamics of 
learner needs and work roles : sum- 
mary /, 82-13506 


Youth in the workplace, the dynamics of 
learner needs and work roles : techni- 
cal report /, 82-13505 


Youth Opportunity Wage Act of 1981 : 
hearings before the Subcommittee on 
Labor of the Committee on Labor and 
Human Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 348 ... March 24 and 25, 
1981., 82-1088 


Youth — Employment — United States — 
Periodicals. 
YCC at work /, 82-5789 


Youth Conservation Corps ... anniversary 
report., 82-10715 


Youth — United States — Alcohol use. 

Final report on development of the teen- 
age self-test drinking and driving /, 
82-3978 

Juvenile court alcohol school evaluation 
interim report /, 82-3986 

Play it smart : facts for teenagers about 
drinking., 82-3662 

Students, you— alcohol and driving., 
82-14570 


Youth — United States — Bibliography — 
Catalogs. 


Children and youth., 82-3534 
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Youth — United States — Crimes against. 

Exploitation of children : hearing before 
the Subcommittee on Juvenile Justice 
of the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on problems of 
the exploited children, November 5, 
1981., 82-15164 


Youth — United States — Drug use. 
Adolescent marijuana abusers and their 
families /, 82-3659 


Adolescent peer pressure : theory, corre- 
lates, and program implications for 
drug abuse prevention., 82-1879 

Drug abuse and the American adolescent 
/, 82-5769 


Police referral to drug treatment : risks 
and benefits., 82-1880 


Youth — United States — Mental health 
services. 
Use of psychiatric facilities by children 
and youth, United States 1975 /, 82- 
13890 


Youth, Services for — United States. 
A Knowledge development plan for the 
Youth Employment and Demonstration 
Projects Act of 1977., 82-14133 


Youth centers — United States — Designs 
and plans. 
Dependent youth activity centers., 
13126 


82- 


Youth Conservation Corps (U.S.) 

Youth Conservation Corps and Young 
Adult Conservation Corps : hearings 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, first session, June 25 and 
July 17, 1981., 82-12197 


Youth Conservation Corps (U.S.) — 
Periodicals. 
YCC at work /, 82-5789 


Youth Conservation Corps ... anniversary 
report., 82-10715 


Youth policy — United States. 

Providing for the participation of the De- 
partment of Defense education system 
for dependents in overseas areas in the 
Senate youth program : report (to ac- 
company S. Res. 146)., 82-2357 


Youth volunteers in community development. 

Planning by objectives : a manual for stu- 

dent community service program coor- 
dinators., 82-12682 


Youth volunteers in social service — United 
States. 
Planning by objectives : a manual for stu- 
dent community service program coor- 
dinators., 82-12682 
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Yuma (Ariz.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Yuma, Arizo- 
na, annual summary with comparative 
data., 82-3118 


Yuma County (Ariz.) — Maps. 
Lower Gila North Planning/EIS Area : 
grazing allotments /, 82-5930 


Z 


Zaire. 
Zaire, a country profile /, 82-830 


Zaire — Economic conditions. 

Political and economic situation in 
Zaire—fall 1981 : hearing before the 
Subcommittee on Africa of the Com- 
mittee on Foreign Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, September 15, 1981., 
82-12170 


Zaire — Politics and government. 

Political and economic situation in 
Zaire—fall 1981 : hearing before the 
Subcommittee on Africa of the Com- 
mittee on Foreign Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, September 15, 1981., 
82-12170 


Zimbabwe — Politics and government. 
Rhodesia, US policy /, 82-2154 


Zimbabwe — Relations — United States. 
Rhodesia, US policy /, 82-2154 


Zinc. 
Zinc inventories in containment for some 
PWR and BWR power plants /, 82- 
6686 


Zinc — Environmental aspects — United 
States. 
Source category survey : secondary zinc 
smelting and refining industry /, 82- 
5327 


Zinc — Metallurgy. 
Recovery of principal metal values from 
electrolytic zinc waste /, 82-5894 


Zinc — Statistics — Periodicals. 
Preprint from the ... Bureau of Mines 
Minerals yearbook. Zinc., 82-3711 


Zinc, 82-3711 


Zinc industry and trade — Environmental 
aspects — United States. 
Source category survey : secondary zinc 
smelting and refining industry /, 82- 
5327 


Zip code — United States. 

Amending Title 39 of the United States 
Code to require that any extension of 
the zip code be part of a voluntary 
service option with a reduced rate : 





January — June 1982 


report of the Committee on Govern- 
mental Affairs, United States Senate to 
accompany S.678 ...., 82-11772 


Continued examination of the Postal 
Service plan for a nine-digit zip code : 
hearings before a subcommittee of the 
Committe on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, March 26 
and September 10, 1981., 82-2662 


Zip code — United States — Directories. 
National five digit zip code and post 
Office directory /, 82-6182 


Zircon, 
Bentonite-bonded rammed olivine and 


zircon molds for titanium casting /, 
82-5897 


Zirconium — Statistics — Periodicals. 
Preprint from the ... Bureau of Mines 
Minerals yearbook. Zirconium and haf- 
nium., 82-624 


Zirconium and hafnium, 


Zirconium alloys. 

Analysis of surface displacements of Zir- 
caloy fuel cladding in the HOBBIE 
creepdown irradiation experiments /, 
82-14954 


Creepdown of zircaloy fuel cladding-ini- 
tial tests /, 82-14772 


Evaluating strength and ductility of irra- 
diated Zircaloy, task 5/, 82-11985 


82-624 








Evaluating strength and ductility of irra- 
diated zircaloy task 5 : progress report 
July - December 1978 /, 82-14884 

Evaluating strength and ductility of irra- 
diated zircaloy, task 5 : quarterly prog- 
ress report, April-June 1979 /, 82- 
2509 


Evaluating strength and ductility of irra- 
diated zircaloy task 5 : quarterly prog- 
ress report January-March, 1979 /, 
82-14885 


Evaluating strength and ductility of irra- 
diated zircaloy, task 5 : quarterly prog- 
ress report, July-September 1979 / pre- 
pared by L.M. Lowry ... [et al.] ; pre- 
pared for Division of Reactor Safety 
Research, Office of Nuclear Regula- 
tory Research, U.S. Nuclear Regula- 
tory Commission., 82-11970 


Ex-reactor determination of thermal gap 
and contact conductance between ura- 
nium dioxide, zircaloy-4 interfaces : 
stage I low gas pressure /, 82-14792 

Instrumented impact properties of zirca- 


loy-oxygen and _ zircaloy-hydrogen 
alloys /, 82-6660 


Zirconium alloys — Creep. 

Preliminary analysis of surface displace- 
ment results in the creepdcwn irradia- 
tion experiment HOBBIE-1 /, 82- 
2478 
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4-H clubs U.S. 


Zirconium alloys — Testing. 
Effect of creep time and heating rate on 
deformation of Zircaloy-4 tubes tested 
in steam with internal heaters /, 82- 
11900 


Zircaloy cladding collapse under off- 


normal temperature and pressure con- 
ditions /, 82-14776 


Zoological gardens — United States — 
Statistics. 
Payroll for the nation’s museums and bo- 
tanical and zoological gardens totaled 
$294.6 million in 1977., 82-1359 


Zoology — Alaska. 
Species list of Alaskan birds, mammals, 
fish, amphibians, reptiles, and inverte- 
brates /, 82-12552 


Zoology — Bibliography — Catalogs. 
Zoology., 82-5570 


Zooplankton — Juan de Fuca Strait (B.C. 
and Wash.) 
Microzooplankton in the surface waters 
of the Strait of Juan de Fuca /, 82- 
4622 


0-9 


4-H clubs — United States. 
Tax-exempt status of 4-H organizations 
authorized to use the 4-H name and 
emblem., 82-12361 
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U.S. GOVERNMENT BOOKSTORES 


In addition to the mail-order service provided by the 
Office of the Superintendent of Documents, U.S. Gov- 
ernment Printing Office, there are retail bookstores in 
Washington, D.C., and several cities throughout the 
United States, each of which has in stock approximately 
1,500 of our most popular titles. You are invited to stop 
in any time. The locations of these stores are shown 


below: 


Atlanta Bookstore 

Room 100, Federal Building 
275 Peachtree Street NE 
Atlanta, Georgia 30303 
Telephone: (404) 221-6947 


Birmingham Bookstore 

9220 Parkway East-B 
Roebuck Shopping City 
Birmingham, Alabama 35206 
Telephone: (205) 254-1056 


Boston Bookstore 


Room G25, John F. Kennedy Federal Building 


Sudbury Street 
Boston, Massachusetts 02203 
Telephone: (617) 223-6071 


Chicago Bookstore 

Room 1463—14th Floor 

Everett McKinley Dirksen Building 
219 South Dearborn Street 
Chicago, Illinois 60604 
Telephone: (312) 353-5133 


Cleveland Bookstore 

First Floor 

Federal Buildin 

1240 East 9th Greet 
Cleveland, Ohio 44199 
Telephone: (216) 522-4922 


Columbus Bookstore 

Federal Office Building, Room 207 
200 North High Street 

Columbus, Ohio 43215 

Telephone: (614) 469-6956 


Dallas Bookstore 

Room 1C50 

Federal Building—U.S. Courthouse 
1100 Commerce Street 

Dallas, Texas 75242 

Telephone: (214) 767-0076 


Denver Bookstore 

Room 117 

Federal Building—U.S. Courthouse 
1961 Stout Street 

Denver, Colorado 80294 
Telephone: (303) 837-3964 


Detroit Bookstore 

Patrick V. McNamara Federal Building 
477 Michigan Avenue, Suite 160 
Detroit, Michigan 48226 

Telephone: (313) 226-7816 


Houston Bookstore 

45 College Center 

9319 Gulf Freeway 
Houston, Texas 77017 
Telephone: (713) 226-5453 


Jacksonville Bookstore 
Room 158 

Federal yoy | 

400 West Bay Street 
Jacksonville, Florida 32202 
Telephone: (904) 791-3801 


Kansas City Bookstore 

Room 144, Federal Office Building 
601 East 12th Street 

Kansas City, Missouri 64106 
Telephone: (816) 374-2160 


U.S. Government Bookstore 
ARCO Plaza, C Level 

505 South Flower Street 
Los Angeles, Calif. 90071 
Telephone: (213) 688-5841 


Milwaukee Bookstore 

Room 190 

Federal Building 

519 East Wisconsin Avenue 
Milwaukee, Wisconsin 53202 
Telephone: (414) 291-1304 


New York Bookstore 

Room 110 

26 Federal Plaza 

New York, New York 10007 
Telephone: (212) 264-3825 


Philadelphia Bookstore 

Federal Office Building 

Room 1214 

600 Arch Street 

Philadelphia, Pennsylvania 19106 
Telephone: (215) 597-0677 


Pittsburgh Bookstore 

Room 118, Sederal Building 
1000 Liberty Avenue 
Pittsburgh, Pennsylvania 15222 
Telephone: (412) 261-7165 


Pueblo Bookstore 

Majestic Building 

720 North Main Street 
Pueblo, Colorado 81003 
Telephone: (303) 544-3142 


Pueblo Distribution Center 
Public Docs. Distribution Center 
P.O. Box 4007 

Pueblo, CO 81003 

Telephone: (303) 544-5277 


San Francisco Bookstore 

Room 1023, Federal Office Building 
450 Golden Gate Avenue 

San Francisco, California 94102 
Telephone: (415) 556-0643 


Seattle Bookstore 

Room 194 

Federal Building 

915 Second Avenue 
Seattle, Washington 98174 
Telephone: (206) 442-4270 


Washington, D.C., Area 
Bookstores 


U.S. Government Printing Office 
710 North Capitol Street 
Washington, D.C. 20402 
Telephone: (202) 275-2091 


Department of Commerce 
Room 1604, First Floor 
14th & E Streets NW 
Washington, D.C. 20230 
Telephone: (202) 377-3527 


Department of State 

Room 2817, North Lobby 
21st and C Streets NW 
Washington, D.C. 20520 
Telephone: (202) 632-1437 


Health and Human Services Bookstore 
Room 1528 

330 Independence Ave., SW 
Washington, D.C. 20201 

Telephone: (202) 472-7478 


Int'l Communication Agency 
1776 Pennsylvania Avenue NW 
Washington, D.C. 20547 
Telephone (202) 724-9928 


Laurel Bookstore 

8660 Cherry Lane 

Laurel, Maryland 20810 
Telephone: (301) 953-7974 


Pentagon Bookstore 

Main Concourse, South End 
Washington, D.C. 20301 
Telephone: (202) 557-1821 
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